This  is  a  digital  copy  of  a  book  that  was  preserved  for  generations  on  library  shelves  before  it  was  carefully  scanned  by  Google  as  part  of  a  project 
to  make  the  world's  books  discoverable  online. 

It  has  survived  long  enough  for  the  copyright  to  expire  and  the  book  to  enter  the  public  domain.  A  public  domain  book  is  one  that  was  never  subject 
to  copyright  or  whose  legal  copyright  term  has  expired.  Whether  a  book  is  in  the  public  domain  may  vary  country  to  country.  Public  domain  books 
are  our  gateways  to  the  past,  representing  a  wealth  of  history,  culture  and  knowledge  that's  often  difficult  to  discover. 

Marks,  notations  and  other  marginalia  present  in  the  original  volume  will  appear  in  this  file  -  a  reminder  of  this  book's  long  journey  from  the 
publisher  to  a  library  and  finally  to  you. 

Usage  guidelines 

Google  is  proud  to  partner  with  libraries  to  digitize  public  domain  materials  and  make  them  widely  accessible.  Public  domain  books  belong  to  the 
public  and  we  are  merely  their  custodians.  Nevertheless,  this  work  is  expensive,  so  in  order  to  keep  providing  this  resource,  we  have  taken  steps  to 
prevent  abuse  by  commercial  parties,  including  placing  technical  restrictions  on  automated  querying. 

We  also  ask  that  you: 

+  Make  non-commercial  use  of  the  files  We  designed  Google  Book  Search  for  use  by  individuals,  and  we  request  that  you  use  these  files  for 
personal,  non-commercial  purposes. 

+  Refrain  from  automated  querying  Do  not  send  automated  queries  of  any  sort  to  Google's  system:  If  you  are  conducting  research  on  machine 
translation,  optical  character  recognition  or  other  areas  where  access  to  a  large  amount  of  text  is  helpful,  please  contact  us.  We  encourage  the 
use  of  public  domain  materials  for  these  purposes  and  may  be  able  to  help. 

+  Maintain  attribution  The  Google  "watermark"  you  see  on  each  file  is  essential  for  informing  people  about  this  project  and  helping  them  find 
additional  materials  through  Google  Book  Search.  Please  do  not  remove  it. 

+  Keep  it  legal  Whatever  your  use,  remember  that  you  are  responsible  for  ensuring  that  what  you  are  doing  is  legal.  Do  not  assume  that  just 
because  we  believe  a  book  is  in  the  public  domain  for  users  in  the  United  States,  that  the  work  is  also  in  the  public  domain  for  users  in  other 
countries.  Whether  a  book  is  still  in  copyright  varies  from  country  to  country,  and  we  can't  offer  guidance  on  whether  any  specific  use  of 
any  specific  book  is  allowed.  Please  do  not  assume  that  a  book's  appearance  in  Google  Book  Search  means  it  can  be  used  in  any  manner 
anywhere  in  the  world.  Copyright  infringement  liability  can  be  quite  severe. 

About  Google  Book  Search 

Google's  mission  is  to  organize  the  world's  information  and  to  make  it  universally  accessible  and  useful.  Google  Book  Search  helps  readers 
discover  the  world's  books  while  helping  authors  and  publishers  reach  new  audiences.  You  can  search  through  the  full  text  of  this  book  on  the  web 


at|http  :  //books  .  google  .  com/ 


HARVARD  UNIVERSITY 


HARVARD     LAW     LIBRARY. 


GIFT   OF. 


ReceivedMAR    19     1908 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


^nbltc  ^otnmtnis  td  SPiassac^usetts : 


BBINO  THS 


ANNUAL  REPORTS 


OF  VARIOC78 


PUBLIC  OFFICERS  AND  INSTITUTIONS 


FOR  THS  TEAS 


1906. 


PUBLrSHJn)  BY  THE  8ICRBTART  OF  THB  OOMMONWBALTH. 


Vol.  IV. 


BOSTON: 

WRIGHT    &   POTTER    PRINTING    CO.,    STATE    PRINTERS, 

18  Post  OFncB  Squabs. 

1907. 


Digitized  by  LjOOQ IC 


MAR  19   1908 


X 


Digitized  by  LjOOQ IC 


A 


Index  to  Public  Documents. 

Series  1906. 


Vol.  I. 

Report  of  the  Secretary  of  the  Commonwealth,        ...  46 

Beport  of  Treasurer  and  Receiver  General,      ....  5 

Report  of  Auditor  of  Accounts, 6 

Report  of  Attomey-Creneral, 12 

Vol.  n. 

Report  of  Tax  Commissioner, 16 

Aggregates  of  Polls,  Property  and  Taxes,  etc.,      ...  19 

Abstract  of  Certificates  of  Corporations,         ....  10 

Report  of  Controller  of  County  Accounts,       ....  29 


Report 

Report 

Report 

Report 

Report 

Report 

Report 

\    Report 

\  Report 

I  Report 


Vol.  in. 

of  State  Board  of  Charity, 

of  State  Board  of  Insanity,         .... 
of  Trustees  of  the  Danvers  Insane  Hospital, 
of  Trustees  of  the  Northampton  State  Hospital, . 
of  Trustees  of  the  Taunton  Insane  Hospital, 
of  Trustees  of  the  Worcester  Insane  Hospital,  etc., 
of  Trustees  of  the  State  Hospital  at  Tewksbury, . 
of  Trustees  of  the  Westborough  Insane  Hospital, 
of  Trustees  of  the  Poxborough  State  Hospital,     . 
of  Trustees  of  the  Medfield  Insane  Asylum, 


17 
63 
20 
21 
22 
23 
26 
30 
47 
59 


i 


Digitized  by  LjOOQ IC 


Eeport  of  Trustees  of  the  Massachusetts  State  Sanatorium  at 
Rutland, 61 

Eeport  of  Trustees  of  the  Massachusetts  Hospital  for  Epilep- 
tics at  Monson, 62 

Report  of  Trustees  of  the  State  Colony  for  the  Insane  at 
Gardner, 70 


Vol.  IV. 
Eeport  of  State  Board  of  Health,  .... 
Eeport  of  Board  of  Eegistration  in  Medicine, . 
Eeport  of  Board  of  Eegistration  in  Dentistry, 
Eeport  of  Board  of  Eegistration  in  Pharmacy, 
Eeport  of  Metropolitan  Water  and  Sewerage  Board, 


34 
56 

38 
39 

57 


Vol.  V. 

Eeport  of  Board  of  Eailroad  Commissioners  and  Eetums  of 

Eailroad  Corporations, 14 

Eeport  of  Board  of  Gas  and  Electric  Light  Commissioners,      .      36 


Vol.  VL 

Eeport  of  Bank  Commissioner  (Part  I.  —  Savings  Banks, 
Institutions  for  Savings,  Trust  Companies  and  Foreign 
Banking  Corporations.  Part  II.  —  Co-operative  Banks, 
Collateral  Loan  Companies,  Mortgage  Loan  and  Invest- 
ment Companies), 8 


Vol.  Vn. 

Eeport  of  Insurance  Commissioner  (Part  I. — Fire  and 
Marine.  Part  11.  —  Life,  Miscellaneous,  Assessment  and 
Fraternal), 9 

Eeport  of  Commissioners  of  Firemen's  Eelief  Fund,       .        .      64 

Digitized  by  LjOOQ IC 


Vol.  Vin. 
Beport  of  Board  of  .Education,  etc.,        .....  2 
Beport  of  Trustees  of  the  Perkins  Institution  and  Massachu- 
setts School  for  the  Blind, 27 

Report  of  Trustees  of  the  Massachusetts  School  for  the  Peeble- 

Minded  at  Waltham, 28 

Beport  of  Librarian  of  the  State  Library,        ....  3 

Beport  of  Free  Public  Library  Commission,    ....  44 

Beport  of  Commissioner  of  Public  Becords,    ....  52 


Vol.  rX. 

Beport  of  Secretary  of  the  State  Board  of  Agriculture,  .  .  4 
Beport  of  the  Hatch  Experiment  Station  of  the  Massachusetts 

Agricultural   College, 33 

Beport  of  Trustees  of  the  Massachusetts  Agricultural  College,  31 
Beport  of  the  Dairy  Bureau  of  the  Board  of  Agriculture,  .  60 
Beport  of  Superintendent  for  suppressing  the  Gypsy  and 

Brown-tail  Moths, 73 


Vol.  X. 

Beport  of  Adjutant  General, 

Beport  of  Chief  of  the  District  Police,    . 
Beport  of  Board  of  Prison  Commissioners,    . 
Beport  of  Police  Commissioner  for  City  of  Boston, 
Beport  of  Board  of  Police  for  City  of  Fall  Eiver,    . 
Beport  of  Commissioner  of  State  Aid  and  Pensions, 
Beport  of  Board  of  Conciliation  and  Arbitration,  . 
Beport  of  Trustees  of  the  Lyman  and  Industrial  Schools, 
Beport  of  Trustees  of  the  State  Farm  at  Bridgewater,  . 


7 
32 
41 
49 
58 
68 
40 
18 
24 


Digitized  by  VjOOQ IC 


Vol.  XI. 
Eeport  of  Births,  Marriages  and  Deaths,  with  Statistics  of 
Divorce,  and  of  Deaths  investigated  by  the  Medical  Exam- 
iners,   1 

Report  of  Bureau  of  Statistics  of  Labor,         ....       15 
Returns  of  Number  of  Assessed  PoUs,  Registered  Voters,  etc.,       43 


Vol.  Xn. 

Report  of  Board  of  Harbor  and  Land  Commissioners,      .        .  11 

^  Report  of  Commissioners  on  Fisheries  and  Qa^e,  ...  25 

Report  of  Commissioners  of  Nautical  Training  School,  .        .  42 

Report  of  Metropolitan  Park  Commission,      ....  48 

Report  of  Civil  Service  Commission, 53 

Report  of  State  Highway  Commission, 54 

Report  of  Wachusett  Mountain  State  Reservation  Commis- 
sion,     65 

Report  of  Commissioners  on  War  Records,      ....  66 

Report  of  Qreylock  Commission, 67 

Report  of  State  Board  of  Publication, 69 

Report  of  Charles  River  Basin  Commission,    ....  71 

Report  of  Board  of  Registration  in  Veterinary  Medicine,        .  72 

Report  of  Board  of  Registration  in  Embalming,      ...  76 
Report  of  Licensing  Board  for  the  City  of  Boston,   .        .        .74 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


Digitized  by  VjOOQ IC 


PUBLIC  DOCUMENT  ....  ....  No.  34. 


THIBTY-EIGHTH  ANNUAL  EEPOBT 


State  Board  of  Health 


MASSACHUSETTS. 


BOSTON: 

WRIGHT  &  POTTER  PRINTING  CO.,  STATE  PRINTERS, 

18  Post  Oftics  Square. 

1907. 


Digitized  by  VjOOQ IC 


Appbotbd  bt 
Thb  Statb  Boabd  of  Publication. 


Digitized  by  LjOOQ IC 


MEMBERS    OF    THE   BOARD. 

1906. 


HENRY  P.   WALCOTT,  M.D.,  Chairman,    ....  of  Cambridob. 

JULIAN  A.  MEAD,   M.D., OP  Watebtowh. 

HIRAM  F.  MILLS,   C.E., OF  Lawrence. 

JOHN  W.  BARTOL,  M.D. of  Boston. 

GERARD  C.  TOBEY,  Esq., of  Wabehax. 

JAMES  W.  HULL, op  Ptttspield. 

HON.  CHARLES  H.  PORTER, OP  QuiNcr. 


Secretary, 
CHARLES  HARRINGTON,  M.D. 

Engineer. 
X.  H.  GOODNOUGH,  C.E. 

Palholoffist, 
THEOBALD  SBHTH,  M.D. 

AnaiyH  of  Food  and  Drugs. 
ALBERT  E.  LEACH,  S.B. 

(Jhemist. 
H.  W.  CLARK. 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


CONTENTS. 


rAAB 

General  Report, 1 

Sapplement,               66 

1.  Water  Supply  and  Sewerage, 67 

Advice  to  Cities,  Towns  and  Persons, 69 

Water  Supply, 71 

IceSnpply, ^      ....  160 

Sewerage  and  Sewage  Disposal, 163 

Advice  to  Public  Institutions  (under  the  proyisions  of  section  4  of 

chapter  76  of  the  Revised  Laws), 179 

Examination  of  Public  Water  Supplies, 181 

Examination  of  Rivers, 196 

Water  Supply  Statistics, 201 

Experiments  on  the  Purification  of  Sewage  and  Water  at  the  Lawrence 

Experiment  Station  in  1906, 211 

Porification  of  Sewage, 218 

Water  Filtration, •     .  804 

Significance  of  the  Numbers  of  Bacteria  in  Water  and  Sewage  de- 
veloping at  Different  Temperatures, 826 

2.  Food  and  Drug  Inspection, 861 

Proeecutions, 356 

Report  of  the  Analyst, 878 

A  Comparison  of  Methods  for  the  Determination  of  the  Alkalinity  ol 

Aah, 411 

S.  Inspection  of  Dairies, 416 

4.  Report  upon  the  Production,  Distribution,  and  Use  of  Diphtheria  Anti- 

toxin and  Vaccine,  and  upon  Bacteriological  Diagnosis,        .        .  429 

5.  Report  upon  Diphtheria  Cultures, 437 

&  Report  upon  Examinations  for  Tuberculosis, 442 

7.  Report  upon  Examinations  for  Typhoid  Fever, 446 

8.  Report  upon  Examinations  for  Malaria, 448 

9.  Report  on  the  Sanitary  Condition  of  Factories,  Workshops,  and  Other 

Establishments, 449 

General  Report, 460 

The  Textile  Industry, 464 

Conditions  as  to  Light,  Heat,  Dust,  Humidity,  Gases,  etc.,                 .  470 


Digitized  by  LjOOQ IC 


vi  CONTENTS. 

9.  Report  on  the  Sanitary  Condition,  etc.  —  Coniinued.  pa  ok 

Manufacture  of  Carpet  Yam,  Twine,  etc.,  from  Jute  and  Hemp,  .  484 

Manufacture  of  Carpets  and  Rugs, 434 

Manufacture  of  Shoddy, 486 

Manufacture  of  Felt  Cloth, .  487 

Cigar  and  Cigarette  Making, .  487 

Chair  Manufacturing,  489 

Whip  Making, 489 

Manufacture  of  Mouldings  and  Frames, 490 

^   The  Boot  and  Shoe  Industry, 490 

Manufacture  of  Derby  and  Felt  Hats,   ,. 502 

Horn  and  Celluloid, .        .  504 

Brush  Making, 610 

Pearl  Button  Making 510 

The  Paper  Industry, 511 

£mery  and  Corundum .  514 

Sandpaper  Making, .  515 

Stone  Cutting, .        .  516 

Glass  Cutting  and  Polishing, 518 

Manufacture  of  Optical  Lenses, 518 

Manufacture  of  Machinery,  Machine  Parts  and  Metal  Supplies,   .        .  619 

Iron  and  Steel  Foundries, 523 

Stove  Foundries, ....  523 

Brass  and  Iron  Foundries, 624 

The  Cutlery  and  Tool  Industry 624 

Manufacture  of  Agricultural  Tools  and  Implements,    ....  526 

Manufacture  of  Firearms,  Bicycles,  etc.,        ....  .  527 

Galvanizing  Iron, 528 

Wire  and  Wire  Cloth  Making, 528 

Manufacture  of  Insulated  Wire, 530 

Manufacture  of  Electrical  Apparatus, 680 

Manufacture  of  Surveyors^  Instruments, 631 

Manufacture  of  Watches, 631 

File  Cutting, 532 

The  Jewelry  Industry, 633 

The  Lead  Industry,^ 535 

Manufacture  of  Lead  Pipe  and  Plumbers'  Supplies,  etc.,  .  638 

ManufiEU!ture  of  Solder, 538 

Pottery, 638 

Piano  Making, 539 

Lithographing, 540 


Digitized  by  VjOOQ IC 


CONTENTS.  vii 

9.  Report  on  the  Sanitary  Ck>ndition,  etc  —  Concluded.  ^aqu 

Mannfacture  of  Chemicals, .  641 

Bleaching  and  Dyeing, ...  546 

Dyeing  and  Cleansing, .        .  547 

The  Rubber  Indnstry, 548 

Manofactore  of  Straw  Hats, 551 

Glne  Making, .553 

Tanning, 553 

Soap  Making, .  555 

Bendering  and  Fertilizer  Making, 556 

Slanghtering  and  Packing, 557 

Report  on  the  Larger  Establishments, 557 

Report  on  the  Small  Slaughter-houses, 568 

Bakeries, '607 

Classification  of , 608 

Laundries, 617 

10.  Report  upon  Investigation  of  Local  Outbreaks  of  Infective  Diseases,      .  621 

11.  General  Health  of  die  State  in  1905, 647 

13.  Statistical  Summaries  of  Disease  and  Mortality, 657 

13  Health  of  Towns 697 

U.  Index,  . 728 


Digitized  by  VjOOQ IC 


Digitized  by  LjOOQ IC 


GENERAL  REPORT. 


The  following  report,  in  accordance  with  the  provisionfl  of  chapter  211 
of  the  Acts  of  1905,  covers  the  work  of  the  State  Board  of  Health  for 
the  period  ended  Nov.  30,  1906,  which  date  concludes  the  fiscal  year 
estahlished  by  that  act.  In  anticipation  of  the  change,  the  annual  report 
of  the  Board  for  1905  covered  the  work  done  in  the  field  of  water  supply 
and  sewerage  for  the  eleven  months  ended  November  30  of  that  year, 
ratiier  than  as  in  preceding  reports,  for  the  year  ended  December  31. 
The  present  report,  therefore,  deals  with  the  work  of  that  department 
for  the  twelve  months  ended  November  30.  Previous  reports  have  cov- 
ered the  work  performed  in  the  food  and  drug  laboratory  during  the 
year  ended  September  30,  and  the  annual  report  for  the  year  1905 
brought  the  work  of  the  diagnosis  laboratory  and  the  report  on  the  pro- 
duction, distribution  and  use  of  vaccine  and  diphtheria  antitoxin  and 
on  inspection  of  dairies  down  to  the  same  date.  This  report  deals  with 
the  work  of  these  several  laboratories  during  the  fourteen  months  ended 
Xovember  30.  In  accordance  with  the  provisions  of  the  act  above  men- 
tioned, the  work  of  all  of  the  departments  of  the  Board  will  in  future  be 
reported  upon  to  the  common  date  mentioned. 

On  account  of  the  fact  that,  when  the  report^of  the  Board  for  the  year 
1905  was  prepared  and  submitted,  the  annual  reports  of  local  boards  of 
health  had  not  been  issued  and  would  not  be  available  for  some  months, 
the  usual  report  on  ''Health  of  Towns''  was  omitted.  For  the  same 
reason  the  customary  reports  on  ''  Fatality  of  Certain  Diseases,^'  "  OflB- 
cial  Betums  of  Deaths  in  Cities  and  Large  Towns,''  and  ''(Jeneral 
Health  of  ihe  State,"  vrere  necessarily  deferred.  All  of  these  are  pre- 
sented in  this  report  in  the  Supplement,  in  which  are  included  also  the 
details  of  the  work  of  the  various  departments,  together  with  articles  on 
special  subjects. 

TUBEBCULOSIS  EXHIBITION. 

The  Legislature  of  1905  passed  a  resolve  providing  for  an  "  Exhibition 
Illustrative  of  the  Means  and  Methods  for  the  Treatment  and  Prevention 
of  Tuberculosis,"  and  a  report  thereon  was  made  to  the  Legislature  of 
1906,  as  follows:  — 
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2  STATE  BOAED   OF  HEALTH.         [Pub.  Doc. 

I.    Introductory. 
The  Legislature  of  1905  passed  the  following  resolve :  — 

Chapteb  75,  Rkbolves  of  1005. 
Besolve  to  provide  for  an  Exhibition  of  Means  and  Methods  of  Trxatin^o 

AND  preventing  TUBERCULOSIS. 

Besolved,  That  the  state  board  of  health  is  hereby  authorized,  within  two  years 
after  the  passage  of  this  resolve,  to  cause  a  public  exhibition  to  be  made  of  the 
various  means  and  methods  used  or  recommended  for  treating  and  preventin^^ 
tuberculosis,  now  recognized  as  a  communicable  and  preventable  disease.  Tlie 
flaid  board  may  expend  a  sum  not  exceeding  two  thousand  dollars  in  carrying  out 
the  provisions  of  this  resolve,  and  is  directed  to  report  to  the  general  court  on  or 
l>efore  the  fifteenth  day  of  January  next  following  said  exhibition,  and  shall  ac- 
-company  its  report  with  any  recommendations  for  legislation  which  it  may  deem 
advisable.     [Approved  May  Ig,  1905, 

In  accordance  with  the  provisions  of  this  resolve  an  exhibition  was  held 
under  the  direction  of  the  Board  in  Horticultural  Hall,  Boston,  from  Dec 
28,  1906,  to  Jan.  7,  1906,  inclusive. 

n.    Preliminary  Work. 

The  purpose  of  the  exhibition  being  essentially  educational,  it  was  deemed 
wise  to  obtain  the  co-operation  of  persons  whose  relations  with  the  com- 
munity enabled  them  alike  to  assist  the  Board  in  arousing  public  interest  in 
the  exhibition  and  to  advise  with  regard  to  its  management. 

To  this  end  there  was  constituted  an  auxiliary  coDamittee,  composed  of 
the  following:  — 

Henry  Abrahams,  Boston,  secretary  Cigarmakers'  Union. 
Nathan  D.  Bill,  Worcester. 
Samuel  H.  Brophy,  Boston. 
Dr.  Vincent  Y.  Bowditch,  Boston. 
Dr.  Eocco  Brindisi,  Boston. 

Dr.  Arthur  T.  Cabot,  Boston,  president  Massachusetts  Medical  Society. 
Dr.  H.  Lincoln  Chase,  Brookline. 
Dr.  W.  T.  Councilman,  Boston. 

Dr.  Samuel  H.  Durgin,  chairman  Boston  Board  of  Health. 
Dr.  Harold  C.  Ernst,  Boston. 
Dr.  Albert  C.  Getchell,  Worcester. 
Hon.  Charles  S.  Hamlin,  Boston. 
Hon.  J.  C.  Hammond,  Northampton. 
Alice  L.  Higgins,  Cambridge. 
William  A.  Hovey,  Boston. 
Mary  Morton  Kehew,  Boston. 
Dr.  Walter  J.  Marcley,  Eutland  Sanatorium. 
•    George  A.  Martin,  secretary  Massachusetts  State  Board  of  Education. 
Dr.  James  J.  Minot,  Boston. 
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Br.  Edward  O.  Otis,  Boston,  president  Boston  Association  for  the  Belief 

and  Control  of  Tuberculosis. 
Dr.  Charles  H.  Page,  superintendent  Danvers  Insane  HospitaL 
Bobert  Treat  Paine,  Jr. 
Gen.  Thomas  Sherwin,  president  New  England  Telephone  and  Telegraph 

Company. 
Dr.  Arthur  K.  Stone,  secretary  Boston  Association  for  the  Belief  and 

Control  of  Tuberculosis. 
John  J.  Tobin,  president  Boot  and  Shoe  Workers'  Union. 
Helen  A.  Whittier. 
Alexander  M.  Wilson,  secretary  Boston  Association  for  the  Belief  and 

Control  of  Tuberculosis. 
Bobert  A.  Woods,  Boston. 
Sarah  Yerza,  Cambridge. 

This  eommittee  met  on  November  21,  in  conference  with  the  chairman 
and  the  secretazy  of  the  Board.  Plans  for  the  management  of  the  exhibition 
were  diseussed,  and  it  was  decided  that  there  be  held  in  connection  with  the 
exh2>ition  a  series  of  public  meetings,  at  which  should  be  presented  and 
disenssed  by  appropriate  speakers  the  opportunities  for  effort  in  the  pre- 
vention of  tuberculosis,  and  the  methods  of  its  treatment  and  cure. 

Faneuil  Hall  was  at  first  selected  as  an  exhibition  place,  and  was  secured 
for  that  purpo^.  It  was  found,  however,  upon  calculating  the  space  needed 
for  the  various  exhibits,  that  this  hall  was  too  small;  that  to  assemble  and 
properly  display  here  all  of  the  exhibits  would  preclude  the  use  of  the  hall 
as  an  auditorium.  The  engagement  of  this  hall  was  consequently  cancelled, 
and  Hortiealtural  Hall  was  chosen  in  its  stead.  Here  there  were  available 
two  exhibition  baUs  of  ample  size,  and  a  lecture  room  seating  over  500, 
directly  adjoining  the  main  exhibition  hall. 

The  entire  problem  of  the  exhibition  and  its  management  was  then  eare- 
fnllj  studied.  Detailed  specifications  were  drawn,  which  made  provision  as 
definitely  as  possible  for  giving  public  notice  of  the  exhibition,  for  the  trans- 
portation of  the  material,  for  the  preparation  of  the  exhibition  hall,  for 
the  installing  of  the  exhibits,  for  the  organizing  of  an  administrative  staff, 
and  for  the  making  of  arrangements  for  special  meetings  and  lantern-slide 
demonstrations. 

III.    PuBLicrrr. 

In  order  to  bring  the  exhibition,  with  its  objects,  prominently  before  the 
people  of  the  Commonwealth,  the  following  printed  matter  was  prepared 
and  distributed:  — 

A,  An  announcement,  in  the  form  of  a  four-page  circular,  setting  forth 
the  time  and  place  of  the  exhibition,  its  origin,  its  purpose,  a  program  of 
the  epeaal  meetings,  and  the  membership  of  the  State  Board  of  Health  and 
of  the  auxiliary  eommittee. 

B.  Circular  letters  addressed  to  the  following :  — 

L  Physicians:  members  of  reputable  medical  societies,  throughout  the 
State. 
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2.  Philanthropists:  secretaries  of  charitable  and  benevolent  societies 
throughout  the  State,  clergymen  of  all  denominations. 

3.  Boards  of  health  of  cities  and  towns. 

4.  Institution  managers,  including  the  superintendents  and  trustees  o£ 
hospitals,  public  and  private,  asylums,  almshouses,  reformatories  and  homes 
throughout  the  State. 

5.  Labor  organizations:  secretaries  of  labor  unions. 

6.  Educators:  superintendents  of  schools  of  all  cities  and  towns,  secre- 
taries of  school  conmiittees  of  all  cities  and  towns,  dean  of  every  college 
and  institution  of  higher  learning  throughout  the  State. 

7.  Employers:  manufacturers,  large  store-keepers  and  others  throughont 
the  State. 

8.  Trained  nurses:  all  such  registered  in  the  principal  registries  of  Boston. 
These  letters,  together  with  the  announcement,  were  posted,  one  week 

before  the  exhibition  opened,  to  about  12,000  persons,  and  the  announcement 
alone  to  about  3,000  additional,  —  a  total  of  15,000  circulars  sent  througrli 
the  mails. 

C*  Posters  (24  inches  by  36  inches)  sent  by  mail  to  the  board  of  health 
of  every  city  and  town  in  the  State,  and  posted  on  the  bill  boards  of  all 
stations  of  the  Boston  Elevated  Railway. 

2>.  Small  posters  and  cards  printed  in  Hebrew,  posted  in  the  Jewish 
quarters  and  distributed  among  the  Hebrews  of  Boston. 

E.  Small  posters  and  a  circular,  printed  in  Italian,  distributed  amon^ 
Italians. 

F.  Dasher  posters,  displayed  on  all  street  cars  passing  Horticultural  Hall. 
The  co-operation  of  the  public  press  was  sought  and  obtained.    All  of  the 

Boston  newspapers  published  daily  accoimts  of  the  progress  of  the  exhibi- 
tion, and  satisfactorily  full  reports  of  the  special  meetings  and  of  the  lan- 
tern-slide demonstrations.  On  Sunday,  December  24,  the  "  Boston  Herald  *' 
published  an  illustrated  article  on  the  exhibition.  Reprints  of  this  article 
were  sent  to  150  newspapers  throughout  the  State,  many  of  which  repub- 
lished it  in  f  ulL 

rV.    Material  —  Exhibits. 

The  material  constituting  this  exhibition  was  in  part  collected  by  the 
National  Association  for  the  Study  and  Prevention  of  Tuberculosis  (102 
East  Twenty-second  Street,  New  York  City),  and  loaned  to  the  Common- 
wealth for  use  here,  subsequent  to  its  exhibition  in  the  city  of  New  York 
from  Nov.  27  to  Dec.  10,  1905. 

Among  the  more  important  exhibits  thus  derived  were  those  from  the 
following  sources:  — 

1.  The  Charity  Organization  Society  of  New  York  City  (committee  on 
tuberculosis) :  charts,  statistical  data,  printed  matter  and  photographs,  set- 
ting forth  the  results  of  studies  on  tuberculosis  conducted  by  the  society  in 
New  York  City,  the  educational  methods  which  it  employs,  and  the  hospital 
for  children  under  its  management. 

2.  The  Health  Department  of  the  City  of  New  York:  an  extensive  col- 
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ketioii  of  photographs,  eirculars  printed  in  several  languages,  signs  for 
use  in  publie  places,  and  models  of  hospital  buildings  and  camps,  iUustrative 
of  the  work  of  the  dei>artment  in  the  treatment  of  consumptives  at  its  free 
.clinic,  and  in  the  Riverside  Hospital;  in  the  disinfection  of  premises  vacated 
by  tubereulons  pati^its;  and  in  the  education  of  the  public  as  to  the  danger 
from  infected  sputum. 

3.  Bellevue  Hospital  and  allied  clinics:  photographs  iUustrative  of  the 
methods  of  treatment  onployed  in  its  camp  for  tubercular  patients. 

4.  The  Loomis  Sanatorium,  Liberty,  N.  Y. 

5.  The  Adirondack  Sanatorium,  Saranac,  N.  Y. 

6.  The  Sunnyrest  Sanatorium,  White  Haven,  Pa. 

7.  The  Agnes  Memorial,  Denver,  Col. 

8.  The  Hemy  Phipps  Institute,  Philadelphia,  Pa. 

Material  more  especially  assembled  for  this  exhibition  included  exhibits 
from:  — 

L  The  Massachusetts  State  Board  of  Health:  charts  and  statistical  data 
showing  the  general  decline  in  the  death  rate  from  tuberculosis  in  Massa- 
diusetts  during  fifty  years;  photographs  of  institutions  having  wards  spe- 
cially constructed  for  consumptives;  data  showing  the  hospital  facilities 
for  consumptives  throughout  the  State,  the  number  of  cities  and  towns  in 
tiie  Commonwealth  in  which  the  registration  of  tuberculosis  is  required,  and 
those  which  have  ordinances  against  spitting  in  public  places. 

2.  The  Massachusetts  State  Sanatorium  at  Rutland. 

3.  The  Sharon  Sanatorium. 

4.  The  Boston  Association  for  the  Relief  and  Control  of  Tuberculosis. 

5.  The  Emmanuel  Church  Tuberculosis  Class. 

6.  The  Children's  Hospital. 

7.  The  Boston  Instructive  Distaict  Nursing  Association.  The  exhibit 
prepared  by  this  association  consisted  of  two  bed-rooms,  9  feet  by  12  feet, 
one  designed  to  represent  the  conditions  often  found  by  visiting  nurses  in 
the  homes  of  the  poor,  —  a  typical  tenement  house  sleeping-room;  the  other 
to  show  what  may  be  done  at  a  very  slight  cost,  and  under  the  direction  of 
the  nurse,  to  render  such  a  room  light,  airy,  clean  and  conducive  to  the 
health  of  the  occupant. 

8.  Pathological  and  bacteriological  exhibits.  Exhibits  demonstrating  the 
bacteriology  and  the  pathological  anatomy  of  tuberculosis  were  submitted 
from  the  laboratories  of  the  Harvard  Medical  School,  the  Boston  University 
Medical  School,  and  the  State  Board  of  Health. 

The  total  number  of  exhibits  was  96. 

Y.  Installation  and  Arrangement  of  Exhibits. 
A  survey  of  the  material,  made  possible  by  a  visit  to  the  exhibition  held 
in  New  York  City,  showed  that  nearly  5,000  square  feet  of  wall  space  was 
needed  for  the  proper  display  of  exhibits  adapted  for  hanging.  To  pro- 
vide a  suitable  and  adequate  surface  for  such  material,  the  walls  of  the 
main  and  of  the  lesser  exhibition  halls  were  faced  with  a  screen  9  feet  in 
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height,  built  of  scantling  covered  with  sheathing  paper.  In  the  large  hall 
the  mural  space  was  increased  by  the  building  of  additional  screens  placed 
at  right  angles  with  the  walls,  thereby  forming  numerous  alcoves  or  booths. 
In  one  of  the  larger  of  these  booths,  at  the  rear  of  the  hall,  was  placed  the 
pathological  exhibit.  In  another  was  conducted  the  microscopical  demon- 
stration of  tuberculosis  bacilli. 

The  general  plan  of  arrangement  of  the  exhibits  was  necessarily  geo- 
graphical. The  material  submitted  for  exhibition  from  each  of  the  con- 
tributing sources  was  brought  together  and  displayed  in  the  same  booth,  or 
in  adjoining  booths,  or  in  the  same  part  of  the  hall. 

So  far  as  possible,  models  illustrative  of  hospital  construction  were  placed 
in  proximity  to  the  photographic  part  of  the  exhibit  to  which  they  belonged. 

Each  of  the  large  exhibits  was  plainly  marked  with  a  sign  indicating  its 
source. 

In  different  parts  of  the  main  hall,  and  in  prominent  positions,  were 
placed  large  cards  bearing  brief  statements  as  to  the  nature  of  tuberculosis^ 
and  the  value  of  fresh  air  and  of  sunlight  in  the  prevention  and  treatment 
of  the  disease. 

VI.    Administration. 

The  general  direction  of  the  exhibition  was  in  charge  of  the  secretary  of 
the  Board. 

The  administrative  staff  necessary  for  the  handling  of  the  material,  in- 
cluding unpacking,  installation,  repacking  and  shipment,  comprised  the 
assistant  to  the  secretary  and  three  paid  helpers  working  under  his  super- 
vision. One  of  these  helpers,  who  acted  as  &*st  assistant,  had  charge  of 
and  operated  the  stereopticon  used  in  the  lantern-slide  demonstrations. 

The  exhibition  was  open  daily  from  10  a.m.  until  11  p.m.  During  these 
hours  either  the  chief  of  the  administrative  staff  or  his  assistant  was  present 
and  in  charge.  At  the  door  was  constantly  stationed  a  man  to  register  at- 
tendance by  tally  disc,  the  attendance  being  recorded  every  two  hours.  A 
coat  room  for  the  use  of  guides  and  demonstrators  was  open  at  stated 
periods  during  the  day  and  evening;  when  open,  this  room  was  in  charge  of 
one  of  the  paid  assistants.  Between  the  hours  of  7  and  10  p.m.  a  patrolman 
was  stationed  at  the  entrance  to  the  hall. 

A  daily  record  was  kept  at  the  exhibition  hall,  in  a  book  provided  for 
the  purpose.  In  this  were  entered  notes  as  to  weather,  two-hourly  records 
of  attendance,  estimated  attendance  at  special  meetings  and  demonstra- 
tions, etc. 

VII.  Guides. 
A  corps  of  guides,  under  the  general  direction  of  Dr.  W.  T.  Councilman 
of  the  auxiliary  committee,  was  in  daily  attendance  at  the  exhibition,  be- 
tween the  hours  of  10  a.m.  to  12  m.,  3  to  5  and  8  to  10  p.m.  During  each 
period  6  persons,  one  of  whom  acted  as  chief,  stationed  themselves  in  dif- 
ferent parts  of  the  exhibition  halls,  in  readiness  to  explain  exhibits  and  to 
answer  questions.    Each  guide  wore  a  ribbon  badge. 
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In  the  course  of  the  exhibition  more  than  100  persons  served  in  this 
capacity.  The  chief  guides  and  many  of  the  others  were  physicians;  their 
numbers  were  sapplemented  by  students  from  the  medical  schools  of  Har- 
vard University^  Boston  University  and  Tufts  College,  and  by  nurses  of 
the  Boston  Instructive  District  Nurses  Association  and  from  the  hospital 
training  schools. 

The  i>erBons  who  were  to  act  as  guides  and  demonstrators  met  at  the 
exhibition  on  the  evening  before  the  formal  opening,  December  27,  to 
reeeive  general  instructions  and  to  familiarize  themselves  with  the  exhibits. 

It  is  believed  that  the  service  of  these  guides  greatly  increased  the  value 
of  the  exhibition  to  the  general  public,  and  contributed  in  no  small  degree 
to  its  effeetiv^iess  and  general  success. 

Yin.    Attendance. 

A  careful  record  of  the  number  of  persons  entering  the  hall  was  kept 
throughout  the  exhibition.  An  attendant  stationed  near  the  main  mtrance 
registered  each  visitor  as  he  entered,  by  means  of  a  tally  disc,  which  was 
read  every  two  hours,  the  reading  being  entered  upon  the  daily  record  of 
the  exhibition* 

The  att^idance  upon  the  special  meetings  and  lantern-slide  demonstra- 
tions in  the  lecture  room  was  estimated,  the  number  of  seats  in  this  room 
being  accurately  ^own.  The  attendance  in  this  lecture  room  is,  of  course, 
included  in  that  recorded  at  the  main  entrance. 

The  following  is  a  table  showing  the  daily  and  the  total  attendance :  — 


Batb^ 


Ezhibi 


Day  of 

lition. 


WMtber  Cooditfoitf. 


Tbnraday,  Dec  28, 1906, 
Fridaj.  Dec  89, 190S,  . 
Saturday.  Dee.  80, 1906, 
Suftdaj,  Dee.  81, 1906, . 
Mondar,  Jan.  1.1906,  . 
Taesday,  Jan.  %  1906, . 
Wedneadaj,  Jan.  8, 1906, 
nnnda7,Jan.4,1906, 
rMda7,Jan.6,l906,  . 
Saturday,  Jan.  6, 1906, 
Sunday.  Jan.  7, 1906,  . 
Total, 


8 
9 
10 
11 


Fair,    . 

Warm,  cloudy,   . 

Clear,  . 

Clear,  mild. 

Clear,  . 

Clear,  . 

Clear,  . 

Warm,  tbowerf  early, 

Warm,  cloudy,   . 

Clear,  mild. 

Colder,  clear, 


606 

1,888 
1.792 
1,902 
1,907 
1.M0 
2.909 
2.0U 
8,162 
4,104 
8,840 


20,968 


Period  of  the  exhibition,  11  dajs  of  13  hours  each. 
Total  attendance,  25,953. 
Ayerage  daily  attendance,  2,359. 
Total  nonaber  of  exhibition  hours,  143. 
ATerage  attendance  per  hour,  181.4. 
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IX.    Special  Meetings. 

In  accordance  with  the  plan  to  emphasize  the  educational  side  of  the  erlii- 
bition,  arrangements  were  made  for  a  series  of  public  meetings  in  the  lecture 
room  adjoining  the  exhibition  hall,  the  purpose  of  which  should  be  to  out- 
line clearly  the  various  ways  in  which  effort  may  be  directed  towards  the 
prevention  of  tuberculosis  and  the  principles  underlying  its  treatment. 

It  was  decided  to  hold  meetings  in  the  interest  of  physicians,  employers^ 
workingmen,  clergymen  and  others  interested  in  philanthropic  work,  tuber- 
culosis societies,  boards  of  health,  trained  nurses,  the  managers  of  public 
and  private  institutions,  and  teachers. 

Persons  qualified  to  represent  these  varied  interests  were  invited  to  act 
as  chairmen  of  these  meetings,  and  to  arrange  for  such  programs  and  speak- 
ers as  might  to  them  seem  desirable. 

In  addition  to  these  meetings,  arrangements  were  made  for  a  formal  open- 
ing meeting  on  the  evening  of  the  first  day  of  the  exhibition  and  for  three 
public  meetings  on  the  afternoon  and  evening  of  the  closing  day.  The  first 
of  these  three  was  designed  for  Hebrews,  the  second  for  Italians,  and  the 
third,  the  last  meeting  of  the  exhibition,  was  in  the  interests  of  the  public 
at  large,  and  designed  to  sum  up  the  general  teachings  of  the  exhibition. 

Thirteen  meetings  were  held,  as  follows :  — 

Thursday,  Dec,  28,  1905,  8  P.M.  —  Formal  opening  of  the  exhibition.  Dr. 
H.  P.  Waloott,  chairman  of  the  State  Board  of  Health,  presided.  The 
Governor-elect,  the  Hon.  Curtis  Guild,  Jr.,  was  prevented  by  illness  from 
attendance. 

Dr.  Walcott  remarked  upon  the  decline  in  the  death  rate  from  tuberculosis 
in  Massachusetts  during  the  past  fifty  years,  stating  that  this  diminution 
has  been  rather  more  than  50  per  cent.  After  thanking  the  members  of 
the  auxiliary  committee  and  others  who  had  assisted  in  the  work  of  the 
exhibition.  Dr.  Walcott  introduced  the  following  speakers :  — 

Dr.  Alfred  Worcester,  Waltham.  Dr.  Worcester  spoke  of  the  awaken- 
ing of  public  interest  in  the  campaign  against  tuberculosis,  and  referred  to 
the  excellent  results  of  the  work  carried  on  at  Rutland. 

Talcott  Williams,  Esq.,  Philadelphia.  Mr.  Williams  delivered  the  prin- 
cipal address  of  the  evening,  in  the  course  of  which  he  referred  to  the 
increase  of  personal  and  national  responsibility  regarding  tuberculosis, 
which  has  followed  the  increase  of  knowledge  of  the  disease.  He  noted 
the  efforts  which  have  been  made  in  different  countries  and  in  different  parts 
of  this  country  to  prevent  the  spread  of  tuberculosis,  and  talked  upon  the 
educational  value  of  such  exhibitions  as  these.  He  laid  considerable  emphasis 
upon  the  importance  of  dust  and  of  unhygienic  conditions  in  tenement 
houses  and  in  servants'  rooms  as  factors  in  the  occurrence  of  tuberculosis. 

Friday,  December  29,  8  P.3f.  — "The  Employer's  Opportunity."  Gen. 
Thomas  Sherwin,  president  of  the  New  England  Telephone  and  Telegraph 
Company,  chairman. 

In  opening  the  discussion.  General  Sherwin  said  that  the  heads  of  large 
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atile,  transportation  and  other  eoncems  are  keeping  pace  with  the 
diseoveries  of  the  medical  profession.  "  Let  the  physician  mark  out  the 
^oorse,^  he  said,  "  and  the  business  men  will  see  that  it  is  followed.''  (General 
Sherwin  then  introduced  the  following  speakers :  — 

Mr.  John  Graham  Brooks.  Mr.  Brooks  spoke  from  the  standpoint  of 
the  Consumers'  League.  He  said  that  those  who  purchase  goods  made  in 
sweat  shops  are  individuaUy  and  collectively  responsible  for  the  conditions 
which  exist  in  the  sweat  shops.  '*  The  sweat  shop/'  he  said,  "  is  the  breeding 
place  of  the  bacilli  of  consumption."  Sixty  manufacturers  are  now  using 
tl»  label  of  the  Consumers'  League. 

Dr.  J.  W.  Hakkxtm,  Ludlow.  Dr.  Hannum  spoke  of  the  care  taken  of 
the  health  of  its  employees  by  the  Ludlow  Manufacturing  Company.  The 
houses  of  the  woi^ingmen  are  built  on  strictly  sanitary  lines,  which  allow 
l]^t  and  fresh  air  to  peuetrate  to  every  part  of  the  structure. 

Dr.  J.  M.  KjEsiffios,  superintendent  of  the  Hartford  Hospital.  Dr. 
Keniston  said  that  the  Hartford  Hospital  has  an  annex  on  Cedar  Mountain, 
with  50  beds,  for  cases  of  incipient  tuberculosis.  At  the  main  hospital  two 
wards  of  29  beds  each  have  been  set  apart  for  advanced  cases.  The  State 
appropriates  $7,500  per  annum  towards  the  support  of  these  wards.  This 
proving  inadequate,  the  woiMngmen  have  contributed  in  small  amounts  a 
sum  amounting  to  practically  $8,000,  which  will  endow  18  free  beds  for 
one  year  each.  Twelve  thousand  people  contributed  to  this  fund,  and  thus 
became  virtually  stockholders  of  the  hospital,  as  well  as  missionaries  in 
spreading  the  newest  and  best  methods  of  prevoiting  and  treating  tuber- 
culosis. The  free  beds  are  assigned  by  a  committee  of  three  from  each 
ward,  after  a  thorough  examination  by  the  visiting  physicians  of  the  Hart- 
ford Hospital,  and  with  the  approval  of  an  executive  conmiittee,  also  chosen 
by  the  workingmen. 

Mr.  C.  H.  J.  Woodbury,  secretary  of  the  New  England  Cotton  Manu- 
facturing Association.  Mr.  Woodbury  spoke  of  the  importance  of  the 
care  of  employees  by  manufacturers,  and  described  the  means  which  have 
been  taken  by  the  textile  manufacturers  of  the  State  to  promote  the  physical 
wdf  are  of  their  operatives. 

Mr.  WiiiLiAi£  A.  HovBT  of  the  American  Bell  Telephone  Company.  Mr. 
Hovey  spoke  of  what  the  telephone  companies  are  doing  in  the  interests 
of  their  employees,  and  emphasized  the  fact  that  if  the  people  really  want  a 
thing  they  g^ierally  get  it.  He  said  that  if  the  people  of  Massachusetts 
really  desire  to  stamp  out  tuberculosis,  it  can  be  done. 

Saturday,  December  30,  3  FM,  — "  The  Duty  of  the  Physician  regarding 
Tuberculosis."  Dr.  Arthur  T.  Cabot,  president  of  the  Massachusetts  Medi- 
cal Society,  chairman. 

Dr.  Cabot  said  that  the  duty  of  the  physician  in  regard  to  tuberculosis  is 
twofold,  viz.,  towards  the  patient  and  towards  the  community.  His  duty 
towards  the  patient  is  to  detect  the  disease  as  early  as  possible,  and  show 
how  to  effect  a  cure.  His  duty  toward  the  community  is  to  see  that  advanced 
cases  of  consumption  are  so  cared  for  as  to  prevent  the  dissemination  of 
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tubercle  bacilli  from  tbeir  sputum  among  tbe  public  generally,  and  especially 
among  those  with  whom  the  patient  lives.  He  spoke  of  the  increase  o£ 
knowledge  in  regard  to  tuberculosis  during  the  last  twenty  years,  remarking 
that  the  mortality  from  the  disease  has  been  cut  in  half,  and  that  with  like 
progress  in  the  next  decade  it  might  be  hoped  to  reduce  the  mortality  by  a 
like  amount.    He  then  introduced  the  following  speakers :  — 

Dr.  Alfred  Worcester,  Waltham.  Dr.  Worcester  spoke  of  the  apathy 
of  the  public  regarding  advanced  cases  of  tuberculosis,  noting  that  in  very 
few  conmiunities  is  provision  made  for  the  treatment  of  such,  although  the 
greatest  danger  of  infection  lies  in  these  cases. 

Dr.  Vincent  Y.  Bowditch,  Boston.  Dr.  Bowditch  was  introduced  as 
the  physician  who  had  done  more  for  the  consumptives  in  this  State  than 
any  other  man.  He  was  the  first  to  demonstrate  that  it  was  not  necessary 
to  go  to  Colorado  or  other  distant  places  to  cure  the  disease,  and  that  core 
could  be  effected  here.  He  proved  this  at  Sharon  and  Rutland.  Dr.  Bow- 
ditch said  that  there  is  no  necessity  of  becoming  unduly  alarmed  over  tuber- 
culosis, and  that  the  fact  that  the  disea.se  is  curable  and  its  spread  preventable 
has  been  demonstrated.  He  stated,  further,  that  in  the  course  of  time,  after 
the  public  has  become  fully  alive  to  the  importance  of  right  living,  working^ 
and  sleeping,  the  disease  can  be  eliminated  entirely. 

Sunday,  December  31,  3  P,M.  —  "Tuberculosis  and  the  Workingman/' 
Mr.  John  F.  Tobin,  general  president  of  the  Boot  and  Shoe  Workers'  Union, 
chairman. 

Mr.  Tobin  spoke  of  the  necessity  of  f uii;her  municipal  provision  for  the 
treatment  of  tuberculosis,  and  appealed  to  workingmen  to  pay  greater  at- 
tention to  the  importance  of  fresh  air  and  of  keeping  their  bed-room  win- 
dows open  day  and  night.    He  then  introduced  the  following  speakers :  — 

Mr.  Henry  Abrahams,  secretary  of  the  Cigarmakers'  Union.  Mr.  Abra- 
hams said  that  it  was  time  for  the  city  of  Boston  to  do  something  towards 
limiting  the  spread  of  consumption,  a  disease  which  is  decimating  the  families 
of  workingmen.  He  also  emphasized  the  importance  of  paying  attention  to 
the  simple  laws  of  health  in  the  home  and  in  the  workshop. 

Dr.  E.  A.  BuRNAM,  Boston.  Dr.  Bumara  outlined  in  a  popular  way  the 
nature  of  pulmonary  tuberculosis,  spoke  of  the  symptoms,  and  by  means 
of  lantern  slides  illustrated  the  unsanitary  conditions  under  which  working 
people  live,  and  also  the  present-day  methods  of  out-door  treatment  of 
consumption. 

Monday,  Jan.  1,  1906,  2  P.M.  — "The  Opportunity  of  Philanthropy." 
Mr.  Robert  A.  Woods  of  the  South  End  House,  Boston,  chairman. 

Mr.  Woods,  in  opening  the  meeting,  called  especial  attention  to  the  oppor- 
tunity of  philanthropy  in  the  campaign  against  tuberculosis.  He  said  that 
in  this  warfare  fresh  air,  sunshine  and  right  living  are  the  important  factors. 
He  endorsed  the  proposed  legislation  limiting  the  height  of  buildings,  that 
might  tend  to  keep  from  the  people  both  fresh  air  and  sunshine.  He  then 
introduced  the  following  speakers :  — 
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Bev.  Francis  X.  Dolan  of  the  Cathedral  of  the  Holy  Cross,  Boston. 
Dr.  Dolan  spoke  on  the  "Tuberculous  Patient  and  the  Clerg3rman."  He 
noted  the  opportunity  which  the  clergy  have  to  come  in  contact  with  people 
in  their  homes  and  of  noting  the  misery  and  suffering  which  tuberculosis 
may  bring  into  the  homes  of  the  poor.  He  referred  to  the  opportunity 
which  the  clergyman  has,  in  going  about  among  the  people,  of  impressing 
upon  them  the  importance  of  right  living  and  of  the  observance  of  the 
simple  rules  of  hygiene. 

Rev.  Ellwood  Worcester  of  Emmanuel  Church,  Boston.  Dr.  Worcester 
told  of  the  formation  of  the  Emmanuel  Church  Tuberculosis  Class,  and  of 
the  good  results  which  had  followed  the  carrying  out  of  the  plans  for  the 
furtherance  of  which  this  class  was  organized.  The  work  done  in  this 
dasB  was  largely  educational;  patients  were  taught  how  to  avail  them- 
selves of  roofs,  balconies  and  even  of  fire-escapes  in  order  to  increase  their 
access  to  the  open  air.  Of  the  25  persons  who  constituted  this  class,  all 
bat  1,  in  the  course  of  the  summer,  gained  in  weight  from  12  to  34  pounds. 

Dr.  Clarence  J.  Blake,  Boston.  Dr.  Blake  pointed  out  wherein  the 
deigy  may  greatly  assist  the  medical  profession  in  the  warfare  on  tubercu- 
lous. He  said  that  in  no  other  field,  perhaps,  can  their  united  efforts 
accomplish  so  much  of  positive  good  to  the  community. 

Tuesday,  January  2,  3  P.M.  —  "Tuberculosis  Societies."  Dr.  Edward 
0.  Ons,  president  of  the  Boston  Association  for  the  Relief  and  Control  of 
Tuberculosis,  chairman. 

Dr.  Otis,  in  opening  the  meeting,  dwelt  at  some  length  on  the  social  aspect 
of  the  warfare  on  tuberculosis  through  local  organizations.  He  believed 
that  the  combined  and  co-ordinate  efforts  of  such  organizations  are  absolutely 
necessary,  as  is  also  the  co-ordination  of  all  philanthropic  and  charitable 
work.  He  spoke  of  the  need  in  this  country  of  a  national  society  for  the 
eontrol  of  tuberculosis,  similar  to  such  as  now  exist  abroad.  He  said  that 
much  of  the  work  in  the  campaign  against  tuberculosis  lies  peculiarly  within 
the  province  of  the  laymen,  and  that  it  is  of  prime  importance  that  public 
sentiment  ^ould  be  aroused,  and  people  impressed  with  a  sense  of  their  duty 
to  preach  the  doctrine  of  fresh  air,  sunshine  and  right  living  as  the  sure 
preventives  of  the  disease,  and  its  only  cure.  He  then  introduced  the  fol- 
lowing speakers :  — 

Dr.  Frederick  I.  Knight,  Boston.  Dr.  Knight  emphasized  the  value  of 
rest  in  the  treatment  of  tuberculosis,  and  the  importance  of  obedience  to 
simple  hygienic  laws  by  persons  inheriting  a  predisposition  to  consumption. 
He  believed  that  tuberculosis  societies  and  boards  of  health  should  pay  some 
attention  to  hotels,  railway  stations  and  other  places  where  people  are  obliged 
to  mingle  indiscriminately. 

Archibald  M.  Howe,  Esq.,  president  of  the  Cambridge  Anti-Tuberculosis 
Society.  Mr.  Howe  spoke  of  the  work  of  the  Cambridge  society,  and  said 
that  he  believed  it  to  be  a  matter  of  the  highest  moment  to  Cambridge  that  a 
beginning  had  been  made  in  the  warfare  against  tuberculosis  in  a  city  in- 
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eluding  within  its  limits  all  kinds  and  conditions  of  men^  as  well  as  a  uni- 
versity. He  said,  further,  that  while  at  first  he  was  not  specially  interested 
in  the  movement,  he  now  finds  it  to  be  one  of  the  most  interesting  of  human 
causes  in  which  to  work. 

Mr.  Alexander  M.  Wilson,  secretary  of  the  Boston  Association  for  the 
Relief  and  Control  of  Tuberculosis.  Mr.  Wilson  told  of  the  work  which 
the  Boston  association  is  doing  in  connection  with  the  recording  of  the 
localities  in  which  tuberculosis  exists.  He  spoke  of  the  .educational  nature 
of  its  work,  and  of  the  leaflets  and  circulars  issued  by  the  association,  many 
thousands  of  which  have  been  sent  out  broadcast.  He  also  spoke  of  the  work 
done  in  the  day  camp  at  Parker  Hill,  under  the  auspices  of  the  association^ 
as  well  as  of  the  work  which  is  being  carried  on  in  the  homes  of  consump- 
tives by  physicians,  nurses  and  visitors  actmg  in  its  behalf. 

Wednesday,  January  3,  3  P.M.  —  ''Boards  of  Health  and  their  Respon- 
sibilities." Dr.  Samuel  H.  Duegin,  chairman  of  the  Boston  Board  of 
Health,  chairman. 

Dr.  Durgin  reviewed  the  efforts  of  the  local  health  oflBcials  since  1900, 
when  the  registration  of  cases  of  tuberculosis  in  Boston  was  begun.  "No 
large  percentage  of  the  total  number  of  cases,"  he  said,  "  reaches  the  records, 
but  the  percentage  is  rapidly  growing,  at  least  in  Boston,  thanks  to  the  better 
education  of  physicians  and  the  people  generally."  Dr.  Durgin,  by  means 
of  charts  and  tables,  showed  the  variations  in  the  death-rates  of  the  principal 
diseases  in  Boston  during  the  past  fifty  years.  He  then  introduced  the  fol- 
lowing speakers:  — 

Dr.  C.  V.  Chapin,  Providence.  Dr.  Chapin  said  that  some  advances  had 
been  made  in  Providence  in  the  direction  of  locating  consumptives.  He 
urged  upon  health  officials  the  importance  of  making  boards  of  health 
"  clearing  houses  "  for  cases  of  tuberculosis. 

Mr.  James  C.  Coffey,  Worcester  Board  of  Health.  Mr.  Coffey  empha- 
sized the  importance  of  educating  the  people  as  to  the  modes  of  infection 
in  tuberculosis  and  the  means  for  the  prevention  of  the  disease. 

Dr.  H.  LiNCX)LN  Chase,  Brookline  Board  of  Health.  Dr.  Chase  spoke  of 
the  value  of  systematic  sanitary  inspection  and  of  the  importance  of  locating 
advanced  cases  of  consumption.  He  explained  that  Brookline  has  already 
undertaken  the  care  of  advanced  cases  in  hospitals  near  to  the  families  and 
the  friends  of  patients,  a  factor  which  he  believes  to  be  of  much  importance 
in  the  success  of  such  institutions. 

Mr.  William  Atkinson,  Boston.  Mr.  Atkinson  discussed  the  influence 
of  the  height  and  the  position  of  buildings  in  determining  the  amount  of 
sunlight  available  for  their  interior.  He  spoke  of  the  advantages  of  having 
the  diagonals  of  buildings  in  a  north  and  south  line,  which  favors  the  access 
of  sunlight  to  every  part  of  the  structure.  He  illustrated  the  effect  of  "  sky- 
scrapers" in  shutting  out  sunlight,  and  outlined  the  bill  to  be  presented  to 
the  Legislature  limiting  the  height  of  buildings. 

Thursday,  January  4,  7.45  P.M.  — "  The  Opportunity  of  the  Trained 
Nurse."    Dr.  Vincent  Y.  Bowditch,  chairman. 
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Dr.  Bowditch  in  his  introdnctory  remarks  gave  an  account  of  the  Sharon 
Sanatorium.    He  then  introduced  the  following  speakers :  — 

Dr.  Henry  B.  Dtjitham,  Rutland  Sanatorium.  Dr.  Dunham  spoke  of  the 
praetieal  meUiods  used  by  nurses  in  attending  cases  at  different  stages  of 
the  disease.  He  urged  the  importance  of  efforts  to  keep  the  patient  cheerful, 
and  the  importance  of  fresh  air. 

Dr.  Wai^ier  a.  Griffin^  resident  physician  of  the  Sharon  Sanatorium. 
Dr.  Griffin  emphasized  the  importance  of  the  work  of  the  trained  nurse  in 
ihe  treatmoit  of  tuberculosis,  and  referred  to  the  opportunity  which  the 
nurse  haa^  by  tact  and  cheerfulness,  to  promote  the  peace  of  mind  and  raise 
the  eourage  of  her  patients.  '^  Hopefulness/'  he  said,  "  is  a  great  factor  in 
the  cure,  and  everything  done  to  encourage  the  patient  is  of  direct  therapeutic 
Talue."  He  laid  stress  on  the  importance  to  the  nurse  of  her  care  for  her 
own  health  as  a  saf^uard  against  infection. 

Dr.  J.  H-  Pratt,  Boston.  Dr.  Pratt  outlined  the  work  of  the  Enunanuel 
Chureh  Tuberculosis  Class,  carried  on  under  his  direction.  He  spoke  of 
the  value  of  roofs  as  means  for  giving  patients  in  the  tenement-house  districts 
aeeess  to  an  abundance  of  fresh  air. 

MiflB  M.  A«  GALiiAOHER  of  the  Boston  Instructive  District  Nursing  Asso- 
dation.  Miss  QsXlBgher  described  the  work  of  the  association  in  this  city, 
explaining  how  the  visiting  nurses  are  able  greatly  to  improve  the  conditions 
in  which  patients  in  the  poorer  parts  of  the  city  live,  and  of  the  opportunity 
for  giving  timely  advice  to  the  families  of  such  patients  as  to  the  means  of 
avoiding  infection. 

Friday,  January  5,  3  VM.  —  "  Tuberculosis  in  Institutions."  Dr.  Charlbs 
W.  Page,  superintendent  of  the  Danvers  Insane  Hospital,  chairman. 

The  following  program  was  presented :  — 

Dr.  H.  C.  Clapp,  visiting  physician,  State  Sanatorium,  Rutland.  "The 
importance  of  eariy  diagnosis  in  cases  of  tuberculosis.  Should  tuberculin  be 
used  in  institutions  as  a  diagnostic  measure  f  "  • 

Dr.  O.  F.  Rogers,  trustee  of  Danvers  Insane  Hospital.  "Should  tuber- 
culous i>ersons  be  segregated  in  public  institutions!  " 

Dr.  E.  A.  Locke,  visiting  physician,  Jjong  Island  Hospital.  "In  pro- 
viding special  wards  for  tuberculous  patients,  should  regard  be  had  to  the 
stage  of  the  diseased 

Dr.  WiM)EB  TiLESTON,  visiting  physician,  Long  Island  Hospital.  "The 
dietetic,  hygienic  and  medical  treatment  of  tuberculosis  in  public  institu- 
tions.'* 

Dr.  John  H  Nichols,  superintendent,  Tewksbury  State  Hospital.  "  What 
special  instructions  r^^arding  tuberculosis  should  be  given  institution  nurses 
and  other  employees!  Ai:e  nurses  caring  for  cases  of  tuberculosis  in  danger 
of  contracting  the  disease!  " 

Dr.  Owen  Copp,  executive  officer,  State  Board  of  Insanity.  "What 
^ould  be  the  State  policy  regarding  tuberculosis  in  insane  asylums  t" 

Dr.  J.  I.  McLaughlin,  physician,  Massachusetts  State  Prison.  "The 
prevention  of  tuberculosis  in  penal  institutions." 
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F.  G.  Pettigrove,  Prison  Commissioner.  "Massachusetts  State  policy 
regarding  tuberculosis  in  penal  institutions." 

Dr.  Theobald  Smith,  professor  of  comparative  j)athology,  Hanrard 
University.  "What  is  the  relation  between  human  and  bovine  tuberculosis^ 
and  how  does  it  affect  inmates  of  public  institutions  t  '* 

Dr.  Austin  Peters,  Chief  of  Cattle  Bureau.  "  Can  tuberculosis  be  eradi- 
cated from  the  dairy  stock  of  our  public  institutions?  " 

Saturday,  January  6,  3  P.M.  — "  The  Opportunity  of  the  Teacher  in  the 
Prevention  of  Tuberculosis."  Mr.  George  H.  Martin,  secretary  of  the 
State  Board  of  Education,  chairman. 

Mr.  Martin  referred  to  the  meeting  as  a  step  in  progress  toward  better 
hygienic  standards  everywhere,  and  especially  in  the  schools,  and  expressed 
the  hope  that  in  time  it  will  be  made  unlawful  to  construct  tall  buildings 
where  they  will  cut  off  fresh  air  and  sunlight  from  a  schoolhouse.  He  then 
introduced  the  following  speakers :  — 

Dr.  George  S.  C.  Badger,  medical  inspector  in  the  Boston  schools.  Dr. 
Badger  stated  that  but  10  cases  of  tuberculosis  had  been  discovered  among 
16,000  pupils  of  the  Boston  schools  examined  in  1904,  and  that  the  record 
of  179  deaths  from  tuberculosis  of  persons  from  Hve  to  twenty  years  of  age 
during  the  same  year  indicated  that  the  consumptive  children  do  not  go  to 
school.  He  emphasized  that  the  mission  of  the  teacher  with  regard  to  tuber- 
culosis is  that  of  prevention,  and  that  the  teacher,  by  instilling  into  the  pupil 
sound  ideas  on  fresh  air,  cleanliness  and  other  simple  hygienic  matters,  may 
accomplish  much  in  this  direction.  He  said  that  he  hoped  that  the  employ- 
ment of  nurses  for  the  schools  would  become  general. 

Prof.  W.  T.  Sedgwick,  Massachusetts  Institute  of  Technology.  Pro- 
fessor Sedgwick  dwelt  upon  the  opportunity  which  the  teacher  has  to  foster 
among  his  pupils  correct  ideas  with  regard  to  fresh  air  and  good  food,  prime 
requisites  in  the  prevention  of  tuberculosis. 

Sunday,  January  7,  2.30  P.M.  —  Meeting  for  Hebrews.  Mr.  Samuel  H, 
BoROFSKY  presided. 

After  introductory  remarks  Mr.  Borofsky  presented  the  following  speak- 
ers, some  of  whom  addressed  the  audience  in  Hebrew :  — 

Dr.  Charles  Rosenthal,  Dr.  H.  Finkelstein,  Rabbi  Friedman,  Mr.  David  A. 
Ellis,  Mr.  Max  Mitchell,  Mr.  Philip  Davis,  Mr.  Louis  Gtordon,  Dr.  Louis 
Mendelsohn. 

Sunday,  January  7,  4.30  P.M.  —  Meeting  for  Italians.  Dr.  Rocoo  Brin- 
disi,  chairman. 

Dr.  Brindisi  addressed  the  audience  in  Italian,  and  then  presented  the 
following  speakers,  who  likewise  spoke  in  Italian :  — 

Baron  Gustavo  Tosti,  Italian  Consul;  Dr.  Tomasco  Marco,  Dr.  Enrico  A. 
Scalzilli. 

Sunday,  January  7,  8  P.M.  —  Closing  meeting  of  the  exhibition,  the  Hon. 
John  F.  Fitzgerald,  mayor  of  Boston,  presiding. 

Mr.  Fitzgerald,  in  his  opening  remarks,  referred  to  the  need  of  further 
hospital  accommodations  for  consumptives  in  this  city,  and  stated  that  he 


Digitized  by  VjOOQ IC 


No.  34.] 


GENERAL  REPORT. 


15 


vould  endeavor  to  bring  about  the  erection  of  a  consumptives'  hospital  as 
soon  as  the  financial  condition  of  the  city  would  warrant  it.  He  then  in- 
trodaced  the  following  speakers :  — 

Dr.  W.  T.  CouKdLVANy  professor  of  pathology  at  Harvard  University. 
Br.  Conneihaaan  summarized  the  teachings  of  the  exhibition,  emphasizing 
the  fact  that  it  was  primarily  an  educational  movement,  the  purpose  of 
which  was  to  teach  the  general  public  the  causes  of  tuberculosis  and  the 
means  of  prevention.  He  stated  that  the  most  important  weapon  in  the  cam- 
paign against  tuberculosis  is  education,  and  that  knowledge  as  to  the  nature 
of  the  disease  must  be  diffused  broadly  throughout  the  masses  of  the  people. 
Bev.  Jahes  O'BiQEKy  South  Boston.  Dr.  O'Brien  made  an  appeal  for 
those  living  in  the  congested  tenement-house  districts  of  the  city  and  those 
who  are  obliged  to  work  in  sweat-shops. 

Bev.  S.  M.  Cbothess,  Cambridge.  Dr.  Crothers  said  that  the  movement 
for  the  prevention  of  tuberculosis  is  rapidly  taking  its  place  among  the 
great  social  problems  of  the  day,  such  as  intemperance  and  poverty.  Slum 
eonditioi^  he  said,  cannot  remain  long  in  the  face  of  the  movement  which  is 
being  dhneeted  agunst  their  continuation. 

The  following  is  a  tabular  list  of  these  meetings,  showing  attendance:  — 


Date. 

Hour. 

SobiMt. 

▲ttandanet. 

HmndAj,  Dee.  88, 1806, . 

8.00  PJI. 

Formal  opening, 

400 

FHday.  Dec  SB,  190S.      . 

8.00  P  Jl. 

•*  Employer'a  Opportunity." 

800 

Satoxday.  Dee.  3D,  1906,  . 

8.00  P.M. 

•«  Dnty  of  PhyilelanB,'*       .       .       .       . 

460 

8BB<Uj.Dee.81,1905.     . 

ZJOO  P.M. 

**  Taborcolotit  and  the  Workingman,'* 

400 

Monday,  Jan.  1.1906,     .        . 

8.00  P.M. 

876 

Toeaday,  Jan.  2,1906,     . 

8.00  P.M. 

276 

WedaeMlaj,  Jan.  8, 1906, 

8.00  P.M. 

"Boards  of  Health,**  . 

. 

800 

Tfasndaj,Jan.4.1i06,  . 

7.45  P.M. 

"  Trained  Kureei.** 

760 

FHdaj,  Jan.  5, 1906, 

SUM)  P.M. 

'*InsUtntioDs,**    . 

. 

600 

SatBidaj.  Jan.  6, 1906,    . 

8.00  P.M. 

"  Teachers,'* 

. 

600 

Sunday,  Jan.  7, 1906, 

2.30  P.M. 

Hebrews, 

.. 

260 

aiiBda7,Jan.7.1906, 

4.80  PJI. 

. 

176 

SoBday,  Jan.  7, 1906, 

8.00  P.M. 

Closing  meeting, . 

.       .       . 

600 

Total.         .... 

6,276 

X.  Lantebn-slide  Demonsteations. 
In  furtherance  of  the  educational  purpose  of  the  exhibition,  lantern-slide 
demonstrations  were  given  in  the  lecture  room  on  seven  evenings  at  8.30. 
A  new  and  efficient  stereopticon  lantern,  adapted  for  use  with  the  arc  light, 
and  provided  with  a  reflectoscope,  was  obtained  for  a  nominal  rental  fee 
and  installed  in  the  lecture  room  for  use  throughout  the  exhibition.     This 
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lantern  was  operated  by  one  of  the  paid  assistants^  and  was  a  source    of 
practically  no  extra  expense.    The  slides  were  provided  by  the  demonstrators. 

Demonstrations  were  given  as  follows:  — 

Saturday,  Dec.  30,  1905,  — Dr.  W.  T.  Councilman,  "The  Nature  of 
Tuberculosis."  Dr.  Councilman  showed  photomicrographs  of  the  tubercle 
bacillus  and  of  the  lesions  which  it  produces  in  the  tissues.  In  the  conrse 
of  his  demonstration  he  explained  the  ordinary  mode  of  infection,  and 
outlined  the  course  of  the  disease  as  it  progresses,  or  as  it  declines  under 
conditions  favorable  to  cure. 

Sunday,  December  31.  —  Dr.  Joseph  H.  Pratt,  "  The  Treatment  of  Tuber- 
culosis." Dr.  Pratt  demonstrated  some  of  the  possibilities  in  the  out-door 
treatment  of  tuberculosis.  By  means  of  photographs  and  charts  he  ^- 
plained  the  methods  followed  by  the  Emmanuel  Church  Tuberculosis  Class, 
in  which,  under  his  direction,  25  consumptives  were  successfully  treated  in 
their  own  homes. 

Monday,  Jan.  1, 1906.  —  Dr.  E.  H.  Bradford^  "  Tuberculosis  in  Children.'' 
Dr.  Bradford  described  in  a  general  way  the  treatment  of  bone  tuberculosis, 
which  is  common  in  children,  and  which  he  says  is  as  curable  as  pneumonia. 
By  means  of  photographs  lie  illustrated  the  fresh-air  treatment  of  cases  of 
this  sort  as  practised  at  the  Convalescent  Home  of  the  Children's  Hospital 
at  Wellesley. 

Tuesday,  January  2.  —  Dr.  H.  C.  Ernst^  "The  Bacteriology  of  Tuber- 
culosis." Dr.  Ernst  described  modes  of  infection,  and  emphasized  the 
importance  of  the  sputum  of  consumptives  as  a  means  of  spreading  con- 
tagion. He  demonstrated  by  photographs  of  cultures  and  photomicro- 
graphs of  the  bacteria  the  characteristics  of  the  various  races  of  tubercle 
bacilli,  and  sketched  the  development  of  the  lesions  in  the  lung  which  result 
from  the  lodgment  and  growth  of  inhaled  organisms. 

Wednesday,  January  3.  —  Dr.  E.  0.  Ons,  "The  Treatment  of  Tuber- 
culosis." The  demonstration  consisted  of  munerous  photographs  illustrating 
methods  of  treatment  now  employed  in  hospitals  and  sanatoria  in  different 
parts  of  the  country. 

Friday,  January  5.  —  Dr.  T.  Leary,  "The  Pathology  of  Tuberculosis.*' 
The  demonstration  was  preceded  by  a  brief  address  by  Dr.  Livingston 
Farrand,  executive  secretary  of  the  National  Association  for  the  Study  and 
Prevention  of  Tuberculosis  (introduced  by  the  assistant  to  the  secretary). 
Dr.  Farrand  spoke  chiefly  of  the  economic  aspects  of  tubereulosis,  stating 
that  "the  disease  causes  annually  in  the  United  States  from  150,000  to 
200,000  deaths,  10,000  of  which  occur  in  New  York  City  alone.  In  dollars 
and  cents  this  means  $33,000,000  in  New  York  lost  annually  by  the  com- 
munity, and  in  the  country  probably  $330,000,000."  Dr.  Farrand  spoke 
also  of  the  educational  value  of  the  exhibition,  and  stated  that  it  would  be 
sent  in  succession  to  many  of  the  larger  cities  of  the  country. 

Dr.  Leary,  by  means  of  the  reflectoscope,  projected  colored  drawings 
and  plates  illustrative  of  the  pathological  anatomy  and  histology  of  the 
lung  in  tuberculosis,  explaining  in  untechnical  language  the  changes  which 
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the  longs  undergo  in  th.e  progress  of  the  disease  from  the  earlier  to  the 
more  advaneed  stages. 

Saturday,  January  6.  —  Dr.  A.  C.  Gbtchell,  "  The  Rutland  Sanatorium." 
Dr.  Getehell  showed  photographs  of  the  huildings,  grounds  and  general 
sirroundings  of  the  State  Sanatorium,  together  with  others  illustrative  of 
the  methods  of  treatment  employed  there. 

The  following  is  a  table  showing  the  attendance  at  the  lantern-slide 
(kmonstrations :  — 


Date. 


Denunutmtor. 


▲ttMkUuiee. 


SatnnUf ,  Dec  30,  IfiOft,  . 
Soadaj.  Dee.  31, 1906,  . 
Xoodar,  Jan.  1, 1906,  . 
Tauda.T,  Jan.  3, 1906,  . 
WedoefldAj,  Jan.  3,  1906, 
Frtdaj,  Jan.  5, 1906, 
Sfttardaf ,  Jan.  6, 1906,    . 


Dr.  W.  T.  Coanollnuui, 
Dr.  J.  H.  Pratt.  . 
Dr.  E.  H.  Bradford, 
Dr.  H.  C.  Ernst, 
Dr.  E.  O.  Otis,    . 


Dr.  T.  Leary,     . 
Dr.  A.  C.  Getehell, 


J75 
ifiO 

860 
476 
000 
460 


S,686 


XL    Expense. 
The  following  schedule  presents  a  classified  statement  of  the  expenses 
of  Uie  exhibition:  — 

A,   Exhibition  proper:  — 

1.  Bent  of  hall, $800  00 

2.  Equipment  of  hall, 280  66 

5.  Paid  assltstants, 907  90 

4.  Transportation,  freight,  etc., 86  21 

6.  Sign  painting, 108  70 

6.  Police, 80  00 

7.  Miscellaneoas, 83  69 

$1,641  06 

J.    PnbHdty:  — 

1.  Stadonenr  and  postage, $884  80 

2.  Printing, 209  60 

8.  Clerk  hire  (mailing) 188  76 

4.  AdTeitising  (Boston  Elevated  Railway),     . 80  00 

762  66 

C.  Exhibit  of  State  Board  of  He>alth :  — 

1.  Photographs, $119  00 

2.  Charts 62  60 

8.  Frames,  framing  and  lettering, 81  86 

4.  Circnlar  letters, 40  91 

248  77 

D.  Trarelllng  expenses, 69  60 

$3,616  97 

This  total  expense  of  $2,616.97,  deducting  the  cost  of  the  exhibit  of  the 
State  Board  of  Health,  becomes  $2,373.20,  which  is  the  real  cost  of  installing, 
adTertising  and  maintaining  the  exhibition. 
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The  exhibition  held  in  New  York  City  November  last,  under  the  joint 
auspices  of  the  Charity  Organization  Society  and  the  National  Association 
for  the  Study  and  Prevention  of  Tuberculosis,  in  the  matter  of  exhibits 
was  nearly  identical  with  the  Massachusetts  exhibition. 

The  New  York  societies  who  managed  the  exhibition  were  given  the  free 
use  of  one  of  the  halls  of  the  American  Museum  of  Natural  EListory,  and 
consequently  paid  no  rent.  Notwithstanding  this,  the  New  York  exhibi- 
tion cost  approximately  $2,000,  this  expense,  according  to  competent  au- 
thority, being  distributed  as  follows :  — 

Equipment  of  haU, $600  00 

Prlnttng, 400  00 

Attendants, 200  00 

Postage, 100  00 

Miscellaneoos 800  00 

Total $2,000  00 

The  plans  for  the  Massachusetts  exhibition  were  drawn  up  and  the  means 
for  securing  publicity  arranged  for  at  a  time  when  it  was  expected  that 
Faneuil  Hall  would  be  used  as  an  exhibition  place.  The  rent  of  this  hall 
would  have  amounted  to  $300.  The  excess  of  expense  over  the  appropria- 
tion was  inevitable  when,  by  the  engaging  of  Horticultural  Hall,  the  item 
of  rent  was  increased  by  the  sum  of  $500. 

Xn.    General  Remarks. 

The  purpose  of  this  exhibition  was  essentially  to  present  to  the  people 
of  the  Commonwealth  a  clear  explanation  of  the  methods  now  in  use  for 
the  treatment  of  tuberculosis,  and  of  the  means  whereby  the  disease  may 
be   prevented. 

It  is  believed  that  this  purpose  was  fulfilled  to  a  satisfactory  degree. 

The  exhibits  assembled  in  the  exhibition  were  numerous,  representative 
and  instructive.  They  set  forth  effectively  the  fundamental  facts  concern- 
ing the  nature  of  tuberculosis,  its  modes  of  spread,  and  the  conditions 
favorable  and  unfavorable  to  its  prevalence.  They  showed  as  clearly  as 
photographs  and  models  of  buildings  and  tents  can  illustrate  the  manner 
in  which  consimiptives  are  treated  in  the  best  hospitals  and  sanatoria  of 
the  day,  both  in  this  country  and  abroad,  and  they  bore  witness  to  the  good 
results  consequent  upon  such  treatment.  They  demonstrated  the  possibilities 
in  connection  with  home  treatment  of  the  disease,  and  pointed  out  the  effect- 
ive use  which  may  be  made  of  the  roof,  the  piazza  and  even  of  the  fire- 
escape  platform,  by  the  patient  who  has  learned  that  his  recovery  depends 
mainly  upon  his  being  in  the  open  air.  Certain  of  the  exhibits  set  forth 
the  methods  employed  in  the  larger  cities  of  the  country  for  the  education 
of  the  community  regarding  the  infectious  nature  of  tuberculosis,  and  the 
means  whereby  the  consumptive  may  avoid  spreading  contagion,  and  those 
about  him  may  escape  infection. 

The  plan  to  supplement  the  exhibition  proper  by  addresses  and  demon- 
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stzmtions  designed  to  emphasize  the  principles  set  forth  by  the  exhibits 
seemed  to  be  whoUy  justified  by  the  general  interest  taken  in  the  meetings, 
and  the  high  educational  valne  which  these  undoubtedly  possessed.  Seven 
thousand  nine  hundred  persons,  or  nearly  one-third  of  all  those  who  attended 
the  exlubitiony  were  present  at  the  meetings  in  the  lecture  room;  and,  in 
\kw  of  the  excellence  of  the  service  rendered  by  the  speakers  and  demon- 
strators, it  is  probable  that  much  good  was  accomplished  by  this  means. 

The  attendance  at  the  exhibition  was  satisfactorily  large  and  representa- 
tive. It  is  certain  that  among  the  visitors  were  many  persons  from  out  of 
town,  including  some  from  cities  and  towns  in  the  interior  of  the  State. 
The  rate  of  attendance  increased  daily  until  practically  the  close  of  the 
exhibition.  The  aggregate  attendance  exceeded  by  9,000  that  of  a  similar 
exhibition  held  in  New  York  City  during  a  somewhat  longer  period  (two 
wedcs). 

The  choice  of  Horticultural  Hall  as  a  place  for  the  exhibition  necessi- 
tated an  exj>ense  for  rent  greater  by  $500  than  would  have  been  contingent 
up<m  the  use  of  Faneuil  Hall.  The  latter  place,  although  desirable  from 
location  and  low  cost,  from  its  relatively  mnall  size  would  have  proved 
wholly  inadequate  for  the  proper  display  of  all  of  the  exhibits,  and  would 
have  prohibited  the  special  meetings  and  demonstrations. 

It  is  believed  that  this  exhibition  has  enlightened  the  people  of  the  Com- 
monwealth r^arding  tuberculosis;  that  it  has  demonstrated  the  only  meth- 
ods of  successful  treatment;  and  that  by  diffusing  knowledge  the  exhibition 
has  directed  attention  to  the  various  means  whereby  the  disease  may  be 
prevented. 

Becommendations  concerning  Pest  Houses,  and  Laws  relating 

THERETO. 

The  Legislature  of  1905  passed  a  resolve  relative  to  a  revision  of  the 
laws  relating  to  the  establishment  of  pest  houses  by  cities  and  towns; 
and  the  Board  reported,  in  accordance  therewith,  on  Jan.  15,  1906,  as 
follows :  — 

The  Legislature  of  1905  passed  the  following  resolve :  — 

SiSOLVE  KELATFTE  TO  A  REVISION  07  THE  LAWS  RELATING  TO  THE  ESTABUSHMENT 

OP  Pest  Hoxtses  by  Cities  and  Towns. 
Ee9olv€d,  That  the  state  board  of  health  is  hereby  directed  to  investigate  the 
advisability  of  revising  the  laws  relative  to  the  establishment  and  maintenance  of 
pest  houses  by  eitles  and  towns,  and  to  report  thereon  to  the  next  general  court 
not  later  than  the  fifteenth  day  of  January,  nineteen  hundred  and  six.  [Approved 
April  es,  1905, 

In  accordance  with  this  order,  the  State  Board  of  Health  has  made  a 
careful  study  of  such  reports  as  were  at  hand  or  could  be  obtained  con- 
eeming  the  relation  of  hospitals  for  contagious  diseases  to  the  health  of 
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inhabitants  of  neighboring  areas;  but  it  has  been  unable  to  find  any  evidence 
which  would  lead  it  to  recommend  any  radical  changes  in  the  laws  referred 
to,  except  the  addition  of  a  provision  to  enable  cities  and  towns,  in  certain 
cases,  to  establish  and  maintain  such  hospitals  in  common. 

The  Board  takes  this  opportunity,  however,  of  calling  to  the  attention 
of  the  Legislature  the  fact  that  in  the  laws  as  they  now  stand  there  exist 
certain  phrases  that  are  not  sufficiently  explicit,  and  certain  provisions 
which  are  redundant. 

That  portion  of  chapter  75  of  the  Revised  Laws  which  relates  to  hospitals 
and  dangerous  diseases  consists  of  sections  which  have  been  passed  in  dif- 
ferent years,  and  amended  as  occasion  has  demanded;  and,  in  consequence, 
there  is  lacking  to  some  extent  the  logical  sequence  which  should  and  easily 
can  obtain.  The  Board  would  therefore  recommend  the  following  changes 
in  chapter  75  of  the  Revised  Laws  and  in  chapter  206  of  the  Acts  of 
1902:  — 

Chapter  75,  Revised  Lav7S. 

1.  Striking  out  in  the  fourth  line  of  section  35  the  words  "or  of  a  com- 
mittee of  the  town  appointed  for  the  purpose." 

2.  Amending  section  42  by  inserting  after  the  word  "board,"  in  the  third 
line,  the  words  "  of  health ; "  and  before  the  word  "  board,"  wherever  else  it 
occurs  in  this  section,  the  word  "  said;  "  and  causing  this  section,  so  amended, 
to  become  section  36. 

3.  Amending  section  40  by  adding  the  following:  "provided,  however, 
that  if,  in  the  opinion  of  the  boards  of  health  of  two  or  more  adjoining 
cities  or  towns,  such  hospitals  can  advantageously  be  established  and  main- 
tained in  common,  the  authorities  of  the  said  cities  or  towns  may  enter  into 
such  agreements  as  may  be  necessary  for  the  establishment  and  maintenance 
of  the  same; "  and  causing  section  40,  so  amended,  to  become  section  37. 

4.  Amending  section  36  by  striking  out  the  words  "or  committee,"  in  the 
fourth  line,  and  causing  it  to  become  section  38. 

5.  Amending  section  37  by  striking  out  the  words  "  without  the  consent 
of  said  towns,"  in  the  third  line,  and  substituting  therefor  the  words  "or 
city  without  the  consent  of  the  board  of  health  of  said  town  or  city;"  and 
causing  the  section,  thus  amended,  to  become  section  39. 

6.  Causing  section  38  to  become  section  40. 

7.  Causing  section  39  to  become  section  41. 

8.  Causing  section  41  to  become  section  42. 

9.  Amending  section  46,  as  amended  by  chapter  206  of  the  Acts  of  1902, 
by  inserting  after  the  word  "board,"  in  the  fourth  line,  the  words  "of 
health." 

10.  Amending  section  56  by  striking  out  in  the  first  and  second  lines 
the  words  "sections  forty-two,  forty-three  and  forty-four,"  and  substitutmg 
therefor  the  words  "  sections  thirty-six  and  forty-six." 
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Chapteb  206,  Acts  op  1902. 

U.  Amending  section  1  of  chapter  206  of  the  Acts  of  1902  by  striking 
ont  the  concluding  words,  "provided  the  approval  of  the  board  of  health 
of  the  city  or  town  into  which  sneh  persons  are  to  be  taken  shall  first  have 
been  obtained." 

In  the  form  suggested,  the  law  would  then  read  as  follows :  — 

Chaptib  75,  Rbtiskd  Laws. 

Section  35.  A  town  may  eetablish  hospitals  within  its  limits  for  the  treatment 
of  diseases  which  are  dangerous  to  the  public  health.  They  shall  be  subject  to 
the  orders  and  regulations' of  the  board  of  health. 

Sbctiok  36.  If  a  disease  which  is  dangerous  to  the  public  health  breaks  out 
in  a  town,  or  if  a  person  is  infected  or  lately  has  been  infected  with  such  dis- 
ease, the  board  of  health  shall  immediately  provide  such  hospital  or  place  of 
ree^tion,  and  such  nurses  and  other  assistance  and  necessaries,  as  is  judged  best 
for  his  accommodation  and  for  the  safety  of  the  inhabitants,  which  shall  be  sub- 
ject to  the  regulations  of  the  said  board.  The  said  board  may  cause  any  sick  or 
infected  person  to  be  removed  thereto,  if  it  can  be  done  without  danger  to  his 
health ;  otherwise  the  house  or  place  in  which  he  remains  shaU  be  considered  as  a 
hospital,  and  all  persons  residing  in  or  in  any  way  connected  therewith  shall  be 
Bobject  to  the  regulations  of  the  said  board,  and,  if  necessary,  persons  in  the 
neighborhood  may  be  removed. 

Section  37.  Each  city  shall  establish  and  be  constantly  provided,  within  its 
limits,  with  one  or  more  isolation  hospitals  for  the  reception  of  persons  having 
smaDpox  or  any  other  disease  dangerous  to  the  public  health.  Such  hospitals  shall 
be  subject  to  the  orders  and  regulations  of  the  boards  of  health  of  the  cities  in 
which  they  are  respectively  situated.  A  city  which,  upon  request  of  the  state 
board  of  health,  refuses  or  neglects  to  comply  with  the  provisions  of  this  section, 
ihall  forfeit  not  more  than  five  hundred  dollars  for  each  refusal  or  neglect:  pro- 
videdj  however,  that  if,  in  the  oxnnion  of  the  boards  of  health  of  two  or  more 
adjoining  cities  or  towns,  such  hospitals  can  advantageously  be  established  and 
maintained  in  common,  the  authorities  of  the  said  cities  or  towns  may  enter  into 
such  agreements  as  may  be  necessary  for  the  establishment  and  maintenance  of 
the  same. 

Section  38.  The  physician,  nurses,  attendants,  patients  and  all  persons  ap- 
proaching or  coming  within  the  limits  of  such  hospitals,  and  all  furniture  and 
other  articles  used  or  brought  there,  shall  be  subject  to  the  regulations  of  the 
local  board  of  health. 

Action  39.  Such  hospitals  shall  not  be  established  within  one  hundred  rods 
of  an  inhabited  dwelling  house  situated  in  an  adjoining  town  or  city  without  the 
consent  of  the  board  of  health  of  said  town  or  city. 

Section  40.  Whoever  occupies  or  uses  a  building  for  a  hospital  in  a  part  of  a 
dty  or  town  prohibited  by  the  mayor  and  aldermen  or  selectmen  shall  forfeit  not 
■M»re  than  ^ty  dollars  for  every  month  during  which  such  offence  continues,  and 
in  like  proportion  for  a  portion  of  the  month.  The  supreme  judicial  court  or  the 
superior  court  shall  have  jurisdiction  in  equity  to  restrain  such  occupancy  or  use. 
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'  Section  41.  Each  city  shall  provide  for  the  treatment,  either  in  a  hospital  or 
as  out-patients,  of  indigent  persons  who  are  suffering  from  contagious  or  infec- 
tious yenereal  diseases. 

Section  42.  No  discrimination  shall  be  made  against  the  treatment  of  venereal 
diseases  in  the  out-patient  department  of  anj  general  hospital  supported  by  taxa- 
tion in  any  city  in  which  special  hospitals,  other  than  hospitals  connected  ^v^itli 
penal  institutions,  are  not  provided  for  the  treatment  of  such  diseases  at  public 
expense;  but  said  hospital  may  establish  a  separate  ward  for  their  treatment. 

[Sections  43,  44  and  45  remain  unchanged.] 

Section  46.  A  magistrate  authorized  to  issue  warrants  in  criminal  cases  may 
issue  a  warrant  directed  to  the  sheriff  of  the  county  or  his  deputy,  or  to  any  con- 
stable or  police  officer,  requiring  them,  under  the  direction  of  the  board  of  health, 
to  remove  any  person  who  is  infected  with  contagious  disease,  or  to  impress  and 
take  up  convenient  houses,  lodging,  nurses,  attendants  and  other  necessaries.  The 
removal  authorized  by  this  section  may  be  made  to  any  hospital  in  an  adjoining 
city  or  town  established  for  the  reception  of  persons  having  smallpox  or  other 
disease  dangerous  to  the  public  health,  provided  the  assent  of  the  board  of  health 
of  the  city  or  town  to  which  such  removal  is  to  be  made  shall  first  have  been 
obtained. 

Section  56.  The  provisions  of  sections  thirty-six  and  forty-six,  so  far  as  they 
confer  authority  for  the  removal  of  patients  from  their  homes,  shall  apply  only 
in  cases  of  persons  residing  in  boarding  houses,  or  hotels,  or  in  cases  of  two  or 
more  families  occupying  the  same  dwelling,  or  in  other  cases  in  which,  in  the 
opinion  of  the  board  and  the  attending  physician,  the  case  cannot  be  properly 
isolated. 


Ohaptxb  206.  Acts  of  1902. 

Section  1.  The  board  of  health  of  any  city  or  town  which  has  established  or 
which  may  hereafter  establish  within  its  limits  a  hospital  for  the  reception  of 
persons  having  smallpox  or  any  other  disease  dangerous  to  the  public  health,  may 
receive  for  care  and  treatment  in  such  hospital  persons  from  an  adjoining  town 
who  are  infected  with  any  of  said  diseases. 

Investigation  op  Factories  and  Workshops. 
The  Legislature  of  1905  passed  the  following  resolve,  directing  the 
Board  to  continue  its  investigation  of  the  sanitary  condition  of  factories, 
workshops  and  other  establishments  where  persons  are  employed,   as 
follows :  — 

Ohapteb  59,  Resolves  of  1905. 

Resolve  to  provide  for  continuing  the  Investigation  by  the  State 

Board  op  Health  of  Conditions  affecting  the  Health  or  Safety  of 

Employees  in  Factories  and  Other  Establishments. 

Resolved,  That  the  state  board  of  health,  with  such  aid  as  it  may  require 

from  the  chief  of  the  district  police  and  from  the  bureau  of  statistics  of 

labor,  is  hereby  directed  to  continue  the  investigation  of  conditions  affecting 

the  health  or  safety  of  employees  in  factories,  workshops,  and  other  places 
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of  eizipIo3nnent  in  the  Commonwealtb^  the  said  investigation  having  been 
authorized  by  chapter  ninety-nine  of  the  resolves  of  the  year  nineteen  hun- 
dred and  four.  For  this  purpose  the  officers  and  employees  of  the  said 
board  sh^  have  x>ower  to  enter  and  inspect  all  premises  in  use  for  industrial 
purposes^  and  to  obtain  such  information  as  may  be  necessary  to  carry  out 
the  purposes  of  this  resolve.  The  board  is  also  directed  to  report  to  the 
general  eonrt .  on  or  before  January  fifteenth  in  the  year  nineteen  hundred 
and  seven,  snch  recommendations  as  it  may  deem  expedient  for  the  revision 
of  the  laws  in  this  Commonwealth  relating  to  the  health,  safety  or  welfare 
of  persons  engaged  in  industrial  pursuits.  For  the  above  purposes  the 
board  may  expiend  a  sum  not  exceeding  twenty-five  hundred  dollars  during 
the  fiseal  year  nineteen  hundred  and  ^ye,  and  twenty-five  hundred  dollars 
during  the  fiscal  year  nineteen  hundred  and  six.     [Approved  April  28,  1905. 

This  work  has  been  duly  performed,  and  the  following  report  thereon 
is  herewith  submitted :  — 

By  chapter  69  of  the  Resolves  of  1905,  the  State  Board  of  Health  was 
directed  to  continue  the  investigation  of  conditions  affecting  the  health 
or  safety  of  employees  in  factories,  workshops  and  other  places  of  em- 
ployment in  the  Commonwealth  which  had  been  begun  xmder  authority 
of  diapter  99  of  the  Resolves  of  1904,  the  results  of  which  were  trans- . 
mitted  to  the  Legislature  of  1905,  and  may  be  found  in  the  thirty-sixth 
annual  report  of  the  State  Board  of  Health,  pages  xxii-xxxi. 

The  industries  reported  upon  at  that  time  included  cutlery  grinding, 
stone  cutting  and  stone  polishing,  cigar  making,  boot  and  shoe  making, 
r^  sorting,  the  rubber  industry  and  the  lead  industry.  Nearly  all  of 
tiliese  industries  were  regarded  as  being  among  those  most  dangerous  to 
flie  health  of  those  working  in  them,  but  even  here  it  was  found  that  one 
at  least,  and  sometimes  many  establishments  in  each  industry  were  car- 
ried on  with  satisfactory  regard  for  the  health  of  the  working  people. 

This  condition  led  this  Board  to  recognize  that  the  most  efficient  and 
just  method  of  improving  the  conditions  of  the  working  people  in  each 
one  of  these  industries  would  be  to  require  those  proprietors  who  carry 
(m  their  work  with  little  provision  for  the  health  of  their  employees  to 
make  such  provision  as  is  made  by  those  who  provide  the  best.  This  is 
the  most  practicable  method  of  accomplishing  the  putting  of  the  whole 
business  upon  a  fairer  basis,  and  of  encouraging  those  employers  best  dis- 
posed to  improve  still  further  the  conditions  regarding  the  health  of  all 
employed. 

This  recognition  caused  the  Board  to  recommend  "  that  it  be  the  duty 
of  the  inspection  department  of  the  district  police  to  require,  so  far  as 
is  r^sonably  practicable  under  the  varying  circumstances,  as  efficient 
protection  to  the  health  of  the  operatives  in  any  occupation  as  is  pro- 


Digitized  by  LjOOQ IC 


24  STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 

vided  in  that  occupation  where,  within  the  Commonwealth,  such  protec- 
tion is  most  eflBcient." 

During  the  past  two  years  further  observations  have  been  made  upon 
the  industries  previously  examined,  together  with  the  following :  — 

Manufacture  of  agricultural  implements,  bluing,  bone  black,  brushes, 
carpet  yams,  carpets  and  rugs,  celluloid  goods,  chairs,  chemicals  of  vari- 
ous kinds,  colors  and  mordants,  electrical  apparatus,  emery  and  corundum 
wheels,  facing,  felt  cloth,  felt  hats,  files,  firearms,  glue,  horn  goods, 
jewelry,  lampblack,  lead  pipe  and  plumbers'  supplies,  leather,  litho- 
graphs, machinery,  mouldings  and  frames,  optical  goods,  pearl  buttons, 
pianos,  pottery,  sandpaper,  shoddy,  soap,  stains  and  blackings,  stoves, 
stove  polish,  straw  hats,  textiles,  tools,  varnishes,  watches,  whips,  whiting, 
wire  and  wire  cloth;  bakeries,  bleaching  and  dyeing,  dyeing  and  cleans- 
i^g>  galvanizing,  glass  grinding,  iron,  steel  and  brass  founding,  laun- 
dries, rendering  and  slaughtering. 

The  conditions  affecting  the  health  and  welfare  of  the  working  people 
in  these  industries  are  recorded  in  the  Supplement.  In  many  the  condi- 
tions were  found  to  be  satisfactory.  In  the  emery  and  corundum,  sand- 
paper and  certain  other  industries  more  attention  should  be  given  to 
keeping  the  dust  away  from  the  mouth  and  nostrils  of  the  workmen.  In 
the  rag  dusting,  sorting  and  cutting  rooms  of  some  paper  mills  very  ob- 
jectionable amounts  of  dust  were  found,  with  some  pale  and  sickly  ap- 
pearing operatives;  but  there  are  mills  using  the  same  kind  of  stock 
where  the  dust  is  kept  away  from  the  employees  in  a  satisfactory  manner, 
and  much  improvement  is  practicable  in  the  former  class.  In  the  manu- 
facture of  shoddy  and  the  manufactures  from  jute  and  hemp  there  are 
processes  which  are  exceedingly  dusty,  requiring  much  improvement  in 
the  poorly  managed  establishments. 

Machine  shops  are  generally  found  in  fair  and  some  of  them  in 
very  good  condition.  The  departments  connected  with  foundries,  includ- 
ing casting,  scaling,  cleaning  and  smoothing,  grinding  and  polishing, 
involve  exposure  to  extreme  heat,  fumes  and  dust,  which  may  be  very 
injurious  to  the  workmen.  The  degree  in  which  the  workmen  are  pro- 
tected varies  greatly  in  the  difl*erent  establishments;  but  there  are  many 
where  the  protection  is  very  satisfactory,  and  it  is  desirable  that  others 
be  brought  up  to  their  condition. 

The  cutlery  and  tool  industry  is  one  of  the  most  dangerous  of  trades, 
but  there  are  enough  establishments  in  which  the  grinding  and  polish- 
ing machines  are  provided  with  hoods  and  exhaust  fans  to  show  that  the 
danger  to  health  may  be  greatly  relieved;  but  even  when  so  provided 
many  workmen  recklessly  remove  the  hoods,  and  expose  themselves  to 
the  great  danger  of  breathing  the  dust  made  up  of  fine  particles  of  steel 


Digitized  by  LjOOQ IC 


No.  34.]  GENERAL   REPORT.  25 

and  of  the  grinder.  It  is  possible  that  improvements  may  be  made  in  the 
apparatus  for  removing  dust  that  will  make  them  more  attractive  to  the 
workmen.  That  they  do  not  take  every  means  to  protect  themselves 
indicates  that  they  do  not  appreciate  the  shortness  of  the  lives  of 
those  who  »iter  this  industry,  and  that  there  are  two  or  three  times  as 
many  deaths^  proportionately^  among  grinders,  polishers  and  cutlers,  due 
to  disease  of  the  lungs,  as  among  other  male  adults  in  the  same  com- 
munity. 

In  cigar  making  we  find  some  establishments  carried  on  in  a  satis- 
factory manner,  with  good  light,  good  ventilation  and  no  spitting;  but 
there  are  many  where  these  conditions  are  far  from  satisfactory,  and 
ttey  need  to  be  brought  up  to  those  of  the  better  class.  Too  large  a  per- 
centage of  the  operatives  look  pale  and  sickly. 

In  the  rubber  factories  examined  during  this  investigation  the  greater 
part  were  in  better  condition  than  those  previously  reported  upon ;  and  in 
this,  as  in  other  industries  examined,  those  allowing  poor  conditions 
affecting  the  health  of  the  operatives  should  be  brought  up  to  the  con- 
ditions found  in  the  better  class. 

In  many  of  the  smaller  industries  conditions  requiring  improvement 
are  noted  in  the  Supplemait,  and  are  not  repeated  here.  The  dangers 
aocompan}ring  the  use  of  wood  alcohol  are  not  enlarged  upon,  because 
the  removal  of  the  tax  on  denatured  grain  alcohol  is  expected  to  prevent 
the  further  use  of  wood  alcohol. 

The  Boot  and  Shoe  Industry.  —  The  great  nimiber  of  people  employed 
in  the  boot  and  shoe  industry  in  this  State,  and  the  great  difference  found 
in  the  care  devoted  to  the  health  of  the  employees  in  different  establish- 
ments, warranted  a  much  more  complete  examination  than  has  pre- 
viously been  made,  the  details  of  which  are  presented  in  the  Supplement. 

In  this  examination  373  establishments  were  visited,  of  which  62  were 
found  to  be  with  good  conditions  regarding  the  health  and  welfare  of  the 
working  people,  220  with  fair  general  conditions,  72  with  poor  conditions, 
and  19  with  distinctly  bad  conditions.  Of  those  whose  general  condi- 
tions are  called  fair,  some  parts  were  in  good  condition;  but  there  were 
conditions  in  some  rooms  and  places  which  distinguished  them  from 
those  having  general  good  conditions,  such  as  poor  ventilation,  or  water- 
dosets  not  commendable. 

While  there  are,  among  the  older  small  establishments  and  the  more 
modem  and  large  establishments,  many  which  well  may  be  regarded  as 
standards  of  excellence,  there  are  common  to  this  industry  four  condi- 
tions which  can  be  and  ought  to  be  remedied.  These  are :  poor  ventila- 
tion, inadequate  removal  of  dust  from  machines;  the  condition  of  water- 
doeets ;  and  spit  upon  the  floors. 
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In  the  majority  of  factories  visited  the  ventilation  was  found  to  be 
poor,  and  in  many  of  these  distinctly  bad.  Of  the  rooms  not  especially 
dusty,  102  were  badly  ventilated  and  26  were  overcrowded.  In  the  rooms 
in  which  large  amounts  of  dust  are  evolved,  the  nimiber  of  machines  with 
means  for  eflScient  or  fairly  eflScient  removal  of  dust  was  found  to  be 
1,630;  the  number  either  ineflSciently  equipped  or  devoid  of  equipment 
was  2,769. 

Of  84  of  the  many  dusty  rooms  reported,  40  were  also  overcrowded, 
35  were  dark,  21  were  overheated,  and  18  were  overcrowded,  dark  and 
overheated.  In  more  than  one-third  of  the  factories  visited  the  condi- 
tions of  water-closets  were  not  commendable;  most  of  them  were  dark 
and  dirty  to  very  dirty.  In  50  establishments  no  spitting  was  noticed, 
in  173  there  was  some,  in  115  considerable  and  in  36  much. 

In  some  establishments  lunch  rooms  are  provided,  where  the  employees 
may  eat  the  luncheon  they  have  brought,  or  may  buy  one;  in  much  the 
larger  number  the  employees  eat  in  the  workrooms. 

In  the  opinion  of  our  inspectors,  the  health  of  the  employees  in  this 
industry  in  the  larger  number  of  establishments  appears  to  be  fair  to 
good;  but  in  85  factories,  or  23  per  cent,  of  those  visited,  a  considerable 
proportion  of  the  employees  are  noticeably  pale  and  unhealthy. 

In  the  boot  and  shoe  industry,  as  in  most  other  industries  in  the  State, 
we  find  a  class  of  establishments  in  which  satisfactory  provision  is  made 
for  the  welfare  of  the  employees,  and  methods  adopted  for  carrying  on 
business  by  which  their  welfare  is  promoted.  At  the  other  end  of  the 
scale  there  is  a  minority  —  not  large,  yet  altogether  too  large  —  where 
the  conditions  injuriously  affecting  the  health  of  the  operatives  appear 
to  have  no  consideration,  are  contrary  to  the  intent  of  the  laws  govern- 
ing factories,  and  are  such  as  the  better  class  show  to  be  unnecessary  in 
carrying  on  this  business. 

These  unjustifiable  differences  urge  us  to  recommend  that  laws  be 
made  to  require  that  the  conditions  affecting  the  health  of  the  work- 
ing people  in  these  poorly  managed  establishments  be  brought  up  to  con- 
ditions existing  in  the  class  of  establishments  doing  similar  work  in  simi- 
lar buildings  where  their  health  is  most  carefully  protected ;  and  that  it 
be  the  duty  of  the  inspectors  of  factories  to  see  that  the  laws  to  bring  this 
about  are  enforced. 

The  Textile  Industry.  —  During  the  past  year  the  Board  has  made 
careful  investigation  into  the  conditions  affecting  the  health,  safety  and 
welfare  of  persons  engaged  in  the  great  textile  industry  of  the  State,  the 
details  of  which  inquiries  are  contained  in  the  Supplement. 

In  this  industry  we  find,  in  establishments  employing  much  more  thaai 
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half  of  the  total  number  engaged  therein,  that  the  conditions  regarding 
the  health,  safety  and  welfare  of  the  employees  are  good;  and  in  about 
one-third  of  this  number  they  are  excellent.  On  the  other  hand,  we  find 
establishments  containing  a  large  minority  of  operatives  where  the  con- 
ditions are  moderately  bad;  and  perhaps  in  one-third  as  many  as  we 
T^ard  good  are  conditions  which  are  decidedly  bad. 

The  problem  before  us  is  to  have  the  conditions  affecting  this  minority 
raised  to  those  which  we  find  to  be  good ;  and  we  have  confidence  that  in 
the  bringing  about  of  this  improvement  the  good  conditions  will  be 
made  even  better. 

The  resolve  under  which  the  foregoing  investigations  were  made  also 
directs  this  Board  to  report  to  the  (Jeneral  Court  on  or  before  Jan.  16, 
1907,  such  recommendations  as  it  may  deem  expedient  for  the  revision 
of  the  laws  in  this  Commonwealth  relating  to  the  health,  safety  or  wel- 
fare of  persons  engaged  in  industrial  pursuits. 

These  laws  are  found  to  contain  requirements  upon  nearly  all  of  the 
conditions  desired,  but  they  are  often  in  such  form  that  no  o£5cer  can 
enforce  them  unl^s  he  has  support  from  something  more  than  the  mere 
statement  of  the  law;  for  example,  all  would  agree  that  cleanliness  in  a 
factory  is  a  necessary  condition  relating  to  the  health  of  operatives;  and 
we  have  in  the  Revised  Laws  two  references  in  substantially  the  same 
words,  viz. :  '^  All  factories-  shall  be  kept  clean.**  What  is  clean  in  an  axe- 
grinding  factory  would  not  be  clean  in  a  silk  mill ;  but  the  law  makes  no 
distinction,  and  the  judgment  of  the  oflScer  cannot  be  received  as  law. 
In  prosecuting  an  offender,  he  would  have  no  backing  in  the  law  unless 
it  should  be  some  extremely  bad  case,  in  which  he  could  satisfy  the  court 
that  it  was  a  nuisance ;  but  such  a  course  woidd  have  no  effect  in  enabling 
him  to  hold  factories  up  to  the  standard  of  cleanliness  that  is  desirable 
for  the  health  of  the  operatives;  and  we  conceive  it  impossible  to  specify 
in  any  law  a  standard  of  cleanliness  applicable  to  all  industries.  This 
being  the  case,  and  happily  finding,  in  nearly  all  of  the  industries  which 
we  have  examined,  some  examples  of  establishments  where  reasonable 
conditions  of  cleanliness  are  maintained,  we  should  advise  making  it  of 
tiie  law  that  the  officer  should  be  authorized  to  hold  all  factories  in  any 
industry  up  to  the  standard  of  cleanliness  which  he  finds  maintained  in 
the  factories  in  that  same  industry  and  using  the  same  grade  of  stock, 
which  are  the  cleanest. 

This  might  not  be  acceptable  to  a  manufacturer  who  was  not  per- 
mitted to  examine  the  mills  of  his  competitors,  to  which  the  officer  has 
access.  To  settle  any  question  that  might  arise  as  to  the  requirements 
of  the  oflBcer  and  the  comparative  condition  of  the  mill  in  question,  and 
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the  standard  above  set  forth,  an  appeal  might  be  made  by  either  party 
to  the  State  Board  of  Health,  authorized  to  examine  such  factories  in  the 
interests  of  health  and  to  make  a  final  settlement  of  such  questions. 

Other  conditions,  such  as  proper  provision  for  preventing  the  entrance 
of  dust  into  the  air  of  the  room,  proper  means  of  ventilation,  proper  pro- 
vision for  regulating  light,  heat  and  moisture,  could  be  referred  to  simi- 
lar standards,  —  standards  not  necessarily  of  methods,  but  of  resulting 
conditions,  which  those  interested  to  keep  their  operatives  in  the  best 
condition  of  health,  and  consequently  the  most  eflBcient,  have  foimd  to  be 
practicable. 

The  subjects  of  importance  which  are  not  mentioned  in  the  laws  re- 
garding factories  are  the  regulation  of  light,  and  spitting. 

It  might  be  expected  that  a  manufacturer  regarding  only  his  own 
interests  would  keep  the  windows  of  his  factory  clean  and  the  walls  and 
ceiling  of  the  room  whitened,  that  he  might  have  upon  his  work  the  best 
natural  light;  but  we  have  found  some  factories  where  these  things 
were  neglected,  and  the  operatives  were  straining  their  eyes  trying  to 
accomplish  the  work  required  of  them.  In  some  there  was  a  period  in  the 
afternoon  when  daylight  was  too  dim,  and  the  turning  on  of  artificial 
light  was  delayed,  to  the  injury  of  the  eyes  of  the  operatives  and  prob- 
ably to  the  injury  of  the  work  done. 

It  is  well  known  that  a  large  percentage  of  deaths  among  people  whose 
working  days  are  spent  within  the  walls  of  industrial  establishments 
is  due  to  consimiption.  While  this  may  be  quite  as  much  due  to  the 
conditions  existing  at  the  homes  of  the  working  people  as  to  those  exist- 
ing at  their  working  place,  it  is  eminently  unjust  to  those  who  maintain 
their  homes  in  order  and  do  everything  needful  to  prevent  the  occupants 
from  contracting  consumption,  that  they  should  be  obliged  to  seek  em- 
ployment in  factories  where  the  most  potent  means  of  spreading  con- 
sumption are  allowed  to  exist. 

No  one  can  spend  his  or  her  working  days  in  a  room  where  others,  in 
incipient  stages  of  consumption,  habitually  spit  upon  the  floor,  without 
the  gravest  danger  of  acquiring  the  disease.  Such  incipient  cases  are  not 
always  easy  of  detection;  and  the  only  safe  protection  is  to  prevent  all 
spitting  upon  the  floor  or  elsewhere,  where  the  sputum  on  drying  will 
be  disseminated  as  dust  through  the  air  of  the  room.  Experience  in  some 
factories  shows  this  prevention  to  be  practicable. 

The  modiflcations  in  the  laws  relating  to  the  health,  safety  or  wel- 
fare of  persons  engaged  in  industrial  pursuits  are  the  following;  but, 
as  the  enforcement  of  these  laws  depends  in  general  upon  members  of  the 
inspection  department  of  the  District  Police,  it  is  essential  that  this 
department  be  composed  of  broad-minded  men,  who  have  the  welfare  of 
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the  working  people  at  heart,  and  have  the  ability  to  study  out  the  require- 
ments in  any  factory  for  their  welfare,  and  how  these  can  be  accom- 
plidied  consistent  with  the  standards  which  they  are  to  follow;  and, 
further,  are  able  to  act  justly  and  with  tact  with  the  employers. 

Amendments  and  Additions  recommended. 
Chapter  104  of  the  Revised  Laws,  section  25,  in  regard  to  fire  escapes, 
add  to  the  clause  in  lines  19  and  20  so  that  it  shall  read :  — 

The  egresses  and  means  of  escape  shall  be  kept  unobstructed,  in  good 
repair  and  ready  for  use,  and  shaU  be  provided  with  a  sign  within  the  build- 
ing that  will  plainly  indicate  their  position  to  a  person  thirty  feet  distant. 

In  section  41  the  last  clause  to  be  modified  to  read :  — 

All  factories  and  workshops  shall  be  well  lighted,  well  ventilated  and  kept 
dean. 

Following  which  add :  — 

No  person  shall  expectorate  or  spit  upon  the  floor,  stairways  or  walls  of 
B3iy  factory  or  workshop. 

Chapter  108  of  the  Revised  Laws,  section  8,  beginning  with  the  end  of 
the  seventh  line,  and  including  the  eighth  and  ninth  lines,  amend  to 
read:  — 

the  lighting  and  the  ventilation  of  factories  or  workshops  and  the  keeping  of 
them  clean,  and  the  securing  of  proper  sanitary  provision  therein,  and  the 
making  of  clothing  in  unsanitary  conditions. 

Also  insert  in  thirteenth  line,  after  *^  sanitary  provisions,'^  the  words 
"the  lighting.^' 

And  to  this  section  (8),  which  puts  the  responsibility  of  enforcing 
the  laws  which  have  been  considered  upon  the  members  of  the  inspection 
department  of  the  District  Police,  add  the  following :  — 

When  determining  whether  the  conditions  affecting  the  health,  safety  or 
welfare  of  the  working  people  in  any  factory  or  workshop  are  in  accordance 
with  the  law,  and  the  law  does  not  specify  the  standard  of  such  conditions, 
said  inspectors  are  to  use  as  standards  the  conditions  which  they  find  existing 
in  those  factories  and  workshops  canying  on  similar  business  in  similar 
buildings  within  the  Commonwealth,  where  the  health,  safety  and  welfare  of 
the  working  people  are  most  completely  protected. 
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Should  questions  arise  in  regard  to  such  standards,  between  the  said  inspee- 
tion  department  and  the  person  carrying  on  such  factory  or  workshop,  said 
questions  may  be  referred  in  writing,  by  either  of  the  parties,  to  the  state 
board  of  health,  which  board  is  hereby  authorized  to  investigate  and  decide 
said  questions,  and  the  decision  of  said  board  shall  be  final. 

Investigation  of  the  Sanitary  Condition  of  Barber  Shops. 
The  Legislature  of  1906  passed  the  following  resolve,  providing  for  an 
investigation  of  the  sanitary  condition  of  barber  shops :  — 

Chaptbr  96,  Resolves  of  1906. 

Resolve  to  provide  for  an  Investigation  of  the  Sanitary  CoNDmoN"  of 

Barber  Shops. 
Besolvedy  That  the  state  board  of  health  is  hereby  instructed  to  make  an 
investigation,  at  an  expense  not  exceeding  five  hundred  dollars,  as  to  the 
condition  of  barber  shops  in  the  Commonwealth,  and  to  consider  what 
legislation,  if  any,  for  the  licensing  of  barbers,  and  for  regulating  or  super- 
vising their  business,  is  necessary  or  desirable  for  the  protection  of  the 
public  health;  and  that  said  board  report  to  the  general  court  on  or  before 
the  second  Wednesday  in  January,  nineteen  hundred  and  seven,  the  result 
of  its  investigation,  together  with  such  recommendations  for  legislation  *as 
the  board  may  deem  advisable.     [Approved  June  7,  1906. 

The  report  called  for  follows :  — 

In  accordance  with  the  provisions  of  this  resolution,  the  State  Board  of 
Health  has  caused  an  investigation  to  be  made  of  barber  shops  in  the  cities 
of  the  Commonwealth,  to  the  number  of  more  than  thirteen  hundred. 

The  inquiry  was  directed  to  the  obtaining  of  data  relative  to  the  general 
sanitary  conditions  prevalent  in  barber  shops,  and  to  the  technical  pro- 
cedures employed  by  barbers  in  the  practice  of  their  trade. 

The  following  points  were  taken  into  consideration  in  the  examination 
of  each  shop:  — 

1.  General  cleanliness  of  the  premises. 

2.  Personal  cleanliness  of  attendants. 

3.  Plumbing,  including  the  condition  of  bowls  or  sinks,  and  provisions 
for  running  water. 

4.  Provisions  for  cleanliness  in  the  technical  procedures  of  the  barW, 
including  the  use  of :  — 

(a)  Razors,  shaving  mugs  and  shaving  brushes. 
(h)  Towels, 
(c)  Stjrptics. 

Each  shop  so  inspected  was  graded  upon  the  basis  of  a  detailed  report  as 
to  its  condition. 
In  establishing  a  standard  of  excellence,  regard  was  had  to  the  conditions 


Digitized  by  VjOOQ IC 


No.  34,]  GENERAL  REPORT.  31 

and  practiees  favorable  and  unfavorable  to  the  spread  of  eommonieable 
diseases  througfa  tbe  medium  of  the  barber's  instruments  or  practices.  The 
type  of  barber  shop  in  which  the  transfer  of  communicable  skin  diseases 
from  one  person  to  another  is  least  likely  to  occur  is  that  in  which  the  prem- 
ises and  att^idants  are  clean^  and  in  which  the  procedures  incidental  to 
sihaTing  are  accompanied  by  precautions  against  the  transfer  of  bacteria  or 
other  disease-producing  organisms  from  person  to  person.  These  include 
the  dismf ection  of  the  razors  and  other  utensils  employed  in  shaving,  prior 
to  their  use  upon  each  customer;  the  use  upon  each  customer  of  separate 
and  clean  towels;  the  rejection  of  such  possible  vehicles  of  contagion  as 
powder  pu£^  sponges  and  stick  caustic;  and  the  washing  of  his  hands  by 
tbe  barber  before  attending  a  customer. 

With  this  type  as  a  standard,  five  grades  or  classes  of  shops  were  aibi- 
trarily  established,  designated,  in  the  order  of  their  ezceUence,  by  the  letters 
A,  B,  C,  D  and  E.  According  to  the  degree  of  its  approximation  to  this 
standard^  eacb  shop  examined  was  assigned  a  grade. 

The  signifieance  of  this  grading  is  set  forth  by  the  following  specimen 
reports,  each  of  which  is  typical  of  the  grade  which  it  represents :  — 

Gbabe  a.    No. 

General  Cleanliness.  —  Floor  and  cuspidors  clean;  mantel  towels  and  combs 
deaa.  Soiled  towels  disposed  of  by  chute  into  basement.  Shaving  paper  (uBed)  in 
jar  on  floor.    Towels  on  head  rests  and  arms  of  chairs  dean. 

Personal  Cleanliness.  —  Four  barbers  present,  in  dean  white  coats;  did  not 
wnah  hands  between  cnstomers. 

FhtwibfHff.  —  Seven  sinks,  all  clean,  with  good  joints;  running  hot  and  cold 
water. 

Disinfection.  —  Shaving  mug  rinsed  out  with  boiling  water;  razor  held  in  boil- 
i^  water  before  using  and  after  stropping. 

Styptics.  —  Powdered  alum  used  on  towd. 

Towels.  —  Clean  towels  on  shdves  in  front  of  chairs. 

Grade  B.    No. 

General  Cleanliness.  —  Floor  and  cuspidor  fairly  dean ;  mantel  towels  and  combs 
fairly  dean.  Soiled  towels  put  in  can  under  mantel.  Shaving  paper  (used)  in 
same  can  with  towels.  Clean  towels  put  on  head  rest  between  customers.  Lino- 
lenm  mats  for  mugs. 

Personal  Cleanliness.  —  Two  barbers  present,  in  clean  white  coats;  hands 'not 
wa^ied  between  customers. 

Plumbing.  —  Sink  rather  dirty  about  joint;  running  hot  and  cold  water. 

Disinfection.  —  Shaving  mug  rinsed  out ;  razor  not  sterilized  before  use. 

Statics.  —  Alum  water  used  on  finger. 

Towels.  —  Clean  towels  piled  on  mantd. 

Grade  C.    No. 
General  Cleanliness.  —  Floor  fairly  clean;  cuspidor  dirty;  combs  somewhat  dirty ; 
nantel  towels  soiled.    Soiled  towels  put  in  jars  on  floor  under  mantels.    Shaving 
^sppee  (used)  in  jars  on  mantels.    Soiled  towels  on  backs  of  chairs. 
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Personal  Cleanliness.  —  Three  barbers  present,  in  fairly  clean  coats;  hands  not 
washed  between  customers. 

Plumbing,  —  One  sink,  cracked,  with  badly  fitting  joints;  running  hot  and  cold 
water. 

Disinfection.  —  Implements  not  sterilized  before  use. 

Styptics.  —  Stick  caustic 

Towels.  —  Glean  towels  piled  on  mantels. 

Grade  D.    No. 

General  Cleanliness.  —  Floor  dirty;  cuspidor  fairly  clean;  marble  mantel  some- 
what dirty.  Soiled  towels  hung  on  line  in  back  of  room.  Shaving  paper  (used) 
in  jars  on  mantels  alongside  of  piles  of  clean  towels.  Soiled  towels  on  arms  and 
backs  of  chairs. 

Personal  Cleanliness.  —  Two  barbers  present,  in  ordinary  clothes. 

Plumbing.  —  No  running  water;  one  sink,  dirty,  with  bad  joint;  no  sewer  con- 
nection; waste  water  caught  in  bucket  under  sink. 

Disinfection.  —  None. 

Styptics.  —  Stick  caustic. 

Towels.  —  Stack  of  clean  towels  on  manteL 

Grade  E.    No. 

General  Cleanliness.  —  Floor  very  dirty;  cuspidor  yery  dirty;  mantel  dirty; 
combs  very  dirty.  Dirty  towels  on  chairs  and  mantel;  dirty  towels  in  basket  on 
floor  under  mantel. 

Personal  Cleanliness.  —  One  barber  present,  in  very  dirty  coat. 

Plumbing.  —  One  sink,  filthy,  with  bad  joint;  running  hot  and  cold  water. 

Disinfection.  —  None. 

Styptics.  —  Powdered  alum. 

Towels.  —  Soiled  towels  folded  and  stacked  on  mantel;  uniformly  dirty,  show- 
ing repeated  use. 

These  specimen  reports  illustrate  the  basis  upon  which  the  shops  were 
graded.  Of  necessity  the  individual  grades  or  classes  have  a  fairly  wide 
range,  and  each  may  include  shops  diiforing  greatly  in  particular  character- 
istics, but  which  nevertheless  present  such  combinations  of  conditions  as  to 
cause  them  to  rank  among  the  excellent,  the  average  or  the  poor. 

The  following  table  sets  forth  the  results  of  this  classification.  Shops 
were  inspected  in  32  cities  and  1  town,  the  total  number  examined  being 
1,368. 
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From  analysis  of  this  table  it  appears  that  68.7  per  cent,  of  the  shops 
examined  were  of  the  tj^pe  in  which  conditions  are  fair  (Grade  C) ;  that 
23.7  per  cent,  presented  conditions  well  above  the  average  (Grade  B) ;  while 
in  about  1  per  cent,  the  conditions  found  closely  approximate  the  ideal 
(Grade  A).  In  other  words,  it  is  apparent  that  in  about  93  per  cent,  of  the 
shops  examined  a  fair  to  excellent  degree  of  cleanliness  was  present  alike 
on  the  premises  and  in  the  practices  of  the  barbers.  Of  the  7  per  cent, 
found  to  be  below  this  standard,  the  conditions  discovered,  in  the  majority 
of  instances,  ^ere  such  as  to  place  the  sliops  very  much  below  the  general 
average. 

It  is  apparent  from  a  study  of  the  reports  that  in  but  very  few  barber 
shops  are  such  precautionary  measures  as  the  disinfection  of  the  shaving 
utensils  systematically  practised.  It  is  fui-ther  apparent  that  barbers  are 
extremely  negligent  in  the  matter  of  washing  their  hands.  The  use  of 
clean,  individual  towels  is  very  generally  prevalent  in  all  but  the  poorest  and 
dirtiest  shops,  although  a  certain  degree  of  carelessness  seems  to  exist  in 
the  protection  of  the  towels  from  defilement  by  paper  and  otherwise;  stick 
caustic  is  rather  widely  employed  except  in  the  larger  cities,  where  in  many 
instances  the  local  boards  of  health  have  forbidden  its  use. 

The  investigation  has  yielded  no  direct  evidence  of  the  transference  of 
disease  from  person  to  person  in  the  barber  shop,  but  it  has  demonstrated 
the  existence  of  channels  through  which  infection  might  easily  pass.  Chief 
among  these  are  the  fingers  of  the  barber,  the  razor  and  the  razor  strops,  the 
shaving  brush  and  mug  and  the  towels.  These  channels  may  readily  be 
closed  by  the  practice  of  strict  personal  cleanliness,  supplemented  by  the 
scalding  of  the  shaving  utensils  immediately  before  their  use.  Precautions 
of  this  sort,  together  with  the  elimination  of  such  possible  vehicles  of  con- 
tagion as  powder  puffs,  sponges  and  stick  or  lump  caustic,  must  very  greatly 
diminish  the  chances  for  the  spread  of  such  diseases  as  impetigo  contagiosa, 
folliculitis  and  syphilis. 

The  promulgating  of  rules  governing  barbers  and  for  the  protection  of 
patrons  of  barber  shops,  together  with  the  enforcement  of  such  rules,  by 
means  of  regular  and  intelligent  inspection,  are  tasks  which  appear  to  lie 
wholly  within  the  powers  of  the  local  boards  of  health  of  the  cities  and 
towns  of  the  State.  There  is  no  possible  doubt  as  ta  the  desirability  of  such 
regulation,  and  in  certain  cities  and  towns  rules  for  this  purpose  have 
already  been  adopted  by  the  board  of  health,  although  it  is  evident  that  the 
enforcement  of  such  rules  is  often  very  lax. 

The  following  set  of  regulations  is  an  example  of  such  rules  as  are  now 
operative  in  some  of  the  cities  and  towns  of  this  State,  by  order  of  local 
boards  of  health :  — 

Beoulations  for  Babbeb  Shops. 

Section  1.  The  place  of  business,  together  with  all  the  furniture,  shall  be  kept 
at  all  times  in  a  cleanly  condition. 

Section  2.  Mugs,  shaving  brushes  and  razors  shall  be  sterilized  by  immersion 
in  boiling  water  after  every  separate  use  thereof. 
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Sxcnos  3.     A  separate,  dean  towel  shall  be  used  for  each  persoDu 

Section  4.  Ahim  or  other  material  used  to  stop  the  flow  of  blood  shaU  be  so  used 
onlj  in  powdered  fornix  and  applied  on  a  toweL 

SBcnoK  5.     The  use  of  powder  puffs  is  prohibited. 

aBCnoK  6.     The  use  of  sponges  is  prohibited. 

Section  7.  Eyery  barber  shop  shaU  be  provided  with  running  hot  and  cold 
water. 

Sectiok  8.     No  person  shaU  be  allowed  to  use  anj  barber  shop  as  a  dormitorj. 

SxcnoK  9.  'Erery  barber  shall  eleanse  his  hands  thorougfalj  immediately  after 
•erring  eaeh  customer. 

Action  10.  Combs  and  brushes  must  be  carefully  washed  and  dried  at  least 
OBee  a  day. 

&cnoK  11.  The  drainage  aystem  of  erery  barber  shop  in  the  city  (town)  of 
must  be  connected  with  the  public  sewer. 

Section  12.     Erery  barber  doing  business  in  the  city  (town)  of  shall 

record  his  name  at  the  office  of  the  board  of  health. 

As  the  result  of  this  investigation,  it  is  the  opinion  of  this  Board  that 
legi^tion  providing  for  means  of  r^nlation  or  inspection  of  barber  shops, 
other  than  sneh  as  already  are  afforded  throng  the  agency  of  local  boards 
of  health,  is  at  the  present  time  not  necessary. 

PuRiFiCATiox  OF  Mystic  Riter  axd  Alewife  Bbook. 
Under  the  provisions  of  chapter  445  of  the  Acts  of  the  year  1904, 
the  State  Board  of  Health  was  directed  to  prepare  and  report  to  the 
next  Goieral  Court  a  method  and  plans  for  purifying  Mystic  Biver, 
Alewife  Brook  and  the  adjacent  water  courses,  ponds  and  drainage  areas, 
with  due  regard  to  the  purposes  indicated  in  chapter  327  of  the  Acts  of 
the  year  1903,  entitled  *'An  Act  to  authorize  the  cities  of  Cambridge 
and  Somerville  and  the  towns  of  Arlington  and  Belmont  to  improve  the 
condition  of  Alewife  Brook,  Little  River  and  Wellington  Brook,*'  and 
to  the  plans  of  the  Metropolitan  Park  Commission  for  park  developments 
within  the  said  region,  and  after  conference  with  the  commission  ap- 
pointed under  the  above-mentioned  act.  An  appropriation  for  carrying 
<Hi  this  investigation  was  made  under  chapter  129  of  the  Acts  of  1905 ; 
and  on  April  28,  1906,  the  following  report  was  submitted  to  the 
Legislature:  — 

Acting  under  the  provisions  of  section  2  of  chapter  445  of  the  Acts  of  the 
jrear  1904,  and  chapter  129  of  the  Acts  of  the  year  1905,  the  State  Board 
of  Health  has  examined  the  Mystic  River  and  Alewife  Brook  and  their 
drainage  areas,  and  presents  herewith  a  report  of  its  investigations,  together 
with  its  recommendations  for  purifying  these  waters,  and  preventing  further 
injmy  to  the  public  health  by  reason  of  unsanitary  conditions  existing  in 
the  vallevs  of  these  streams. 
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Pollution  of  Mystic  River  and  its  Tributaries,  and  Methods  bt  which 
Pollution  can  be  prevented. 

The  main  stream  of  the  Mystic  River  from  its  month  to  Lower  Mystic 
Lake  receives  little  direct  pollution  compared  with  the  volume  of  water 
passing  through  it,  and  the  condition  of  its  water  is  not  such  at  the  present 
time  as  to  make  it  objectionable  to  those  living  near  the  banks  of  the  stream 
in  this  portion  of  its  course,  excepting  at  places  where  polluting  matters  are 
discharged,  or  where  a  collection  of  offensive  matter  upon  shores  or  fiats 
exposed  at  low  tide  causes  a  local  nuisance. 

Near  the  mouth  of  the  river,  the  city  of  Chelsea  on  its  northerly  side  dis- 
charges all  of  the  sewage  from  a  large  and  populous  area  at  a  point  near 
the  bank  of  the  stream  at  high  water,  and  the  sewage  spreading  over  flats 
exposed  at  low  tide  causes  a  serious  local  nuisance.  This  sewer  was  for- 
merly connected  with  the  north  metropolitan  sewerage  system,  but  the  con- 
nection was  shut  off  several  years  ago,  owing,  it  is  said,  to  the  neglect  of  the 
Chelsea  authorities  to  maintain  the  sewer  in  proper  condition.  The  pollu- 
tion of  the  river  from  this  sewer  could  be  largely  prevented  by  reopening 
the  connection  with  the  metropolitan  system,  allowing  only  a  portion  of  the 
mingled  sewage  and  storm  water  at  times  of  rain  or  when  snow  is  melting 
rapidly  to  discharge  at  this  outlet. 

There  are  a  few  other  sewer  outlets  in  Charlestown,  SomerviUe  and  Ever- 
ett, through  which  mingled  sewage  and  storm  water  are  now  discharged  into 
the  river  at  times  of  rain,  but  these  outlets  are  not  seriously  objectionable 
under  present  conditions. 

Farther  up  the  stream,  on  the  northerly  bank,  a  small  amount  of  pollu- 
tion is  caused  by  wastes  from  the  New  England  Gas  and  Coke  Works  and 
the  Cochrane  Chemical  Works;  but  these  wastes  are  mostly  mineral  matter, 
and  do  not  have  a  mariced  effect  upon  the  stream. 

The  first  principal  tributary  of  the  Mystic  River  above  its  mouth  is  the 
Maiden  River,  which  is  very  badly  polluted  at  the  present  time  by  large 
quantities  of  manufacturing  waste  discharged  into  the  stream  in  Maiden  and 
Everett.  In  the  lower  portion  of  its  course  this  stream  flows  through  a 
wide  area  of  marsh  land,  and  there  are  no  dwellings  in  its  immediate  neigh- 
borhood. The  water  of  the  stream  at  its  mouth  is  not  offensive,  though 
showing  by  chemical  analysis  marked  evidence  of  the  effect  of  the  pollution 
it  receives.  Farther  up  stream  the  pollution  becomes  more  noticeable,  and 
just  below  Maiden  the  river  is  offensive  in  appearance  and  odor.  Above 
the  central  portion  of  Maiden  the  condition  of  the  stream  grows  better,  and, 
though  showing  by  chemical  analysis  evidence  of  considerable  pollution,  it 
is  not  offensive. 

The  pollution  of  the  Maiden  River  can  be  prevented  by  discharging  the 
sewage  and  manufacturing  wastes,  which  are  now  allowed  to  flow  into  the 
stream,  into  the  north  metropolitan  sewerage  system.  Most  of  these  wastes 
can  be  admitted  directly  to  the  sewers,  though  in   some  cases  it  may  be 
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necesBarj  to  pass  them  tbrongh  properly  designed  settling  tanks  for  the 
Temoval  of  matters  which  the  ordinary  current  of  the  sewer  cannot  carry 
akmg,  or  which  might  be  objectionable  in  the  sewers  from  other  causes. 

Upon  the  admission  of  Wakefield  to  the  metropolitan  sewerage  system, 
eereial  years  ago,  a  new  metropolitan  branch  sewer  was  oonstmcted  from 
the  Wakefield  boundary  down  to  a  connection  with  the  old  or  former  branch 
Bcwer  in  Maiden.  Below  this  x>oint,  while  the  sewer  is  still  of  ample  size  to 
remove,  ordinarily,  all  of  the  sewage  which  it  receives,  and  can  easUy  re- 
ceive also  the  wastes  from  the  factories  which  now  pollute  the  Maiden  River, 
observations  show  that  at  times  of  very  wet  weather  in  the  spring  the  sewer 
becomes  overcharged;  and,  while  no  considerable  quantity  of  sewage  has 
thus  far  been  allowed  to  flow  into  local  water  courses  at  such  times,  it  is 
evident  that  further  relief  will  soon  have  to  be  provided  for  the  main  sewer 
in  this  valley,  or  a  considerable  quantity  of  sewage  will  have  to  be  dis- 
charged into  the  streams  at  times  of  high  flow.  The  Board  is  informed  that 
the  question  of  the  relief  of  this  sewer  is  already  being  considered  by  the 
Metropolitan  Water  and  Sewerage  Board. 

Above  the  mouth  of  the  Maiden  River  the  Mystic  River  is  bordered  by 
extensive  salt  marshes,  and  the  most  serious  local  pollution  of  the  stream  at 
the  present  time  is  that  which  is  caused  by  the  Hinckley  Rendering  Works, 
situated  about  half  a  mile  above  Wellington  bridge.  Waste  matters  from 
these  works  have  formed  a  deposit  upon  the  bottom  of  the  river,  which  is 
offensive  wh^i  exposed  at  low  tide.  Complaint  was  made  by  residents  in 
the  n^ghborhood  of  these  works  in  1905  of  objectionable  odors  therefrom, 
and,  as  a  part  of  a  remedy  for  these  odors,  the  Board  advised  that  the 
wastes  from  these  works  be  discharged  into  the  sewers.  It  is  understood 
that  provision  is  now  being  made  for  connecting  the  works  with  the  sewer. 

B^ween  the  Hinckley  Rendering  Works  and  the  outlet  of  Lower  Mystic 
Lake,  omitting  for  the  present  the  consideration  of  the  condition  of  Alewif e 
Brook,  the  river  receives  no  considerable  pollution  from  any  source. 

Mill  Brook,  a  tributary  of  Lower  Mystic  Jjake,  is  polluted  at  several  points 
by  sewage  from  dwelling  houses,  and  near  its  mouth  by  wastes  from  a  gas 
works.  The  sewage  pollution  could  readily  be  prevented  by  connecting  the 
booses  with  the  sewers,  and  abolishing  the  outhouses  now  in  existence.  The 
gas  wastes  should  be  kept  out  of  the  stream. 

The  shores  of  the  lower  and  upper  Mystic  lakes  are  sparsely  inhabited, 
and  there  is  no  local  pollution  of  these  waters. 

The  Aberjona  River  above  Upper  Mystic  Lake  flows  through  the  thickly 
settled  portions  of  Winchester,  but  it  does  not  appear  to  receive  any  notable 
pollution  in  this  portion  of  its  course.  Above  Winchester  the  stream  is 
badly  polluted  by  sewage  and  manufacturing  wastes,  chiefly  from  factories 
ioeated  near  its  banks.  The  most  serious  of  these  pollutions  is  that  caused 
by  the  wastes  from  the  glue  factory  of  the  Baeder  &  Adamson  Company, 
which  already  discharges  a  part  of  its  wastes  into  the  sewers.  A  consider- 
sble  portion  of  them,  however,  is  still  allowed  to  overflow  into  the  stream, 
seriously  polluting  it,  especially  at  times  when  the  water  is  low.     This  pol- 
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lation  could  be  prevented  by  discharging  all  of  the  wastes  into  the  se'W'er 
after  passing  them  through  settling  tanks,  or  using  such  other  means  as 
may  be  necessary  to  prevent  the  admission  to  tHe  sewers  of  matters  which 
would  be  objectionable. 

Considerable  foul  waste  also  enters  the  stream  from  a  tannery  below  the 
glue  factory,  and  from  one  or  two  otha:  sources.  Sewers  are  available  for 
the  disposal  of  these  wastes,  and  the  pollution  of  the  stream  can  be  pre- 
vented by  discharging  them  into  the  sewers,  after  passing  them  through 
settling  tanks,  or  providing  such  other  treatment  as  may  be  necessary. 

The  most  seriously  polluted  stream  in  the  water-shed  of  the  Mystic  River 
above  Upper  Mystic  Lake  is  Horn  Pond  Brook  and  its  tributaries  in  Wo- 
bum.  The  pollution  of  this  stream  is  caused  chiefly  by  wastes  from  tan- 
neries, all  but  one  of  which  already  discharge  a  portion  of  their  wastes  into 
the  sewers.  Certain  of  these  liquids,  however,  are  still  excluded  from  the 
sewers,  on  account  of  the  solid  matters  which  they  contain;  and  the  streams 
in  many  places  run  beneath  factories  or  through  factory  yards,  and  receive  in 
these  ways  a  considerable  quantity  of  foul  wastes  from  leaky  floors  and 
in  other  ways;  and  near  the  boundary  line  between  Wobum  and  Winchester, 
the  stream,  known  here  as  Russell  Brook,  is  very  foul  in  the  summer  season. 

One  of  the  tanneries  in  Wobum  is  situated  beyond  the  limits  of  the 
sewered  district,  but  a  sewer  could  readily  be  extended  to  receive  the  foul 
wastes  from  these  works.  If  this  should  be  done,  and  if  further  means 
should  be  provided  to  insure  the  discharge  of  tannery  wastes  from  the 
various  tanneries  into  the  sewers  by  providing  tight  floors  in  the  buildings, 
the  further  nuisance  in  the  streanw  in  this  neighborhood  could  be  prevented* 

The  nuisance  caused  by  the  pollution  of  Russell  Brook,  in  Winchester, 
by  tanneries  in  Wobum,  has  been  one  of  long  standing;  and,  as  the  matter 
now  stands,  unless  the  city  of  Wobum  chooses  to  take  such  action  as  will 
prevent  the  pollution  of  the  stream,  the  town  of  Winchester  appears  to 
have  no  protection  from  this  nuisance. 

An  examination  of  the  capacity  of  the  main  branch  of  the  metropolitan 
sewerage  system  in  Winchester  shows  that  this  sewer  also  is  now  overtaxed 
at  times  of  maximum  flow  in  the  spring,  and  that  sewage  sometimes  rises  in 
the  man-holes  to  a  depth  of  several  feet.  It  is  not  probable  that  any  sewage 
has  overflowed  from  the  sewer  in  this  neighborhood  as  yet;  but  the  sewer  is 
not  capable  of  carrying  at  times  of  maximum  flow  a  much  greater  quantity 
of  sewage  than  it  now  receives,  and,  unless  measures  are  taken  either  to 
reduce  the  quantity  of  water  entering  the  sewer  or  to  provide  a  sewer  of 
larger  capacity,  sewage  will  be  likely  to  overflow  and  cause  the  pollution  of 
local  waters.  Such  overflows  would,  in  the  beginning  at  least,  take  place 
only  in  extremely  wet  weather,  when  the  sewage  would  have  a  less  noticeable 
effect  upon  the  streams  than  at  other  times;  but  relief  should  be  provided  as 
soon  as  practicable. 

Alewife  Brook  is  one  of  the  most  seriously  polluted  streams  in  the  Mystic 
River  water-shed.  While  the  water-shed  of  the  stream  is  quite  densely 
populated,  especially  on  the  easterly  side,  there  are  still  numerous  farms  in 
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the  Talley  whieh  are  very  highly  cultivated,  and  great  quantities  of  manures 
and  fertilizeis  of  various  kinds  are  used  upon  these  lands.  In  consequenee, 
most  of  the  streams  tributary  to  Alewif e  Brook  give  evidence  of  a  high 
d^;Tee  of  pollution,  either  by  the  presence  of  organic  matter,  or,  more  com- 
Boonly  in  the  upper  part  of  the  water-shed,  of  mineral  matter  in  the  form 
of  nitrate,  derived  probably  in  part  from  manures  and  fertiUiers  used  on 
the  farms  and  market  gardens  in  this  region,  and  in  some  part  also  from 
leachings  from  e^spools,  etc.,  filtering  through  the  ground  to  the  ponds  and 
streams. 

The  main  streams  in  the  upper  part  of  this  water-shed  —  Wellington 
Brook  and  Winn's  Brook  —  are  not  polluted  in  such  a  degree  as  to  make 
them  objeeti<mable  to  those  living  in  their  neighborhood;  and  the  water  of 
Little  River,  which  receives  the  flow  of  these  brooks,  including  Spy  and 
little  ponds,  is  also  inoffensive  at  the  present  time,  though  containing  large 
quantities  of  mineral  matter  and  considerable  numbers  of  microscopic  or- 
ganjsms. 

The  main  stream  of  Alewife  Brook  is  badly  polluted  by  the  discharge  of 
fool  wastes  from  a  tanner^',  which  enter  the  stream  through  Tannery  Brook, 
in  the  neighborhood  of  Massachusetts  Avenue  below  the  main  portion  of  the 
marshes  on  that  stream.  The  quantities  of  liquid  wastes  from  this  tannery 
vary  greatly  from  time  to  time,  but  have  been  found  to  amount  at  times  to 
neaziy  100,000  gallons  per  day,  while  the  quantity  of  putrescible  organic 
matter  contained  in  these  wastes  amounts  to  from  five  to  ten  times  the  quan- 
tity of  such  matter  found  in  ordinary  sewage. 

A  glue  factory  near  the  upper  end  of  the  Alewife  Brook  water-shed  dis- 
charges foul  wastes  into  marshes  bordering  the  stream,  badly  polluting  sev- 
eral pools  in  the  neighboriiood  of  Concord  Avenue.  The  stream  also  receives 
considerable  pollution  from  manure  piles  and  other  sources. 

The  chief  pollution  of  Alewife  Brook  is  that  which  is  caused  by  the  over- 
&OW  of  sewage  from  the  combined  systems  of  sewers  in  the  city  of  Cam- 
bridge, at  times  of  rain  or  when  snow  is  melting  rapidly.  The  water-shed  of 
Alewife  Brook  is  very  thoroughly  provided  with  sewers,  which  are  con- 
nected with  the  Alewife  Brook  branch  of  the  metropolitan  sewerage  system. 
Most  of  these  sewers  are  constructed  upon  the  separate  plan,  with  the  inten- 
tion of  excluding  rain  water;  but  in  three  districts,  in  Cambridge,  the  sewers 
are  built  upon  the  combined  plan,  and  take  rain  water  as  well  as  sewage. 
These  sewers  were  in  existence  at  the  time  the  metropolitan  sewer  was  con- 
tracted, and,  as  in  the  case  of  other  similar  sewers,  the  metropolitan  system 
was  not  designed  to  take  all  of  their  flow;  but  provision  was  made  for 
receiving  into  the  Alewife  Brook  branch  all  of  the  sewage  flowing  in  these 
sewers  in  dry  weather  and  a  portion  of  the  mingled  sewage  and  storm  water 
at  times  of  rain,  allowing  the  remainder  above  the  capacity  of  the  metro- 
politan sewer  at  such  times  to  overflow  into  Alewife  Brook. 

Calculations  ^ow  that  the  quantity  of  sewage  discharged  into  Alewife 
Brook  in  this  way  is  large  enough  to  cause  gross  poUntion  of  the  stream  in 
dry  weather;  and  observations  during  the  past  year  show  that  the  stream  is 
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grossly  polluted  at  such  times,  and  very  offensive  to  those  living  in  its  neigh- 
borhood, especially  in  the  region  above  Massachusetts  Avenue,  where  the 
water  available  for  the  dilution  of  the  sewage  is  only  that  which  flows  nat- 
urally from  the  Alewife  Brook  water-shed.  The  effect  of  the  pollution 
diminishes  below  Massachusetts  Avenue,  chiefly  on  account  of  the  dilation 
by  tide  water  which  runs  up  the  stream  to  this  neighborhood. 

Whatever  provision  may  ultimately  be  made  for  the  drainage  and  im- 
provement of  the  marshes  along  Alewife  Brook  and  elsewhere  in  the  M3rstic 
River  water-shed,  there  is  no  doubt,  in  the  opinion  of  the  Board,  that  the 
best  plan  of  preventing  the  further  pollution  of  Alewife  Brook  by  sewage 
from  the  combined  sewers,  which  now  discharge  into  that  stream,  is  to  sep- 
arate the  sewage  from  the  storm  water  in  these  combined  areas;  since  the 
rain  water  and  ground  drainage,  if  unpolluted  by  sewage,  could  be  dis- 
charged into  local  waters  without  objection,  and  all  of  the  sewage  proper 
could  then  be  removed  from  the  district  in  the  metropolitan  sewers  at  all 
times. 

It  is  evident,  from  an  examination  of  the  sewers  tributary  to  the  Alewife 
Brook  branch  of  the  north  metropolitan  sewerage  system  and  the  records  o£ 
the  quantity  of  sewage  flowing  at  different  times,  that  some  of  them  are 
already  overcharged  at  times  of  wet  weather,  owing  to  the  entrance  of 
excessive  quantities  of  water  at  such  times,  particularly  in  the  spring.  This 
is  especially  true  of  the  branches  from  Belmont  and  Arlington,  and,  while 
some  relief  has  been  provided  by  rebuilding  some  of  the  sewers  in  the 
former  town,  further  relief  will  soon  be  necessary.  In  the  case  of  the  Ar- 
lington sewer  also  an  enlargement  is  likely  to  be  required  when  sewers  are 
built  in  the  town  of  Lexington,  which  has  recently  been  admitted  to  the 
district,  and  the  sewage  from  which  must  find  its  way  into  the  metropolitan, 
system  through  the  Arlington  sewer,  unless  a  new  sewer  shall  be  constructed. 

Under  the  conditions  prevailing  in  this  valley,  it  is  likely  that  the  pollution 
of  the  streams  by  sewage  from  other  sewers  than  the  combined  systems  in 
Cambridge  will  result,  unless  some  relief  shall  be  provided.  Whether  this 
can  best  be  done  by  enlarging  the  metropolitan  sewers,  or  preventing  the 
entrance  of  unnecessary  quantities  of  water  from  the  tributary  systems,  is  a 
matter  for  further  and  inunediate  investigation. 


Malaria  in  the  VAUiEY  op  Mystic  River  and  Alewife  Brook,  and  the 
Measures  necessary  to  prevent  its  Further  Spread. 

Our  investigations  during  the  past  year  show  that  malaria  prevails  to  a 
most  alarming  extent  in  the  region  about  the  Alewife  Brook  marshes,  and 
is  spreading  rapidly.  Numerous  cases  were  found  also  along  Mystic  River, 
especially  along  its  southerly  side,  from  the  mouth  of  Alewife  Brook  down 
to  the  neighborhood  of  Maiden  River.  Few  cases  were  found  in  other 
portions  of  the  valley,  though  there  have  been  many  cases  in  past  years  in 
the  neighborhood  of  Horn  Pond  in  Wobum. 

The  fact  is  now  well  established  that  malaria  is  carried  from  person  to 
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p»son  by  mosquitoes  of  the  genus  Anopheles.  Careful  investigations  during 
the  past  year  of  the  ponds,  streams  and  other  waters  in  the  Mystic  River 
water-shed,  show  that  Anopheles  mosquitoes  breed  in  great  abundance  in 
pools,  ditches  and  sluggish  streams  in  the  Alewife  Brook  marshes.  The 
numerous  abandoned  clay  pits  in  the  region  of  the  Alewife  Brook  marshes 
were  found,  with  one  or  two  exceptions,  to  be  free  from  these  organisms; 
but  they  were  breeding  in  certain  abandoned  clay  pits  in  Medford,  and  in 
other  places  along  the  southerly  side  of  Mystic  River  between  Alewife 
Brook  and  the  mouth  of  Maiden  River.  They  were  not  found,  however,  in 
Mystic  River  or  in  the  pools  or  channels  of  the  salt  marshes  bordering  that 
stream,  though  mosquitoes  of  the  genus  Culez  breed  in  enormous  numbers  in 
the  marshes  above  Wellington  bridge,  and,  while  not  known  to  be  carriers 
of  disease,  are  a  serious  nuisance.  Anopheles  mosquitoes  breed  in  small 
numbers  in  the  region  of  Mill  Brook  in  Arlington  and  in  other  parts  of  the 
Mystie  River  water-shed,  notably  in  Wedge  Pond  in  Winchester,  in  certain 
diallow  pools  along  Cambridge  Street  in  that  town  and  in  a  shallow  portion 
of  Horn  Pond  in  Wobum;  but  very  few  cases  of  malaria  were  found  out- 
side of  the  immediate  neighborhood  of  Alewife  Brook  and  of  Mystic  River 
between  Alewife  Brook  and  Maiden  River. 

With  our  present  knowledge  of  the  cause  of  malaria  and  the  means  by 
idiieh  it  is  dissoninated,  the  best  practicable  plan  of  preventing  its  spread 
is  to  exterminate  the  Anopheles  mosquitoes,  —  the  carriers  of  the  disease. 
Tim  can  best  be  done  by  abolishing  the  breeding  places  of  the  organisms,  or 
by  so  changing  the  condition  of  the  pools,  streams,  ditches,  etc.,  in  which 
breeding  now  takes  place  as  to  make  them  unfavorable  in  the  future  for 
this  purpose.  The  breeding  of  mosquitoes  in  some  of  the  pools  and  ditches 
in  the  Alewife  Brook  marshes  could  doubtless  be  prevented  either  by  poison- 
ing the  water  so  as  to  kill  the  larvs,  or  by  covering  it  with  oil  so  as  to  pre- 
vent them  from  obtaining  access  to  the  air,  thus  causing  their  destruction. 
It  would  evidently  be  possible  also  to  drain  some  of  the  pools  so  that  water 
would  not  ordinarily  remain  standing  in  them  in  the  summer  season,  and 
some  of  the  smaller  pools  could  be  filled  with  earth  or  other  material  at  no 
great  expense.  These  methods  cim  no  doubt  be  employed  to  advantage  in 
treating  many  of  the  ponds  and  pools  in  the  valley  of  Mystic  River  in  which 
Anopheles  mosquitoes  were  found  to  be  breeding  during  the  past  year;  but 
the  only  practicable  plan,  in  the  opinion  of  the  Board,  by  which  the  breed- 
ing of  Anopheles  mosquitoes  in  the  Alewife  Brook  marshes  and  the  further 
spread  of  malaria  can  be  prevented  is  by  draining  these  marshes  thor- 
oughly, so  that  water  will  not  stand  upon  them  during  the  period  when 
Anopheles  mosquitoes  are  liable  to  breed,  from  early  April  to  the  last  of 
Xovember. 

Portions  of  the  Alewife  Brook  marshes  are  below  the  level  of  ordinary 
high  tide  in  Boston  harbor,  and  all  of  these  marshes  and  considerable  areas 
of  hi^y  cultivated  lands  about  them  are  below  the  level  to  which  spring 
tides  in  Boston  harbor  frequently  rise.  Under  these  conditions,  any  drainage 
system  for  these  marshes,  to  be  eifective  and  satisfactory,  must  include  a 
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provision  for  keeping  the  water  of  high  tides  from  flooding  the  marshes, 
else  valuable  farming  lands  are  likely  to  be  injured,  and  other  damage  result. 

It  is  also  essential  at  the  same  tmie  that  reservoirs  of  adequate  capacity 
be  provided  to  store  the  water  accumulating  above  the  tide  gates  during  the 
period  of  high  tide  at  a  sufficiently  low  level  to  prevent  it  from  flooding*  the 
marshes,  and  that  channels  and  sluices  of  adequate  capacity  be  provided 
to  draw  off  at  low  tide  the  water  which  has  accumulated  in  the  period  of 
high  tide.  These  channels  should  be  so  constructed  as  to  be  unfavorable  as 
breeding  places  for  mosquitoes,  and  the  water  should  be  kept  in  a  proper 
sanitary  condition. 

The  Board  considers  such  a  drainage  system  essential  for  the  prevention 
of  the  further  spread  of  malaria  and  the  great  amount  of  sickness  now  bein^ 
caused  by  that  disease  in  the  region  about  Alewife  Brook. 

Section  2  of  chapter  445  of  the  Acts  of  1904,  under  which  these  investiga- 
tions have  been  made,  provides  that,  in  preparing  a  plan  for  purifying  Mys- 
tic River,  Alewife  Brook  and  adjacent  water  courses,  ponds  and  drainage 
areas,  the  Board  shall  confer  with  the  commission  appointed  under  chapter 
327  of  the  Acts  of  the  year  1903,  entitled,  *'  An  Act  to  authorize  the  oitdes 
of  Cambridge  and  Somerville  and  the  towns  of  Arlington  and  Belmont  to 
improve  the  condition  of  Alewife  Brook,  Little  River  and  Wellington  Brook,*' 
and  shall  have  due  regard  for  the  plans  of  the  Metropolitan  Park  Commis- 
sioners for  park  developments  in  this  region. 

Upon  consulting  with  the  commission  appoints  under  the  act  of  1903,  it 
appeared  that  at  the  time  this  act  was  passed  it  was  the  janderstanding  that 
the  cost  of  the  work  of  improving  the  condition  of  Alewife  Brook,  Little 
River,  etc.,  would  amount  to  about  $10,000;  but  no  definite  plans  appear  to 
have  been  made  of  the  work  to  be  done  with  this  amount  of  money,  except 
that  in  general  it  was  proposed  to  provide  tide  gates  near  the  mouth  of 
Alewife  Brook. 

The  plans  of  the  Metropolitan  Park  Commission  for  park  developments 
in  this  region,  ^  at  present  proposed,  provide  for  a  dam  in  Mystic  River 
at  Cradock  bridge,  designed  to  maintain  the  water  above  the  dam  at  approxi- 
mately grade  7,  and  allow  for  the  building  of  parkways  now  contemplated 
on  both  sides  of  the  stream  between  Cradock  bridge  and  Lower  Mystic  Lake, 
at  a  level  approximately  3  feet  lower  than  would  be  necessary  if  no  dam 
were  constructed.  For  the  sub-grading  of  these  parkways  material  is  already 
being  taken  from  Mystic  River,  between  Lower  Mystic  Lake  and  Cradock 
bridge. 

If  the  proposed  dam  be  built  at  Cradock  bridge,  with  an  ample  channel 
excavated  from  the  dam  up  to  the  mouth  of  Alewife  Brook,  it  will  render 
unnecessary  a  dam  at  the  mouth  of  Alewife  Brook,  and  will  be  not  only 
"  consistent  with  the  improvement  and  purification  of  Mystic  River  and  Ale- 
wife Brook,"  but  will  be  a  very  important  step  taken  toward  such  improve- 
ment; still,  there  will  remain  much  to  be  done  upon  the  brook  and  its 
branches  to  prevent  the  growth  there  of  the  mosquito  which  causes  the 
spread  of  malaria. 
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Iff  as  was  formerly  eontemplated  by  the  commission  appointed  by  chapt^ 
327  of  the  Acts  of  1903,  a  dam  and  tide  gates  had  been  constructed  at  the 
month  of  Alewif e  Brook,  the  investigations  of  this  Board  show  that,  in  order 
to  make  sueh  tide  gates  effective  in  keeping  the  low  lands  of  this  drainage 
area  from  being  flooded  by  rains  which  come  during  the  breeding  season  of 
the  Anopheles  mosqnito,  it  would  be  necessary  to  enlarge  the  channel  of 
Mystie  River  from  the  mouth  of  the  brook  to  Cradock  bridge  to  about  the 
extent  proposed  by  the  Metropolitan  Park  Ck)mmission;  hence,  the  work 
proposed  by  this  commission  relieves  the  Alewife  Brook  drainage  area  from 
the  expense  of  building  a  dam  at  the  outlet  of  the  brook,  and  of  enlarging 
the  channel  of  the  Mystic  River  down  stream  from  the  mouth  of  the  brook. 

The  dam  at  Cradock  bridge  and  the  enlargement  of  the  channel  of  Mystic 
River  up  to  Mystic  Lake  would  serve  the  additional  purpose  of  putting  this 
section  of  the  River  in  good  sanitary  condition. 

To  ronove  the  existing  unsanitary  conditions  of  Alewife  Brook  and  its 
branches,  the  sewage  now  polluting  it  should  be  excluded.  There  are  three 
districts  in  Cambridge,  including  an  area  of  nearly  1  square  mile,  where  the 
sewers  convey  sewage  and  storm  water  which  rapidly  fills  the  metropolitan 
sewer,  and  the  surplus  overflows  into  Alewife  Brook,  .grossly  polluting  this 
stream  throughout  the  year.  This  Board  sees  no  effectual  way  of  preventing 
this  but  by  separating  the  sewage  from  the  storm  water  in  these  districts, 
disdiaiging  the  sewage  into  the  metropolitan  sewer,  closing  the  outfalls,  and 
eoodncting  the  storm  water  into  the  natural  water  courses.  The  other  out- 
falls along  this  brook  should  be  permanently  dosed. 

Sewage  being  excluded  from  Alewife  Brook  and  its  branches,  and  the  water 
in  Mystic  River  being  held  ordinarily  near  grade  7,  provision  should  be  made 
for  holding  the  water  of  the  brook  throughout  its  length,  with  its  branches 
up  to  and  including  Little  Pond  and  Spy  Pond,  at  about  the  same  grade 
during  dry  weather.  This  would  require  deepening  of  all  of  these  channels, 
and  at  such  times  this  water  would  stand  between  2  and  3  feet  below  the 
surface  of  the  large  area  of  swamp  land  thus  drained. 

When  the  tide  rises  above  grade  7  at  Cradock  bridge  the  gates  there 
would  dose,  and,  during  the  next  four  or  ^ve  hours,  the  water  coming  down 
Uirongh  M3r8tie  River  and  through  the  several  feeders  of  Alewife  Brook 
during  dry  weather  would  spread  out  over  Lower  Mystic  Lake,  Spy  Pond, 
little  Pond  and  the  channels  above  the  dam  to  a  depth  of  between  1  and  2 
inches,  and  this  would  be  drawn  down  again  in  the  five  or  six  hours  when 
the  tide  is  below  grade  7. 

After  a  heavy  summer  rain  that  would  discharge  into  this  storage  basin, 
in  twenty-four  hours,  the  equivalent  of  one-half  an  inch  of  rain  over  the 
whole  drainage  area,  the  storage  basin  would  be  raised  above  the  normal 
height  about  1  foot  in  the  hours  when  the  tide  gates  are  closed;  and,  unless 
the  channels  leading  from  Spy  Pond  and  Little  Pond  are  large  enough  to 
convey  away  this  storage  and  as  much  more  water  constantly  coming  into 
the  storage  area,  and  draw  it  down  to  near  grade  7  in  the  hours  when  the 
tide  gates  are  open,  the  water,  during  the  second  high  tide,  would  rise  higher 
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in  these  channels  and  storage  areas,  and  during  the  third  high  tide  still 
higher,  and  would  overflow  the  low  marsh  area  and  leave  pools  for  mosquito 
breeding. 

To  prevent  this,  the  channels  of  Alewife  Brook  and  its  branches  up  to 
Little  and  Spy  ponds  should  be  enlarged.  They  should  be  large  enough  to 
allow  any  amount  of  water  that  is  likely  to  come  during  the  breeding  season 
of  the  Anopheles  mosquitoes  to  flow  out  from  the  storage  basins  during  the 
hours  of  low  tide  without  overflowing  the  banks.  Beyond  this  it  would  be 
best  to  make  them  somewhat  larger,  to  limit  the  height  to  which  water  might 
rise  over  the  low  areas  during  the  greater  freshets  when  the  ground  is  frozen. 

Such  a  channel  would  be  about  2.35  miles  in  length,  with  its  bottom  at 
about  grade  1  at  the  lower  end  and  grade  2  at  the  upper  end,  and  of  a  width 
at  the  bottom  near  the  lower  end  of  about  27  feet  and  near  the  upper  end  of 
about  23  feet,  with  flat  side  slopes.  For  about  half  of  its  length  it  would  be 
necessary  to  build  this  channel  with  paved  slopes,  in  order  to  keep  it  in 
proper  condition  and  prevent  the  breeding  of  mosquitoes  therein.  The  total 
amount  of  excavation  for  this  channel  would  be  about  125,000  cubic  yards, 
in  addition  to  which  it  would  be  necessary  to  enlarge  the  water  way  at.  the 
street  crossings. 

The  course  selected  for  such  a  channel  differs  in  some  places  from  that  of 
the  present  brook,  in  order  that  it  may  be  straighter  and  run  through  firm 
soil,  in  which  its  form  may  be  maintained,  and  to  avoid  deep  deposits  of 
muck.  It  may  be  desirable  still  further  to  modify  the  course  when  park 
roads  or  other  improvements  in  this  marsh  area  may  be  planned. 

While  the  work  of  constructing  these  channels  and  other  work  of  improve- 
ment of  these  marsh  areas  is  in  progress,  it  will  be  important  to  have  the 
co-operation  of  the  Metropolitan  Park  Commissioners,  in  control  of  the  dam 
at  Cradock  bridge,  where  the  water  of  the  Mystic  River  may  be  drawn  and 
held  for  the  dry  time  at  a  level  some  feet  below  the  proposed  permanent 
grade  of  7. 

In  addition  to  the  main  channel,  it  will  be  necessary  to  construct  many 
branch  channels  and  grade  the  surface  of  the  marsh  area,  so  that  rain-water 
pools  may  not  form  upon  it.  The  branch  channels  should  also  be  so  made  that 
pools  may  not  be  formed  in  them  at  any  time  in  the  summer.  To  accom- 
plish this,  the  Board  would  recommend  the  cutting  of  channels  about  18 
inches  wide  to  a  depth  of  grade  6.5  near  the  main  channels,  with  the  bottom 
grade  rising  very  slowly,  —  perhaps  1  foot  in  1,000  or  2,000  feet,  —  filling 
the  lower  6  inches  with  coarse  gravel,  without  sand;  then  laying  upon  this 
gravel  a  drain  pipe  of  size  depending  upon  the  area  to  be  drained,  but  small, 
in  order  to  carry  only  soakage  from  the  ground;  this  pipe  should  be  laid 
with  open  joints,  and  the  trench  around  and  above  it  should  be  filled  with 
gravel  without  sand  up  to  a  height  about  1  foot  below  the  general  surface 
of  the  marsh,  but  rising  slowly,  going  from  the  main  channel  like  the  drain 
pipe;  and  the  surface  of  the  marsh  should  then  be  graded  from  the  top  of 
this  gravel,  rising  slowly,  to  prevent  the  formation  of  pools  and  to  allow  all 
surface  water  to  drain  towards  these  gravel  depressions  and  be  conveyed 
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by  them  to  the  main  channel.  After  the  surface  water  has  ran  away  the 
drain  pipes  below  will  drain  the  gravel  and  the  land  on  either  side  of  it. 

Wellington  Brook  will  enter  the  main  channel  at  Perch  Pond.  Above 
Perch  Pond  it  should  be  deepened  sufficiently  to  drain  the  low  land  bordering 
it  as  efficiently  as  the  other  low  area  is  drained. 

The  bed  of  Alewif e  Brook  above  the  junction  with  Little  River  should  be 
excavated  30  inches  wide  and  8  inches  below  the  following  grades,  and  filled 
with  gravel  without  sand  to  grade  6  at  the  lower  end  and  grade  7  at  the 
upper  end;  and  upon  this  a  12-inch  drain  pipe  should  be  laid  with  open 
joints  up  to  the  entrance  from  Glacialis,  up  stream  from  which,  to  near 
Concord  Avenue,  an  8-inch  pipe  should  be  laid,  such  pipes  having  occasional 
small  branches  on  either  side.  The  gravel  filling  should  then  be  continued  to  an 
equal  width  up  to  grade  8  at  the  lower  end  and  to  grade  9  at  the  upper  end. 
The  adjoining  land  should  be  graded,  rising  slowly  from  the  gravel  to  the 
surface. 

A  similar  pipe  and  gravel  drain  should  extend  up  the  easterly  side  of  the 
old  Lexington  &  Arlington  Railroad. 

Farther  east,  the  clay  pits  are  generally  surrounded  by  higher  land,  and 
their  waters  can  be  lowered  where  desired  by  rain-water  drains  from  their 
territory.  The  low  area  around  Pout  Pond-  can  be  drained  by  a  pipe  laid 
similarly  to  that  along  upper  Alewife  Brook,  and  extending  from  Pout 
Pond  under  the  Fitchburg  and  the  Central  Massachusetts  railroads  to  the 
main  channel,  the  portion  under  the  railroads  being  of  cast-iron  pipe,  with 
tight  joints. 

The  portion  of  Little  River  abandoned  by  making  the  new  main  chaimel 
should  be  treated  in  the  same  way  as  the  upper  end  of  Alewife  Brook. 

The  total  cost  of  deepening  the  main  channel  of  Alewife  Brook  from 
Mystic  River  up  to  Little  Pond,  of  making  it  large  enough  to  provide  ade- 
quate drainage  for  the  marshes,  together  with  the  cost  of  main  tributary 
drains  herein  mentioned,  and  of  enlarging  bridges,  culverts,  etc.,  exclusive 
of  land  damage,  is  estimated  to  be  $95,000. 

The  channel  of  the  brook  and  its  tributaries  lies  for  the  most  part  through 
lands  having  at  present  very  little  value,  so  that  the  land  damajge  is  not 
likely  to  add  materially  to  the  cost. 

Anopheles  mosquitoes  were  found  to  be  breeding  in  clay  pits  in  the  low 
land  easterly  from  Tufts  College,  and  in  a  pool  in  the  stone  quarry  south- 
easterly therefrom.  Malaria  was  found  to  be  common  in  the  houses  near 
these  breeding  places.  The  land  around  these  pools  is  above  high  tide,  and 
it  can  be  filled  or  drained  without  keeping  out  the  tide.  Malaria  was  found 
in  a  few  other  localities  in  the  valley  of  the  Mystic  River  below  Cradock 
bridge;  but  the  objectionable  features  can  probably  be  removed  without 
great  expense.  A  few  Anopheles  mosquitoes  were  found  to  be  breeding  in 
one  of  the  mill  ponds  on  Mill  Brook  in  Arlington,  in  Wedge  Pond  in  Win- 
chester, in  certain  pools  along  Cambridge  Street  in  that  town  and  in  Horn 
Pond  in  Wobum.  The  breeding  of  mosquitoes  in  the  mill  .pond  on  Mill 
Brook  can  be  prevented  by  deepening  the  edges  of  the  pond  and  keeping 
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it  free  from  growths  of  filamentous  alg»  and  water  weeds;  and  the  develop- 
ment of  these  organisms  in  the  pools  along  Cambridge  Street  in  Winchester 
can  be  prevented  by  similar  treatment  It  will  be  more  difficult  to  prevent 
the  breeding  of  Anopheles  mosquitoes  in  Wedge  Pond  and-  Horn  Pond,  in  the 
shallow  portions  of  which  a  few  Anopheles  mosquitoes  developed  during 
the  past  year,  protected  by  growths  of  filamentous  algsB  and  aquatic  plants. 
By  keeping  the  shores  and  shallow  places  in  those  ponds  free  from  excessive 
growths  of  this  sort,  the  breeding  of  Anopheles  mosquitoes  can  be  prevented. 

The  great  area  of  salt  marsh  land  subject  to  flooding  by  the  tide  between 
Cradock  bridge  and  Wellington  bridge,  having  an  area  of  about  374  acres, 
was  not  found  to  contain  breeding  places  for  Anopheles  mosquitoes.  They 
prefer  fresh- water  pools.  This  large  area  of  marsh  land  and  perhaps  a  border- 
ing area  as  large  at  a  little  higher  elevation  could  be  made  more  valuable 
and  beautiful  if  the  tide  were  shut  out  from  it  by  a  dam  above  Wellington 
bridge,  and  the  water  held  at  about  grade  7,  as  proposed  above  Cradock  bridge. 
There  would  be  a  further  advantage  with  a  dam  above  Wellington  bridge 
affecting  the  Alewife  Brook  marsh  area,  in  that  the  storage  basin  would  be 
larger,  and  would  enable  the  overflow  in  very  extreme  winter  and  spring 
freshets  to  be  kept  down  about  6  inches  lower  than  with  a  dam  at  Cradock 
bridge.  Such  an  overflow,  which  may  reach  to  the  height  of  11.5  over  the 
upper  end  of  Alewife  Brook  marshes  once  in  a  generation,  would  occur  at  a 
season  when  it  would  not  produce  malaria. 

While  the  Board  recognizes  great  advantages  to  the  community  in  reclaim- 
ing this  ]arge  area  so  near  to  the  metropolis,  it  does  not  find  that  this  is 
necessary  to  protect  the  public  health.  The  present  objection  to  building  a 
dam  immediately  above  Wellington  bridge  is  the  extra  cost,  which  would 
probably  amount  to  $175,000  more  than  the  dam  at  Cradock  bridge.  Were 
the  Wellington  bridge  to  be  rebuilt  in  the  future,  a  dam  could  probably  be 
built  there  that  would  serve  as  a  bridge  without  much  greater  cost  than  that 
of  a  permanent  bridge. 

Water  Supply  and  Sewerage. 

The  State  Board  of  Health  presents  herewith  a  report  of  its  doings 
for  the  year  ending  Nov.  30,  1906,  under  the  provisions  of  laws  relating 
to  the  protection  of  the  purity  of  inland  waters,  as  required  by  chapter 
75,  section  115,  of  the  Revised  Laws. 

The  Board  has  received  during  the  year  130  applications  for  advice 
with  reference  to  water  supply,  sewerage,  sewage  disposal  and  matters 
relating  thereto.  Of  these  applications,  88  were  in  relation  to  water 
supply,  6  to  sources  of  ice  supply,  26  to  sewerage,  drainage  and  sewage- 
disposal  systeras,  and  10  to  miscellaneous  matters. 
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Examination  op  Watee  Supplies. 

Public  water  supplies  were  introduced  during  the  year  in  the  towns  of 
Dracut,  Edgartown  and  Oxford.  At  the  end  of  the  year,  184  of  the 
354  cities  and  towns  in  the  State  were  provided  with  public  water  sup- 
plies. All  of  the  cities  and  towns  of  the  State  having  a  population, 
according  to  the  census  of  1905,  in  excess  of  3,500,  are  now  provided  with 
public  water  supplies,  except  the  towns  of  Barnstable,  Blackstone,  Chelms- 
ford,^ Dartmouth,  Dudley,  Templeton  and  Tewksbury.  The  cities  and 
towns  having  public  water  supplies  contain  approximately  93  per  cent, 
of  the  total  population  of  the  State. 

The  usual  chemical  and  microscopical  analyses  of  the  waters  of  public 
water  supplies  have  been  continued,  and  bacterial  examinations  have 
been  made  of  most  of  the  ground  waters.  The  total  number  of  sources 
examined  during  the  year  was  273,  many  of  which  have  been  inspected 
by  the  engineer  of  the  Board  or  his  assistants. 

Attention  was  called  in  the  report  of  last  year  to  the  objectionable 
conditions  affecting  the  water  supplies  of  the  city  of  Lynn  and  the  towns 
of  Franklin  and  Great  Barrington.  By  the  provisions  of  chapter  509 
of  the  Acts  of  the  year  1906  the  State  Board  of  Health  and  the  water 
board  of  the  city  of  Lynn  are  authorized  and  directed  to  investigate 
plans  for  enlarging  and  improving  the  water  supply  of  the  city  of  Lynn, 
and  the  results  will  be  presented  in  a  separate  report. 

Investigations  have  been  made  during  the  year  by  the  Franklin  Water 
Company  with  a  view  to  obtaining  a  better  water  supply  for  that  town, 
and  the  advice  of  the  Board  has  been  requested  as  to  the  use  of  water  to 
be  taken  from  weUs  near  the  westerly  end  of  Beaver  Pond.  The  results 
of  a  pumping  test  indicated  that  water  of  good  quality  could  probably 
be  obtained  from  the  proposed  source  in  sufiScient  quantity  for  the 
supply  of  the  town,  and  the  Board  recommended  that  this  source  be  used 
and  the  present  sources  abandoned.  The  construction  of  works  for 
introducing  water  from  the  new  source  was  begun  toward  the  end  of 
the  year,  but  was  interrupted  by  cold  weather,  and  the  work  is  not  yet 
completed. 

Xo  change  has  been  made  in  the  sources  of  water  supply  of  the  Great 
Barrington  Fire  District,  and  the  district  continues  to  draw  most  of  its 
supply  from  the  Green  River.  This  stream  drains  an  area  of  about  52 
square  miles,  29  of  which  are  in  Massachusetts  and  23  within  the  limits 
of  the  State  of  New  York.  In  the  portion  of  the  water-shed  outside  of 
the  State  of  Massachusetts  are  many  dwelling  houses  and  out-buildings, 
some  of  which  are  located  on  the  banks  of  the  stream  or  its  tributaries, 
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and  a  population  of  900  lives  within  the  water-shed  in  Massachusetts. 
The  water  is  drawn  directly  from  the  stream,  and  under  these  conditions 
the  continued  use  of  the  source  is  a  menace  to  the  health  of  the  district. 

Water  Supply  of  Lawrence. 

Early  in  the  year  a  contract  was  made  by  the  city  of  Lawrence  for 
the  construction  of  a  covered  sand  filter  to  increase  the  capacity  of  the 
works  for  filtering  its  water  supply,  which  is  drawn  from  the  Merrimack 
River.  The  new  filter  had  not  been  completed  at  the  end  of  the  year 
when  the  work  was  interrupted  by  cold  weather,  and  no  portion  of  it 
can  be  made  available  for  use  within  the  coming  winter.  It  is  improbable 
that,  even  in  an  ordinary  winter,  enough  water  can  be  obtained  from 
the  present  filter  to  furnish  an  adequate  supply  for  all  purposes;  and, 
unless  an  additional  supply  can  be  obtained  from  neighboring  towns,  it 
will  be  necessary  for  tiie  city  to  draw  a  portion  of  its  water  supply 
directly  from  the  Merrimack  River  without  filtration. 

The  works  of  the  town  of  Andover  and  those  of  North  Andover  are 
capable  of  furnishing  a  sufficient  additional  supply  to  the  city  of  Law- 
rence to  meet  the  present  emergency  and  to  make  the  use  of  the  unfiltered 
Merrimack  River  water  unnecessary,  and  these  towns  can  supply  this 
water  without  inconvenience  to  their  own  citizens. 

Authority  is  granted  to  cities  and  towns  to  purchase  water  temporarily 
from  other  cities  and  towns  in  cases  of  emergency,  by  section  35  of 
chapter  25  of  the  Revised  Laws,  as  amended  by  chapter  361  of  the 
Acts  of  the  year  1902.  Under  this  law  a  city  or  town  having  a  system 
of  water  supply  may  purchase  water  from  any  city,  town  or  water  com- 
pany for  a  period  of  not  more  than  six  months  in  any  one  year,  in  such 
quantities  as  may  be  necessary  to  relieve  the  emergency,  provided  the 
source  is  approved  by  the  State  Board  of  Health. 

Bules^and  Regulations  for  preventing  the  Pollution  and  securing  the 

Sanitary  Protection  of  Waters  used  as  Sources  of  Public  Water 

Supply. 

By  the  authority  of  chapter  75,  section  113,  of  the  Revised  Laws, 

the  State  Board  of  Health  is  authorized  to  make  rules  and  regulations  to 

prevent  the  pollution  and  secure  the  sanitary  protection  of  all  waters 

used  as  sources  of  public  water  supply.    Under  this  law  the  Board  has 

from  time  to  time,  as  requested  by  the  authorities  of  a  city  or  town, 

made  such  rules   and  regulations  for  the   sanitary  protection  of  its 

sources  of  water  supply  as  were  in  its  judgment  necessary  and  adapted 

to  the  purpose.     In  all,  the  water  supplies  of  38  cities  and  towns  are 

now  protected  by  such  rules,  exclusive  of  cities  and  towns  in  the  metro- 
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politan  water  district^  rules  for  the  protection  of  which  were  made  by 
this  Board  under  the  provisionB  of  the  metropolitan  water  act,  which 
provideB  for  their  enforcement  by  the  Metropolitan  Water  Board. 

Snles  and  regulations  made  previous  to  1906  prohibited  the  use  of 
BoureeB  of  water  supply  for  boatings  fishing  and  ice  cutting,  unless  carried 
on  under  a  special  regulation  or  written  permit  of  the  local  authorities 
charged  with  the  control  of  the  sources  of  supply.  On  April  3,  1906,  in 
the  case  of  the  Commonwealth  i;.  Nathaniel  Q.  Staples,  it  was  decided 
by  tiie  Supreme  Court  that  the  law  authorizing  the  State  Board  of 
Health  to  make  rules  and  regulations  for  the  protection  of  public  water 
supplies  does  not  authorize  the  Board  to  delegate  to  others  the  granting 
or  withholding  of  permits,  and  that  regulations  delegating  such  authority 
are  Toid.  The  effect  of  this  decision  is  to  make  it  necessary  that  the 
regulation  of  boating,  fishing  and  ice  cutting  on  sources  of  public  water 
supply  and  the  granting  of  permits  to  enter  upon  such  sources  for  these 
purposes  shall  be  made  by  this  Board.  The  matter  was  brought  to  the 
attention  of  the  L^islature  last  year  late  in  the  session,  but  no  change 
was  made  in  the  law. 

Amendments  have  since  been  made  by  the  Board  in  existing  rules  and 
regulations  when  requested  by  water  boards  or  boards  of  health,  requiring 
that  permits  for  boating,  fishing  and  ice  cutting  on  the  waters  of  these 
sources  should  be  obtained  from  the  Board.  Numerous  petitions  have 
since  been  received  for  permits  to  boat  and  fish  on  certain  of  the  sources, 
especially  on  Assawompsett  Pond  (one  of  the  sources  of  water  supply  of 
the  dty  of  Taunton)  and  on  Wenham  Lake  (one  of  the  sources  of 
water  supply  of  the  cities  of  Salem  and  Beverly) ;  and  the  Board  has 
granted  a  limited  number  of  such  permits,  with  restrictions  as  to  the 
area  within  which  such  rights  shall  be  exercised. 

Early  in  the  summer  petitions  were  received  from  the  towns  of  Barn- 
stable, Boxf ord.  Carver,  Chatham,  Chesterfield,  Easton,  Falmouth,  Free- 
port,  Grafton,  Qroton,  Hadley,  Hancock,  Hanson,  Lakeville,  Lee,  Leyden, 
Lunenburg,  Middleborough,  Milford,  Monroe,  New  Braintree,  North 
Attleborough,  Orange,  Paxton,  Pelham,  Plymouth,  Plympton,  Rochester, 
Bockport,  Boyalston,  Sharon,  Sherbom,  Shirley,  Stoneham,  Walpole, 
WeUesley,  Wenham,  Westborough,  West  Brookfield,  Whitman,  Williams- 
town  and  Worthington,  and  from  Charles  S.  Smith  of  Lincoln,  request- 
ing that  a  public  hearing  be  given  on  the  question  of  amending  the 
existing  regulations  or  promulgating  entirely  new  rules  governing  all 
great  ponds  in  the  State  used  as  sources  of  water  supply,  to  the  end 
that  ''such  rules  and  regulations  may  be  promulgated  as  are  reasonable 
and  necessary  for  the  preservation  of  the  purity  of  the  water  of  every 
State  pond  used  as  a  source  of  water  supply; ^'  and  in  response  to  these 
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petitions  a  hearing  was  given  on  Aug.  2,  1906^  after  notice  to  the  mayor 
of  every  city  and  the  board  of  selectmen  of  every  town  within  the  Com- 
monwealth. At  this  hearing  no  one  appeared  to  represent  the  petitioners, 
and  after  a  few  general  remarks  by  persons  who  favored  a  freer  nse  of 
sources  of  water  supply  for  boating  and  fishings  and  by  others  who  desired 
to  have  the  purity  of  drinking  water  protected  as  completely  as  possible, 
the  meeting  adjourned. 

In  the  opinion  of  the  Board,  the  danger  to  the  public  health  involved 
in  the  unrestricted  use  of  sources  of  water  supply  for  boating,  fishing 
and  ice  cutting  is  unquestionably  a  very  serious  one,  and  the  protection 
of  the  public  health  requires  in  some  cases  the  absolute  prohibition  of  the 
use  of  reservoirs  or  ponds  for  these  purposes.  On  the  other  hand,  in 
some  cases  such  uses  are  allowable,  under  proper  restrictions. 

Hitherto  the  rules  and  regulations  made  by  the  State  Board  of  Health 
have  been  enforced  by  local  water  boards  or  boards  of  health  through 
their  oflBcers  or  agents,  with  satisfactory  results.  Under  present  condi- 
tions, however,  it  is  necessary  for  those  desiring  permits  for  boating, 
fishing,  ice  cutting,  etc.,  on  sources  of  public  water  supply  to  present 
their  requests  at  the  State  House,  instead  of,  as  formerly,  to  the  local 
authorities  controlling  the  sources  of  water  supply  upon  which  aitrance 
was  desired. 

In  the  opinion  of  the  Board,  the  regulation  of  boating,  fishing,  ice 
cutting,  etc.,  on  sources  of  water  supply  can  be  carried  out  best  by  the 
local  authorities  responsible  for  the  sources  in  question,  imder  the  advice 
of  the  State  Board  of  Health;  and  the  Board  would  recommend  the 
passage  of  an  act  authorizing  it  to  delegate  authority  to  grant  or  with- 
hold permits  for  boating,  fishing,  ice  cutting,  etc,  to  local  authorities, 
subject  to  its  advice  and  regulation.  In  this  way  the  Board  believes 
that  the  sources  of  water  supply  can  be  adequately  protected,  and  their 
use  for  the  purposes  indicated  preserved  to  the  public  with  the  least 
possible  inconvenience  to  the  public. 

EoMfnination  of  Sewer  Outlets,  —  Pollution  of  Stony  Brook. 

Complaints  have  been  made  to  the  Board  that  a  very  serious  nuisance 
exists  in  the  Charles  Eiver  in  the  neighborhood  of  the  outlets  of  Stony 
Brook;  and  an  examination  of  the  waters  of  the  Stony  Brook  channels 
during  the  past  year  shows  that  they  are  being  much  more  seriously 
polluted  than  formerly,  and  that  the  fiats  in  the  river  about  these  outlets 
are  covered  with  foul  deposits,  evidently  from  sewage. 

The  pollution  of  Stony  Brook  has  been  a  source  of  nuisance  for  many 
years.  After  the  great  fiood  of  1886  a  new  channel  for  the  brook  was 
constructed  from  Eoxbury  Crossing  to  the  outlet  at  the  Back  Bay  Fens, 
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and  has  sinoe  been  extended  from  Boxbury  Crossing  up  stream,  and  is 
now  completed  to  a  point  between  Jamaica  Plain  and  Forest  Hillt^ 
AboYe  Boxbury  Crossing,  wherever  deviations  from  the  existing  line  of 
the  stream  were  made  the  old  channel  was  abolished;  but  below  that 
point  the  old  chamiel  of  Stony  Brook  still  exists  from  Boxbury  Crossing 
to  the  Fenway,  and  an  extension  of  it  runs  to  Charles  Biver.  Becently 
the  new  channel,  known  as  the  commissioners'  channel,  has  been  extended 
from  its  original  outlet  into  the  pond  in  the  Back  Bay  Fens  to  Charles 
Biver,  and  both  the  old  and  the  new  channels  now  discharge  into  the  river 
at  the  outlet  of  the  stream  from  the  Fens. 

The  old  channel  of  Stony  Brook,  which  is  about  1.5  miles  in  length, 
now  serves  both  as  a  conduit  for  the  removal  of  storm  water  overflowing 
from  combined  systems  of  sewers  at  times  of  rain  or  when  snow  is 
melting,  and  also  as  a  sewer  for  the  removal  of  the  sewage  from  low 
areas  in  its  neighborhood.  Its  condition  above  the  Fenway  has  been 
referred  to  frequently  in  th6  reports  of  the  street  department  of  Boston, 
from  which  the  following  extract  is  taken  (report  of  the  street  depart- 
mmt  of  Boston  for  1900,  pages  193,  194) :  — 

The  old  Stony  Brook  channel  from  the  gate-house  in  the  Fenway  oppo- 
site Bryant  Street  to  the  premises  of  the  Boston  Belting  Company  on  Elm- 
wood  Street  is  built  of  rubblestone;  part  of  the  distance  the  construction 
being  a  double  arch  of  dry  rubble  and  part  a  double  channel  of  square 
section,  the  side  walls  being  loose  rubble  and  the  covering  stone  granite  slab& 
Both  of  these  sections  are  in  very  precarious  condition,  the  rubble  arches 
being  so  loose  that  stones  can  be  pulled  out  by  hand  from  the  inside.  ...  On 
the  square  section  the  granite  covering  stones  are  continually  breaking  in  the 
middle,  and  have  been  replaced  in  many  places  with  timber.  In  other  places 
the  stones  have  been  shored  up  with  timber  bracing.  It  is  feared  that  either 
one  of  these  sections  may  collapse  at  any  time,  and  cause  serious  and  expen- 
sive accidents.  This  channel  should  be  rebuilt  throughout  its  entire  length 
in  order  to  be  safe,  and  at  the  time  of  rebuilding  pipe  sewers  should  be  built 
on  each  side,  to  take  the  drainage  of  abutting  estates  which  are  too  low  to 
drain  into  the  existing'  sewers.  Pollution  unavoidably  finds  its  way  into  this 
channel  from  these  estates,  and  will  continue  to  do  so  until  they  are  provided 
with  proper  sewerage. 

The  new  channel  of  Stony  Brook,  known  as  the  commissioners'  channel, 
receives  the  flow  of  the  stream  and  its  tributaries  above  Forest  Hills 
and  the  overflow  of  sewage  from  combined  sewers  in  the  densely  popu- 
lated areas  tributary  to  the  stream  below  that  point  at  times  of  storm. 
It  also  receives  considerable  drainage  from  factories,  chiefly  from  brew- 
eries in  Boxbury. 

The  main  sewer  in  the  valley  of  Stony  Brook  is  tributary  to   the 
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Boston  main  drainage  system^  which  was  designed  for  the  removal  of  all 
the  sewage  of  combined  sewers  in  the  Boston  main  drainage  district  in 
dry  weather^  and^  in  addition^  a  small  portion  of  the  water  entering  the 
sewers  at  times  of  rain. 

The  capacity  of  the  Stony  Brook  branch  sewer  is  probably  too  small 
for  the  district  which  it  is  designed  to  serye^  as  is  shown  by  the  following 
extract  from  the  report  of  the  street  department  of  Boston  for  1901 
(page  224)  relative  to  the  objectionable  conditions  in  the  valley  of  Stony 
Brook  and  in  the  Fenway :  — 

Another  circumstance  which  aggravates  the  condition  of  things  is  that  the 
main  sewer  in  the  Stony  Brook  valley  is  but  httle  larger  than  is  necessary 
to  carry  the  dry-weather  flow,  so  that  comparatively  light  rainfalls  cause 
overflows  of  but  slightly  diluted  sewage  into  the  brook. 

The  increasing  pollution  of  the  Stony  Brook  channel  appears  to  be  due 
to  the  increasing  quantity  of  sewage  which  it  receives  not  only  in  storms 
but  in  dry  weather  when  the  flow  of  sewage  exceeds  the  capacity  of  the 
main  sewer.  There  is  evidence  also  that  connections  between  tributary 
sewers  and  the  main  Stony  Brook  vaUey  sewer  sometimes  become  clogged, 
and  that  at  such  times  a  large  portion  or  the  entire  flow  of  a  tributary 
sewer  is  discharged  into  the  Stony  Brook  channel. 

Examinations  of  the  sewer  outlets  in  the  Charles  Biver  in  the  Back 
Bay  district  show  that  sewage  flows  directly  into  the  river  from  some  of 
these  outlets^  even  in  dry  weather,  when  the  main  drainage  system  is 
capable  of  removing  their  entire  flow. 

Under  the  legislation  authorizing  the  construction  of  a  dam  across 
Charles  River  at  Craigie  bridge,  provision  is  made  for  the  construction 
of  a  marginal  conduit  from  the  Fenway  and  possibly  from  St.  Mary's 
Street,  farther  up  stream,  along  the  southerly  side  of  Charles  River  to  a 
point  of  discharge  into  the  river  below  the  dam,  for  the  purpose  of 
receiving  and  removing  the  dry-weather  flow  of  the  Stony  Brook  qhannels, 
including  part  of  the  overflow  both  from  these  channels  and  from  com^- 
bined  sewers  in  the  Back  Bay  and  West  End  districts  of  Boston  at  times 
of  storm,  to  an  outlet  below  the  dam  whenever  the  stage  of  the  tide 
permits  such  discharge.  The  Stony  Brook  channels  and  sewer  overflows 
are  to  discharge  at  other  times  directly  into  the  new  basin. 

In  the  report  of  the  engineer  to  the  committee  on  the  Charles  River 
dam,  apprehension  is  expressed  that  a  nuisance  might  be  created  at  the 
outlet  of  the  marginal  conduit  below  the  dam,  which  is  close  to  the 
North  Union  Station,  by  the  foul  discharge  from  this  conduit;  and  later 
a  similar  fear  was  expressed  by  the  oflBcials  of  the  street  department  of 


Digitized  by  VjOOQ IC 


No.  34.]  GENERAL  REPORT.  53 

Boston,  and  an  appeal  was  made  to  the  Legislature  by  that  city  for  the 
omission  of  the  construction  of  the  proposed  marginal  conduit,  pro- 
posing, instead,  the  separation  of  the  sewage  from  the  storm  water  in 
the  districts  from  which  sewage  may  find  its  way  into  the  Charles 
River,  so  that  all  sewage  might  be  diverted  from  the  basin.  This 
plan,  which,  if  fully  carried  out,  would  have  removed  permanently  the 
nuisance  caused  by  the  discharge  of  sewage  into  the  Stony  Brook  channels 
and  Charles  River,  and  have  prevented  danger  of  future  nuisances  from 
this  cause,  was  finally  rejected. 

The  information  available  to  the  Board  shows  that  the  sewerage 
and  drainage  of  these  districts  is  inadequate  and  unsystematic;  and, 
unless  a  practicable  and  adequate  plan  for  the  collection  and  proper  dis- 
posal of  the  sewage,  rain  water  and  other  drainage  of  these  districts  shall 
be  devised  and  intelligently  carried  out  in  the  future,  objectionable  condi- 
tions  resulting  from  the  present  faulty  sewerage  and  drainage  systems 
will  inevitably  grow  worse. 

The  Board  would  recommend  that  an  investigation  be  made  and  plans 
prepared  for  the  adequate  sewerage  and  drainage  of  the  Stony  Brook 
valley  and  the  districts  adjacent  to  the  Charles  River  in  the  city  of 
Boston. 

The  Neponset  River, 

The  enactment  of  chapter  360  of  the  Acts  of  1906,  entitled  *'  An  Act 

to  provide  for  the  protection  of  the  public  health  in  the  valley  of  the 

Neponset  River,''  strengthens  very  materially  the  legislation  designed  for 

the  prevention  of  the  nuisance  r^nilting  in  the  pollution  of  the  Neponset 

River.    Soon  after  the  passage  of  this  act  the  Board  issued  the  following 

notice  to  those  cities  and  towns  and  persons  who  were  found  to  be 

discharging  sewage  or  other  polluting  matters  into  the  stream  and  its 

tributaries:  — 

oommoxwxalth  07  massachusetts, 

Ofhob  of  the  State  Boaxd  of  Health, 

State  House,  Boston,  July  5,  1900. 

Order  of  the  State  Board  of  Health. 
The  State  Board  of  Health,  acting  under  the  authority  of  chapter  360  of 
the  Acts  of  the  year  1906,  hereby  prohibits  the  entrance  or  discharge  of 
sewage  into  any  part  of  the  Neponset  River  or  its  tributaries,  and  the  en- 
trance or  discharge  therein  of  every  other  substance  which  may  be  injurious 
to  public  health  or  may  tend  to  create  a  public  nuisance. 

By  order  of  the  Board, 
A  true  copy.    Attest: 

Secretary. 
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[Chaptkb  860.]  « 

An  Act  to  provide  fob  the  Pbotection  of  the  Publio  Health  in  the  Valley 

OF  the  Neponset  Biveb. 
Be  it  enacted,  etc,  as  follows: 

Section  1.  Section  one  of  chapter  five  hundred  and  forty-one  of  the  acts  of 
the  year  nineteen  hundred  and  two  is  hereby  amended  by  striking  out  all  after  the 
word  "nuisance,"  in  the  sixth  line,  so  as  to  read  as  follows:  — Section  1,  The 
state  board  of  health  is  hereby  authorized  and  directed  to  prohibit  the  entrance 
or  discharge  of  sewage  into  any  part  of  the  Neponset  river  or  its  tributaries,  and 
to  prevent  the  entrance  or  discharge  therein  of  every  other  substance  which  may 
be  injurious  to  public  health  or  may  tend  to  create  a  public  nuisance. 

Section  2.  Section  two  of  said  chapter  five  hundred  and  forty-one  is  hereby 
amended  by  striking  out  the  words  "any  such  owner,"  in  the  second  line,  and 
inserting  in  place  thereof  the  words:  — the  owner  of  any  factory  or  other  estab- 
lishment, —  by  striking  out  the  word  "  such,"  in  the  fourth  line,  and  inserting  in 
place  thereof  the  word: — the,  —  by  inserting  after  the  word  "refuse,"  in  the 
same  line,  the  word:  —  therefrom,  —  and  by  striking  out  all  after  the  word  "  harm- 
less," in  the  fourth  line,  so  as  to  read  as  follows:  — Section  f.  The  board  shall 
consult  and  advise  with  the  owner  of  any  factory  or  other  establishment  at  his 
request  or  of  its  own  motion  as  to  the  best  practicable  and  reasonably  available 
means  of  rendering  the  waste  or  refuse  therefrom  harmless. 

Section  3.  Section  three  of  said  chapter  five  hundred  and  forty-one  is  hereby 
amended  by  striking  out  the  words  "  or  of  any  other  party  in  interest,"  at  the  end 
of  said  section,  so  as  to  read  as  follows:  — Section  3,  The  supreme  judicial  court 
or  any  justice  thereof  and  the  superior  court  or  any  justice  thereof  shall  have 
jurisdiction  in  equity  to  enforce  the  provisions  of  this  act  and  any  order  made  by 
the  state  board  of  health  in  conformity  therewith.  Proceedings  to  enforce  any 
such  order  shall  be  instituted  and  prosecuted  by  the  attorney-general  upon  the 
request  of  the  state  board  of  health. 

Section  4.  Said  chapter  five  hundred  and  forty-one  is  hereby  further  amended 
by  inserting  the  following  new  section :  —  Section  4.  Whoever  permits  the  en- 
trance or  discharge  into  any  part  of  the  Neponset  river  or  its  tributaries  of  sewage 
or  of  any  other  substance  injurious  to  public  health  or  tending  to  create  a  public 
nuisance  shall  be  punished  by  a  fine  not  exceeding  five  hundred  dollars  for  each 
offence.     [Approved  May  7,  1906. 

Soon  after  the  receipt  of  this  notice  most  of  the  manufacturers  on  the 
river  signified  their  intention  of  introducing  methods  of  purifying  the 
manufacturing  wastes  which  now  pollute  the  stream. 

Nearly  all  of  the  pollution  of  the  stream  and  its  tributaries  by  sewage 
haJs  now  been  discontinued,  or  the  necessary  changes  to  effect  this  result 
are  now  being  carried  out.  Filter  beds  have  been  completed  during  the 
year  for  the  purification  of  a  part  of  the  wastes  from  the  tannery  of  the 
Winslow  Brothers  &  Smith  Company  at  Norwood,  and  the  company  is 
making  preparations  for  the  enlargement  of  these  works  to  provide  for 
the  treatment  of  aU  of  the  wastes. 

In  some  of  the  paper  mills  a  great  reduction  has  been  made  in  the 
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qnantity  of  water  used  and  fouled  in  the  yarioas  processes,  which  has 
resulted  in  a  great  reduction  in  the  quantity  of  wash  water  requiring 
purification.  Preparations  for  the  early  construction  of  purification  works 
are  being  made  at  many  of  the  factories. 

One  of  the  chief  sources  of  pollution  of  the  stream  is  the  sewer  of  the 
town  of  Norwood,  which  discharges  into  the  river  above  the  Fowl 
Meadows.  Plans  for  the  purification  of  this  sewage  were  prepared  by  the 
town  some  time  ago;  but,  no  steps  having  been  taken  toward  the  construc- 
tion of  the  system,  the  Board,  on  Sept.  6,  1906,  requested  the  Attomey- 
G^eral  to  take  action  to  prevent  the  further  pollution  of  the  stream 
from  this  sewer,  and  this  matter  is  now  in  the  hands  of  the  court. 

Pollution  of  Charles  River. 

The  construction  of  works  for  the  collection  and  purification  of  the 
sewi^  of  the  town  of  Milford  was  begun  early  last  summer,  and  the 
works  had  been  partially  completed  at  the  end  of  the  year.  These  works 
are  designed  to  collect  and  purify  all  of  the  sewage  of  the  town,  and 
when  completed  will  remove  the  serious  nuisance  which  now  exists  in 
the  Charles  River  below  the  town. 

Plans  have  also  been  prepared  for  the  collection  and  purification  of  the 
sewage  of  the  town  of  Franklin,  which  now  pollutes  very  seriously  the 
waters  of  Mine  Brook,  one  of  the  principal  tributaries  of  the  Charles 
River. 

Shellfish  in  Boston  Harbor, 

Late  m  the  year,  as  a  result  of  its  investigations  relative  to  the  character 
of  the  water  of  Boston  harbor  and  the  shellfish  taken  from  the  flats 
flierein,  the  Board,  acting  under  the  provisions  of  chapter  91,  section 
113,  of  the  Revised  Laws,  requested  the  Fish  and  Game  Commissioners 
to  prohibit  the  taking  of  shellfish  in  "Boston  harbor,  including  the 
tributaries  of  the  Charles,  Mystic  and  Neponset  rivers,  the  Chelsea  River 
and  Dorchester  and  Quincy  bays,  inside,  or  west,  of  a  line  drawn  from 
Nut  Island  to  Prince's  Head ;  thence  along  the  bar  from  Prince's  Head 
to  Peddocks  Island  and  through  Peddocks  Island  to  the  northeasterly 
end  thereof ;  thence  to  the  southeasterly  point  of  Deer  Island  and  through 
Deer  Island  and  across  Shirley  Gut  to  Point  Shirley,  excepting  along  the 
Winthrop  shore  inside,  or  northeast,  of  a  line  drawn  from  the  outer  end 
of  the  steamboat  landing  of  the  Point  Shirley  Club  at  Point  Shirley  to 
the  outer  end  of  the  Cottage  Park  Yacht  Club  wharf  on  the  southerly 
shore  of  Winthrop  between  Orlando  and  Woodside  avenues;  and  to  pro- 
hibit also  the  taking  of  any  such  shellfish  about  the  shores  of  Lovells, 
Gallups  and  Georges  islands,  until  you  receive  further  notice  from  this 
Board." 
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LooAL  Epidemios. 
During  the  period  covered  by  this  report,  the  assistance  of  the  Board 
was  requested  by  a  number  of  local  authorities  in  determining  the  cause 
of  outbreaks  of  infective  diseases,  principally  of  typhoid  fever.    The  re- 
sults of  the  Board's  investigations  are  presented  in  the  Supplement. 

Pood  and  Dbuq  Inspection. 

In  this  department  of  the  Board's  work  which  was  begun  in  1882,  no 
changes  in  methods  followed  in  the  collection  and  examination  of  samples 
and  iu  the  enforcement  of  the  laws  have  been  made.  The  number  of 
samples  collected  and  examined  during  the  fourteen  months  ended  Nov. 
30,  1906,  was  7,530,  and  the  total  number  since  the  work  was  begun  has 
now  reached  170,990. 

During  the  period  covered  by  this  report,  409  prosecutions  were  brought 
in  the  various  courts  of  the  Commonwealth,  bringing  the  total  number 
to  2,510.    The  details  are  presented  in  the  Supplement. 

Proprietary  Medicines. 
The  Legislature  of  1906  passed  the  following  act :  — 

Chapter  886,  Acts  of  1906. 

An  Act  relativb  to  the  Labelling  op  Certain  Patent  or  Proprietart 

Drugs  and  Foods. 
Be  it  enacted,  etc,  as  follows: 

Section  1.  Upon  every  package,  bottle  or  other  receptacle  holding  any 
proprietary  or  patent  medicine,  or  any  proprietary  or  patent  food  prepara- 
tion, which  contains  alcohol  to  an  amount  in  excess  of  the  amount  shown  to 
be  necessary  by  the  United  States  PharmaeopoBia  or  the  National  Formulary 
as  a  solvent  or  preservative  of  the  active  constituents  of  the  drugs  contained 
therein,  shall  be  marked  or  inscribed  a  statement  of  ike  percentage  of  alcohol 
by  volume  contained  therein;  and  the  provisions  of  section  nineteen  of  chap- 
ter seventy-five  of  the  Revised  Laws  shall  apply  to  the  manner  and  form  in 
which  snch  statements  shall  be  marked  or  inscribed. 

Section  2.  Every  package,  bottle  or  other  receptacle  holding  any  pro- 
prietary or  patent  medicine  or  any  proprietary  or  patent  food  preparation 
shall  bear  a  label  containing  a  statement  of  the  quantity  of  any  opium,  mor- 
phine, heroin  or  chloral-hydrate  contained  therein,  provided  that  the  package 
contains  more  than  two  grains  of  opium,  or  more  than  one-fourth  grain  of 
morphine,  or  more  than  one  sixteenth  grain  of  heroin,  or  more  than  eight 
grains  of  chloral-hydrate  in  one  fluid  ounce,  or,  if  a  solid  preparation,  in  one 
avoirdupois  ounce;  and  the  provisions  of  section  nineteen  of  chapter  seventy- 
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five  of  the  Revised  Laws  shall  apply  to  the  manner  and  f  onn  in  wfaieh  saeh 
stutemoits  shall  be  marked  or  inscribed. 

Sbctiok  3.  It  shall  be  unlawful  for  any  person  to  sell,  or  to  expose  or 
offer  for  sale,  or  give  or  exchange,  any  patent  or  proprietary  medicine  or 
article  containing  cocaine  or  any  of  its  salts,  or  alpha  or  beta  eucaine  or  any 
synthetic  substitute  of  the  aforesaid. 

SsenoK  4.  It  shall  be  unlawful  for  any  person  to  sell,  or  to  expose  or 
offer  for  sale,  or  to  give  or  exchange  any  eocaine  or  alpha  or  beta  eucaine  or 
any  synthetic  substitute  of  the  aforesaid,  or  any  preparation  containing  the 
same,  or  any  salts  or  compounds  thereof,  except  upon  the  written  prescrip- 
tion of  a  physician,  dentist  or  veterinary  surgeon  registered  under  the  laws 
of  the  Conunonwealth;  the  original  of  which  prescription  shall  be  retained 
by  the  druggist  filling  the  same  and  shall  not  again  be  filled. 

Section  5.  The  provisions  of  sections  three  and  four  shall  not  apply  to 
sales  at  wholesale  made  to  retail  druggists  or  dental  depots  nor  to  sales  made 
to  physicians,  dentists  or  regularly  incorporated  hospitals. 

Section  6.  Whoever  manufactures,  sells  or  offers  for  sale  any  medicine 
or  food  preparation  in  violation  of  the  provisions  of  this  act  shall  be  pun- 
ished by  a  fine  of  not  less  than  five  nor  more  than  one  hundred  dollars.  It 
shall  be  the  duty  of  the  state  board  of  health  to  cause  the  prosecution  of  all 
persons  violating  the  provisions  of  this  act;  but  no  prosecutions  shall  be 
brought  for  the  sale  at  retail,  or  for  the  gift  or  exdiange  of  any  patent  or 
proprietary  medicine  or  food  preparation  containing  any  drug  or  prepara- 
tion the  ^e  of  which  is  prohibited  or  restricted  as  aforesaid,  unless  the 
said  board  has,  prior  to  such  sale,  gift  or  exchange,  given  public  notice  in 
such  trade  journals  or  newspapers  as  it  may  select  that  the  gift,  exchange  or 
sale  at  retail  of  the  said  medicine  or  food  preparation  would  be  contrary  to 
law. 

SscnoN  7.  This  act  shall  take  effect  on  the  first  day  of  September  in  the 
year  nineteen  hundred  and  six.    [Approved  May  11, 1906. 

Under  this  act,  which  took  effect  on  Sept  1,  1906,  during  the  three 
months  ended  Nor.  30,  1906,  the  following  preparations  were  duly  ad- 
vertised:— 

Crown  Catarrh  Powder.    Crown  Pharmacal  Company,  New  York. 

Dr.  Agnew's  Catarrhal  Powder.  Anglo-American  Medicine  Company,  Chi- 
cago, Toronto  and  London. 

Instant  Cold  Relief,  Instant  Catarrh  Relief.  I.  C.  R  Medicine  Company, 
168  Massachusetts  Avenue,  Boston. 

Dr.  Cole's  Catarrh  Cure.  The  Cole  Medicine  Company,  Lond<xi,  New  Toric, 
Chicago. 

Pretzinger's  Catanii  Balsam.    R.  Pretzmger  &  Bro.,  Dayton,  O. 

The  Alknbory's  Throat  Pastilles,  No.  9.    Allen  &  Hanbury,  Ltd.,  London. 

Specific  for  asthma,  hay  fever  and  all  catarrhal  diseases  of  the  respiratory 
organs.    Natlian  Tucker,  M.D.,  Mount  Gilead,  0. 
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The  result  of  the  advertisements,  of  the  wide  notice  given  thereto  by 
trade  journals  and  circulars  issued  by  wholesale  houses,  and  of  six  prose- 
cutions for  the  sale  of  the  preparations  after  advertisement,  was  the 
practical  disappearance  of  the  latter  from  retail  sale.  The  phraseology 
of  section  1  of  the  act  has  proved  to  be  an  obstacle  to  the  enforcement  of 
its  provisions. 

Inspection  of  Liquobs. 
The  duties  of  the  office  of  inspector  and  assayer  of  liquors,  abolished 
in  1902,  which  were  transferred  to  the  Board  in  the  same  year,  have 
been  duly  performed,  and  the  work  in  connection  therewith  is  reported 
upon  in  the  Supplement 

Inspection  of  Daibies. 

The  work  of  inspecting  the  sources  of  public  milk  supply,  which  was 
begun  on  March  1,  1905,  has  been  continued  on  the  lines  originally 
adopted.  During  the  past  fourteen  months  3,421  dairies  have  been 
visited  by  the  veterinarian  of  the  Board.  Of  this  number,  164  lie  be- 
yond the  borders  of  the  State,  but  their  product  at  the  time  when  they 
were  visited  was  sold  wholly  within  the  dty  of  Springfield.  The  condi- 
tions observed  in  the  very  great  majority  of  this  group  (only  16  of  the 
154  were  reasonably  clean)  were  almost  incredibly  bad,  and  the  local 
authorities  of  Springfield  acted  with  commendable  promptness  in  ex- 
cluding from  sale  the  milk  sent  by  those  who  failed  to  adopt  the  sug- 
gestions relative  to  necessary  sanitary  improvement  conveyed  to  them  in 
communications  from  the  office  of  the  Board. 

Of  the  total  number  visited,  somewhat  less  than  a  third  were  fonnd 
to  be  free  from  objectionable  features;  but  to  the  proprietors  of  2,357, 
letters  were  sent  calling  attention  to  a  total  of  8,822  objectionable  feat- 
ures, susceptible  of  correctiwi  either  at  no  expense  whatever  or  without 
unreasonable  outlay.  The  details  of  this  work  wiU  be  found  in  the 
Supplement. 

EouTiNE  Work  op  the  Boaed. 
Statistical  Table  for  the  14  Months  ended  Nov.  30,  1906. 
Whole  number  of  samples  of  food  and  drugs  examined  during  the 

fourteen  months, 7,530 

Samples  of  rtxWV  examined  (included  in  the  foregoing),    .        .        .        3,603 
Whole  nxunber  of  samples  of  food  and  drugs  examined  since  begin- 
ning of  work  in  1883, 170,990 

Whole  number  of  samples  of  milk  examined  since  b^:inning  of  work 
in  1883, 94,071 
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Number   of   prosecutions  against   offenders   during  the   fourteen 

months, 409 

Number  of  convictions  during  the  fourteen  months,'  ....  395 

Amount  of  fines  imposed  during  the  f  o^rteen  months,      .        .        .  $7,266 

Number  of  dairies  examined, 3,421 

Number  of  packages  of  antito;cin  of  1,500  units  each  .issued  to  cities 

and  towns, 70,424 

Number  of  tubes  of  vaccine  issued  to  cities  apd  towns,      .        .        .  31,805 
Number  of  bacterial  cultures  made  for  the  diagnosis  of  diphtheria 

in  cities,  and  towne, 4,133 

Number  of  examinations  made  for  diagnosis  of  tuberculosis,    .        .  1,576 
Number  of  examinations  of  blood  made  for  diagnosis  of  malarial 

infection, 21 

Number  of  examinations  of  blood  made  for  the  diagnosis  of  typhoid 

fever,       . 820 

Number  of  notices  of  cases  of  infectious  diseases  received  and  re- 
corded under  the  provisions  of  chapter  75,  section  52,  Revised 

Laws, 33,596 

Force  employed  in  general  work  of  Board  at  central  office.  State 
House:- — 

Secretary, 1 

Assistant  to  the  secretary, 1 

Clerks, 5 

Messenger,    .        .        .    ■ 1 

Sanitary  inspector  of  dairies, 1 

Total, 9 

Force  employed  for, food  and ^rug  inspection:  — 

Chemists  and  assistants, 4 

Inspectors, 3 

Total, 7 

Force  employed  at  laboratory  (Bussey  Institution) :  — 

Pathologist, 1 

Assistants, 6 

Total, •       7 

1  2  cases  pending. 
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Under  the  Provisions  of  Sections  112  to  118  of  Chapter  75,  Bevised  Laws. 

Applications  for  advice  from  cities,  towns  and  others :  — 

Relating  to  water  supply, 88 

Relating  to  ice  supply, 6 

Relating  to  sewerage  and  drainage, 26 

Relating  to  pollution  of  streams, 4 

Miscellaneous, 6 

Total, 130 

Number  of  samples  of  water,  ice  and  sewage  examined  chemically 

and  microscopically  at  the  laboratory.  Room  502,  State  House,  .  5,536 
Number  of  samples  of  sewage,  water  and  ice  examined  chemically 

and  bacterially  at  the  Lawrence  Experiment  Station,  .  .  .  3,123 
Number  of  samples  of  sand  examined  chemically  at  the  Lawrence 

Experiment  Station, 135 

Number  of  samples  of  sand  examined  mechanically  at  the  Lawrence 

Experiment  Station, 55 

Additional  samples  examined  bacterially  at  the  Lawrence  Experiment 

Station, 4,400 

Samples  of  water,  ice,  etc.,  examined  for  bacteria,  B.  coli  and  sewage 

Streptococcus  at  the  Lawrence  Experiment  Station,       .        .        .        5,023 

Total  number  of  samples  examiued, 18,272 

Force  employed  at  central  office :  — 

Chief  engineer, 1 

Assistant  engineers, 7 

Stenographers  and  clerks, 4 

Messenger, 1 

—  13 
At  laboratory.  Room  502,  State  House :  — 

Chemist, 1 

Assistant  chemists, 6 

Biologist, 1 

Stenographer,  • 1 

—  9 
At  Lawrence  Experiment  Station:  — 

Assistant  chemists, 2 

Bacteriologists, 2 

Other  assistants  and  laborers, 3 

—  7 

Total  ordinary  force, 29 
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The  niunber  of  applications  for  advice  under  the  provisions  of  the 
acts  relating  to  water  supply  and  sewerage^  received  since  July^  1886^ 
when  these  acts  first  went  into  operation^  is  as  follows :  — 


1886, 8 

1887, 22 

1888, 28 

1889, 38 

1890, 23 

1891, 53 

1892, 56 

1893, 51 

1894, 53 

1895, 52 

1896, 65 

1897, 59 


1898,  .        .        .        .        .        .75 

1899, 79 

1900, 104 

1901, 105 

1902, 93 

1903, 129 

1904, 125 

1905, 105 

1906, 130 


Total, 


1,453 


Appropriations. 
The  appropriations  for  three  months  of  the  year  1905  and  eleven 
months  of  the  year  1906,  as  recommended  by  the  Board  in  the  annual 
estimates  made  under  the  provisions  of  chapter  6,  section  26,  of  the 
fievised  Laws,  were  as  follows:  — 

For  the  general  expenses  of  the  Board, $28,904  27 

For  the  inspection  of  food  and  drugs, 15,357  28 

For  the  production  and  distribution  of  antitoxin  and  vaccine,        .  13,068  09 

For  the  purity  of  inland  waters, 32,083  33 

For  the  examination  of  sewer  outlets  and  Neponset  River,  .        .  8f250  00 

For  printing  the  annual  report, 4,000  00 

Total, $101,662  97 

Expenditures. 

The  expenditures  in  1905  and  1906  under  the  diflferent  appropriations 
were  as  follows :  — 

General  Expenditures,  from  Oct.  1,  1905,  to  Nov,  30,  1906, 
Appropriation,  1905,  three  months,  October  1  to  December  31,    .      $9,138  13 
Appropriation,  1906,  eleven  months,  January  1  to  November  30, .      19,766  14 

$28,904  27 
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Salaries, $17,580  81 

Travelling  expenses, 3,270  88 

Stationery, 518  81 

Printing, 1,587  47 

Books,  subscriptions  and  binding, 701  76 

Advertising, 62  27 

Express  charges, ^48  55 

Extra  services, 1,340  85 

Messenger, 134  29 

Postage  and  postal  orders, 1,372  46 

Telephone  and  telegraph  messages, 107  24 

Typewriting  supplies, 144  26 

Special  investigations, 645  95 

Sundry  office  supplies, 1,118  10 

Laboratory  supplies, 218  57 

Miscellaneous, 49  85 

Total, $28,902  12 

Expenditures  for  the  Production  and  Distribution  of  Antitoxin  and  Vaccine 

from  Oct.  1,  1905,  to  Nov.  30,  1906. 

Appropriation,  1905,  three  months,  October  1  to  December  31,    .  $3,901  43 

Appropriation,  1906,  eleven  months,  January  1  to  November  30, .  9,166  66 


.  $13,068  09 

Salaries, $5,682  44 

Printing, 208  66 

Stationery, 9  58 

Laboratory  supplies, 1,317  08 

Laboratory  construction, 304  38 

Rent  of  laboratory, 1,250  OO 

Express, 22  23 

Travelling, 12  96 

Purchase  of  animals, 820  50 

Board  of  horses, 2,305  28 

Services  of  veterinary, 49  00 

Food  for  animals, 302  86 

Rental  of  telephone,  messages,  and  postage, 204  60 

Extra  services, 65  48 

Ice, 78  51 

Ghis,  electric  lighting  and  heating, 320  42 

Miscellaneous, 113  41 

Total, $13,067  39 
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Expenditures  under  the  Provisions  of  the  Food  and  Drug  Acts  from  Oct.  1, 

1905,  to  Nov.  30, 1906. 
Appropnation,  1905,  three  months,  October  1  to  December  31,    .      $3,898  95 
Appropriation,  1906,  eleven  months,  January  1  to  November  30, .      11,458  33 


$15,357  28 


Salaries  of  analysts, $6,377  95 

Salaries  of  inspectors, 4,762  35 

Travelling  expenses  and  purchase  of  samples,       ....  2,501  56 

Apparatus  and  chemicals, 254  10 

Printing, 12  65 

Services,  cleaning  laboratory, 147  00 

Express  and  tel^rams, 5  88 

Sundry  laboratory  supplies, 103  14 

Typewriting  supplies  and  stationery, 17  50 

Books, 6  00 

Extra  services, 1444  22 

Miscellaneous, 8  75 

Total, $15,341  10 

For  carrying  out  the  Provisions  of  the  Act  to  protect  the  Purity  of  Inland 

Waters,  and  to  require  Consultation  with  the  State  Board  of  Health 
regarding  the  Establishment  of  Systems  of  Water  Supply,  Drainage  and 
Sewerage.           ^ 

Appropriation,  eleven  months, $32,083  33 

Salaries,  including  wages  of  laborers  at  Lawrence  Experiment 

Station, $24,514  62 

Apparatus  and  materials,      .        . 3,076  54 

R^it  of  Lawrence  Experiment  Station, 150  00 

Use  of  tools  and  office,  Lawrence  Experiment  Station, .        .        .  267  03 

Travelling  expenses, 1,239  70 

Express  charges, 920  88 

Books  and  binding, 247  15 

Maps  and  blue  prints, 250  90 

Stationery,  drawing  materials  and  typewriting  supplies,      .        .  486  54 

Telephone  and  telegraph  messages,  and  postage,  ....  41  34 

Extra  services, 534  71 

Services,  collecting  samples  and  reading  gauges,  ....  6  00 

Ifiseellaneous, 347  73 

Total, $32,083  14 
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For  the  Examination  of  Sewer  Outlets,  under  the  Provisions  of  Section  4  of 

Chapter  75  of  the  Revised  Laws, 
Appropriation,  11  months, $8,250  00 

Salaries,  including  wages  of  laborers  at  Lawrence  Experiment 

Station, $6,687  00 

Apparatus  and  materials, 253  30 

Use  of  tools  and  office,  Lawrence  Experiment  Station,  ...  30  46 

Travelling  expenses, 1,066  58 

Express, 23  17 

Telephone  and  tel^^&pb  messages  and  postage,    ....  52  56 

Extra  services, 18  49 

Books,  maps  and  blue  prints, 33  72 

Stationery  and  drawing  materials  and  typewriting  supplies, .        .  22  47 

Miscellaneous, 61  82 

Total, $8,249  57 

HENRY  P.  WALCOTT. 
JTJLIAN  A.  MEAD. 
HIRAM  P.  MILLS. 
JOHN  W.  BARTOL. 
GERARD  C.  TOBEY. 
JAMES  W.  HULL. 
CHARLES  H.  PORTER. 


Digitized  by  LjOOQ IC 


SUPPLEMENT. 


1«A1 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


Water  Supply  and  Sewerage. 


ADVICE  TO  CITIES,  TOWNS  AND  PERSONS. 


[67] 


Digitized  by  VjOOQIC 


Digitized  by  VjOOQ IC 


ADVICE  TO  CITIES,  TOWNS  AND  PERSONS. 


Tinder  the  provisions  of  the  Revised  Laws  (chapter  76,  section  117), 
the  State  Board  of  Health  is  required  to 

consult  with  and  advise  the  authorities  of  cities  and  towns  and  persons  hav- 
ing, or  about  to  have,  systems  of  water  supply,  drainage  or  sewerage  as  to 
tiie  most  appropriate  source  of  water  supply,  and  the  best  method  of  assur- 
ing its  purity  or  as  to  the  best  method  of  disposing  of  their  drainage  or 
sewage  with  refer^ice  to  the  existing  and  future  needs  of  other  cities,  towns 
or  persons  which  may  be  affected  thereby.  It  shall  also  consult  with  and 
advise  persons  engaged  or  intending  to  engage  in  any  manufacturing  or  other 
bosiness  whose  drainage  or  sewage  may  tend  to  pollute  any  inland  water  as 
to  the  best  method  of  preventing  such  pollution,  and*  it  may  conduct  experi- 
ments to  determine  the  best  methods  of  the  purification  or  disposal  of  drain- 
age or  sewage.  No  person  shall  be  required  to  bear  the  exp^ise  of  such 
eonsnltation,  advice  or  ^periments.  Cities,  towns  and  persons  shall  submit 
to  said  board  for  its  advice  their  proposed  system  of  water  supply  or  of  the 
disposal  of  drainage  or  sewage,  and  all  petitions  to  the  general  court  for 
authority  to  introduce  a  system  of  water  supply,  drainage  or  sewerage  shall 
be  accompanied  by  a  copy  of  the  reconmiendation  and  advice  of  said  board 
diereon. 

During  the  year  1906  the  Board  has  given  its  advice  to  the  following 
cities,  towns  and  persons  who  have  applied  for  such  advice  under  the 
provisions  of  this  act  or  under  special  acts  relating  to  water  supply  and 
sewerage. 

OfScial  communications  were  made  during  the  year  under  the  provi- 
sions of  acts  relating  to  water  supply  and  to  sources  of  ice  supply,  as 
follows :  — 

Water  Supply. 


Amesbnry. 

Amesbury  (Rocky  Hill  Spring  Water 

Company). 
Amherst. 
Andover. 

Ashland  (wells  at  schoolhouses). 
Avon. 
Ayer. 


Barnstable  (Craigville  Camp  Meet- 
ing Association). 

Belchertown. 

Beverly  (United  Shoe  Machinery 
Company). 

Boston  (Boston  Belting  Company). 

Bridgewater  and  East  Bridgewater. 

Cambridge  (well  at  Dunster  Hall). 
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Chelmsford  (North  Chelmsford  Fire 
District). 

Chelmsford  (well  at  schoolhouse). 

Chicopee   (two). 

Dracut  (Dracut  Water  Supply  Dis- 
trict). 

Easthampton. 

Edgartown. 

Fall  River. 

Falmouth. 

Foxborough  (State  Hospital). 

Framingham    (State   camp   ground) 
(two). 

Franklin  (two). 

Franklin  (weU  at  schoolhouse). 

Great  Barrington  (Monument  Mills). 

Hadley  (Hadley  Water  Supply  Dis- 
trict). 

Haverhill    (Island   Park   Box   Fac- 
tory). 

ITolyoke. 

Holyoke  (well  at  schoolhouse). 

Lawrence  (Wood  Worsted  Mills). 

Lincoln  (two). 

Lynn. 

Lynn  (spring  near  Sterling  Street). 

Lynn  (springs). 

Manchester. 

Marblehead. 

Marion  (well  near  town  hall). 

Mattapoisett. 

Maynard. 

Medway  (spring  in  West  Medway). 

Medway      (wells     at     schoolhouses) 
(two). 

Montague  (Millers  Falls  Water  Sup- 
ply District). 

Needham. 

Newbury  (Dnmmer  Academy). 


North  Adams  (City  Farm). 

Northampton  (Holyoke  Canoe  Club). 

Northampton  (wells  at  Laurel  Park). 

Norton  (two). 

Norwood. 

Oxford. 

Palmer  (Town  Farm). 

Pittsfield. 

Plymouth. 

Provincetown. 

Rutland   (Industrial  Camp). 

Salem  and  Beverly  (two). 

Sharon  (three). 

Southbridge. 

South  Hadley. 

Spencer  (E.  Jones  &  Co.). 

Springfield  (three). 

Springfield  (Kibbe  Bros.  Company). 

Stoughton  (wells). 

Swampscott  (Moose  Hill  Spring). 

Swampscott  (E.  B.  Greenleaf). 

Taunton. 

Wakefield. 

Waltham  (Judson  L.  Thomson  Man- 
ufacturing Company). 

Wayland. 

Wellesley  (Wellesley  Collie). 

Westborough. 

Westborough  (Insane  Hospital) 
(two). 

West  Bridgewater  (Howard  Semi- 
nary). 

Westford. 

Weston  (Weston  Athletic  Associa- 
tion). 

Weston  (F.  H.  Hastings). 

West  Springfield. 

Winchendon. 

Wobum  (A.  Edward  Roys). 


Framingham. 
Medford. 
Northampton. 
South  Hadley. 


Ice  Supply. 

West  Newbury. 

Winchendon   (Baxter  D.  Whitney  & 
Son). 
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Official  communications  were  made  during  the  year  under  general  and 
special  acts  relating  to  sewerage  and  sewage  disposal^  as  follows :  — 


Abington  (Lewis  A.  Crossett  Com- 
pany). 

Barnstable  (State  Normal  School  at 
Hyannis). 

Beverly  (two). 

Canton  (Massachusetts  School  and 
Home  for  Crippled  and  Deformed 
Children). 

Cohasset. 

Coneord. 

Concord  (Massachusetts  Reforma- 
tory). 

Fozborough  (State  Hospital). 

Franklin  (two). 

HaveriiilL 

Marion. 

Milford. 


Millburj'. 

Xewburyport. 

Northbridge. 

Peabody. 

Peabody  (A.  C.  Lawrence  Leather 
Company). 

Revere. 

Rockland  (factories  of  Rice  &  Hutch- 
ins  and  J.  W.  Spence). 

Rutland  (Prison  Camp  and  Hospi- 
tal). 

Taunton  (two). 

West  Bridgewater  (Howard  Senii- 
nary). 

Westfield. 

Weymouth  (Stetson  Shoe  Company). 

Winehendon. 


Public  Institutions. 
Canton  (Massachusetts  School  and  Home  for  Crippled  and  Deformed  Chil- 
dren). 
Wrentham  (new  school  for  the  feeble-minded). 

Watee  Supply. 

The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  relative  to  water  supply :  — 


Amesbury. 


Apbil  16,  1906. 


To  the  Board  of  Bealth  of  the  Town  of  Amesbury. 

Gentlemen:  —  In  accordance  with  your  request  for  an  examination 
of  the  water  of  the  Market  Street  wells  in  Amesbury  and  of  a  brook 
flowing  near  the  Market  Street  pumping  station,  from  which  water  is 
said  to  have  been  admitted  to  the  wells,  the  State  Board  of  Health  has 
caused  the  wells  and  brook  to  be  examined  by  one  of  its  engineers  and 
samples  of  their  waters  to  be  analyzed. 

The  water-shed  of  the  brook  contains  very  few  buildings,  and  the 
stream  is  not,  apparently,  being  polluted  at  the  present  time  by  the  direct 
discharge  of  sewage;  but  the  results  of  an  analysis  of  a  sample  of  the 
water  show  that  it  contained  a  large  number  of  bacteria,  including,  ap- 
parently, those  characteristic  of   sewage.     A  considerable  number  of 
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bacteria  was  present  also  in  the  water  being  drawn  from  the  wells,  and  a 
small  number  was  found  in  the  water  from  various  taps  in  the  town. 
These  waters,  judging  from  a  preliminary  examination,  contained  also 
bacteria  characteristic  of  sewage. 

It  appears  that  the  brook  water  had  been  admitted  to  the  well  and 
to  the  distributing  system  some  time  before  the  examination  was  made, 
and  was  probably  the  cause  of  the  pollution  of  the  water  of  the  distrib- 
uting system.  If  disease  germs  had  been  present  in  the  brook  water,  it 
would  have  been  impossible  after  the  discovery  was  made  to  have  pre- 
vented serious  injury  to  the  health  of  those  using  the  water. 

The  Board  would  recommend  that  provision  .be  made  for  preventing  in 
the  future  any  possibility  of  surface  water  entering  any  of  the  sources 
of  water  supply  of  the  town. 

During  the  past  winter  the  Board  investigated,  at  your  request,  the 
cause  of  several  cases  of  typhoid  fever  believed  to  have  been  due  to  the 
introduction  of  water  from  the  Powow  Eiver  into  the  town  water  pipes. 
At  the  time  the  epidemic  appeared,  examinations  of  the  water  of  the 
distributing  system  failed  to  show  evidence  of  pollution.  Information 
was  submitted,  however,  showing  that  water  had  been  pumped  temporarily 
from  the  Powow  River  during  a  fire  preceding  this  epidemic  into  a 
system  of  pipes  separated  from  the  town  mains  by  a  check  valve,  but 
whether  any  of  this  water  entered  the  town  mains  or  not  could  not  be 
determined. 

The  Board  would  advise  that  all  existing  connections  by  which  water 
from  any  other  source  than  the  wells  from  which  your  supply  is  drawn 
can  be  admitted  to  your  supply  mains  be  permanently  shut  off,  and  that 
no  water  be  supplied  to  the  town  from  any  source  unless  the  water  has 
first  been  ascertained  to  be  safe  for  drinking. 

Amesbuhy  (Rocky  Hill  Spring  Water  Company). 

Feb.  1,  1906. 
To  the  Rocky  HiU  Spring  Water  Company,  Mr.  W.  E.  Carr,  Manager,  Ameebury,  Mass. 

Gentlemen:  —  In  response  to  your  application  of  Jan.  2,  1906, 
requesting  an  examination  of  the  water  of  the  Rocky  Hill  Spring,  so- 
called,  from  which  you  state  that  you  are  selling  water  for  drinking  in 
Amesbury,  Salisbury  and  other  places,  the  Board  has  caused  the  spring 
and  its  surroundings  to  be  examined  and  a  sample  of  the  water  to  be 
analyzed. 

The  results  of  the  analysis  show  that  the  water  at  this  time  was  of 
good  quality  for  drinking,  though  the  quantity  of  organic  matter  and 
the  number  of  bacteria  were  somewhat  higher  than  are  found  in  good 
spring  waters.  It  is  probable  that  if  the  basin  at  the  spring  should  be 
lined  with  masonry  instead  of  wood,  carried  up  above  the  surface  of  the 
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ground  so  as  to  exclude  surface  water  and  were  covered  so  as  to  exclude 
light,  the  excess  of  organic  matter  and  bacteria  would  disappear.-  With 
these  changes,  this  springs  while  its  surroundings  remain  as  at  present, 
would,  in  tiie  opinion  of  the  Board,  be  a  safe  source  from  which  to  take 
water  for  drinking. 

Amherst. 
Under  the  provisions  of  section  113  of  chapter  75  of  the  Revised 
Laws,  rules  and  regulations  were  made  by  the  Board  on  Jan.  4,  1906, 
for  preventing  the  pollution  and  securing  the  sanitary  protection  of  the 
waters  of  Amethyst  Brook  and  its  tributaries,  used  by  the  Amherst  Water 
Company  as  a  source  of  water  supply  for  the  town  of  Amherst. 

Andover. 

July  6,  1906. 
7o  tke  Board  of  PubKc  Works  of  the  Town  of  Andover. 

Oentlbmen:  —  In  response  to  your  request  for  an  examination  of 
Haggetf s  Pond  in  Andover,  from  which  the  water  supply  of  the  town 
is  drawn,  and  advice  as  to  the  protection  of  the  purity  of  its  waters,  the 
Board  has  caused  the  pond  and  its  surroundings  to  be  examined  by  one 
of  its  engineers. 

The  results  of  the  examination  show  that  the  most  evident  danger  to 
the  purity  of  the  water  at  the  present  time  is  the  drainage  from  a  build- 
ing used  as  a  restaurant,  located  upon  the  shore  of  the  pond  not  far  from 
the  pumping  station,  wastes  from  which  evidently  at  times  enter  the 
water.  There  appears  to  be  no  practicable  way  of  preventing  pollution 
of  the  pond  from  this  building,  unless  it  shall  be  moved  back  from  the 
shore  of  the  pond  and  a  proper  provision  made  for  the  disposal  of  the 
wastes  in  suitable  cesspools,  or  in  such  other  manner  that  polluting  mat- 
ters will  not  enter  the  pond. 

There  are  numerous  summer  cottages  along  the  shore  of  the  pond 
and  a  picnic  grove  near  its  shore  not  far  from  the  pumping  station, 
and  there  are  also  several  groups  of  farm  buildings  near  one  of  the  main 
feeders  of  the  pond;  but  it  did  not  appear  that  the  pond  was  being 
polluted  from  any  of  these  places  at  the  time  the  examination  was  made. 

It  is  advisable,  in  the  opinion  of  the  Board,  that  the  use  of  the  pond 
as  a  summer  resort  should  be  carefully  regulated  and  the  shore  patrolled 
by  inspectors,  and  such  restrictions  made  as  will  prevent  danger  of  pollu- 
tion of  the  water;  and  the  Board  will,  if  you  so  request,  establish  rules 
and  regulations  for  the  sanitary  protection  of  this  source. 

The  Board  would  ialso  again  call  attention  to  the  possibility  of  taking 
water  from  the  ground  near  the  pond,  instead  of  directly  from  the  pond 
itself,  and  thereby  avoid  danger  from  pollutions  entering  the  source  of 
supply,  as  advised  in  its  communication  to  your  board  on  Sept.  5,  1901, 
a  copy  of  which  is  enclosed  herewith.  ^  , 
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Ashland  (Wells  at  Schoolhouses). 

Deo.  6,  1906. 
To  the  Board  of  Health  of  the  Town  of  Ashland,  Mr.  Fbakk  A.  MoKSB,  Chairman. 

Gentlemen  :  —  In  accordance  with  your  request  of  November  27  for 
an  examination  of  the  wells  used  as  sources  of  drinking  water  at  three 
of  the  schoolhouses  in  Ashland,  the  water  of  which  you  state  you  have 
reason  to  believe  is  impure,  the  Board  has  caused  the  wells  and  their 
surroundings  to  be  examined  and  samples  of  their  waters  to  be  analyzed. 

The  water  of  the  well  at  the  South  school  is  very  badly  polluted  and 
contains  an  excessive  quantity  of  organic  matter,  and  the  Board  would 
recommend  that  its  further  use  be  prevented.  The  waters  of  the  wells 
at  the  Town  Hall  school  and  the  high  school  are  both  seriously  polluted, 
though  not  to  such  a  degree  as  the  water  of  the  South  school,  and  neither 
source  can  be  regarded  as  safe  for  drinking. 

Avon. 

JtTNB  7,  1906. 
To  (he  Water  Board  of  the  Town  of  Avon,  Mr.  John  J.  Collins,  Secretary, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation of  May  9  for  its  opinion  as  to  the  advisability  of  allowing  the 
grounds  about  the  well  and  pumping  station,  from  which  the  water 
supply  of  the  town  is  drawn,  to  be  used  for  pasturage,  and  has  caused 
the  locality  to  be  examined  by  its  engineer. 

In  the  opinion  of  the  Board,  the  use  of  the  lands  about  the  well  in  this 
way  is  objectionable,  and  should  not  be  permitted. 

Ayeb. 

Feb.  1,  1906. 
To  Messrs.   Fbxdjebick  Whitney,  Wn<LiAic  Brown  and  E.   O.  Proctor,   Water  Commie^ 
sionere  of  the  Toivn  of  Ayer, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
August  28  last  an  application  requesting  the  advice  of  the  Board  with 
reference  to  a  proposed  additional  water  supply  for  the  town,  investiga- 
tions for  which  were  then  being  made.  Subsequently,  in  accordance  with 
your  further  request,  the  Board  caused  the  various  test  wells  in  different 
parts  of  the  town  to  be  examined  by  its  engineer  and  samples  of  their 
waters  to  be  analyzed.  Recently  plans  and  a  report  have  been  submitted 
by  your  engineer  which  provide  for  taking  an  additional  water  supply 
from  a  proposed  system  of  driven  wells  to  be  located  along  the  southerly 
shore  of  the  pond,  west  of  your  present  pumping  station  and  distant 
from  900  to  1,400  feet  therefrom.  It  is  proposed  to  draw  water  through 
a  suction  main  1,800  feet  in  length  to  the  present  pumping  station,  and 
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use  the  present  works  for  pumping  it  to  the  town.  On  account  of  the 
very  steep  shore  along  this  side  of  the  pond,  considerable  excavation  will 
be  necessary  in  order  to  locate  the  wells  at  a  considerable  distance  from  the 
shore  of  the  pond,  and  the  plan  submitted  provides  for  locating  the  wells 
at  least  50  feet  from  the  shore. 

The  Board  has  caused  an  examination  of  the  locality  to  be  made  by 
its  engineer,  and  has  considered  the  plan  submitted  and  the  results  of 
the  analyses  of  water  from  two  test  wells  at  the  place  where  the  new 
wells  are  to  be  located.  These  results  indicate  that  the  ground  water 
of  this  locality  is  excellent  for  the  purposes  of  a  public  water  supply. 

The  territority  on  the  northerly  side  of  the  pond  opposite  the  wells  is 
quite  densely  populated,  but  there  are  few  houses  within  1,000  feet  of 
the  wells.  South  of  the  pond  there  is  an  extensive  sandy  plain,  which  la 
uncultivated  and  uninhabited,  with  its  surface  at  a  considerable  eleva- 
tion above  the  pond.  The  indications  are  that  the  water  which  will 
enter  the  proposed  wells  will  come  chiefly  from  the  southerly  side  of  the 
pond  and  resemble  the  water  of  the  test  wells,  and  that  it  will  not  be 
affected  materially  by  water  filtering  through  the  ground  from  the  pond 
or  from  the  north  side,  unless  the  quantity  drawn  should  be  greatly  in 
excess  of  that  required  for  the  supply  of  Aver. 

While  no  thorough  tests  have  been  made  to  determine  the  probable 
quantity  of  water  obtainable  from  the  ground  at  the  place  where  it  is 
proposed  to  locate  the  wells,  the  soil  penetrated  by  the  test  wells  in  this 
locality  was  found  to  be  coarse  and  porous,  and  the  wells  yielded  water 
very  freely  when  pumping  with  a  hand  pump;  and  these  indications, 
taken  in  connection  with  the  results  of  the  analyses,  are  favorable  for 
obtaining  an  additional  supply  of  good  water  for  the  town  of  Ayer  from 
wells  in  this  locality. 

In  the  opinion  of  the  Board,  the  plan,  if  carried  ouf,  is  likely  to  fur- 
nish an  additional  supply  of  good  water  for  the  town  at  a  reasonable  cost. 

On  the  plan  submitted  the  wells  are  located  quite  closely  together,  in  a 
line  about  50  feet  from  the  shore  of  the  pond.  It  is  desirable  that  the 
wells  be  located  at  greater  distances  from  the  shore,  and  it  is  probable 
that  the  amoimt  of  excavation  necessary  would  not  be  materially  in- 
creased, or  the  quantity  of  water  obtainable  materially  diminished,  by 
locating  the  wells  in  this  line  at  greater  distances  apart  and  75  feet  or 
more  from  the  shore  of  the  pond ;  and  the  Board  would  advise  that  this 
change  be  made  when  the  works  shall  be  constructed. 
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Babnstable  (Craioville  Camp  Meeting  Absooiation)  . 

Nov.  1.  1906. 
To  Ohablxs  a.   GB0YE8,   M.D.,   Chairman,  CommittM  on  Water  Suppfy  of  the  OraiffvUU 
Camp  Meeting  Aeeoeiation,  Eaet  Orange,  N,  /. 

Deae  Sir:  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  a  proposed  water  supply  for  about  65  cottages 
located  in  the  village  of  Craigville  in  the  town  of  Barnstable,  the  water 
to  be  taken  from  the  ground  on  the  westerly  side  of  the  main  highway 
north  of  the  village,  and  has  caused  the  locality  to  be  examined  by  one 
of  its  engineers  and  a  sample  of  water  from  a  test  well  recently  driven 
in  this  locality  to  be  analyzed. 

The  results  of  the  analysis  show  the  presence  of  considerable  iron  and 
organic  matter,  due  probably  to  the  fact  that  the  well  had  not  been 
pumped  clear  after  driving.  There  appear  to  be  no  sources  of  pollution 
in  the  neighborhood  of  the  well,  and  it  is  probable  that  an  ample  supply 
of  good  water  for  the  village  could  be  obtained  from  tubular  wells  in 
this  neighborhood.  It  is  advisable,  however,  that  the  wells  be  located 
somewhat  farther  from  the  pond  than  the  test  well  from  which  the  sample 
of  water  was  collected  for  analysis.  When  you  have  put  in  additional 
wells  the  Board  will,  upon  application,  cause  them  to  be  examined,  and 
will  then  give  you  further  advice  as  to  a  water  supply  for  the  village. 

Belchebtown. 

Maboh  1,  1906. 
To  the  Board  of  Health  of  the  Town  of  Belehertown,  Mr.  Nelson  Randall,  Chairman, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
January  31  an  application  for  advice  as  to  a  proposed  source  of  water 
supply  for  the  tewn  of  Belchertown,  to  be  taken  from  a  well  on  the 
estate  of  M.  P.  Walker,  and  has  caused  the  locality  to  be  examined  by 
one  of  its  engineers  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water,  while  nearly  clear  and 
colorless,  is  very  hard,  and  has  evidently  at  some  time  been  polluted  and 
not  completely  purified  in  its  subsequent  passage  through  the  ground  to 
the  well.  The  well  is  located  close  to  the  village,  and  the  quality  of  its 
water  would  be  likely  to  deteriorate  after  long-continued  use ;  and  in  the 
opinion  of  the  Board  this  well  is  not  a  suitable  source  of  public  water 
supply. 

Other  sites  for  wells  in  this  neighborhood  have  been  indicated,  but  it 
is  likely,  in  the  opinion  of  the  Board,  that  all  waters  drawn  from  the  hill 
on  which  the  village  is  located  would  be  unfavorably  affected  by  sewage 
or  drainage  therefrom. 
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The  soU  in  the  valley  of  Jabish  Brook,  both  above  and  below  the. vil- 
lage, is  apparently  coarse  and  porous,  judging  from  surface  indications, 
and  it  is  probable  that  a  sufficient  quantity  of  good  water  for  the  supply 
of  the  village  coxdd  be  obtained  from  the  ground  by  means  of  wells  or 
other  works  at  some  point  in  this  valley;  and  the  Board  would  advise 
that  you  cause  a  further  investigation  to  be  made  of  possible  sources  of 
water  supply  in  the  neighborhood  of  the  village,  with  the  assistance  of 
an  engineer  of  experience  in  such  matters.  The  Board  will  assist  you  in 
the  investigations  by  making  the  necessary  analyses  of  the  water,  and 
will  give  you  further  advice  when  you  have  the  results  of  further  in- 
vestigations to  present. 

Beverly  (United  Shoe  Machinery  Company). 

DiO.  6,  1906. 
To  th4  United  Shoe  Machinery  Company ^  Boston,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
October  6,  1906,  a  communication  stating  that  you  had  recently  driven  a 
weU  at  your  works  in  Beverly  for  the  purpose  of  supplying  drinking  water 
to  3,000  employees  in  your  factory  there,  and  requesting  advice  as  to  the 
quality  of  the  water.  Subsequently  six  test  wells  were  driven  on  land 
northwest  of  and  not  far  from  the  factory,  near  Bass  Eiver,  and  a 
pumping  test  was  made  by  pumping  from  the  wells  for  a  period  of  about 
six  days  at  a  rate  of  about  65,000  gallons  per  day. 

A  sample  of  water  was  collected  from  one  of  the  wells  on  October  16, 
and  six  samples  were  collected  during  the  pumping  test. 

The  results  of  the  analyses  show  that  the  water  in  the  first  days  of  the 
test  was  decidedly  turbid  and  contained  an  excessive  quantity  of  iron. 
The  water  was  also  very  hard,  but  showed  no  evidence  of  sewage  pollu- 
tion. Toward  the  end  of  the  test  the  turbidity  and  the  quantity  of  iron 
pre^nt  decreased  considerably,  though  the  quantity  of  the  latter  re- 
mained somewhat  larger  than  is  found  in  good  ground  waters.  The 
hardness  also  decreased  slightly,  but  there  was  a  decided  increase  in  the 
amount  of  free  ammonia  throughout  the  test. 

The  results  of  the  analyses  show  that,  while  the  water  of  these  wells, 
in  the  condition  in  which  it  was  found  toward  the  end  of  this  test,  would 
probably  be  safe  for  drinking,  it  is  an  undesirable  drinking  water,  on 
account  of  its  hardness;  and  the  increase  in  the  free  ammonia  and  the 
presence  of  a  considerable  quantity  of  iron  indicate  that  the  water  may 
become  objectionable  after  continued  use,  on  account  of  an  excessive 
quantity  of  iron  and  the  disagreeable  taste  and  odor  which  usually 
accompany  it. 

Under  the  circxmastances,  the  Board  cannot  recommend  the  use  of 
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these  wells  as  a  source  of  drinking  water  supply  for  your  factory ;  but  its 
use  in  its  present  condition  would  probably  not  be  hannful,  and  an  ex- 
amination of  the  water  after  it  has  been  drawn  from  the  wells  for  a  time 
would  give  more  definite  information  in  regard  to  its  character. 

Boston  (Boston  Belting  Company). 

DiO.  18.   1906. 
To  the  Boston  Belting  Company,  Boston,  Mass.,  Mr.  Jamjis  B.  Poesyth,  Oensral  Manoffsr, 

Gentlemen  :  —  In  accordance  with  your  request  of  Nov.  6,  1906,  for 
an  examination  of  the  water  of  a  well  in  your  mill  yard  and  advice  as  to 
its  quality,  the  State  Board  of  Health  has  caused  the  well  and  its  sur- 
roundings to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  entering  this  well  has 
at  some  time  been  polluted,  but  subsequently  well  purified  in  passing 
through  the  ground  to  the  well;  and,  in  the  condition  in  which  it  was 
found  at  the.time  the  examination  was  made,  the  water  is  safe  for  drink- 
ing. The  water  is  quite  hard,  and  on  this  account  is  not  a  desirable 
drinking  water;  and  if  it  is  to  be  used  it  should  be  examined  from  time 
to  time,  in  order  that  any  deterioration  in  its  quality  may  be  detected 
and  its  further  use  prevented. 

Bridgewater  and  East  Bridgewater. 

Mat  8,  1906. 
To  the  Bridgewatera  Water  Company,  Mr.  Joseph  Wckks,  Treasurer. 

Gentlemen:  —  In  accordance  with  your  request  for  an  examination 
of  a  deep  tubular  well  near  your  works  at  Bridgewater,  from  which  you 
propose  to  take  water  for  the  supply  of  the  town,  the  Board  has  caused 
the  well  and  its  surroundings  to  be  examined  and  a  sample  of  the  water 
to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  contains  an  excessive 
quantity  of  iron,  making  it  objectionable  for  many  of  the  purposes  of  a 
public  water  supply. 

Eegarding  the  quantity  of  water  obtainable  from  the  well  no  definite 
estimate  can  be  given;  but  its  location  is  such  that  its  yield  would  be 
unlikely  to  add  materially  in  any  case  to  the  quantity  of  water  available 
for  the  supply  of  the  towns  of  Bridgewater  and  East  Bridgewater. 

In  a  communication  addressed  to  you  May  4,  1905,  the  Board  advised 
as  follows:  — 

The  quantity  of  water  which  the  Bridgewaters  Water  Company  is  capable 
of  supplying  from  its  present  sources  is  evidently  inadequate  for  the  re- 
quirements of  the  towns  of  Bridgewater  and  East  Bridgewater.  An  addi- 
tional supply  should  be  provided  with  as  httle  delay  as  possible,  since  it  has 
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already  been  necessary,  the  Board  is  informed,  to  use  water  directly  from  the 
Town  River,  greatly  jeopardizing  the  health  of  the  people  of  these  towns. 

The  Board  wonld  recommend  that  you  employ  an  engineer  of  experience 
in  matters  relating  to  water  supply,  to  make  investigations  and  prepare 
plans  for  securing  a  sufficient  additional  quantity  of  good  water  to  meet  all 
the  requirements  of  the  towns  now  supplied  from  your  works.  The  Board 
will  assist  you  in  these  investigations,  if  you  so  request,  by  making  the 
necessary  analyses  of  water,  and  will  give  you  further  advice  when  the 
results  of  investigations  are  available. 

The  Board  would  again  urge  that  you  employ  an  engineer  of  experi- 
ence in  matters  relating  to  water  supply  to  make  investigations  and 
prepare  plans  for  securing  a  suflScient  additional  supply  of  good  water, 
to  meet  all  the  requirements  of  the  villages  of  Bridgewater  and  East 
Bridgefwater. 

Cambridge  (Well  at  Dunstee  Hall). 

JlTLT  6,   1906. 
To  Menn.  Liavitt  ft  Pxibce,  Cambridge,  Mass, 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of  a 
well  at  Dunster  Hall  in  Cambridge,  from  which  it  is  proposed  to  take 
water  for  drinking,  an  examination  of  the  source  has  been  made  and 
samples  of  the  water  analyzed. 

The  results  of  the  analyses  show  that  the  water- is  turbid  and  con- 
tains more  organic  matter  than  is  found  in  a  good  ground  water.  It  is 
also  very  hard  and  contains  an  excessive  amount  of  iron;  and,  in  the 
opinion  of  the  Board,  this  water  is  unfit  for  drinking  or  cooking. 

Chelmsford  (North  Chelmsford  Fire  District). 

Aug.  2,  1906. 
r«  tks  Board  of  Water  Commissioners  of  the  North  Chelmsford  Fire  District,  Mr.  Jamis  P. 

DUNIOAX,  Chairman. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
July  27,  1906,  the  following  application  requesting  approval  by  this 
Board  of  the  use  of  water  from  a  system  of  tubular  wells  located  at  the 
foot  of  Washington  Street  near  the  easterly  shore  of  Newfield  Pond,  or 
Crystal  Lake,  so  called:  — 

Under  ...  an  act  of  Massachusetts  Legislature  of  1906  a  "Are  district" 
has  been  established  in  North  Chelmsford,  for  the  purpose  of  obtaining  a 
water  supply.  This  act  has  been  accepted  by  the  voters  of  the  fire  district, 
and  driven  wells  have  been  located  near  Newfield  Pond  and  samples  of  water 
sent  to  you  for  analysis.  Will  you  further  assist  us  in  approving  of  water 
and  location  of  wells  according  to  such  actf 

A  plan  of  location  of  wells  accompanies  this  application. 
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The  application  was  accompanied  by  a  plan  entitled :  "  North  Chelms- 
ford Water  Supply.  Plan  8ho\ving  Land  taken  and  Location  of  Driven 
Wells.  Scale  50  feet  to  an  inch.  Lowell,  Mass.,  July  25,  1906.  Smith 
and  Brooks,  Civil  Engineers.^^ 

The  Board  has  considered  the  application  and  the  plan  submitted 
therewith,  and  has.  caused  the  locality  to  be  examined  by  its  engineer 
and  samples  of  water  collected  from  the  test  wells  during  a  short  pump- 
ing test  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  pumped  from  the 
wells  at  this  time  was  of  good  quality  for  the  purposes  of  a  public  water 
supply.  If  water  should  be  pumped  continually  from  the  groimd  in  this 
region,  in  a  quantity  such  as  would  be  required  for  the  supply  of  North 
Chelmsford,  it  is  probable  that  the  ground  water  would  flow  to  the  wells 
from  a  much  greater  distance  than  was  the  case  during  the  test  referred 
to;  and  the  quality  of  the  water  would  undoubtedly  be  affected  unfa- 
vorably by  the  sewage  and  other  wastes  discharged  upon  or  into  the 
ground  from  the  dwelling  houses  already  constructed  in  the  neighborhood 
of  the  pond  in  this  region.  The  acquirement  by  the  fire  district  of  the 
lands  indicated  as  already  acquired  on  the  plan  submitted  will,  if  the 
houses  already  built  are  vacated  and  not  used  in  future,  remove  some 
of  the  sources  of  pollution;  but  there  is  danger  that  the  region  farther 
back  may  become  densely  populated  within  a  few  years,  and  affect  un- 
favorably the  quality  of  the  water  of  the  wells. 

In  the  opinion  of  the  Board,  in  order  to  properly  protect  your  sources 
of  supply,  if  these  wells  should  be  used,  it  will  be  necessary  for  the  fire 
district  to  acquire  a  larger  area  of  land,  and  possibly  also  to  provide 
sewerage  for  territory  farther  back. 

While  it  is  possible  to  so  protect  the  source  now  proposed  that  the 
water  will  continue  to  be  of  good  quality,  the  cost  of  adequate  protection 
is  likely  to  add  greatly  to  the  cost  of  the  works;  and  it  is  important,  in 
the  opinion  of  the  Board,  to  determine  whether  it  is  possible  to  secure 
a  supply  of  good  water  in  some  other  locality  at  less  expense. 

The  conditions  are  apparently  favorable  for  obtaining  water  freely 
from  the  ground  at  several  places  near  the  village.  A  few  tests  have 
been  made  near  Newfield  Pond,  about  800  feet  north  of  the  present 
wells,  but  the  results  were  not  satisfactory.  The  conditions  there,  how- 
ever, appear  to  be  quite  favorable  for  obtaining  water  freely  from  the 
ground,  and  the  Board  would  recommend  that  you  make  further  tests  in 
that  locality.  If  it  is  found  impracticable  to  obtain  a  supply  of  good 
water  in  that  locality,  investigations  should  be  made  at  some  of  the 
other  places  where  the  conditions  appear  to  be  favorable  for  obtaining 
an  adequate  supply  of  good  water. 
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The  Board  will  assist  you  in  these  investigations  by  making  the 
necessary  analyses  of  samples  of  water^  and  will  give  yon  further  advice 
when  the  results  of  further  tests  are  available. 

Chelmsford  (Well  at  Schoolhouse). 

April  6,  1906. 
T«  tk4  Sehoci  OommUUSp  Chelmsford,  Mass. 

Gentlemen  :  —  In  response  to  your  request  for  an  examination  of  the 
water  of  a  weU  at  the  school  at  Chelmsford  Centre,  used  by  the  children 
for  drinking,  the  Board  has  caused  the  well  to  be  examined  and  a  sample 
of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  has  at  some  time  been 
<»nsiderably  polluted  and  not  thoroughly  purified  before  entering  the 
well,  and,  in  tiie  opinion  of  the  Board,  the  source  cannot  be  regarded  as  a 
«afe  one  from  which  to  take  water  for  drinking.  The  Board  would 
recommend  that  the  use  of  this  well  be  discontinued,  and  a  supply  of 
water  obtained  from  some  source  the  water  of  which  is  known  to  be  safe 
for  drinking. 

Chicopee. 

Sept.  6,  1906. 
T«  the  Board  of  Watsr  Oommissionsrs  of  the  dtp  of  Ohieopss,  Mr.  0.  A.  Booaedvs,  Supsr- 

intend^nt. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Aug.  4,  1906,  a  communication  requesting  the  advice  of  the  Board  as  to 
protecting  the  purity  of  the  water  of  Abbe  Eeservoir,  so  called,  in 
Springfield,  -^  one  of  the  sources  of  supply  of  the  city  of  Chicopee,  — 
•containing  the  following  statement  as  to  certain  objectionable  conditions 
which  now  exist  in  the  neighborhood  of  one  of  the  feeders  of  this  reser- 
voir:— 

At  the  source  of  one  of  the  brooks  which  supplies  the  "Abbey  Reser- 
voir," a  part  of  the  public  water  supply  of  Chicopee,  is  a  dwelling,  a  bam 
with  two  cows,  one  horse,  a  henhouse  with  thirty-five  hens  and  a  privy  with 
no  vault.  These  buildings  are  all  on  a  steep  slope  draining  towards  and 
within  35  feet  of  the  brook.  The  house  is  on  St.  James  Avenue,  Springfield, 
beyond  Carew  Street;  the  premises  are  owned  by  the  estate  of  A.  W.  Lincoln 
and  occupied  by  Peter  Landry. 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  one  of  its  engineers  and  has  considered  the  information 
presented. 

There  is  no  doubt  that  there  is  serious  danger  of  the  pollution  of  the 
Abbe  "Eeservoir  by  sewage  from  these  buildings  at  the  present  time; 
but,  by  providing  a  suitable  vault  or  cesspool  for  the  reception  of  the 
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house  sewage  and  making  such  changes  in  structures  as  may  be  neces- 
sary, and  by  establishing  and  enforcing  sanitary  rules  and  regulations, 
adequate  protection  of  the  purity  of  this  source  can  be  secured.  The 
buildings  are  so  located,  however,  that  frequent  inspection  will  be  neces- 
sary to  prevent  the  pollution  of  your  water  supply  therefrom;  and  the 
Board  would  recommend  that  the  city  secure  control  of  them,  and  dis- 
continue their  use  as  soon  as  practicable. 

It  is  desirable  that  sanitary  rules  and  regulations  be  adopted  and 
enforced  not  only  in  the  water-shed  of  Abbe  Beservoir  but  in  the  water- 
sheds of  your  other  sources  of  supply ;  and  the  Board  will  make  suitable 
rules  and  regulations  for  the  protection  of  these  sources,  under  the  pro- 
visions of  chapter  75,  section  113,  of  the  Eevised  Laws,  if  you  so  request. 

Under  the  provisions  of  section  113  of  chapter  75  of  the  Eevised 
Laws,  rules  and  regulations  were  made  by  the  Board  on  Nov.  1,  1906, 
for  preventing  the  pollution  and  securing  the  sanitary  protection  of  the 
waters  of  Morton  Brook,  Cooley  Brook,  Abbe  Reservoir  and  their  tribu- 
taries, used  by  the  city  of  Chicopee  as  sources  of  water  supply. 

Dracut  (Dracut  Water  Supply  District). 

Fbb.  27,   1906. 
To  tht  WaUr  Supply  CommitUe  of  the  Dracut  Wat$r  Supply  District. 

Gentlemen  :  —  In  response  to  your  application  for  advice  as  to  tak- 
ing water  for  the  supply  of  the  Dracut  Water  Supply  District  from  wells 
in  the  Goodhue  Meadow,  the  State  Board  of  Health  has  caused  a  further 
examination  of  the  locality  to  be  made  by  its  engineer  and  has  con- 
sidered the  results  of  a  test  of  the  probable  quantity  and  quality  of  water 
obtainable  from  the  ground  in  this  region,*  made  by  pumping  continu- 
ously from  a  group  of  wells  in  this  meadow  for  a  period  of  ten  days, 
ending  on  Jan.  19,  190G.  During  this  test  a  record  was  kept  of  the 
quantity  of  water  pumped,  and  observations  were  made  of  the  varia- 
tions in  the  height  of  water  in  two  of  the  test  wells  and  in  other  wells 
near  the  meadow. 

The  records  show  that  the  quantity  pumped  averaged  225,000  gal- 
lons per  day,  and  that  the  level  of  the  ground  water  in  the  vicinity  of 
the  test  wells,  which  went  down  rapidly  at  first  and  then  more  slowly, 
finally  remained  practically  constant  during  the  last  days  of  the  test, 
indicating  that,  under  the  conditions  then  existing,  the  wells  would 
probably  continue  to  yield  the  quantity  of  water  then  being  drawn.  The 
tests  were  made  in  dry  weather  for  the  winter  season,  but  in  a  dry  sum- 
mer it  is  probable  that  the  yield  of  the  wells  would  be  much  smaller 
than  during  this  test.    It  is  likely,  however,  in  the  opinion  of  the  Board* 
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that  enough  water  can  be  obtained  from  this  source  for  the  present  re- 
quirements of  the  water  supply  district  if  the  water  works  shall  be  well 
constructed  and  the  water  distributed  in  an  economical  manner;  and  it 
appears  to  be  possible  to  increase  the  supply  by  extending  the  collecting 
works  to  other  parts  of  the  valley. 

The  water  pumped  from  the  wells  during  the  test,  as  shown  by  daily 
analyses,  was  clear,  practically  coloriess  and  odorless,  and  of  good  quality 
for  domestic  purposes.  The  quantity  of  iron  present  was  slightly  larger 
than  is  found  in  some  ground  waters,  but  did  not  show  a  tendency  to 
increase  during  the  test.  The  meadow  in  which  the  wells  are  located  is 
covered  with  peaty  soil  to  a  depth  of  3  or  4  feet;  and  water  from  wells 
in  such  localities  often  deteriorates  after  a  longer  or  shorter  period  of 
use,  and  becomes  affected  by  the  presence  of  an  excessive  quantity  of 
iron,  which  makes  it  objectionable  for  some  domestic  purposes.  It  is 
uncertain  that  such  deterioration  will  not  occur  in  this  case ;  but  it  would 
be  less  likely  to  occur  if  the  wells  should  be  spread  out  over  a  considera- 
ble area,  and  might  be  avoided  if  it  should  occur  by  locating  the  wells 
near  the  edge  of  the  meadow  instead  of  near  the  middle,  where  the 
present  test  wells  are  located.  In  any  case,  it  is  probable  that  if  de- 
terioration should  occur  the  water  could  be  purified  by  filtration  at  no 
great  extra  cost. 

It  does  not  appear  to  the  Board,  from  the  results  presented  of  a  gen- 
eral examination  of  other  possible  sources  of  supply  near  the  village,  that 
there  is  any  source  within  a  reasonable  distance  that  is  likely  to  furnish 
a  snfiScient  quantity  of  water  of  as  good  quality  as  that  which  seems 
likely  to  be  obtained  from  wells  in  the  (Joodhue  Meadow;  and,  in  the 
opinion  of  the  Board,  the  source  appears  to  be  the  most  appropriate 
source  of  water  supply  for  the. district  to  adopt. 

There  are  three  or  four  dwelling  houses  on  the  upland  near  the 
westerly  side  of  the  meadow  not  very  far  from  the  wells,  the  sewage 
and  wastes  from  which  are  now  discharged  upon  or  into  the  ground  in 
the  neighborhood  of  the  buildings.  Provision  should  be  made  for  dis- 
posing of  the  sewage  from  these  houses  in  such  a  way  that  it  will  not 
injure  the  quality  of  the  well  water. 

Easthampton. 

Maboh  1,  1906. 
To  th€  Basthampton  Water  Board,  Easthampton,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Feb.  23,  1906,  the  following  communication,  requesting  its  advice  as  to 
the  effect  upon  the  public  health  of  constructing  a  reservoir  on  Bassett 
Brook:  — 
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The  Easthampton  water  board  wishes  to  know  if  the  flooding  of  about 
40  acres  of  land  directly  back  of  West  Street  on  the  Bassett  farm,  to  be 
used  for  power  purposes,  will  in  any  way  affect  the  health  of  the  neigh- 
borhood. 

At  West  Street  there  is  a  dam  that  only  needs  a  gate  to  hold  the  water 
back;  and  it  is  said  by  some  people  that  the  raising  and  lowering  of  the 
water  in  the  pond,  according  to  the  quantity  used,  would  make  it  unhealthy. 
We  wish  to  use  your  reply,  if  necessary,  in  our  report  to  the  coming  town 
meeting,  —  that  is,  if  your  report  is  favorable  to  the  plan.  If  not,  we  will 
not  recommend  it,  and,  as  we  meet  early  in  March,  an  early  reply  will 
greatly  oblige.  .  .  . 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  one  of  its  engineers  and  has  considered  the  information 
presented. 

It  appears  that  the  proposed  reservoir  would  have  an  area  of  nearly 
40  acres  and  a  maximum  depth  of  about  10  feet,  with  steep  banks.  The 
area  to  be  flowed  contains  a  few  bushes  and  trees,  but  is  in  the  main 
cleared  land,  containing  little  swamp  or  meadow. 

Since  the  water  of  the  reservoir  is  to  be  used  for  the  purpose  of  in- 
creasing the  power  on  the  Manhan  River  in  dry  weather,  the  reservoir 
will  doubtless  be  drawn  down  at  times  in  hot  weather,  and  a  considerable 
area  of  its  bottom  exposed.  Under  these  conditions  there  will  doubtless 
be  some  odor  from  it  at  times,  as  there  is  from  most  such  reservoirs 
when  the  bottom  is  exposed  in  summer.  It  is  possible  also  that  algae  of 
certain  kinds  may  grow  in  abundance  in  the  waters  of  this  reservoir, 
and  in  their  decay  give  off  offensive  odors.  These  conditions  are  likely 
to  be  more  objectionable,  since  practically  all  of  the  water  of  the  brook 
above  the  proposed  reservoir  is  used  during  the  summer  for  the  supply 
of  the  town,  and  there  will  be  little  or  no- water  flowing  into  the  reservoir 
in  dry  weather.  The  size  and  the  steepness  of  the  banks  of  the  reservoir 
are  such  that  it  is  unlikely  to  become  a  breeding  place  for  mosquitoes, 
which  cause  the  spread  of  malaria,  unless  drawn  so  low  as  to  leave  a 
shallow  pool  for  a  period  of  several  days;  and  objectionable  conditions 
resulting  from  the  building  of  this  reservoir  and  using  it  as  proposed 
are  likely,  in  the  opinion  of  the  Board,  to  be  confined  to  objectionable 
odors  from  the  causes  mentioned. 

The  reservoir  is  obviously  not  adapted  for  the  storage  of  water  to  he 
used  for  domestic  water  supply,  and  it  is  understood  that  it  is  not  to  be 
so  used. 
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Edqartown. 

Mat  8,  1906. 
To  th9  Edgartoufn  Watsr  Company,  William  M.  Butleb,  Eiq.,  Pr4$ident, 

Gentlemen  :—- The  State  Board  of  Health  received  from  you  on 
April  10,  1906,  the  following  application,  requesting  approval  by  the 
State  Board  of  Health  of  the  location  of  certain  proposed  wells  for  col- 
lecting water  for  the  supply  of  the  village  of  Edgartown,  and  the  con- 
sent of  the  Board  to  the  purchase  or  taking  of  certain  lands  for  pre- 
serving the  quality  of  the  water :  — 

Acting  under  the  provisions  of  chapter  143  of  the  Acts  of  the  Legislature 
of  1906,  application  is  hereby  made  to  your  Board  for  its  consent  to  pur- 
chase or  take  land  at  "Wintucket  Bottom/'  so  called,  at  Edgartown,  Mass., 
for  purposes  of  a  water  supply  for  the  inhabitants  of  said  town  of  Edgar- 
town. 

A  description  of  said  land  accompanies  this  application,  and  also  a  plan 
showing  the  land  described,  entitled,  ''  Edgartown,  Mass.,  Water  Works. 
Plan  of  Wintucket  Bottom  and  land  of  Susan  R.  Beetle;  showing  also  loca- 
tion of  test  wells  and  proposed  supply  wells.  Scale  100  feet  to  1  inch," 
dated  April,  1906,  and  from  the  office  of  Louis  K  Hawes,  civil  and  hydraulic 
engineer,  Boston,  Mass. 

Application  is  also  hereby  made  for  your  approval  of  the  location  of  the 
proposed  supply  wells  or  well  for  collecting  the  water,  where  shown  on 
the  plan  above  mentioned  at  the  location  of  test  well  No.  2,  and  storage 
of  the  water  in  a  covered  stand-pipe  on  Mill  Hill  near  the  village  of 
Edgartown. 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  one  of  its  engineers  and  has  considered  the  plans  and 
report  submitted,  and  the  results  of  analyses  of  samples  of  water  from 
test  weUs  in  this  locality  collected  and  sent  to  the  laboratory  of  the 
Board  by  your  engineer. 

The  results  of  these  analyses  are  much  the  same  as  the  restdts  of 
similar  examinations  of  waters  from  test  wells  in  this  locality  made 
several  years  ago,  and  indicate  that  the  ground  water  in  the  region  is 
of  excellent  quality  for  all  the  purposes  of  a  public  water  supply. 

The  soil  about  the  Wintucket  Bottom  in  which  the  wells  are  located  is 
evidently  coarse  and  porous,  and  the  test  wells  show  that  the  porous  soil 
extends  to  a  considerable  depth. 

The  location  of  the  proposed  wells  appears  to  be  a  satisfactory  one, 
and  there  is  very  little  doubt  that  a  satisfactory  supply  of  water  for 
Edgartown  can  be  obtained  from  the  ground  in  this  region;  but  the 
Board  would  advise  that  when  the  wells  from  which  it  is  proposed  to 
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draw  the  supply  have  been  installed  and  connected  with  the  pumps  a  test 
be  made  by  pumping  from  them  for  a  short  time,  and  that  samples  of 
the  water  be  analyzed,  so  that  the  probable  yield  and  quality  of  the  water 
of  the  wells  may  be  definitely  determined,  and  changes  in  the  system 
made  if  found  necessary. 

The  region  about  the  wells  is  at  present  uninhabited,  and  the  area  of 
land  which  it  is  proposed  to  purchase  or  take,  as  shown  upon  the  plan 
submitted,  for  the  protection  of  the  supply  will  furnish  all  the  protection 
that  appears  to  be  necessary  at  the  present  time. 

The  Board  hereby  consents  to  the  taking  of  the  lands  indicated,  and 
approves  the  general  location  .of  the  proposed  wells,  as  shown  upon  the 
plan  submitted,  entitled:  "Edgartown,  Mass.,  Water  Works.  Plan  of 
Wintucket  Bottom  and  land  of  Susan  R.  Beetle;  showing  also  location 
of  test  wells  and  proposed  supply  wells.  Scale,  100  feet  to  an  inch. 
April,  1906.  From  the  office  of  Louis  E.  Hawes,  civil  and  hydraulic 
engineer,  Boston,  Mass." 

Fall  River. 

Sept.  6,  1906. 
To  the  Hon.  John  T.  Ootjghlin,  Mayor  of  the  City  of  Fall  River. 

Dear  Sir  :  —  A  petition  having  been  received  from  certain  residents 
on  Tower  Street  in  the  city  of  Fall  River,  relative  to  the  necessity  of  the 
extension  of  the  city  water  supply  to  that  street  for  the  use  of  the  inhab- 
itants living  thereon,  the  Board  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  samples  of  the  well  waters  used  in  the  dwell- 
ing houses  on  that  street  to  be  analyzed. 

The  results  of  the  analyses  show  that  these  waters  are  very  badly 
polluted,  and  they  are  likely  to  injure  the  health  of  those  who  use  them 
for  drinking. 

There  appears  to  be  no  practicable  way  by  which  the  residents  in  this 
locality  can  obtain  an  adequate  supply  of  good  water  for  domestic  uses 
unless  the  city  pipes  shall  be  extended  to  this  region ;  and,  in  the  opinion 
of  the  Board,  it  is  advisable,  in  the  interests  of  the  health  of  the  city, 
that  the  city  water  supply  be  extended  to  these  dwellings  as  soon  as 
practicable. 

Falmouth. 

Under  the  provisions  of  section  113  of  chapter  75  of  the  Revised  Laws, 
rules  and  regulations  were  made  by  the  Board  on  March  8,  1906,  for 
preventing  the  pollution  and  securing  the  sanitary  protection  of  the 
waters  of  Long  Pond  and  its  tributaries,  used  by  the  town  of  Falmouth 
as  a  source  of  water  supply. 

Foxborough  (State  Hospital). 

[See  reply  of  Board  on  page  158.] 
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Framikgham  (State  Camp  Ground). 

Mat  22.    1900. 
To  Cftpt   Chxistophkb   Habrisok,   Engineer  Oglcer   Staff  Brigade,   and  John    M    LriTLE, 
Jr.,  Firgt  Lieutenant  and  Ataistant  Surgeon,  Field  Battery  A. 

Gentlemen:  —  In  response  to  your  recent  request  for  copies  of  the 
latest  analyses  of  the  water  supplied  to  South  Framingham,  and  the 
opinion  of  the  Board  as  to  the  desirability  of  its  use  for  the  troops  at 
the  camp  ground,  the  Board  has  caused  an  inspection  to  be  made  of  the 
filter-gallery  from  which  the  supply  is  drawn,  has  examined  the  results 
of  analyses  of  the  water,  and  encloses  herewith  the  results  of  the  most 
recent  analysis. 

The  filter-gallery  is  situated  close  to  Farm  Pond,  near  the  northerly 
part  of  the  village  of  South  Framingham,  and  derives  its  waters  in  part 
by  filtration  through  the  ground  from  the  pond  and  in  part  from  the 
rainfall  on  the  porous  ground  about  it,  which  sinks  into  the  soil  and 
percolates  through  it  to  the  filter-gallery. 

Farm  Pond  appears  to  receive  but  little  direct  pollution,  and  at  the 
present  time  the  water  entering  the  filter-gallery  from  this  source  is 
probably  safe  for  drinking.  The  water  derived  from  the  land  side  is 
evidently  affected  by  pollutions  discharged  upon  or  into  the  ground  in 
the  vicinity;  but  the  nearest  of  these  possible  sources  of  pollution  is 
distant  more  than  400  feet  from  the  filter-gallery,  so  that  the  polluted 
water  entering  the  gallery  from  these  places  must  pass  for  a  long  distance 
through  the  ground,  and  is  likely  to  be  thoroughly  purified. 

The  quality  of  the  water  supplied  from  the  filter-gallery  has  deteri- 
orated, especially  in  the  past  two  years,  as  shown  by  the  increase  in 
organic  matter  and  in  chlorine.  This  increase  is  probably  due  to  the 
proximity  of  three  houses  not  connected  with  a  sewer  and  to  a  camp  of 
laborers  within  460  feet  from  the  filter-gallery;  and,  if  these  sources  of 
probable  pollution  are  not  immediately  removed,  the  Board  would  advise 
obtaining  water  from  a  more  reliable  source. 

JXTLT   6,    1906. 
To  Dr.  William  H.  Divine,  Surgeon  Oeneral,  Maseaehueette. 

Deab  Sir:  —  In  response  to  your  commimication  received  June  23, 
1906,  stating  that  the  next  encampment  at  South  Framingham  will  take 
l^ace  on  July  7,  and  requesting  that  an  analysis  of  the  water  supply 
there  be  made  in  the  mean  time,  the  State  Board  of  Health  has  caused  a 
further  examination  of  the  source  of  supply  of  the  Framingham  Water 
Company  to  be  made  by  one  of  its  engineers  and  a  sample  of  the  water 
to  be  analyzed. 

The  results  of  the  analysis  show  that  no  material  change  has  taken 
place  recently  in  the  quality  of  the  water;  and  an  examination  of  the 
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surroundings  of  the  filter-gallery  from  which  the  supply  is  drawn  shows 
that  the  objectionable  conditions  referred  to  in  the  communication  of 
the  Board  on  May  22  have  not  been  improved. 

Franklin. 

Mat  8.  1906. 
To  th$  FranhUn  Wat^r  Company,  FrankUn,  Mom. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
April  26,  1906,  an  application  for  advice  with  reference  to  a  proposed 
water  supply  for  Franklin,  containing  the  following  outline  of  your 
proposed  plans:  — 

We  propose  to  derive  a  suflBcient  supply  of  water  from  a  system  of  2%- 
inch  or  3-inch  driven  wells,  situated  on  a  triangular  piece  of  land  adjacent 
to  and  west  of  Beaver  Pond,  and  bounded  by  Beaver  Pond,  Mine  Brook  and 
Beaver  Street,  said  wells  to  be  in  the  immediate  vicinity  of  test  wells  already 
driven,  and  from  which  good,  pure  water  is  obtained. 

These  test  wells  show  the  formation  of  the  soil  to  be  clean  white  sand  to  a 
depth  of  20  feet,  a  layer  of  gravel  from  20  feet  to  30  feet,  underlaid  witlr 
another  stratum  of  fine  sand  to  bed  rock,  which  occurs  at  a  depth  of  40  to  50 
feet. 

It  is  proposed  to  sink  these  wells  into  the  layer  of  gravel  at  an  average 
depth  of  30  feet,  and  equip  them  with  Smith  strainers  to  exclude  the  sand; 
the  wells  to  be  connected  up  and  entered  into  a  12-inch  main  which  connects 
with  the  pumps. 

The  Board  has  considered  the  plan  presented,  and  has  caused  the  lo- 
cality to  be  examined  by  its  engineer  and  samples  of  the  water  of  the  test 
wells  to  be  analyzed. 

The  results  of  the  analyses  indicate  tiiat  the  water  at  this  place  is  of 
good  quality  for  the  purposes  of  a  public  water  supply,  and  the  conditions^ 
appear  to  be  favorable  for  obtaining  a  large  quantity  of  water  from  the- 
ground  in  this  region. 

The  Board  would  recommend,  as  the  next  step  in  your  investigations,. 
that  you  cause  additional  wells  to  be  put  in  at  this  place,  and  a  pumping 
test  to  be  made  by  pumping  from  the  wells  with  a  steam  pump  at  a  rate 
of  at  least  300,000  gallons  a  day  for  a  period  of  about  ten  days,  in  order 
to  determine  more  definitely  the  probable  quantity  of  water  obtainable 
from  the  ground  in  this  region,  and  its  probable  quality.  The  Board  will 
assist  you  in  these  investigations  by  making  the  necessary  analyses  of 
the  water,  and  will  give  you  further  advice  when  the  results  of  further 
tests  are  available. 
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Nov.   7.   1906. 
To  tA«  JVonJbttn  Water  Company,  Franklin,  Mat. 

Gentlemen:  —  The  State  Board  of  Health  received  from  yoa  on 
Oct.  25,  1906,  the  following  application  for  advice  as  to  the  use  of  water 
taken  from  wells  northwest  of  Beaver  Pond  for  the  supply  of  the  town 
of  Franklin:  — 

We  have  recently  submitted  samples  of  water  taken  from  the  2-inch  driven 
wdls  situated  on  the  Dorth  side  of  Beaver  Pond,  and  it  is  our  intention,  if 
the  water  is  suitable,  to  supply  it  to  the  town  of  Franklin.  We  herein 
enclose  a  sketch  showing  the  location  of  wells,  pumping  station  and  connec- 
tions. We  have  heretofore  taken  water  direct  from  Beaver  Pond  through  a 
12-inch  cast-iron  suction  main,  laid  in  August,  1904,  as  shown  on  the  sketch 
by  the  red  line.  We  have  now  inserted  a  12-inch  "  Y,"  put  in  two  12-inch 
gates,  and  Qarried  the  12-inch  cast-iron  pipe  line  600  feet  along  the  shore  of 
the  pond,  to  a  point  within  150  feet  of  the  wells.  When  a  suflBcient  number 
of  wells  has  been  driven  to  furnish  600,000  gallons  per  day,  we  wish  to 
connect  said  12-inch  pipe  with  said  wells  and  draw  water  therefrom,  closing 
the  gates  between  the  "Y"  and  the  pond,  and  discontinue  the  use  of  the 
water  from  the  pond  except  in  case  of  fire  or  accident. 

We  submit  these  plans  for  your  consideration,  and  ask  your  advice  con- 
cerning the  same. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
samples  of  water  collected  from  the  test  wells  during  a  pumping  test 
from  October  9  to  October  13  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  drawn  from  the  wells 
is  of  good  quality  for  water-supply  purposes.  The  information  sub- 
mitted to  the  Board  shows  that  the  quantity  of  water  pumped  during  the 
test  amounted  to  somewhat  more  than  400,000  gallons  per  day,  and  that 
the  water  in  test  wells  in  the  neighborhood  was  not  materially  lowered 
while  the  pumping  continued,  indicatirig  that  a  suflScient  supply  of 
water  for  the  present  requirements  of  Franklin  can  be  obtained  from 
the  ground  at  this  place. 

According  to  the  plan  submitted,  it  is  proposed  to  pump  the  water 
from  the  new  wells  with  the  pumps  located  in  the  present  pumping  sta- 
tion by  extending  a  branch  from  the  present  suction  pipe,  which  runs 
into  Beaver  Pond,  to  the  new  wells.  The  suction  pipe  passes  beneath 
Mine  Brook  and  the  marshes  adjacent  thereto,  which  are  flooded  by  the 
polluted  water  of  the  brook;  and,  if  leakage  should  occur  at  any  point 
in  this  pipe  line,  the  polluted  water  of  Mine  Brook  would  enter  the 
supply. 

It  also  appears  to  be  the  intention  to  retain  a  connection  with  Beaver. 
Pond,  so  that  that  source  may  be  used.  In  the  opinion  of  the  Board,  this 
arrangement  is  not  a  desirable  one;  and  the  Board  would  recommend 
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that  the  location  of  the  pumping  station  be  changed  to  the  neighborhood 
of  the  new  wells,  and  that  the  pipe  crossing  the  meadows  and  under  Mine 
Brook  be  used  as  a  force  main,  so  that  there  will  be  no  danger  of  the 
pollution  of  the  water  supply  from  this  cause,  and  that  the  use  of  water 
from  Beaver  Pond  be  permanently  discontinued. 

Franklin  (Well  at  Schoolhouse). 

Oct.  4,   1906. 
To  the  Board  of  Health  of  the  Town  of  Franklin,  G.  A.  Mabtik,  M.D.,  Chairman. 

Gentlemen  :  —  In  response  to  your  request  of  Sept.  10,  1906,  for  an 
examination  of  the  water  of  a  well  in  the  Xason  Street  school  yard,  and 
advice  as  to  its  quality,  the  Board  has  caused  an  examination  of  the  well 
to  be  made  and  a  sample  of  the  water  to  be  anlyzed. 

The  results  of  the  analysis  show  that  the  water  has  been  considerably 
polluted,  and  contains  a  much  larger  quantity  of  organic  matter  than  is 
found  in  good  well  waters;  and,  in  the  opinion  of  the  Board,  the  water 
of  this  well  cannot  be  regarded  as  safe  for  drinking. 

Great  Barrington  (Monument  Mills). 

April  5,   1906. 
Mr.  T.  Ellis  Ramsdell,  Agent,  Monument  Mills,  Housatonic,  Mosb. 

Dear  Sir:  —  In  response  to  your  request  of  Feb.  19,  1906,  for  an 
examination  of  the  water  of  a  deep  tubular  "well  on  the  premises  of  the 
Monument  Mills  near  the  Housatonic  River  in  Great  Barrington,  and 
advice  as  to  its  quality,  the  Board  has  caused  the  locality  to  be  examined 
by  one  of  its  engineers  and  a  sample  of  the  water  to  be  analyzed. 

From  the  information  submitted  to  the  Board  it  appears  that  the  well 
in  question  is  a  flowing  tubular  well,  8  inches  in  diameter  and  about  503  ' 
feet  in  depth,  located  on  an  island  in  the  river.  A  sewer  passes  within  a 
few  feet  of  the  well,  and  there  are  several  vaults  and  cesspools  at  no 
great  distance,  but  at  a  lower  level  than  the  sources  from  which  the  water 
at  present  comes. 

The  results  of  an  analysis  of  the  water  show  that,  while  it  is  somewhat 
hard,  it  is  clear,  colorless  and  odorless,  and  has  the  general  character- 
istics of  an  unpolluted  groimd  water  of  this  region;  and  in  the  state  in 
which  it  was  foimd  at  this  time  the  water  is  safe  for  drinking. 

It  is  possible  that  the  quality  of  the  water  may  be  somewhat  different 
at  other  seasons  of  the  year,  but  there  is  no  indication  that  the  water 
would  be  objectionable.  If,  however,  the  well  should  be  connected  di- 
rectly with  a  pump  and  the  level  of  the  water  lowered,  a  material  change 
.  might  take  place  in  its  qualit}' ;  and  if  water  is  to  be  drawn  from  the 
well  in  this  "way,  it  should  not  be  used  for  drinking  until  it  has  been 
analyzed  and  its  safety  for  such  use  ascertained. 


Digitized  by  LjOOQ IC 


No.  34.]        ADVICE  TO  CITIES   AND  TOWNS.  n 


Hadley  (Hadley  Water  Supply  District). 

Apbil  5,    1906. 

To  Messrs.  F.  H.   Smith,  A.  W.  Hubd  and  E.  J.  Aldrich,   Water  CommUtionert,  Eadley 

Water  Supply  DUtrict. 

Gentlemen  :  — The  State  Board  of  Health  has  considered  your  ap- 
plication received  Feb.  12,  1906,  requesting  the  approval  by  this  Board 
of  the  taking  of  certain  additional  sources  of  water  supply  under  the 
provisions  of  chapter  146  of  the  Acts  of  the  year  1905,  the  sources  men- 
tioned beiiig:  (1)  the  stream  qn  which  the  present  reservoir  is  situated, 
but  at  a  point  about  a  quarter  of  a  mile  below  the  reservoir;  and  (2) 
Shingle  Mill  Brook,  at  a  point  about  three-quarters  of  a  mile  above  its 
jimction  with  Harts  Brook,  and  at  approximately  the  same  level  at 
which  it  is  proposed  to  take  the  water  from  the  stream  on 'which  the 
present  reservoir  is  situated.  The  points  of  taking  are  indicated  upon  a 
plan  accompan}ing  your  petition,  and  are  described  in  a  communica- 
tion from  your  engineer  submitted  therewith. 

The  Board  has  caused  the  present  and  proposed  new  sources  of  water 
supply  to  be  examined  by  one  of  its  engineers  and  has  considered  the 
plans  presented. 

It  appears  that,  on  account  of  the  loss  of  water  by  leakage  from  the 
reservoir  from  which  the  present  supply  is  drawn,  there  is  a  doubt  as  to 
whether  the  present  source  will  yield  enough  water  for  present  require- 
ments, especially  in  view  of  the  possible  enlargement  of  the  district ;  but 
it  does  not  appear  that  the  limits  of  the  district  are  to  be  extended  dur- 
ing the  year,  nor  does  the  evidence  as  to  the  yield  of  the  present  source 
show  that  it  will  be  insufficient  for  the  supply  of  the  district  at  all  times. 

The  proposed  new  sources  of  supply  are  at  a  considerably  lower  level 
than  the  present  reservoir,  and,  if  they  should  be  used,  the  pressure  in 
the  water  pipes  of  the  district  would  be  considerably  diminished.  It  is 
not  unlikely,  moreover,  that  if  there  is  a  serious  leakage  from  the  present 
reservoir  it  can  be  prevented  at  much  less  expense  than  would  be  required 
to  extend  the  works  by  taking  other  sources  of  supply. 

Considering  the  circumstances,  the  Board  does  not  at  the  present  time 
approve  the  proposed  takings,  but  would  advise  that  further  observations 
be  made  as  to  the  quantity  of  water  used  by  the  district  and  the  yield  of 
the  present  source ;  and  that,  if  it  is  found  that  a  large  quantity  of  water 
is  now  being  lost  by  leakage,  a  careful  investigation  be  made,  to  deter- 
mine the  practicability  of  preventing  the  excessive  waste  of  water  in  this 
way.  When  the  results  of  these  investigations  are  available,  the  Board 
will  advise  you  as  to  the  most  appropriate  method  of  enlarging  your 
water  supply  if  a  larger  supply  shall  be  found  necessary. 
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Haverhill  (Island  Park  Box  Factory). 

ApbiIj  5,  1906. 
To  th€  Board  of  Health  of  the  City  of  HaverhUl. 

'Gentlemen  :  —  In  response  to  your  communication  requesting  an  ex- 
amination of  the  water  of  a  well  used  to  supply  drinking  water  in  the 
Island  Park  Box  Factory  and  dwelling  houses  in  its  neighborhood,  the 
State  Board  of  Health  has  caused  the  well  and  its  surroundings  to  be 
examined  by  one  of  its  engineers  and  several  samples  of  its  water  to  be 
analyzed  during  the  past  winter. 

The  results  of  the  analyses  show  that  the  water  has  at  some  time  been 
considerably  polluted,  and  that  it  contains  more  organic  matter  than  is 
found  in  good  well  waters.  The  well  is  uncovered  and  exposed  to  pollu- 
tion by  surface  water,  and  under  existing  conditions  is  not  a  safe  source 
of  drinking  water.  The  Board  is  of  the  opinion,  however,  that,  if  the 
curbing  of  the  well  should  be  carried  above  the  ground  and  made  tight 
for  a  considerable  distance  below  the  surface,  so  as  to  exclude  surface 
water,  and  the  well  should  be  covered  to  prevent  polluting  matters  from 
falling  or  being  thrown  into  it,  the  water  might  safely  be  used  for 
drinking. 

HOLYOKE. 

Feb.  1,   1906. 
To  the  Board  of  Water  CommUeionere  of  the  City  of  Holyoke,  Mr.  A.  E.  Pickup,  Beffistrar. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication requesting  an  examination  of  several  groups  of  buildings  on 
the  water-shed  of  Ashley  Lake,  your  principal  source  of  water  supply, 
and  information  as  to  whether  they  are  dangerous  from  a  sanitary  stand- 
point, and  has  caused  the  locality  to  be  examined  by  one  of  its  engineers. 

Prom  this  examination  it  appears  that  the  land  around  Ashley  Lake 
is  largely  controlled  by  the  city  of  Holyoke,  and  contains  no  serious 
sources  of  pollution ;  but  near  the  northerly  end  of  the  water-shed  of  one 
of  its  tributaries,  known  as  Tannery  Brook,  there  are  several  groups  of 
farm  buildings,  and  in  the  water-sl\ed  of  Bray  Brook  there  are  a  farm- 
house and  group  of  outbuildings  and  a  club  house  and  picnic  grounds, 
drainage  from  which  must  find  its  way  directly  or  indirectly  into  the 
streams. 

There  was  no  evidence  at  the  time  this  examination  was  made  that  the 
streams  were  being  polluted  from  the  farm  buildings ;  but  the  club  house 
and  picnic  grounds  are  located  on  a  steep  hillside,  and  there  appears  to 
be  much  danger  that  polluting  matter  deposited  upon  or  in  the  ground 
at  this  place  may  enter  the  brook.  The  purity  of  the  water  of  this  water- 
shed can  be  protected  by  the  enforcement  of  suitable  sanitary  rules  and 
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regulations;  and  the  Board  would  recommend  that  you  secure  the  adop- 
tion of  such  regulations,  and  make  provision  for  their  thorough  enforce- 
ment.   The  Board  will  make  the  necessary  rules,  if  you  so  request. 

HoLYOKE  (Well  at  Schoolhoube). 

Dio.   0,   1900. 
To  tks  Board  of  PubUe  Works  of  tho  City  of  Bolyoks. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of  a 
well  used  as  a  source  of  water  supply  for  the  West  Holyoke  school  build- 
ing, and  advice  as  to  its  quality,  the  State  Board  of  Health  has  caused 
the  weU  and  its  surroundings  to  b^  examined  and  a  sample  of  the  water 
to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  of  this  well  is  at  the 
present  time  unpolluted  and  safe  for  drinking.  Should  additional  build- 
ings be  constructed  in  the  region  about  the  well,  the  water  should  be 
examined  from  time  to  time,  so  that  any  deterioration  may  be  noted  and 
the  use  of  the  well  be  discontinued  if  the  quality  of  the  water  should 
deteriorate. 

Lawrence  (Wood  Worsted  Mills). 

Juki   7,    1900. 
To  Mr.  B.  P.  Smith.  Jr.,  Tretuurer,  Wood  Worhied  MHU,  Boston,  Mass. 

Dear  Sir  :  —  In  response  to  your  request  received  May  18,  1906,  for 
advice  as  to  the  quality  of  the  water  of  a  certain  well  which  it  is  pro- 
posed to  use  as  a  source  of  water  supply  for  the  Wood  Worsted  Mills  in 
Lawrence,  the  Board  has  caused  the  well  to  be  examined  by  one  of  its 
engineers,  who  reports  that  it  is  not  yet  completed,  and  that  it  is  im- 
practicable to  obtain  a  sample  of  its  water. 

A  sample  sent  in  by  you  recently  from  this  source  contained  foreign 
matter,  which  evidently  aflfected  its  quality  unfavorably. 

When  the  well  has  been  completed,  and  enough  water  pumped  from  it 
to  clear  the  water  of  foreign  matter,  the  Board  will  cause  it, to  be  exam- 
ined, if  you  so  request. 

Lincoln. 

Apbil  6,  1906. 
To  the  Committee  on  Claims  of  the  Town  of  Lincoln. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  29,  1906,  the  following  communication  for  advice  with  regard  to 
the  suflSciency  of  the  water  supply  of  Sandy  Pond  for  the  requirements 
of  the  towns  of  Lincoln  and  Concord :  — 

The  towns  of  Lincoln  and  Concord  both  take  their  water  supply  from 
Sandy  Pond,  which  is  situated  in  Lincoln.  The  statute  under  which  this  is 
done  (Acts  of  1872,  chapter  188,  section  11)  provides  that,  if  the  water  of 
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said  pond  shall  prove  insufficient  for  both,  the  town  of  Lincohi  shall  be  first 
supplied. 

The  water  conunissioners  of  the  town  of  Lincoln  are  of  the  opinion  that 
the  condition  of  Sandy  Pond  is  such  that  the  supply  of  that  town  will  be 
endangered  if  Concord  continues  to  draw  therefrom;  and  they  have  re- 
quested the  committee  on  claims  of  the  town  to  take  necessary  steps  to  secure 
the  sufficiency  of  the  town's  supply. 

The  committee  on  claims,  therefore,  request  that  your  board  will  advise 
them  with  regard  to  the  sufficiency  of  this  water  supply,  especially  with 
reference  to  the  existing  and  future  needs  of  the  town  of  Lincoln  and  of  the 
town  of  Concord. 

It  appears  that  observations  have  been  made  from  time  to  time  of 
the  height  of  water  in  Sandy  Pond,  and  that  a  record  has  been  kept  in 
recent  years  of  the  quantity  of  water  pumped  for  the  supply  of  the  town- 
of  Lincoln,  but  that  no  records  have  been  kept  of  the  quantity  used  by 
the  town  of  Concord.  The  results  of  surveys  are  available  which  show 
the  area  of  the  pond  and  its  capacity  above  the  level  of  the  bottom  of  the 
intake  pipe  of  the  to\vn  of  Concord,  which  is  apparently  about  7  feet 
below  the  present  level  of  f  uU  pond. 

Taking  the  area  and  capacity  of  the  pond  and  the  area  of  the  water- 
shed, as  shown  by  these  surveys,  and  calculating  the  quantity  of  water 
used  from  the  pond  in  various  periods,  it  appears  that  the  quantity  of 
water  now  being  drawn  from  the  pond  is  approximately  equal  to  its 
yield  under  present  conditions  in  a  series  of  very  dry  years ;  and  that,  in 
order  to  obtain  this  quantity  in  a  very  dry  period,  it  will  be  unnecessary 
to  draw  the  pond  down  to  a  level  more  than  about  7  feet  below  the 
present  level  of  full  pond. 

Below  this  level,  however,  there  is  still  a  large  quantity  of  water  stored 
which  could  be  made  available  for  the  use  of  the  towns  at  comparatively 
small  expense,  by  extending  the  intake  pipe  of  the  town  of  Lincoln  into 
deeper  water,  and  by  providing  a  temporary  pump  to  pump  into  the 
supply  mains  of  the  town  of  Concord,  as  has  been  done  in  other  places 
under  similar  circumstances.  The  Board  is  unable  to  find  any  evidence 
that  a  limit  has  been  established  or  agreed  upon  below  which  the  water 
may  not  be  drawn  down ;  and  if  this  is  the  fact,  the  towns  might  still  go 
on  using  water  from  the  pond  at  approximately  the  present  rate  for 
several  years,  even  if  there  should  occur  a  series  of  years  as  dry  as  any 
of  which  we  have  record,  before  the  supply  would  become  exhausted. 

The  quantity  of  water  drawn  from  Sandy  Pond  by  each  of  the  towng 
appears  to  be  excessive,  and  the  Board  would  advise  that  an  examination 
be  made  to  determine  how  much  water,  if  any,  is  lost  by  leakage  from 
the  pipe  systems,  in  order  that  such  losses  may  be  prevented.    It  is  not 
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essential,  in  the  opinion  of  the  Board,  that  the  use  of  water  from  the 
pond  be  immediately  restricted;  but  the  Board  would  advise  that  means 
be  provided  as  soon  as  practicable  for  measuring  with  reasonable  ac- 
curacy all  of  the  water  drawn  or  discharged  from  Sandy  Pond,  and  that 
observations  be  made  of  the  height  of  water,  so  that  its  yield  and  ca- 
pacity can  be  determined  and  the  use  of  water  from  the  pond  restricted 
to  the  amount  that  it  is  capable  of  supphing  continuously. 

The  rules  and  regulations  adopted  by  the  Board  on  Sept.  3,  1903,  for 
the  sanitary  protection  of  the  water  supply  of  the  town  of  Lincoln,  were 
amended  by  the  Board  on  Dec.  6,  1906,  so  as  to  provide  for  the  regula- 
tion of  boating,  fishing,  ice  cutting,  etc.,  thereafter  by  the  State  Board  of 
Health,  instead  of  the  local  water  board. 

Lynx. 

Fbb.    1,    1906. 
To  Mr.  Welliaic  B.  Littlefield,  President,  Lynn  Public  Water  Board,  Lynn,  Ma*8. 

Dear  Sir:  —  The  State  Board  of  Health  received  from  you  on  Jan.  1, 
1906,  the  following  communication  relative  to  certain  proposed  changes 
in  the  Lynn  water  supply :  — 

The  LjTin  Public  Water  Board  hereby  makes  application  to  the  State  Board 
of  Health  for  its  approval  to  lay  pipe  or  couduit  from  Montrose  (where 
we  tap  Saugus  River  for  a  portion  of  our  supply)  to  Beaver  Dam  Brook, 
also  connect  with  Fillings  Pond  and  discontinue  the  use  of  Saugus  River 
as  a  supply.  It  is  our  purpose  in  the  future  to  extend  the  proposed  line  of 
pipe  to  the  Ipswich  River  for  an  additional  supply,  which  right  was  granted 
to  Lynn  by  the  Legislature  in  the  year  1901. 

The  Board,  in  a  communication  to  your  board,  Nov.  5,  1903,  with 
reference  to  the  protection  of  the  purity  of  your  sources  of  water  supply, 
has  already  ad\dsed  you  to  make  changes  such  as  the  first  proposed  in 
the  above  application,  the  portion  of  that  communication  relating  to 
this  matter  being  as  follows:  — 

There  are  portions  of  the  water-shed  above  Montrose  which  are  com- 
paratively sparsely  populated,  and  from  which  it  appears  to  be  practicable 
to  secure  water  which  would  be  safe  for  drinking,  if  rules  for  the  sanitary 
protection  of  the  water  should  be  enforced.  These  areas  include  the  water- 
sheds of  Beaver  Brook  and  Pillings  Pond ;  and,  judging  from  the  State  map, 
it  may  be  practicable  to  extend  a  conduit  from  the  neighborhood  of  your 
present  intake  on  the  Saugus  River  along  the  northwesterly  side  of  that 
stream,  so  as  to  mtercept  the  waters  of  these  sources;  and,  if  it  is  neces- 
sary to  use  water  from  the  Saugus  River  water-shed  above  Montrose,  the 
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water  of  these  portions  only  should  be  used,  and  the  polluted  waters  flowing 
in  the  main  stream  at  your  present  intake  should  be  excluded.  It  is  also 
possible  to  purify  the  water  of  the  river  by  filtration  through  sand. 

In  the  opinion  of  the  Board,  the  use  of  the  Saugus  River  as  a  source  of 
water  supply,  as  at  present,  constitutes  a  great  danger  to  the  health  of  the 
inhabitants  of  the  city  of  Lynn,  and  the  use  of  this  source  in  its  present 
condition  should  be  discontinued  immediately. 

No  plans  of  the  pipe  line  or  conduit  now  proposed  have  been  pre- 
sented, and  the  Board  will  be  unable  to  give  you  further  advice  as  to 
the  proposed  changes  until  further  information  is  presented. 

Regarding  the  proposed  plan  of  taking  water  from  the  Ipswich  River, 
the  Board  will  give  you  such  advice  as  it  can  in  the  matter,  if  you  wiU 
submit  your  plans. 

Lynn  (Spking  near  Sterung  Street). 

Jttlt    5.    1906. 
To  the  Board  of  Health  of  the  City  of  Lynn,  Mr.  Gustavtjs  A.  Badqsr,  Clerk. 

Gentlemen:  —  In  response  to  your  request,  received  June  20,  1906, 
for  an  examination  of  a  spring  near  Sterling  Street  in  Lynn,  from  which 
water  is  sold  to  the  public  for  drinking,  the  State  Board  of  Health  has 
caused  the  spring  and  its  surroundings  to  be  examined  and  has  analyzed 
a  sample  of  the  water  collected  by  you  and  sent  to  this  oflBce  June  26. 

The  results  of  the  analysis  show  that  the  water  contains  a  larger 
quantity  of  organic  matter  than  is  found  in  good  spring  waters,  and 
there  are  evidences  that  part  at  least  of  the  water  entering  the  spring 
has  been  polluted,  though  subsequently  well  purified  in  its  passage 
through  the  ground  before  entering  the  spring.  Under  the  circum- 
stances, there  is  doubt  as  to  the  safety  of  this  water  for  drinking.  The 
excess  of  organic  matter  may  be  due  to  the  exposure  of  the  water  to  light 
in  the  basin  from  which  the  sample  was  taken ;  but  it  is  probable  that,  if 
the  spring  were  walled  up  and  covered  so  as  to  prevent  effectively  the 
entrance  of  surface  water  and  to  exclude  light,  the  water  of  this  source 
might  safely  be  used  for  drinking. 

If  these  changes  shall  be  made,  the  Board  will  make  a  further  exam- 
ination, if  you  so  request. 

Lynn  (Springs). 

Oct.  4,   1906. 
To  the  Board  of  Health  of  the  City  of  Lynn. 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
various  springs  in  Lynn  from  which  water  is  distributed  for  drinking, 
and  advice  as  to  the  quality  of  their  waters,  the  Board  has  caused  five 
springs  indicated  by  you,  viz.,  the  Moose  Hill,  Electric,  Sterling  Street, 
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Graham  and  Pocahontas  springs^  so  called^  to  be  examined  and  samples 
of  their  waters  to  be  analyzed. 

The  Moose  Hill  Spring  is  situated  in  a  densely  populated  neighbor- 
hood, and  its  waters  are  highly  polluted.  The  Board  would  advise  that 
measures  be  taken  to  prevent  tiie  further  use  of  this  water  for  drinking. 

The  Graham  Spring  also  shows  evidence  of  very  serious  pollution, 
caused  doubtless  by  the  group  of  buildings  on  the  slope  above  it.  The 
Board  would  advise  that  the  further  use  of  water  from  this  spring  for 
drinking  should  be  discontinued. 

The  quality  of  the  water  of  the  Electric  Spring  has  not  apparently 
changed  from  its  condition  when  examined  in  1900,  and  in  its  present 
state  the  water  of  this  spring  is  probably  safe  for  drinking.  The  Board 
would  advise,  however,  that  the  water  be  examined  from  time  to  time, 
in  order  that  the  use  of  the  spring  may  be  discontinued  if  the  quality  of 
the  water  should  deteriorate. 

The  water  of  the  Sterling  Street  Spring  is,  on  the  whole,  of  somewhat 
better  quality  than  when  examined  last  June,  and  is  probably  in  its 
present  state  safe  for  drinking.  This  water  should  also  be  examined 
from  time  to  time,  in  order  that  the  use  of  the  spring  may  be  discontinued 
if  the  quality  of  the  water  should  deteriorate. 

The  conditionB  affecting  the  Pocahontas  Spring,  so  called,  located 
near  Lowell  Street  in  Lynnfield,  do  not  appear  to  have  changed  since 
the  examination  made  by  the  Board  in  1902,  when  the  following  advice 
was  given  as  to  the  quality  of  the  water :  — 

The  results  of  the  analysis  show  that  the  water  is  of  good  quality  for 
drinking,  and  an  examination  of  the  surroundings  shows  that  there  are  no 
buildings  on  the  water-shed  of  the  spring  which  would  be  liable  to  affect  the 
quality  of  its  water. 

In  the  opinion  of  the  Board,  this  spring,  under  present  conditions,  is  a 
safe  source  of  drinking  water  supply. 

Manchester. 

Fkb.   1,   1900. 
f«  tk€  Board  of  Water  CommisHonert   of  the  Town  of  Manchester,  Mtun.   Nathan   P. 
Mkldbttm,  Jatfbky  T.  STAKi.rr  and  Fbxdxriok  J.  MwtBn.T.. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  2, 1906,  an  application  for  advice  with  reference  to  a  proposed  addi- 
tional water  supply  for  the  town  of  Manchester,  to  be  taken  from  wells 
in  the  Beaver  Dam  meadow  near  Sawmill  Brook,  about  one  mile  above 
your  present  pumping  station,  containing  a  statement  of  the  need  of  an 
additional  supply,  the  sources  investigated,  and  an  outline  of  a  proposed 
plan  of  obtaining  an  additional  supply  for  the  town  from  the  source 
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indicated.  The  results  of  experiments  upon  the  purification  of  the 
water,  which,  though  taken  from  an  uninhabited  region  and  unaffected 
by  sewage  pollution,  contains  an  excessive  quantity  of  iron,  which  would 
make  it  very  objectionable  for  many  uses,  are  also  described;  but  you 
state  that  these  experiments  have  not  been  carried  far  enough  to  deter- 
mine whether  or  not  sand  filtration  will  remove  the  excess  of  iron. 

The  plan  now  proposed  is  shown  on  the  drawings  submitted  with  the 
application,  and  is  described  therein  as  follows :  — 

The  proposed  plant  will  consist  of  about  twenty-five  driven  wells,  2^^ 
inches  in  diameter,  connected  to  a  suction  main  (probably  16  inches  in  diam- 
eter, to  provide  for  future  extensions  of  the  system),  which  will  be  laid 
about  10  feet  below  the  surface  of  the  meadows,  and  into  which  the  wells 
will  discharge  by  gravity,  for  the  present  at  least. 

The  16-inch  suction  pipe  will  be  laid  with  a  slightly  rising  grade  to  the 
Beaver  Dam,  where  an  air-chamber  will  be  placed  and  connected  with  a  main 
from  Beaver  Dam  to  the  present  pumping  station.  This  main  will  be  laid 
on  a  falling  grade  to  the  pumping  station,  and  will  have  a  total  fall  from 
the  bottom  of  the  suction  main  of  the  well  system  to  the  surface  of  the 
ground  of  the  present  dug  well  of  about  19  feet. 

It  is  proposed  to  make  this  main,  which  will  be  4,600  feet  long,  14  inches 
in  diameter.  .  .  . 

There  is  a  possible  supply  of  ground  water  in  the  Beaver  Dam  meadow, 
which,  judging  by  the  results  obtained  in  preliminary  test  wells  and  by  the 
area  and  character  of  the  water-shed  and  meadows,  is  capable  of  furnishing 
an  abundant  supply  for  the  prospective  needs  of  Manchester.  The  water, 
however,  as  shown  by  analyses  of  samples  pumped  from  the  wells,  has  an 
excess  of  iron,  which  precludes  its  use  imless  the  iron  is  removed  by  filtra- 
tion or  some  other  treatment.  .  .  . 

If  the  Beaver  Dam  meadow  is  the  only  available  source  for  an  additional 
supply,  it  is  evident  that  it  must  finally  be  adopted,  and  the  iron  removed 
in  some  way.  This  has  been  done  in  other  places,  and,  while  some  method 
more  expensive  than  plain  sand  filtration  may  be  necessary,  it  is  certain  that 
it  can  be  done,  and,  under  the  conditions  prevailing  here,  must  be  done. 

It  is,  therefore,  proposed  that  an  appropriation  be  made  sufficient  to  put 
in  a  plant  of  limited  extent,  comprising  a  sufficient  number  of  wells  for 
present  needs  in  the  case  of  a  dry  year,  and  a  pipe  line  to  the  present  pump- 
ing station;  that  the  plant  be  installed  as  early  in  tl^e  season  as  possible; 
also,  that  the  filtration  experiments  be  renewed  and  carried  on  (in  connec- 
tion with  other  types  of  experimental  treatment,  if  such  seem  desirable) 
until  it  is  deteimined  what  kind  of  treatment  is  necessary  to  remove  the  iron 
from  the  water.  In  the  mean  time,  if  there  is  a  shortage  of  water  in  the 
present  supply,  the  new  plant  can  be  used  to  supplement  it. 

In  the  first  year  in  which  it  will  be  necessary  to  use  the  new  plant  but  a 
small  proportion  of  the  entire  consumption  of  water  will  be  supplied  from  it; 
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and  the  dilution  with  the  present  supply  will  be  so  great  that  the  iron  in  the 
wata-  from  the  new  supply,  even  if  the  latter  is  used  without  filtration,  will 
not  cause  trouble. 

The  new  plant  will  be  so  arranged  that  the  water  can  be  thoroughly  mixed 
with  that  of  the  present  supply,  and  the  quantity  admitted  perfectly  con- 
trolled to  meet  the  absolute  needs. 

It  is  estimated  that  the  cost  of  the  plant  required  at  present  will  be  from 
$30,000  to  $35,000,  dependent  largely  upon  the  location  of  the  initial  lot  of 
wells. 

If  further  experiments  upon  the  treatment  of  the  water  to  remove  the  iron 
are  postponed  until  the  new  plant  is  installed,  an  excellent  opportunity  will 
be  afforded  for  such  treatment,  as  the  water  would  then  be  more  nearly  what 
may  be  expected  than  that  taken  from  a  single  well,  as  now;  and  it  would 
be  delivered  at  or  near  the  present  pumping  station  by  gravity,  with  suffi- 
cient head  to  permit  of  its  most  convenient  use. 

In  this  plan  submitted  for  your  advice  it  is,  therefore,  proposed  to  install 
the  plant  substantially  as  described  above,  and  to  make  further  experiments 
to  detennine  the  best  treatment  of  the  water  to  remove  the  iron,  the  experi- 
ments to  be  begun  either  as  soon  as  the  weather  is  suitable  in  the  spring,  or 
npon  the  installation  of  the  plant.  The  latter  plan  will  be  much  less  expen- 
sive, and  will  treat  the  same  water  which  it  is  proposed  to  use;  while,  if  the 
present  experiments  are  renewed,  the  water  will  be  that  from  one  location 
only. 

It  is  proposed,  if  authority  is  given,  to  install  the  well  plant  very  early 
in  the  season,  which  will  give  an  opportunity  to  make  the  experiments  on 
the  treatment  of  the  water  during  the  season  of  1906.  There  will  be  nothing 
to  prevent  their  being  continued  into  the  winter,  if  necessary,  as  they  can 
be  made  in  a  warm  place  at  or  near  the  present  pumping  station,  with  a 
minimum  of  expense  for  attendance. 

The  Board  has  caused  the  proposed  source  of  supply  to  be  examined 
by  its  engineer,  has  considered  the  probable  requirements  of  the  town  of 
Manchester  as  to  water  supply,  and  has  examined  the  plan  submitted 
and  the  results  of  the  experiments  upon  the  purification  of  the  water. 

While  there  has  not  been  a  material  increase  in  the  use  of  water  since 
the  last  addition  to  the  sources  of  supply  was  made  by  driving  wells  near 
the  pumping  station  about  four  years  ago,  the  yield  of  the  present 
sources  is  evidently  insufficient  for  the  requirements  of  the  town  in  a 
dry  season,  and  an  additional  supply  is  necessary. 

Several  localities  in  and  about  Manchester  have  been  investigated, 
and  tests  made  to  determine  the  practicability  of  obtaining  therefrom  a 
suitable  additional  water  supply  for  the  town;  but  none  has  been  found 
which  appears  to  be  capable  of  furnishing  an  adequate  quantity  of  good 
water.    The  conditions  for  obtaining  a  large  additional  supply  from  the 
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source  now  selected  —  the  ground  in  the  Beaver  Dam  meadow  about  a 
mile  above  the  present  pumping  station  —  are  favorable,  in  that  the 
tubular  test  wells  driven  in  tiiis  region  penetrated  a  stratum  of  coarse 
sand  and  gravel  of  considerable  depth,  from  which  water  can  be  drawn 
freely  when  pumping  with  a  hand  pump;  but  the  water  is  affected  by 
the  presence  of  an  excessive  quantity  of  iron,  which  would  make  it  very 
objectionable  for  many  domestic  uses.  The  region  in  which  the  wells 
are  located  is  uninhabited,  and  the  water  is  unaffected  by  sewage  pollu- 
tion, and,  if  freed  from  the  excess  of  iron,  would  doubtless  be  satisfac- 
tory for  all  domestic  purposes. 

The  experiments  upon  the  purification  of  this  water  were  begun  in 
October  last  and  continued  until  the  end  of  December.  Four  filters  were 
used  in  these  experiments,  as  described  in  your  application,  and  water 
was  obtained  from  one  of  the  tubular  test  wells  previously  driven,  known 
as  well  No.  1. 

The  quantity  of  iron  in  the  eflluent  of  the  various  filters  varied  some- 
what at  different  times,  but,  on  the  whole,  increased  quite  constantly  up 
to  the  end  of  the  test. 

The  quantity  of  iron  present  in  the  water  of  the  various  wells  in 
Beaver  Dam  meadow,  which  were  driven  several  years  ago  and  most  of 
which  have  been  flowing  for  four  years,  has  been  found  to  vary  consid- 
erably from  time  to  time;  and,  upon  comparing  the  average  quantity  of 
iron  present  in  the  waters  of  the  different  wells  at  various  times,  it  is 
found  that  the  water  of  well  No.  1,  used  as  the  source  of  supply  in  these 
experiments,  has  contained  less  iron  than  is  found  in  the  water  of  four 
of  the  other  wells  in  this  region,  and  about  the  same  quantity  as  that 
usually  found  in  the  water  of  a  fifth  well.  It  is  probable,  judging  from 
these  results,  that  the  quantity  of  iron  present  in  the  ground  water  in 
this  meadow  is  greater,  on  the  average,  than  in  the  water  of  the  well 
used  in  these  experiments. 

The  results  of  examinations  of  ground  waters  containing  an  excessive 
quantity  of  iron  have  shown  that  the  quantity  of  iron  tends  to  increase 
with  the  continued  use  of  the  source,  and  the  quantity  of  organic  matter 
in  the  water  also  increases.  Moreover,  waters  containing  an  excessive 
quantity  of  iron  have  been  found  to  vary  greatly  in  character  at  different 
seasons  of  the  year,  and  methods  that  have  been  found  adequate  for  the 
purification  of  the  water  at  one  time  have  been  found  to  be  imsuccessful 
at  another.  Some  waters  containing  an  excessive  quantity  of  iron  have 
been  found  very  difficult  to  purify  by  any  method. 

Considering  the  unsatisfactory  character  of  the  results  of  the  tests 
thus  far  made,  it  is  essential,  in  the  opinion  of  the  Board,  that  further 
and  more  thorough  tests  be  made  before  the  practicability  of  purifying 
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this  water  can  be  ascertained  or  the  methods  necessary  for  its  successful 
purification  can  be  determined  with  certainty. 

There  is,  furthermore,  always  an  uncertainty  as  to  the  probable  yield 
of  a  ground-water  source  such  as  this,  and  a  more  thorough  test  is 
necessary  before  its  approximate  yield  can  be  determined. 

In  yiew  of  the  probable  cost  of  the  works  necessary  for  collecting  the 
water  and  conveying  it  to  the  present  pumping  station,  as  stated  in  the 
application,  the  uncertainty  as  to  the  yield  of  the  source  and  especially 
as  to  the  practicability  of  purifying  the  water  satisfactorily,  and  the  lack 
of  information  as  to  the  character  and  cost  of  works  which  may  be 
necessary  therefor,  the  Board  does  not  advise  that  the  works  be  con- 
structed for  conveying  this  water  to  the  pumping  station  at  the  present 
time,  but  would  alvise  that  further  tests  be  made,  to  determine  the 
probable  yield  of  the  source  and  the  means  necessary  for  the  purification 
of  the  water. 

These  further  investigations  should  be  made  under  the  direction  of 
your  engineer,  and  the  Board  will  assist  you  by  making  all  the  necessary 
analyses  of  samples  of  water,  and  will  give  you  further  advice  when  the 
results  of  further  investigations  are  available. 

Mabblehead. 

Auo.  2,  1900. 
To  tk4  So^rd  of  Water  CommUMonen  of  the  Tovm  of  Marblehead, 

Gentlemen  :  —  In  accordance  with  the  request  of  a  member  of  your 
board  for  information  as  to  the  cause  of  the  objectionable  condition  of 
the  water  supplied  to  Marblehead,  and  advice  as  to  a  remedy  therefor, 
the  Board  has  caused  the  sources  of  supply  and  their  surroundings  to  be 
examined  by  its  engineer  and  has  considered  the  results  of  the  analyses 
of  water  from  these  sources  made  during  the  present  and  previous  years. 

These  results  show  that  this  water  contains  at  all  times  such  an  ex- 
cessive quantity  of  iron  as  to  make  the  water  unfit  for  many  domestic 
uses.  The  analyses  also  show  that  there  has  been  very  recently  a  marked 
increase  in  the  quantity  of  chlorine  present  in  the  water. 

Experiments  upon  the  purification  of  this  water  made  eight  years  ago 
showed  that,  as  its  condition  was  at  that  time,  it  could  be  thoroughly 
purified  and  made  satisfactory  for  all  domestic  uses  by  aeration  and 
subsequent  filtration  through  sand.  There  were  indications  at  that  time, 
however,  that  the  supply  of  water  was  limited;  and  since  that  time  the 
quantity  of  water  used  has  greatly  increased,  and  it  has  become  evident 
that  the  capacity  of  the  works  is  insufficient  for  the  requirements  of  the 
town  in  a  dry  season. 

Under  these  conditions,  the  question  of  the  best  method  of  increasing 


Digitized  by  LjOOQ IC 


102  STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 

the  water  supply  has  become  of  the  greatest  importance,  and,  in  the 
opinion  of  the  Board,  should  be  given  immediate  consideration. 

It  is  very  doubtful,  in  the  opinion  of  the  Board,  whether  a  sufficient 
additional  supply  of  water  of  suitable  quality  for  water-supply  purposes 
can  be  obtained  within  the  limits  of  the  town  of  Marblehead  or  at  any 
other  place  in  the  neighborhood  of  the  present  works;  and  it  may  be 
found  desirable  to  abandon  the  present  sources  and  obtain  a  supply  of 
water  for  the  town  in  some  other  way. 

Under  the  circumstances,  the  Board  would  advise  that  you  take  up 
without  delay  the  question  of  securing  an  additional  water  supply,  and 
that,  in  making  your  investigations,  you  secure  the  assistance  of  an  engi- 
neer of  experience  in  such  matters.  If  it  should  be  found  practicable 
to  secure  an  additional  supply  of  water  sufficient,  if  used  in  connection 
with  present  sources,  to  meet  the  requirements  of  the  town  for  a  consid- 
erable time  in  the  future,  the  question  of  purifying  the  present  supply 
can  then  be  considered. 

The  Board  will  give  you  such  assistance  as  it  can  in  making  the  neces- 
sary investigations  with  reference  to  enlarging  and  improving  the  water 
supply,  and  will  give  you  further  advice  in  this  matter  when  you  have 
the  results  of  further  investigations  to  present. 

Marion  (Well  near  Town  Hall). 

OOT.  4,    1906. 
To  Mr.  William  A.  Andrew,  Secretary,  Board  of  Health,  Marion,  Maet, 

Dear  Sir  :  —  In  response  to  your  request  for  an  examination  of  the 
water  of  a  well  near  the  town  hall,  used  as  a  source  of  water  supply  by 
school  children,  and  advice  as  to  its  quality,  the  Board  has  caused  the 
well  and  its  surroundings  to  be  examined  and  a  sample  of  the  water  to 
be  analyzed. 

The  results  of  the  analysis  show  that  the  water  is  turbid  and  colored, 
has  an  offensive  odor,  and  contains  a  much  greater  quantity  of  organic 
matter  than  is  f  oimd  in  good  well  waters.  There  appear  to  be  no  sources 
of  sewage  pollution  in  the  immediate  neighborhood  of  the  well,  however, 
and  it  is  possible  that  the  condition  of  the  water  is  due  to  decaying  or- 
ganic matters  deposited  in  the  well;  and  the  quality  of  the  water  might 
improve  if  the  well  should  be  cleaned  out  and  a  considerable  quantity  of 
water  pumped  subsequently  therefrom.  In  its  present  state,  the  water 
of  this  well  is  not  suitable  for  drinking;  but  if  the  well  shall  be  cleaned 
out,  the  Board  will  make  a  further  examination  of  the  water,  if  you  so 
request. 
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Mattapoisett. 

Mat  8.  1906. 
To  Hon.  Ohablss  S.  Hamlin,   VUlag$  Jmprovnunt  Attoeiation,  MttUapoU4tt,  Mat: 

Deak  Sir  :  —  The  State  Board  of  Health  has  considered  your  request 
for  advice  as  to  a  water  supply  for  Mattapoisett,  to  be  furnished  by  the 
Fairhaven  Water  Company  from  the  auxiliary  works  of  that  company 
in  the  valley  of  the  Mattapoisett  Eiver,  and  has  caused  the  proposed 
source  of  supply  to  be  examined  by  its  engineer. 

According  to  the  information  available  to  the  Board,  the  sources  from 
which  water  is  drawn  at  these  works  consist  of  twenty  2%-inch  tubular 
wells,  driven  to  depths  of  25  to  30  feet,  located  on  the  southwesterly  side 
of  the  river,  a  short  distance  above  the  highway  leading  from  Mattapoisett 
to  Fairhaven.  The  wells  are  used  only  as  an  auxiliary  supply,  generally 
in  the  late  summer  or  early  fall;  and  definite  information  is  lacking  as 
to  the  quality  of  the  water  or  the  quantity  obtainable  continuously  from 
this  source,  though  it  appears  that  a  large  quantity  of  water  has  been 
drawn  from  the  wells  for  short  periods. 

The  conditions  appear  to  be  favorable  for  obtaining  a  supply  of  good 
water  for  the  village  of  Mattapoisett  from  these  wells;  but  the  Board 
would  recommend  that,  before  deciding  upon  the  plan  of  taking  water 
from  this  source,  a  test  be  made  by  pumping  from  the  wells  for  a  period 
of  at  least  a  week  at  a  rate  of  as  much  as  200,000  gallons  per  day,  in 
order  to  obtain  more  definite  information  as  to  the  probable  quantity 
and  quality  of  water  obtainable  from  this  source. 

The  Board  will  assist  in  these  investigations  by  making  the  necessary 
analyses  of  the  water,  and  will  give  you  further  advice  when  the  results 
of  a  test  are  available. 

Maynabd. 

Dbo.   6,   1906. 
To  ik€  Board  of  Water  CommUtionsrt  of  the  Town  of  Maynard. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Kov.  1, 1906,  an  application  requesting  an  examination  of  Taylor  Brook, 
and  advice  as  to  whether  this  stream  would  be  an  appropriate  source  of 
water  supply  for  the  town  of  Maynard ;  and  in  response  to  this  applica- 
tion the  Board  has  caused  the  proposed  source  of  supply  to  be  examined 
by  its  engineer  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  of  Taylor  Brook  had 
at  this  time  a  very  high  color,  and  contained  an  excessive  quantity  of 
organic  matter.  A  considerable  portion  of  the  water  entering  this  stream 
is  derived  from  Puffer^s  Pond,  and  the  analysis  of  the  water  of  that 
source  shows  that  it  also  is  highly  colored  and  similar  in  quality  to  the 
water  of  the  brook.     While  the  water-shed  of  Taylor  Brook  contains 
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comparativdy  little  population,  the  water  of  this  source  is  naturally  of 
such  poor  quality  that  it  would  be  very  objectionable  for  water-supply 
purposes. 

It  appears  that  in  1902  the  question  of  an  additional  water  supply  for 
Maynard  was  carefully  considered  by  you,  and  that  a  report  as  to  en- 
larging and  improving  the  supply  was  made  at  that  time  by  Mr.  Free- 
man C.  CoflBn,  and  is  published  in  your  annual  report  for  that  year.  As 
a  result  of  Mr.  CoflSn's  investigations,  it  appears  that  your  present  supply 
is  derived  in  part  from  White  Pond  and  in  part  from  ground  water 
filtering  into  the  12-inch  conduit  leading  from  White  Pond  to  your 
pumping  station  near  the  Assabet  River.  It  was  found  during  these 
investigations  that,  while  a  large  quantity  of  water  enters  the  conduit, 
chiefly  near  its  upper  end,  a  considerable  quantity  leaks  out  of  it  near 
the  lower  end,  where  the  conduit  is  laid  above  the  level  of  the  ground 
water;  and  that  it  would  be  practicable,  by  providing  a  tight  conduit 
from  the  pumping  station  up  to  the  third  chimney  on  the  present  main 
above  the  pumping  station,  to  increase  materially  the  amount  of  water 
available  at  the  pumping  station  for  supplying  the  town.  Mr.  Coffin 
recommended  that  this  improvement  be  made,  and  that  ultimately  a  new 
cast-iron  main  be  laid  through  the  entire  distance  from  White  Pond  to 
the  pumping  station,  and  that  a  pumping  plant  be  erected  at  the  pond 
to  pump  water  into  the  main  whenever  the  water  level  should  fall  so  low 
that  a  sufficient  supply  would  not  flow  to  the.  pumping  station  by  gravity. 

Under  the  conditions  which  now  exist,  the  capacity  of  the  conduit  for 
conveying  water  from  White  Pond  to  the  pimiping  station  is  inadequate 
to  deliver  enough  water  for  all  of  the  requirements  of  the  town  at  all 
times,  and  the  Board  is  informed  that  in  times  of  emergency  in  the  past 
water  has  been  drawn  directly  from  the  Assabet  River.  This  stream  is 
highly  polluted,  and  the  introduction  of  its  water  into  the  water-supply 
system  is  likely  to  cause  great  injury  to  the  health  of  the  town.  It  is 
probable,  in  the  opinion  of  the  Board,  that  White  Pond  is  capable  of 
yielding  enough  water  for  the  present  requirements  of  the  town,  and  to 
allow  for  a  considerable  increase  in  the  use  of  water  in  the  future  if 
provision  should  be  made  for  utilizing  all  of  its  available  yield.  It  is 
desirable,  however,  to  retain  also  the  supply  of  ground  water  that  filters 
into  the  present  main,  and  to  increase  the  supply  from  the  ground  in  this 
region  if  possible. 

The  Board  would  recommend  that  the  town  take  action  without  un- 
necessary delay  to  provide  an  adequate  supply  of  good  water  to  meet  its 
requirements  at  all  times. 
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Medway  (Well  at  Schoolhouse). 

Apbil   5,    1900. 
To  th€  Board  of  HoaUh  of  the  Town  of  Medway. 

Gentlemen  :  —  In  response  to  your  request  of  March  31,  1906,  for  an 
examination  of  a  well  located  in  the  school  yard  near  the  comer  of  North 
and  School  streets,  and  nsed  as  a  source  of  drinking  "water  supply  by  the 
children  at  this  school,  the  State  Board  of  Health  has  caused  the  well 
and  its  surroundings  to  be  examined  and  a  sample  of  its  water  to  be 
analyzed. 

There  are  many  cesspools  and  other  possible  sources  of  pollution  not 
far  from  the  well,  and  the  results  of  the  analyses  show  that  the  water  has 
been  very  highly  polluted,  and,  though  subsequently  partially  purified  in 
its  passage  through  the  ground  before  entering  the  well,  still  contains  a 
larger  quantity  of  organic  matter  than  is  found  in  good  well  water. 

In  the  opinion  of  the  Board,  the  well  cannot  be  regarded  as  a  safe 
source  of  drinking  water  supply ;  and  the  Board  would  recommend  that 
its  use  be  discontinued  and  a  supply  of  water  obtained  from  some  suitable 
source. 

Medway  (Spring  in  West  Medway). 

July   6,    190C. 
Tb  Ngbman  p.  Quint,  MJ).,  Medtoay,  Mass, 

Deab  Sib:  —  In  response  to  your  request  for  an  examination  of  the 
water  of  a  spring  used  as  a  source  of  water  supply  by  several  families  in 
West  Medway,  the  Board  has  caused  the  locality  to  be  examined  by  one 
of  its  engineers  and  samples  of  the  water  to  be  analyzed. 

The  results  of  the  analyses  show  the  presence  of  a  larger  quantity  of 
organic  matter  than  is  found  in  good  ground  water,  and  there  are  indi- 
cations that  some  of  the  water  entering  the  spring  has  been  polluted  and 
not  subsequently  well  purified  in  its  passage  through  the  ground.  It  is 
probable  tirnt  the  pollution  is  due  in  part  to  the  fertilizers  used  upon  the 
cnltiyated  lands  on  the  bluff  above  the  spring  and  in  part  also  to  the 
entrance  of  surface  water;  and  if  the  pollution  from  the  cultivated  land 
shall  be  prevented  and  the  spring  covered  and  protected  from  the  entrance 
of  surface  water,  water  of  better  qualitj'  can  probably  be  obtained  from 
this  source.  Should  these  changes  be  made,  the  Board  will,  if  you  so 
request,  make  a  further  examination  of  the  spring,  to  determine  whether 
its  waters  may  safely  be  used  for  drinking. 
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Medway  (Wells  at  Sohoolhouses). 

Nov.   1,    1906. 
To  ths  Board  of  Hoalth  of  the  Town  of  Medway, 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
certain  wells  used  as  sources  of  water  supply  at  three  schools  in  Medway, 
the  Board  has  caused  the  wells  to  be  examined  and  samples  of  their 
waters  to  be  analyzed. 

The  water  supply  of  the  school  located  near  the  comer  of  Milf  ord  and 
Fisher  streets,  about  one  and  one-half  miles  west  of  the  center  of  West 
Medway,  is  obtained  from  a  well  about  15  feet  deep,  located  in  the  school 
yard.  The  water  of  this  well  does  not  appear  to  be  polluted  by  sewage, 
but  the  well  is  covered  with  loose  boards,  and  is  not  provided  with  a 
trough  for  conducting  away  the  waste  water,  so  that  much  of  the  water 
pumped  finds  its  way  back  into  the  well  through  the  cracks  in  the  cover, 
carrying  such  polluting  matter  as  may  be  deposited  there.  If  a  tight 
cover  were  provided  for  this  well,  and  provision  made  for  conducting 
away  the  waste  water,  the  well,  in  the  opinion  of  the  Board,  would  be 
a  safe  source  of  water  supply  for  the  school. 

The  well  at  the  school  on  High  Street  shows  evidence  of  considerable 
pollution,  and  its  top  is  at  about  the  same  level  as  the  street  close  by. 
Under  present  conditions,  surface  water  may  enter  it  at  times  of  rain, 
and  this  well,  in  its  present  condition,  is  not  a  safe  source  of  water  sup- 
ply. It  is  probable  that  if  the  curbing  of  the  well  should  be  carried  a 
sufficient  distance  above  the  surface  of  the  ground  and  made  tight,  so  as 
to  prevent  the  entrance  of  surface  water,  and  a  proper  cover  and  means 
for  carrying  off  the  waste  water  provided,  the  water  of  this  well  would 
be  safe  for  drinking.  After  the  changes  are  made,  the  Board  will  make 
further  analyses,  if  you  so  request 

The  school  in  Medway  village  it  appears  is  now  supplied  from  a  well 
located  on  Lincoln  Street,  just  over  the  boundary  line  in  the  town  of 
Franklin.  There  are  several  sources  of  pollution  in  the  immediate 
neighborhood  of  this  well,  and  analysis  shows  that  it  has  been  polluted, 
and  that  the  water  contains  a  greater  amount  of  organic  matter  than  is 
found  in  good  well  waters.  In  the  opinion  of  the  Board,  this  well  is  not 
a  safe  source  from  which  to  take  water  for  drinking. 

Montague  (Millers  Falls  Water  Supply  District). 

Jak.  4,   1906. 
To  Meran.  Frank  H.   Oilxs,  J.  E.  Ej^ybnaugh  and  M.  W.  Oabboll,   Board  of  Water 
Oommieeionere  of  the  Mittere  Falte  Water  Supply  Dietriet, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Dec.  16,  1905,  an  application  for  advice  with  reference  to  taking  a  water 
supply  for  the  Millers  Falls  Water  Supply  District  from  Green  Pond  in 
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the  town  of  Montague^  in  which  yon  ontline  yonr  proposed  plan  as 
follows :  — 

It  is  proposed  to  take  a  supply  from  Green  Pond  in  the  town  of  Montague 
for  the  use  of  the  whole  or  any  part  of  the  district,  and  to  pump  the  same 
into  and  through  the  mains  now  laid  in  the  district  and  into  a  distributing 
reservoir  to  be  constructed  on  the  high  land  on  the  north  side  of  the  Millers 
River  in  the  town  of  Erving,  said  land  being  within  the  corporate  limits  of 
the  district. 

The  advice  of  your  Board  as  to  the  suitability  of  Green  Pond  for  the  uses 
above  described  is  respectfully  requested. 

In  response  to  this  application,  the  Board  has  caused  Green  Pond  and 
its  surroundings  to  be  examined  by  one  of  its  engineers  and  a  sample  of 
its  water  to  be  analyzed.  The  results  of  the  analysis  and  of  previous 
analyses  of  this  water  show  that  it  is  of  good  quality  for  the  purposes  of 
a  public  water  supply,  and  the  water-shed  of  the  pond  appears  to  be  free 
from  possible  sources  of  pollution.  The  quantity  of  water  which  the 
pond  is  capable  of  supplying  cannot  be  determined  definitely,  but,  so  far 
as  the  Board  is  able  to  judge  from  the  information  available,  the  quan- 
tity is  ample  for  all  the  requirements  of  the  district. 

In  the  opinion  of  the  Board,  Green  Pond  is  an  appropriate  source  of 
water  supply  for  the  Millers  Falls  Water  Supply  District. 

The  soil  in  the  region  about  Green  Pond  appears  to  be  coarse  and 
porous,  and  the  conditions  appear  to  be  favorable  for  obtaining  water 
from  the  ground  by  means  of  wells.  The  water  of  Green  Pond  will 
probably  be  of  good  quality  usually,  but  it  may  be  affected  at  times,  like 
the  waters  of  similar  sources,  by  growths  of  organisms  which  impart  to 
the  water  a  disagreeable  taste  and  odor;  while  water  obtained  from  the 
ground,  on  the  other  hand,  where  the  conditions  are  favorable,  is  at  all 
tim^  clear  and  odorless,  and  has  a  lower  temperature  in  summer  than 
the  water  of  a  surface  source.  The  Board  would  advise  that,  before 
building  works  for  taking  ^ater  directly  from  Green  Pond,  you  consider 
the  practicability  of  obtaining  a  supply  from  the  ground  by  means  of 
wells  or  other  suitable  works. 

The  Board  will  assist  you  in  making  investigations  as  to  a  ground- 
water supply  by  making  the  necessary  analyses  of  water,  and  will  give 
you  further  advice  when  you  have  the  results  of  investigations  to  present. 

Needham. 

Nov.   1,   1906. 
f9  tiU  BotKfd  of  Water  OiMnmisHonert  of  the  Town  of  Needham. 

Gentlemen  :  —  In  response  to  your  re<|uest  for  information  as  to  the 
quality  of  the  water  now  supplied  to  the  town  of  Needham,  the  State 
Board  of  Health  has  caused  the  wells  from  which  the  supply  is  drawn 
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and  their  surroundiiigs  to  be  examined  by  its  engineer^  and  has  consid- 
ered the  restdts  of  the  analyses  of  their  waters. 

It  appears,  from  the  information  furnished  the  Board,  that  at  the 
present  time  and  during  the  summer  just  passed  "water  has  been  supplied 
from  wells  Nos.  1  and  2,  and  that  no  water  has  been  drawn  from  any 
other  source.  It  does  not  appear  that  any  material  change  has  taken 
place  in  the  surroundings  of  these  wells,  and  there  are  no  sources  of 
pollution  in  their  immediate  neighborhood.  The  character  of  the  water 
has  not  changed  materially  in  the  case  of  either  well  from  the  earlier 
years  of  its  use,  and  the  water  continues  to  be  of  good  quality  for  all  the 
purposes  of  a  public  water  supply. 

Newbuey  (Dummer  Academy). 

FsB.   1,   1906. 
To  Mr.   WaIiTXB  L.  Ool^y,  S^crsiary,  Dummer  Academy,  49  Cotberg  Avenue,  BoHindaU, 

Mass. 

Dear  Sir  :  —  In  response  to  your  application  of  Jan.  4,  1906,  for  an 
examination  of  the  well  used  as  a  source  of  water  supply  at  the  Dummer 
Academy  in  South  Byfield,  the  Board  has  caused  the  well  and  its  sur- 
roundings to  be  examined  and  samples  of  its  water  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  contains  a  somewhat 
larger  number  of  bacteria  and  a  slightly  greater  quantity  of  organic 
matter  than  are  found  in  good  ground  waters.  It  appears  that  there  is 
an  overflow  from  the  well  to  a  brook  near  by,  through  which  brook  water 
is  said  to  back  up  at  times  of  heavy  rain  and  enter  the  well.  While  there 
are  sources  of  pollution  at  no  great  distance,  it  is  probable  that  the  water 
would  be  safe  for  drinking  if  the  entrance  of  surface  water  were  pre- 
vented. 

In  the  opinion  of  the  Board,  this  well  cannot,  under  the  present  condi- 
tions, be  regarded  as  a  safe  source  of  drinking  water. 

North  Adams  (City  Farm). 

Cot.  4,  1906. 
To  the  Board  of  HeaUh  of  the  City  of  North  Adams, 

Gentlemen  :  —  In  response  to  your  request  for  an  examination  of  the 
condition  of  the  water  supply  used  by  the  city  farm,  and  advice  as  to  its 
quality,  the  Board  has  caused  the  source  of  supply  to  be  examined  and  a 
sample  of  the  water  to  be  analyzed. 

The  results  of  the  examination  show  that  the  water  supplied  to  the 
city  farm  is  at  present  taken  from  a  reservoir  on  a  small  stream  flowing 
from  Hoosac  Mountain.  The  water-shed  of  this  stream  is  uninhabited, 
and  the  water  is  naturally  of  good  quality  for  water-supply  purposes; 
but  the  reservoir  in  which  it  is  stored  contains  much  mud  and  organic 
matter,  which  evidently  has  a  very  unfavorable  effect  upon  the  quality  of 
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the  water.  If  the  reservoir  should  be  cleaned  by  the  removal  of  all  of  the 
Boil  and  organic  matter  from  its  bottom,  it  is  probable  that  water  of 
good  quality  could  be  obtained  therefrom  which  would  rarely  have  a 
noticeable  taste  or  odor;  and  the  Board  would  advise  that  this  reservoir 
be  cleaned  if  the  use  of  this  source  is  to  be  continued. 

Northampton  (Holyoke  Canoe  Club). 

Juki   7,   1906. 
To  Feakk  a.  Woods,  M.D.,  Holyoke,  Ma$9, 

Dear  Sir  :  —  In  response  to  your  request  for  advice  as  to  the  quality 
of  the  water  of  a  certain  well,  which  it  is  proposed  to  use  as  a  source  of 
water  supply  at  the  Holyoke  Canoe  Club,  the  Board  has  caused  the  well 
and  its  surroimdings  to  be  examined  and  samples  of  its  waters  to  be 
analyzed. 

The  results  of  the  analyses  indicate  that  the  water  entering  the  well  is 
quite  hard,  and  has  at  some  time  been  polluted  and  not  thoroughly  puri- 
fied in  its  subsequent  passage  through  the  ground  before  entering  the 
well,  and  the  Board  cannot  advise  its  use  for  drinking.  It  is  probable 
that  the  quality  of  the  water  of  this  well  is  unfavorably  affected  by 
certain  dwelling  houses  and  outbuildings  in  its  neighborhood,  and  espe- 
cially by  the  fertilizers  used  upon  the  cultivated  land  in  its  immediate 
vicinity. 

Northampton  (Wells  at  Laurel  Park). 

Nov.   1,   1906. 
To  Dr.  E.  W.  Htobeb,  Northampton,  Mast. 

Dear  Sir:  —  In  accordance  with  your  request  for  an  examination  of 
the  water  of  certain  wells  at  Laurel  Park  in  Northampton,  and  advice  as 
to  its  quality,  the  Board  has  caused  four  wells,  or  springs,  known  respec- 
tively as  the  Auditorium,  the  High  Bock,  the  Hildreth  and  the  Trinity 
springs,  to  be  examined  by  one  of  its  engineers  and  samples  of  their 
waters  to  be  analyzed. 

None  of  the  wells  shows  very  serious  evidences  of  sewage  pollution, 
but  all  of  them  are  so  situated  that  they  are  liable  to  be  polluted  by  mat- 
ters thrown  upon  the  ground  from  the  ntmiero.us  cottages  in  their  neigh- 
borhood or  by  visitors  to  the  park,  of  whom  there  are  sometimes  very 
large  numbers  in  the  summer  season. 

It  is  not  advisable,  in  the  opinion  of  the  Board,  to  use  these  springs  as 
sources  of  water  supply  without  more  adequate  protection  than  is  afforded 
under  present  conditions.  The  Board  would  recommend  that,  if  practi- 
cable, a  general  water  supply  for  the  park  be  secured  from  some  source 
of  known  purity,  and  that  the  further  use  of  these  wells  or  springs  be 
abandoned.  The  Board  will,  upon  request,  advise  you  as  to  any  source 
of  water  supply  for  the  park  that  you  may  select. 
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Norton. 


Feb.  1,  1906. 


To  A.  M.  Round,  M.D.,  Agent  of  Board  of  Health,  Norton,  Mat: 

Dear  Sir:  —  The  State  Board  of  Health  receiyed  from  you  on  Jan. 
4,  1906,  an  application  stating  that  you  have  been  requested  by  the 
Citizens^  League  of  the  town  of  Norton  to  consult  this  Board  with 
regard  to  a  water  supply  for  that  town,  and  containing  the  following 
statement  as  to  the  sources  of  supply  under  consideration :  — 

The  advisability  of  taking  water  from  the  systems  of  either  Attleborough  or 
Mansfield  or  of  establishing  one  in  the  town  is  to  be  considered.  A  desire  to 
have  the  State  Board  pass  upon  the  best  source  of  supply  before  taking  much 
of  any  action  in  the  matter  has  been  expressed  by  the  preliminary  committee. 
A  collection  of  springs,  making  a  pool  some  100  feet  across,  that  has  never 
been  known  to  freeze  over,  has  been  mentioned  as  a  possible  supply.  They 
are  located  in  the  northeast  section  of  the  town,  and  are  the  source  of  the 
Tucker  Brook  that  flows  into  the  Canoe  River.  This  river  has  its  source  in 
springs  in  Sharon,  and  a  little  below  where  the  Tucker  Brook  empties  into  the 
river  has  be^n  mentioned  as  a  better  location  for  taking  the  water  and  estab- 
lishing a  pumping  station  and  standpipe.  Some  filtering  scheme  would  be  a 
part  of  the  latter  plan,  probably.  Two  or  three  possible  sources  berog  under 
consideration,  you  will  please  govern  yourselves  accordingly. 

In  addition  to  the  sources  indicated,  you  have  subsequently  called  the 
attention  of  the  engineer  of  the  Board  to  three  other  possible  sources: 
(1)  the  Wading  Eiver;  (2)  a  spring  near  the  factory  of  A.  E.  Sweet; 
and  (3)  certain  springs  in  the  neighborhood  of  the  Rumford  River, 
about  a  mile  and  a  half  southeast  of  the  village  of  Norton. 

In  response  to  this  application,  the  Board  has  caused  the  various 
sources  to  be  examined  by  its  engineer  and  has  caused  samples  of  water 
from  certain  of  the  sources  to  be  analyzed. 

The  sources  of  water  supply  of  both  the  town  of  Attleborough  and 
the  town  of  Mansfield  furnish  water  of  excellent  quality  for  domestic 
purposes,  and  either  source  is  probably  capable  of  furnishing  a  sufi5- 
cient  quantity  of  water  for  the  requirements  of  the  town  of  Norton,  in 
addition  to  its  other  requirements. 

Of  the  other  sources  proposed,  neither  the  Canoe  River  nor  the 
Wading  River  would  be  a  suitable  source  of  public  water  supply  for  the 
town  of  Norton  unless  the  water  should  be  efficiently  filtered;  and  even 
in  that  case  these  streams  would  not  furnish  water  of  as  good  quality 
as  can  probably  be  obtained  from  either  of  two  possible  ground-water 
sources  to  which  you  have  called  attention. 

The  spring  near  the  factory  of  Mr.  A.  R.  Sweet  is  located  so  near  the 
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town  that  the  quality  of  the  water  would  be  likely  to  be  objectionable; 
and,  judging  from  surface  indications,  it  would  not  be  practicable  to 
obtain  an  adequate  water  supply  for  the  town  in  this  region. 

The  spring  near  the  head  of  Tucker  Brook  in  the  extreme  northern 
part  of  the  town  would  furnish  water  of  excellent  quality  for  all  the 
purposes  of  a  public  water  supply,  and  it  is  likely  that  enough  water 
could  be  obtained  from  this  source  and  the  ground  in  its  neighborhood 
for  the  supply  of  the  town  of  Norton;  but  further  investigation  should 
be  made,  to  determine  the  probable  capacity  of  this  source,  before  plans 
are  prepared  for  supplying  the  town  therefrom. 

The  results  of  an  analysis  of  a  sample  of  water  from  a  spring  near 
the  Bumford  Eiver,  about  a  mile  and  a  half  southeast  of  the  village, 
show  that  the  quality  of  this  water  is  excellent  for  the  purposes  of  a 
public  water  supply:  and  the  conditions,  so  far  as  can  be  judged  from 
surface  indications,  appear  to  be  favorable  for  obtaining  a  suflScient 
supply  of  water  from  the  ground  in  this  region. 

The  cost  of  works  for  supplying  the  town  of  Norton  with  water  from 
the  ground  in  this  locality  would  probably  be  considerably  less  than  the 
cost  of  a  supply  from  the  neighborhood  of  Tucker  Brook. 

The  Board  would  advise  that  you  make  further  investigations  of  the 
practicability  of  obtaining  a  ground-water  supply  in  this  region  by 
sinking  test  wells  at  some  place  where  the  conditions  are  most  favorable, 
and  by  connecting  together  a  number  of  wells  and  pumping  from  them 
for  a  period  of  a  week  or  more,  at  a  rate  such  as  would  be  necessary 
for  the  supply  of  the  town ;  and  that  you  cause  samples  of  the  water  to 
be  analyzed  from  time  to  time  during  the  test,  to  determine  the  quality 
of  the  water. 

The  Board  would  also  advise  that  these  investigations  be  made  with 
the  assistance  of  an  engineer  of  experience  in  the  selection  of  ground- 
water supplies.  The  Board  will  assist  you  'in  further  investigations  by 
making  the  necessary  analyses  of  the  water,  and  will  give  you  further 
advice  when  the  results  of  further  tests  are  available. 

JUNB  7,  1006. 

To  VewTB.  F.  W.  HOLDXK  and  Oxomcui  E.  Smith,  CommiUee  on  Water  Supply  of  the  Norton 

Fire  Dietriet. 

Gextlemen:  —  The  State  Board  of  Health  received  from  you  on 
May  22,  1906,  an  application  for  advice  relative  to  a  proposed  water 
supply  for  the  village  of  Norton,  in  which  you  mention  four  possible 
sources  of  supply,  as  follows:  — 

1.  The  Talbot  Spring,  being  about  100  rods  west  of  the  Norton  Mills. 

2.  The  Cook  Spring,  a  spring  on  the  farm  of  Davis  Cook,  and  about  1,000 
feet  from  Taunton  Avenue. 
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3.  The  Smith  Spring,  a  spring  on  the  Charles  H.  Smith  farm,  about  1,000 
feet  from  Taunton  Avenue. 

4.  A  small  spring  north  of  the  box  shop  of  A.  H.  Sweet  &  Son. 

In  response  to  this  application,  the  Board  has  caused  the  sources  of 
supply  to  be  examined  by  its  engineer  and  samples  of  the  waters  of  the 
first  three  springs  indicated  to  be  analyzed. 

The  results  show  that  the  water  of  the  Cook  Spring  has  been  polluted 
somewhat,  probably  from  the  farm  buildings  on  the  slope  above  it;  but 
water  of  good  quality  for  drinking  and  other  domestic  purposes  could 
be  obtained  from  either  of  the  other  sources.  Neither  of  the  first  three 
sources,  however,  would,  in  the  opinion  of  the  Board,  furnish  enough 
water  for  the  requirements  of  tlie  village,  even  if  developed  to  the  fullest 
capacity  practicable. 

No  spring  was  found  near  the  factory  of  A.  H.  "Sweet  &  Son  from 
which  it  was  practicable  to  obtain  a  sample  of  water  for  analysis.  The 
surface  soil  in  the  valley  of  the  brook  above  this  factory  consists  in 
places  of  fine  gravel  and  sand,  and  it  is  possible  that  water  may  be  ob- 
tained in  considerable  quantity  from  the  groimd  in  this  region  by  means 
of  tubidar  wells  or  other  suitable  works;  but  tests  will  be  necessary 
before  the  practicability  of  obtaining  a  supply  of  water  for  Norton  in 
this  region  can  be  definitely  ascertained. 

The  most  favorable  place  from  which  to  obtain  water  for  the  supply 
of  Norton  is  the  region  of  Lincoln  Springs,  so  called,  about  one  and 
one-half  miles  south  of  the  village;  and  there  is  practically  no  doubt, 
in  the  opinion  of  the  Board,  that  an  ample  supply  of  excellent  water  for 
all  the  requirements  of  Norton  can  be  obtained  from  wells  or  other 
suitable  works  in  this  locality. 

In  case  you  should  decide  to  make  further  tests  in  the  valley  of  the 
brook  above  the  factory  of  A.  H.  Sweet  &  Son  the  Board  will  assist  you 
by  making  the  necessary  analyses  of  water,  and  will  give  you  further 
advice  when  the  results  of  the  tests  are  available. 

Norwood. 

Fkb.  1, 1906. 
To  tht  Board  of  Water  CommUtionera  of  the  Town  of  Norwood. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  as  to  taking  water  for  the  supply  of  the  town  of 
Norwood  from  the  ground  on  the  southwesterly  side  of  Purgatory  Brook, 
about  half  a  mile  southeast  of  the  Ellis  station  on  the  Midland  Division 
of  the  New  York,  New  Haven  &  Hartford  Railroad,  and  has  caused  the 
locality  to  be  examined  by  its  engineer  and  considered  the  results  of  a 
pumping  test  made  to  ascertain  the  probable  quantity  and  quality  of 
water  obtainable  from  the  ground  in  this  region. 
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The  wells  which  were  used  in  making  the  pumping  test  were  nine  in 
number,  and  were  located  in  the  meadow,  close  to  the  upland.  The 
depth  of  peaty  soil  at  the  surface  of  the  ground  in  this  location  is  not 
great,  and  beneath  the  surface  soil  the  wells  penetrated  a  coarse  sand, 
from  which  water  could  be  drawn  very  freely. 

The  results  of  the  test,  during  which  about  485,000  gallons  per  day 
were  drawn  from  the  wells,  indicate  that  a  sufficient  supply  of  water 
for  Norwood  can  probably  be  obtained  from  the  ground  in  this  region. 
Samples  of  water  collected  daily  during  the  test  show  that  the  water  is 
dear,  colorless  and  in  other  respects  of  good  quality  for  the  purposes 
of  a  public  water  supply;  but  the  quantity  of  chlorine  present  is  con- 
siderably higher  than  that  of  normal  waters  in  this  region,  and  the  ni- 
trates are  also  high,  —  conditions  which  are  doubtless  caused  by  the 
presence  of  dwelling  houses  and  a  group  of  farm  buildings  upon  the 
sandy  and  gravelly  lands  northwest  of  the  wells  and  by  the  cultivation 
of  these  lands.  The  quantity  of  iron  also  is  somewhat  higher  than  is 
found  in  good  ground  waters.  It  is  probable,  however,  that  by  re- 
moving the  sources  of  pollution  nearest  the  wells  the  danger  of  serious 
pollution  of  the  water  could  be  prevented;  and  it  is  likely  that  by  lo- 
cating the  wells  in  the  hard  land,  instead  of  ia  the  meadow,  danger  of 
trouble  from  an  excess  of  iron  in  the  water  could  be  avoided. 

While  this  test  indicates  that  a  sufficient  supply  of  water  for  the  pres- 
mt  requirements  of  Norwood  could  probably  be  obtained  from  the 
gromid  in  this  region  by  means  of  a  system  of  tubular  wells,  and,  while 
it  is  possible  that  by  removing  certain  sources  of  pollution  and  changing 
somewhat  the  location  of  the  wells  the  quality  of  the  water  would  be 
satisfactory,  an  examination  of  the  locality  shows  that  the  conditions 
are  more  favorable  for  obtaining  water  free  from  pollution  on  the  oppo- 
site, or  northeasterly,  side  of  the  Purgatory  Brook  valley,  from  a  quarter 
to  half  a  mile  east  of  the  present  wells.  So  far  as  can  be  judged  from 
surface  indications,  the  soil  in  this  region  is  coarse  and  porous,  and  it 
is  probable  that  water  can  be  obtained  from  the  ground  here  freely  by 
means  of  wells  or  otlier  suitable  works. 

In  the  opinion  of  the  Board,  it  is  very  desirable  that  tests  be  made  in 
this  locality  before  deciding  upon  the  final  location  of  the  works;  and, 
if  water  of  good  quality  can  be  obtained  from  the  ground  in  sufficient 
quantity  at  some  point  at  least  100  feet  away  from  the  edge  of  the 
meadow,  it  would  be  best  to  locate  the  works  here,  rather  than  at  the 
place  now  proposed. 

The  Board  would,  therefore,  advise  a  further  test  in  the  locality  in- 
dicated, and  will  give  you  further  advice,  if  you  so  request,  when  the 
r^ults  of  further  tests  are  available. 

Digitized  by  LjOOQ IC 


114  STATE  BOARD   OF   HEALTH.         [Pub.  Doc. 

Oxford. 

Sept.  6. 1906. 
To  the  Oxford  Water  Company,  Mr.  A.  M.  Ohaffke,  Preeident, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  appli- 
cation for  advice  as  to  a  proposed  water  supply  for  Oxford,  to  be  taken 
from  the  ground  at  a  place  about  500  feet  west  of  the  Worcester  road 
and  500  feet  north  of  Kidder  Brook,  so  called,  in  Oxford,  and  has  caused 
the  locality  to  be  examined  by  its  engineer  and  samples  of  water  from 
certain  test  wells  in  this  locality,  collected  during  the  pumping  test  be- 
tween August  18  and  August  22,  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  is  of  good  quality  for 
all  the  purposes  of  a  public  water  supply. 

It  appears  that  the  test  wells  from  which  water  was  pumped  during 
this  test  range  from  19  to  24  feet  in  depth,  and  that  all  were  driven  to 
ledge  penetrating  very  coarse  and  porous  material,  from  which  water 
could  be  drawn  with  great  freedom.  Information  submitted  to  the 
Board  shows  that  about  500,000  gallons  of  water  per  day  were  drawn 
from  these  wells  continuously  during  the  test,  and  that  this  draft  did 
not  lower  materially  the  ground-water  level  in  the  neighborhood  of  the 
wells. 

These  conditions  indicate  that  it  is  practicable  to  obtain  an  ample 
supply  of  water  for  the  present  requirements  of  the  town  of  Oxford 
from  wells  in  this  locality. 

The  Board,  acting  under  the  provisions  of  chapter  193  of  the  Acts  of 
the  year  1904,  hereby  approves  the  taking  of  water  for  the  supply  of  the 
town  of  Oxford  from  the  ground  at  the  place  where  the  test  wells  used 
in  the  recent  pumping  test  are  located,  —  about  500  feet  north  of  Kidder 
Brook  and  about  the  same  distance  west  of  the  Worcester  road. 

The  Board  would  advise  that,  in  order  to  protect  the  purity  of  the 
supply,  the  water  company  secure  control  of  a  sufficient  area  of  land 
about  the  wells  and  between  them  and  the  highway  to  prevent  the  con- 
struction of  buildings  along  the  highway  or  elsewhere  in  the  vicinity  of 
the  wells. 

Palmer  (Town  Farm). 

Maboh  1,  1906. 
To  the  Board  of  Overeeera  of  the  Poor,  Palmer,  Mase.,  Mr.  Louis  B.  OHAKDiiSB,  Chairman. 

Gentlemen:  —  In  accordance  with  your  request  of  January  29,  the 
State  Board  of  Health  has  caused  an  examination  to  be  made  of  the  water 
of  Thompson's  Pond  and  of  a  small  pond  on  the  town  farm  property, 
which  you  state  you  are  considering  as  possible  sources  of  water  supply 
for  the  new  almshouse,  and  has  caused  samples  of  the  waters  of  these 
sources  to  be  analyzed. 
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Thompson's  Pond  would  yield  an  ample  quantity  of  water  for  the  re- 
quirements of  the  almshouse  and  buildings;  but  the  analysis  shows  that 
tiie  water  is  highly  colored  and  contains  a  large  quantity  of  organic  mat- 
ter, which  would  doubtless  make  it  objectionable  for  drinking  and  some 
other  purposes. 

The  small  pond  near  the  present  buildings  is  exposed  to  danger  of 
pollution  from  the  bam,  and  would  not,  in  the  opinion  of  the  Board, 
be  a  safe  source  of  water  supply  for  the  institution. 

The  soil  in  the  region  about  the  new  almshouse  appears  to  be  coarse 
and  porous,  judging  from  surface  indications,  and  the  conditions  are 
apparently  favorable  for  obtaining  water  freely  from  the  ground.  If  it  is 
impracticable  to  obtain  enough  good  water  from  any  existing  spring  or 
well  in  this  region,  it  is  probable,  in  the  opinion  of  the  Board,  that,  by 
sinking  a  well  at  some  point  in  this  neighborhood  where  the  ground 
water  is  not  likely  to  be  affected  by  sewage  or  drainage  from  buildings, 
enough  water  of  good  quality  for  the  requirements  of  the  institution  can 
be  obtained.  The  best  plan  of  making  an  investigation  as  to  the  practi- 
cability of  obtaining  a  supply  in  this  way  would  be  to  drive  small  tubular 
test  wells  to  a  depth  of  not  more  than  40  feet  at  some  point  or  points 
where  the  conditions  appear  to  be  favorable;  and  when  a  location  is 
found  where  good  water  can  be  obtained  freely  from  a  test  well,  either 
additional  tubular  wells  or  a  large  well  can  be  put  in,  as  seems  best  suited 
to  the  conditions.  The  Board  will  assist  you  in  further  investigations, 
if  you  so  request,  by  analyzing  samples  of  water  from  test  wells  or  other 
sources  from  which  it  may  be  practicable  to  obtain  a  suitable  water  supply. 

PiTTSFIELD. 

Nov.  1,  1906. 
To  (&«  Board  of  PubUo  Works  of  the  City  of  Pitttfield, 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  with  reference  to  constructing  a  reservoir  on  Sacket 
Brook  at  the  Crocker  place,  so  called,  and  the  plans  presented  in  con- 
nection therewith,  and  has  caused  the  locality  to  be  examined  by  its 
engineer. 

The  plans  provide  for  the  construction  of  a  reservoir  at  the  point 
indicated  which  will  have  a  capacity  of  about  200,000,000  gallons  and  a 
water-shed  of  .45  of  a  square  mile.  There  appears  to  be  no  serious  diffi- 
culty in  the  construction  of  a  reservoir  at  this  place ;  but,  if  constructed, 
it  should  be  thoroughly  prepared  for  the  storage  of  water  by  the  removal 
of  the  stumps  and  soil  containing  organic  matter  from  the  area  to  be 
flowed,  or  by  covering  the  peaty  soil,  in  the  places  where  its  depth  is 
considerable,  with  sand  or  gravel. 
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Xo  records  of  the  consumption  of  water  by  the  city  are  available,  but 
from  the  estimates  presented  by  your  engineer  it  is  probable  that  the 
quantity  of  water  now  used  amounts  to  as  much  as  100  gallons  per  per- 
son per  day,  and  is  equal  to,  if  not  in  excess  of,  the  capacity  of  the 
present  sources  in  a  dry  season,  so  that,  in  the  opinion  of  the  Board,  an 
additional  supply  should  be  furnished  without  delay.  The  amount  of 
increase  in  tlie  capacity  of  the  present  sources  of  water  supply  that 
would  be  obtained  by  the  construction  of  the  proposed  new  reservoir, 
however,  is  probably  less  than  20  per  cent. ;  and  it  is  evident  that  if  this 
reservoir  should  be  constructed  a  further  additional  supply  would,  at 
the  present  rate  of  growth  of  the  city,  very  soon  become  necessary. 

No  definite  plans  for  the  further  increase  of  your  water  supply,  after 
the  capacity  of  the  present  sources,  with  the  addition  of  the  proposed 
new  reservoir,  has  been  reached,  appear  to  have  been  prepared;  though 
studies  made  by  your  engineers  in  connection  with  plans  for  increasing 
the  pressure  in  the  city  show  that  reservoirs  might  be  constructed  on  the 
brooks  now  used  above  the  present  intake  reservoirs  on  those  streams, 
which  would  hold  in  the  aggregate  possibly  100,000,000  gallons. 

The  construction  of  these  reservoirs,  if  it  should  be  found  practicable 
to  build  reservoirs  of  the  capacity  indicated,  would  probably  increase 
the  yield  of  the  present  sources  considerably  more  than  tlie  construction 
of  the  proposed  reservoir  on  Sacket  Brook  at  the  Crocker  place ;  and  in 
connection  with  such  a  plan  of  development  a  material  increase  could  be 
made  in  the  pressure  upon  the  mains  in  the  city. 

Judging  from  the  information  now  available,  it  appears  to  the  Board 
that  this  plan  will  be  a  better  method  of  beginning  the  further  develop- 
ment of  your  supply  than  the  plan  of  constructing  in  the  beginning  the 
proposed  storage  reservoir  at  the  Crocker  place.  It  is  evident  that  the 
increase  in  the  yield  of  the  brooks  that  it  will  be  practicable  to  secure  by 
the  plan  of  constructing  new  reservoirs  on  each  stream,  as  suggested,  is 
a  limited  one,  and  that  a  further  additional  supply  for  the  city  would 
again  become  necessary  in  a  few  years,  if  its  growth  continues  as  in  the 
past.  The  yield  of  the  brooks  might  then  be  further  enlarged  by  con- 
structing a  reservoir  on  Sacket  Brook  or  on  Ashley  Brook,  where  there 
is  apparently  a  good  opportunity  for  the  construction  of  a  storage  reser- 
voir about  a  mile  below  Ashley  Lake ;  but  it  is  possible  that  a  greater 
increase  in  the  supply  might  be  secured  at  less  expense  by  taking  water 
from  some  other  source. 

Of  the  sources  from  which  it  is  possible  to  take  an  additional  supply 
for  Pittsfield,  the  one  most  easily  made  available  is  Roaring  Brook,  the 
water-shed  of  which  is  contiguous  to  that  of  Mill  Brook  on  the  south. 
This  source  has  been  considered  in  past  years,  but,  owing  to  the  high 
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color  and  objectionable  character  of  the  water  at  the  point  at  which  this 
stream  could  be  diverted  into  "Mill  Brook^  its  use  has  not  been  considered 
adrisable.  A  further  examination  of  the  possibility  of  utilizing  this 
brook  shows  that  it  may  be  practicable,  by  means  of  a  canal  or  conduit, 
to  intercept  the  tributaries  of  the  brook,  and  of  Clapp,  or  Mud,  Pond, 
situated  near  the  upper  end  of  the  brook,  the  waters  of  which  appear  to 
be  of  much  better  quality  than  that  of  the  main  brook  or  the  pond,  and 
conrey  this  water  into  the  water-shed  of  Mill  Brook  by  gravity,  and  in 
this  way  increase  the  area  of  water-shed  available  for  the  supply  of  the 
city  by  about  3  square  miles.  It  also  appears  to  be  possible  to  construct 
upon  the  branch  of  Mill  Brook,  into  which  this  water  would  naturally 
be  discharged,  a  storage  reservoir  of  a  capacity  of  perhaps  100,000,000 
gallons;  and  if  this  should  be  foimd  to  be  the  case,  a  very  material  addi- 
tion to  the  water  supply  of  Pittsfield  might  be  obtained  by  this  plan,  at 
reasonable  expense. 

Considering  the  circumstances,  the  Board  does  not  at  present  recom- 
mend the  construction  of  the  proposed  storage  reservoir  on  Sacket  Brook 
at  the  Crocker  place ;  but  would  recommend  that  you  consider  more  care- 
fully the  plan  of  building  reservoirs  of  as  large  capacity  as  practicable 
as  nearly  as  possible  at  the  sites  of  the  present  intake  reservoirs,  securing 
at  the  same  time  such  an  increase  in  pressure  upon  the  mains  in  the  city 
as  may  be  deemed  possible  and  desirable  under  the  existing  conditions. 
The  Board  would  also  recommend  that  you  investigate  the  practicability 
of  obtaining  a  further  additional  supply  by  diverting  the  water  from  a 
part  of  the  water-shed  of  Roaring  Brook  into  Mill  Brook,  and  the  pos- 
sibility of  constructing  a  storage  reservoir  of  considerable  size  on  the 
latter  stream  for  use  in  connection  with  this  plan.  When  you  have  made 
further  investigations  the  Board  will,  upon  application,  give  you  further 
advice  as  to  enlarging  your  water  supply. 

Plymouth. 

Deo.  12,  1906. 
To  the  Board  of  Water  OommUtionera  of  the  Town  of  Plifmouth. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Nov. 
22,  1906,  an  application  for  advice  as  to  an  additional  water  supply  for 
the  town  of  Plymouth,  stating  that  it  is  proposed  to  investigate  (1)  an 
imderground  supply,  (2)  Billington  Sea,  and  (3)  Long  and  Halfway 
ponds. 

It  appears  that  the  plan  for  obtaining  a  ground-water  supply  is  with 
the  view  of  supplying  manufacturing  concerns,  which  use  a  large  quan- 
tity of  water.  The  other  sources,  if  used,  would  be  connected  directly 
with  your  present  works. 
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The  Board,  in  response  to  this  application,  has  caused  the  locality  to 
be  examined  by  its  engineer  and  has  considered  the  information  pre- 
sented as  to  the  capacity  of  the  present  sources  of  supply,  the  need  of  an 
additional  supply  and  the  quality  of  the  water  of  the  various  sources 
available. 

The  locality  indicated  as  a  possible  source  of  groimd-water  supply  is 
the  valley  of  Town  Brook,  in  the  lower  part  of  its  course  in  the  town. 
While  it  is  probable  that  a  large  quantity  of  water  could  be  obtained 
from  wells  or  filter-galleries  there,  the  ground  water  of  this  locality  is 
undoubtedly  polluted  by  the  dense  population  living  on  the  territory 
about  it;  and  it  is  not  desirable,  in  the  opinion  of  the  Board,  for  the 
town  to  supply  such  water  where  it  might  be  accessible  for  drinking. 

If  it  should  be  deemed  desirable  to  introduce  a  supply  of  ground  water 
for  the  use  of  the  manufacturing  establishments,  it  is  probable  that  water 
of  good  quality  could  be  obtained  by  sinking  wells  at  some  place  in  the 
iminhabited  territory  immediately  back  of  the  thickly  settled  portions 
of  the  town ;  and  there  are  several  localities  there  in  which  the  conditions 
appear  to  be  favorable  for  obtaining  a  large  supply  of  good  ground  water. 
Such  water  might  be  introduced  into  the  general  water  supply  system  of 
.  the  town,  if  found  desirable ;  but  it  would  be  necessary  to  avoid  dis- 
charging any  ground  water  into  the  open  distributing  reservoirs,  where 
it  would  be  likely  to  cause  trouble  from  growths  of  organisms  and  dis- 
agreeable tastes  and  odors.  It  is  probable  that  a  considerable  amount  of 
ground  water  could  be  introduced  into  the  supply  mains,  however,  with- 
out danger  that  it  would  reach  the  reservoirs. 

Billington  Sea,  the  second  source  of  supply  mentioned,  lies  at  no  great 
distance  from  Lout  Pond,  one  of  the  sources  now  used;  and,  since  it 
appears  that  the  former  pond  is  somewhat  higher,  it  is  probable  that  a 
large  additional  supply  could  be  obtained  by  diverting  its  waters  into 
Lout  Pond.  The  water  of  Billington  Sea,  judging  from  the  results  of 
a  single  analysis,  is  of  good  quality  for  domestic  purposes,  and  there  is 
no  doubt  that  that  source  would  furnish  a  very  large  additional  water 
supply;  but  it  is  one  of  the  chief  reservoirs  which  feed  Town  Brook,  on 
which  there  are  several  factories  which  use  the  water  for  power,  and  the 
cost  of  taking  a  supply  from  that  source  would  doubtless  be  large. 

Long  and  Halfway  ponds  are  probably  considerably  lower  in  level  than 
your  present  sources  of  supply,  and  are  at  such  a  long  distance  there- 
from that  the  cost  of  taking  water  from  either  of  those  sources  would 
also  be  large. 

With  the  present  arrangement  of  your  water  works,  the  depth  of  water 
that  can  be  drawn  from  Little  South  Pond  is  limited  to  less  than  4% 
feet  below  full  pond,  this  being  the  approximate  level  of  the  sill  of  the 
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screen  well.  Great  South  Pond  is  connected  with  little  South  Pond 
by  an  artificial  channel^  constructed  many  years  ago.  This  channel  at 
one  time  filled  with  sand^  and  was  reconstructed  a  few  years  ago  at  a 
lower  level;  but  it  appears  that  the  channel  is  again  becoming  partially 
stopped  up^  and  at  the  present  time  the  water  in  Great  South  Pond  is 
nearly  1%  feet  higher  than  in  Little  South  Pond. 

Boot  Pond,  lying  south  of  Great  South  Pond,  and  separated  from  the 
latter  only  by  a  narrow  strip  of  sandy  land,  is  at  present  at  an  elevation 
of  about  .76  of  a  foot  higher  than  Great  South  Pond,  but  is  not  directly 
connected  therewith,  though  such  a  connection  could  apparently  be  made 
at  small  expense. 

With  the  intake  works  at  Little  South  Pond  arranged  as  at  present, 
it  is  impracticable  to  use  all  of  the  storage  in  this  source  that  might  be 
used;  and,  on  account  of  the  clogging  of  the  channel  between  Great  and 
Little  South  ponds,  a  large  part  of  the  storage  in  Great  South  Pond  is 
not  at  present  available,  and,  under  present  conditions,  it  is  doubtful 
whether  these  ponds  and  Lout  Pond  together  will  yield  more  than  about 
1,000,000  gallons  of  water  per  day. 

With  a  suitable  connection  between  Little  South  and  Great  South 
ponds  and  a  similar  connection  between  Boot  and  Great  South  ponds, 
a  much  larger  daily  yield  could  be  obtained  from  these  sources  without 
other  material  changes  in  the  works,  —  possibly  a  yield  as  great  as 
1,500,000  gallons  per  day,  including  Lout  Pond.  It  would  be  practi- 
cable to  obtain  a  greater  yield,  possibly  as  much  as  2,000,000  gallons  per 
day,  from  these  four  ponds,  if  provision  should  be  made  for  drawing 
the  water  to  a  much  lower  level.  This  could  apparently  be  done  by 
providing  a  comparatively  inexpensive  pumping  plant  at  Little  South 
Pond  and  the  necessary  appurtenances  to  raise  the  water  into  the  con- 
duits leading  to  the  pumping  station,  and  by  providing  the  necessary 
channels  or  other  means  of  drawing  down  the  water  in  Great  South  and 
Boot  ponds. 

The  only  definite  information  indicating  the  consumption  of  water  in 
Plymouth  is  the  result  of  observations  made  during  two  periods  in  the 
years  1905  and  1906,  one  period  being  in  the  month  of  August,  1906, 
and  the  other  in  the  month  of  January,  1906.  The  results  of  these  ob- 
servations show  that  the  consumption  of  water  in  the  former  case  was 
1,200,000  gallons  per  day,  and  in  the  latter  about  960,000  gallons  per 
day.  If  these  measurements  are  fairly  representative,  they  indicate  that 
the  quantity  of  water  now  used  in  Plymouth  is  excessive,  even  allowing 
for  the  use  of  a  large  quantity  of  water  by  manufacturing  establishments. 

The  policy  of  measuring  all  of  the  water  supplied  by  the  town,  which 
the  Board  is  informed  you  are  about  to  inaugurate  by  placing  large  meters 
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on  the  mains,  is  a  most  important  step  toward  the  prevention  of  waste  of 
water. 

Even  if  the  consumption  of  water  is  as  great  as  is  indicated  by  the 
observations  mentioned  above,  the  Board  is  of  the  opinion  that  the 
present  sources  of  supply,  including  Boot  Pond,  are  adequate  to  provide 
all  of  the  water  required  for  the  present  needs  of  the  town,  if  provision 
shall  be  made  for  making  available  a  greater  portion  of  the  storage  in 
the  ponds  than  is  practicable  with  the  works  as  now  arranged. 

The  Board  would  recommend  that  you  make  investigations  to  deter- 
mine the  best  practicable  plan  of  securing  a  greater  yield  of  water  from 
your  present  sources  of  supply,  including  Boot  Pond,  and  will  give  you 
further  advice  as  to  increasing  your  water  supply  when  you  have  the 
results  of  further  investigations  to  present. 

Provincetown. 

Nov.  1,  1906. 
To  the  Water  CommUnonere  of  the  Town  of  ProHncetown. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Feb. 
9,  1906,  a  communication  giving  notice  of  your  intention  to  make  ex- 
periments as  to  improving  the  quality  of  the  water  supply  of  Province- 
town,  which  is  objectionable  on  account  of  the  presence  of  an  excessive 
quantity  of  iron,  and  requesting  the  co-operation  of  the  Board  in  carry- 
ing out  the  experiments,  and  advice  as  to  the  best  method  of  purifying 
the  water.  A  plan  of  the  proposed  tanks  and  filters  was  submitted 
with  the  application,  and  the  experiments  have  been  carried  on  nearly 
up  to  the  present  time. 

The  water  supply  of  Provincetown,  as  originally  drawn  from  a  system 
of  tubular  wells  and  subsequently  from  an  open  basin,  located  about 
three-quarters  of  a  mile  north  of  the  village,  has  always  been  affected 
by  an  excessive  quantity  of  iron,  which  makes  it  very  objectionable  for 
many  domestic  uses,  and  the  experiments  have  been  directed  toward  the 
removal  of  the  iron  from  the  water. 

The  Board  has  considered  the  results  of  these  and  previous  experi- 
ments and  of  the  numerous  analyses  of  the  water  supplied  to  Province- 
town  from  the  present  sources,  as  well  as  the  results  of  investigations 
made  with  a  view  to  obtaining  a  supply  from  other  sources. 

Two  methods  of  treating  this  water  for  the  removal  of  the  excess  of 
iron  have  been  tried.  The  first  is  to  bring  the  water  into  contact  with 
metallic  iron,  when,  if  the  water  acts  readily  upon  the  iron,  an  additional 
quantity  of  this  substance  may  be  taken  up  by  the  water,  which,  to- 
gether with  the  iron  and  organic  matter  originally  present  in  the  water, 
separates  readily,  and  can  then  be  removed  by  filtration  through  sand. 
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The  success  of  this  method  appears  to  be  dependent  chiefly  upon  the 
quantity  of  carbonic  acid  present  in  the  water  to  be  treated. 

The  Provincetown  water  does  not  always  act  suflSciently  upon  the 
metallic  iron  with  which  it  is  brought  in  contact  to  bring  about  the 
result  desired,  though  the  indications  are  that  if  water  from  the  tubular 
wells  only  should  be  used  a  satisfactory  purification  of  the  water  could 
be  effected  by  this  treatment. 

Another  method  of  purifying  this  water  is  by  the  application  of 
aluEainum  sulphate,  which  causes  the  iron  to  separate  from  the  water, 
80  that  it  can  practically  all  be  removed  by  the  subsequent  filtration  of 
the  water  through  sand.  There  is  no  doubt  that  by  this  method  the  iron 
can  be  successfully  removed  from  the  Provincetown  water.  The  objec- 
tions to  the  use  of  this  method  are  that  the  hardness  of  the  water  may 
be  increased  and  that  an  excessive  quantity  of  the  chemical  may  be  used, 
Bo  that  undecomposed  alimiinum  sulphate  may  be  present  in  the  water 
supplied  to  consumers.  With  sufficient  care  in  the  operation  of  the 
filters,  the  presence  of  alum  in  the  filtered  water  can  be  prevented. 

The  estimated  cost  of  a  purifying  plant  to  purify  the  water  by  this 
plan,  as  given  by  your  engineer,  is  about  $13,000,  and  the  annual  cost 
entailed  by  the  necessary  extra  pumping,  chemicals  and  maintenance  of 
the  filters  is  $1,345.  No  estimate  of  the  cost  of  purifying  the  water  by 
tiie  use  of  iron  has  been  presented,  but  it  would  probably  not  differ 
greatly  from  these  estimates. 

An  investigation  has  also  been  made  during  the  past  year  with  a  view 
to  the  possibility  of  obtaining  a  water  supply  for  the  town  from  some 
source  likely  to  furnish  naturally  a  water  of  good  quality.  The  informa- 
tion furnished  by  test  wells  sunk  in  various  places  in  the  neighborhood 
of  the  village  indicates  that  it  will  be  impracticable  to  obtain  water  of 
better  quality  from  any  place  in  this  region  than  is  now  obtained  from 
the  present  wells.  East  of  Provincetown,  however,  in  the  higher  lands 
beyond  Moon  Pond  Meadow  and  Salt  Meadow,  in  the  town  of  Truro, 
the  character  of  the  soil  appears  to  be  very  different  from  that  which  is 
found  in  the  neighborhood  of  Provincetown;  and  the  results  of  analyses 
of  water  from  several  wells  in  this  region  indicate  that  water  of  good 
quality,  free  from  an  excess  of  iron,  can  probably  be  obtained  from  the 
ground  within  about  4%  miles  of  the  village. 

Estimates  made  by  your  engineer  indicate  that  the  cost  of  necessary 
works  for  taking  a  supply  of  water  from  this  region  would  not  exceed 
$45,000,  and  that,  if  the  present  pumping  machinery  should  be  used, 
the  cost  might  be  somewhat  less  than  that  amount.  Moreover,  a  pipe 
line  from  the  direction  of  Truro  will  serve  a  considerable  number  of 
houses  at  the  easterly  end  of  Provincetown  village  not  row  reached  by 
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the  present  pipe  line,  but  to  serve  which  an  extension  of  the  pipe  line 
will  doubtless  soon  have  to  be  made,  especially  if  a  water  of  good  quality 
should  be  introduced. 

Comparing  the  probable  cost  of  the  construction  and  maintenance  of 
filters  with  the  cost  of  constructing  and  maintaining  works  for  taking 
water  from  the  ground  about  4%  miles  east  of  the  village,  it  appears 
that  the  annual  cost  of  a  new  supply  is  unlikely  to  be  much,  if  any, 
greater,  all  things  considered,  than  the  cost  of  purifying  the  present 
supply;  and  in  the  long  run  the  cost  of  the  new  supply  would  doubtless 
be  much  less  than  the  cost  of  purifying  the  water  of  the  present  sources 
or  of  any  other  source  in  the  immediate  neighborhood  of  the  village. 

Under  these  circumstances,  it  is  likely  to  be  for  the  best  interests  of 
Provincetown  to  abandon  the  present  supply  and  take  a  new  supply  from 
the  ground  in  the  direction  of  North  Truro,  if  a  sufiBcient  supply  of  good 
water  can  be  obtained  from  the  ground  in  that  region;  and  the  Board 
would  recommend  that  you  put  in  a  number  of  test  wells  in  the  region 
indicated,  and  make  a  pumping  test,  by  connecting  them  to  a  steam 
pump  and  pumping  from  them  for  a  period  of  at  least  two  weeks,  to 
determine  the  probable  yield  of  the  source  and  the  quality  of  the  water. 

The  Board  will  assist  you  in  the  investigations,  if  you  so  request,  by 
making  the  necessary  analyses  of  the  water,  and  will  give  you  further 
advice  when  the  results  of  such  a  test  are  available. 

EuTLAND  (Industrial  Camp). 

July  6, 1906. 
To  th»  Board  of  Prison  Commissioners,  Mr.  Frederick  O.  Pettiorove,  Chairman, 

Gentlemen:  —  In  accordance  with  your  request  for  advice  as  to  a 
proposed  water  supply  for  the  industrial  camp  at  Eutland,  to  be  taken 
from  the  ground  along  the  Ware  River  near  the  camp,  the  Board  has 
caused  the  locality  to  be  examined  by  one  of  its  engineers  and  samples 
of  water  from  test  wells  to  be  analyzed. 

Two  of  the  three  test  wells  thus  far  driven  are  located  on  the  westerly 
side  of  the  river,  opposite  the  camp  and  south  of  the  junction  of  the 
two  branches  of  the  Ware  Eiver.  A  sample  of  water  from  one  of  these 
wells,  which  furnished  water  quite  freely,  was  found  to  contain  iron  in 
such  quantity  that  it  would  be  objectionable  for  many  uses,  while  from 
the  other  well  no  water  could  be  obtained.  The  third  test  well  is  located 
in  a  meadow  bordering  the  easterly  side  of  the  main  stream,  opposite 
the  camp  and  a  short  distance  below  the  point  where  the  stream  is  joined 
by  the  easterly  branch.  This  well  was  driven  to  a  depth  of  about  30  feet, 
penetrating  a  stratum  of  coarse  material  from  which  water  could  be 
obtained  very  freely,  and  the  results  of  an  analysis  show  that  this  water 
is  of  excellent  quality  for  water-supply  purposes. 
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There  appear  to  be  no  sources  of  possible  pollution  of  the  ground 
water  in  this  neighborhood;  and,  in  the  opinion  of  the  Board,  while  the 
information  furnished  by  the  tests  thus  far  made  is  not  conclusive,  the 
indications  are  that  a  suflBcient  supply  of  good  water  for  the  requirements 
of  the  camp  and  hospital  can  be  obtained  from  the  ground  in  the 
Tieinity  of  this  test  well. 

Salem  and  Beverly. 

Jxnri  7. 1006. 
70  tk§  SmUm  Water  Board,  Mr.  Edward  N.  Rked,  Chairman,  SaX$m,  Mast. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Nov.  17,  1905,  an  application  for  advice  with  reference  to  increasing 
and  improving  the  water  supply  of  Salem  and  Beverly,  stating  that 
various  possible  sources  of  supply  were  being  investigated,  and  request- 
ing the  co-operation  of  the  Board  in  the  examination  of  certain  waters 
then  under  consideration.  The  results  of  the  investigations  were  subse* 
quently  presented  by  your  engineer  in  two  reports,  in  which  various 
plans  are  considered  and  the  following  recommendations  are  made :  — 

I  recommend  as  the  best,  most  efficient  and  economical  plan  for  improving 
and  increasing  the  water  supply  of  Salem  and  Beverly,  the  filtration  at 
Wenham  Lake  of  the  present  supply  as  described  in  the  foregoing  report. 
This  is  the  only  plan  that  is  at  once  sufficient  for  the  needs  of  the  near  future, 
best  adapted  for  combination  with  a  further  additional  supply,  surely  avail- 
able and  satisfactory,  free  from  chance  of  water  damage  suits  and  suits  for 
rights  of  way  and  needing  no  legislation  to  enable  you  to  take  water  or 
land. 

I  also  recommend  that  before  final  plans  are  made  for  this  work  an  ezperi- 
mental  filtration  plant  be  installed  in  or  near  one  of  the  pumping  stations 
where  tests  may  be  made  to  determine  the  best  arrangement  of  the  sand  filter 
plant  for  the  treatment  of  this  particular  water.  This  experimental  plant 
^ould  be  designed  to  ascertain  the  efifect  of  aeration,  single  and  double 
filtration,  different  depths  of  sand,  rates  of  filtration,  etc. 

The  information  obtained  in  this  way  will  undoubtedly  save  much  more 
than  its  cost  in  the  actual  construction  of  the  filters,  if  indeed  it  does  not 
prevent  mistakes  in  the  general  design. 

Tests  should  also  be  made  to  ascertain  the  effect  of  storing  filtered  water 
in  the  light.  The  results  of  these  tests  will  aid  in  the  determination  of  the 
qnestion  whether  or  not  the  reservoirs  should  be  covered.  .  .  . 

I  estimate  that  the  cost  of  the  experimental  work  will  be  from  $2,000  to 
$3,000. 

To  properly  present  the  entire  subject  I  believe  that  the  following  state- 
ment should  be  made.  The  plan  for  a  ground  water  supply  in  the  Miles 
River  valley  provides  for  a  supply  of  the  same  quantity  at  much  smaller  cost 
for  construction  or  for  annual  maintenance  in  case  a  suitable  water  in  suffi- 
cient quantity  is  found. 
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It  ia  not  made  clear  by  the  preliminary  tests  whether  or  not  the  water  will 
be  of  satisfactory  quality,  even  if  a  sufficient  quantity  is  found.  As  already 
estimated,  it  will  cost  from  $5,000  to  $8,000  to  determine  both  questions,  with 
the  possibility,  if  not  the  probability,  that  the  results  will  be  against  the  plan 
in  respect  to  the  quantity  of  iron  in  the  water. 

There  are  some  reasons  already  indicated  why  the  filtration  plan  will  be 
on  the  whole  more  satisfactory  than  the  ground  water  plan,  even  if  the  supply 
in  the  latter  proves  to  be  sufficient.  I  feel  that,  under  the  circumstances^  it 
is  not  my  province  to  recommend  that  the  ground  water  tests  be  made,  but 
rather  that  it  is  for  you  to  decide  if  the  possible  economy  of  such  a  supply 
warrants  the  expenditure  which  is  required  to  determine  whether  the  supply  is 
or  is  not  available.  If  you  should  decide  that  the  test  be  made,  it  can  be 
carried  on  coincidently  with  the  filtration  experiments,  and  the  final  decision 
made  when  the  results  are  determined. 

The  plan  includes  a  provision  for  drawing  the  water  of  Wenham  Lake 
to  a  level  30  feet  below  high  water  if  necessary,  and  for  diverting  into 
the  lake  or  into  Longham  Beservoir  the  water  from  the  water-shed  of 
Beaver  and  Norwood's  ponds,  thus  increasing  the  capacity  of  the  works 
to  about  6,000,000  gallons  per  day  in  a  dry  season,  or  about  30  per  cent, 
more  than  the  quantity  of  water  used  during  the  year  1905,  which  ap- 
pears to  have  been  4,657,000  gallons  per  day.  The  question  of  a  further 
additional  supply  after  the  capacity  of  the  works  developed  as  suggested 
has  been  reached  is  also  considered ;  and  the  results  of  a  general  examina- 
tion, showing  the  practicability  of  supplementing  the  supply  from  the 
Ipswich  River  or  some  of  its  tributaries,  or  from  the  works  of  the  Metro- 
politan Water  District,  are  presented. 

The  Board  has  carefully  considered  the  reports  presented,  the  results 
of  the  analyses  of  samples  of  the  water  of  test  wells  in  the  valley  of 
Miles  River  and  the  information  available  as  to  the  capacity  of  the  pres- 
ent sources  of  supply,  the  character  of  their  waters  and  the  means  pro- 
posed for  their  improvement. 

The  water  of  Longham  Brook  has  a  high  color  and  contains  a  large 
quantity  of  organic  matter,  due  to  its  slow  passage  through  the  exten- 
sive swamps  and  meadows  on  the  water-shed;  and  the  water  deteriorates 
still  further  after  storage  in  the  Longham  Reservoir,  a  shallow  basin, 
the  bottom  of  which  is  covered  with  mud.  While  the  mud  could  be 
removed  from  the  bottom  of  the  reservoir,  the  investigations  of  your 
engineer  show  that  it  will  not  be  practicable  to  drain  thoroughly  the 
swamps  within  the  water-shed,  and  the  improvement  in  the  quality  of 
the  water  obtainable  by  this  means  is  probably  insuflacient  to  warrant 
the  outlay. 

The  water  of  Wenham  Lake,  up  to  the  time  of  the  introduction  of 
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the  supplementary  supply  from  Longham  Eeservoir,  was  usually  nearly 
colorless  and  of  excellent  quality  for  all  the  purposes  of  a  public  water 
supply,  and  had  rarely,  if  ever,  during  the  time  of  its  use  for  the  supply 
of  Salem  and  Beverly,  been  aflfected  by  disagreeable  tastes  or  odors. 
Upon  the  introduction  of  the  water  of  Longham  Reservoir  into  the  lake 
the  color  and  quantity  of  organic  matter  in  the  lake  water  increased 
decidedly,  and  have  remained  much  higher  in  the  years  since  Longham 
water  was  introduced  than  previously.  During  the  past  year  (1906) 
a  larger  quantity  of  water  than  usual  has  been  diverted  from  Longham 
Beservoir  into  Wenham  Lake,  and  the  quantity  of  organic  matter  present 
in  the  lake  water  has  been  higher  than  ever  before. 

The  water  of  Beaver  and  Norwood's  ponds,  proposed  as  an  additional 
source  of  supply,  is  also  highly  colored  and  resembles  closely  the  water 
of  Longham  Beservoir;  and  investigations  indicate  that  it  would  not  be 
practicable  to  improve  the  quality  of  the  water  of  this  source  by  clean- 
ing the  ponds  or  making  other  improvements  in  the  water-shed. 

Under  the  circumstances,  if  the  discharge  of  the  waters  of  Longham 
Brook  into  Wenham  Lake  is  to  be  continued,  the  Beaver  and  Norwood's 
pond  sources  subsequently  added  and  large  quantities  of  water  from  these 
sources  diverted  into  the  lake,  as  will  be  necessary  in  the  future  if  the 
supply  of  the  two  cities  is  to  be  obtained  wholly  from  these  sources,  the 
quality  of  the  water  of  the  lake  is  likely  to  continue  to  deteriorate  and 
to  be  objectionable  for  domestic  uses. 

It  is  probable  that  the  water  of  the  lake  could  be  efficiently  purified 
by  filtration  through  sand,  the  color  of  the  water  decreased  and  objection- 
able tastes  and  odors  removed  so  that  the  water  would  be  satisfactory 
for  domestic  purposes. 

The  water  of  Wenham  Lake,  before  the  introduction  of  water  from 
Longham  Eeservoir,  as  already  stated,  had  very  little  color  and  was  of 
good  quality  for  all  the  purposes  of  a  public  water  supply.  If  the  dis- 
charge of  water  from  Longham  Eeservoir  into  the  lake  should  be  dis- 
continued, the  quality  of  the  water  of  the  latter  source  would,  without 
doubt,  improve  materially  and  very  likely  become  again  as  satisfactory 
as  in  the  earlier  years.  It  would  be  necessary,  however,  in  order  to 
obtain  a  sufficient  supply  of  water  for  the  cities,  either  to  purify  the 
water  of  the  Longham  Eeservoir  and  of  Beaver  and  Norwood's  ponds 
or  to  obtain  an  additional  supply  from  some  other  source. 

The  water  of  Longham  Eeservoir  and  of  Beaver  and  Norwood's  ponds 
could  probably  be  purified  by  filtration  through  artificial  sand  filters,  as 
suggested;  but,  after  purification,  the  water  would  probably  still  have 
considerable  color  and  be  objectionable  on  this  account  if  supplied  directly 
to  consumers. 
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Another  method  of  improving  the  quality  of  the  water  from  these 
sources  would  be  to  apply  it  intermittently  to  natural  beds  of  sand  or 
gravel,  —  of  which  there  appear  to  be  large  areas  available  for  the  pur- 
pose in  the  neighborhood  of  Wenham  Lake,  —  allowing  the  effluent  from 
the  filters  to  flow  directly  into  the  lake;  and  it  is  probable  that  by  dis- 
continuing the  direct  discharge  of  water  from  Longham  Reservoir  into 
Wenham  Lake,  and  allowing  it  to  enter  the  lake  only  after  filtration 
through  the  soil,  the  water  of  the  lake  would  be  of  good  quality  at  all 
times. 

The  investigations  of  your  engineer  show  that  the  only  other  surface- 
water  sources  from  which  it  is  practicable  to  secure  a  large  additional 
supply,  aside  from  the  sources  now  used  by  other  municipalities,  are  the 
Ipswich  River  and  its  tributaries;  but  the  waters  of  the  river  itself  and 
of  the  available  tributaries  are  also  very  highly  colored  and  contain 
large  quantities  of  organic  matter  and  resemble  very  closely  the  waters 
of  Longham  Brook  and  Beaver  and  Norwood^s  ponds,  and  there  does 
not  appear  to  be  any  better  plan  of  supplementing  Wenham  Lake  at  the 
present  time  than  by  using  the  water  of  the  latter  sources. 

The  results  of  the  limited  number  of  tests  made  with  a  view  to  ob- 
taining a  ground-water  supply  in  the  valley  of  the  Miles  River  in  the 
neighborhood  of  the  outlet  of  Wenham  Lake  are,  on  the  whole,  unfavor- 
able to  obtaining  a  considerable  supply  of  good  ground  water  in  this 
locality;  and  it  is  doubtful,  judging  from  these  tests,  whether  a  suflB- 
cient  additional  supply  of  groimd  water  unaffected  by  an  excessive  quan- 
tity of  iron  could  be  obtained  from  works  in  this  valley  to  make  it  prac- 
ticable to  dispense  with  the  use  of  Longham  Reservoir  or  other  surface 
sources  in  connection  with  Wenham  Lake. 

In  the  opinion  of  the  Board,  there  is  some  question  as  to  whether  the 
turning  of  the  water  of  Longham  Reservoir  and  Beaver  and  Norwood^s 
ponds  into  Wenham  Lake  and  then  filtering  the  mixed  water  would  give 
as  satisfactory  a  supply  to  consumers  as  the  removal  of  organic  matter 
and  color  from  the  water  of  these  colored  sources  by  filtration  through 
the  ground  before  entering  Wenham  Lake. 

The  Board  would  recommend  that  investigations  and  tests  be  made  to 
determine  the  area  best  suited  for  purifying  the  water  of  Longham 
Reservoir  and  Beaver  and  Norwood's  ponds,  and  that  a  plan  be  prepared 
for  delivering  the  water  of  these  sources  upon  the  area  selected  in  such 
a  manner  that  the  water  will  filter  through  a  considerable  depth  of 
gravelly  soil  and  remove  much  of  the  organic  matter  and  color  before 
entering  Wenham  Lake. 

When  the  investigations  have  been  made  and  the  plans  and  estimates 
of  cost  prepared,  the  Board  will  give  you  further  advice  in  the  matter, 
if  you  so  request. 
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Salem  and  Beverly  —  Amendment  of  Rules  and  Regulations. 

The  rules  and  regulations  adopted  by  the  Board  on  Dec.  6,  1900,  for 
the  sanitary  protection  of  the  water  supply  of  the  city  of  Salem,  were 
amended  by  the  Board  on  July  5,  1906,  so  as  to  provide  for  the  regula- 
tion of  boating,  fishing,  ice  cutting,  etc.,  thereafter  by  the  State  Board 
of  Health,  instead  of  the  local  water  board. 

Sharon. 

Jaw.  4, 1900. 
To  tks  Board  of  Watt  ComnUtsionert  of  the  Town  of  Sharon, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Dec.  4,  1905,  the  following  communication  relative  to  taking  lands  for 
the  protection  of  the  water  supply  of  the  town :  — 

In  aecordance  with  the  views  expressed  in  letters  of  advice  from  the  State 
Board  of  Health  to  the  joint  committee  on  increased  water  supply  of  the  town 
of  Sharon,  bearing  date  of  March  5,  1903,  and  June  4,  1903,  and  in  accord- 
ance with  the  unanimous  vote  of  the  board  of  water  commissioners  of  said 
town,  said  board  acting  under  the  authority  in  them  vested  by  chapter  177  of 
the  Acts  of  1883  and  chapter  241  of  the  Acts  of  1894,  did,  upon  the  twenty- 
eighth  day  of  April  last,  enter  upon  and  take  possession  of  certain  lands 
and  rights  therein,  in  behalf  of  said  town  of  Sharon,  for  the  purpose  of 
providing  an  increased  water  supply  for  said  town,  holding  and  presening 
the  same,  and  conveying  water  to  the  streets  thereof,  also  the  right  to  with- 
draw water  from  all  springs  and  subterranean  waters  in  said  land. 

We  therefore  ask  your  Board  to  view  the  lands  so  taken,  as  shown  upon  the 
accompanying  map,  and  to  consent  to  the  taking  of  water  for  domestic 
purposes  from  these  lands  and  to  make  such  examination  of  said  lands  and 
the  waters  thereof  as  may  be  necessary  to  advise  our  board  as  to  the  acts 
necessary  to  insure  the  preservation  and  purity  of  such  water  supply. 

The  application  is  accompanied  by  plans  showing  lands  taken  by  the 
town  in  the  valley  of  Beaver  Hole  Meadow  Brook  above  the  present 
sources  of  water  supply. 

In  response  to  the  application,  the  Board  has  caused  the  present 
sources  of  supply  to  be  examined  by  its  engineer  and  has  also  caused  an 
examination  to  be  made  of  the  lands  indicated  upon  the  plan  submitted. 

In  the  communications  of  the  Board  to  the  joint  committee  on  water 
supply  of  the  town  of  Sharon,  referred  to  above,  the  Board  expressed 
no  views  regarding  the  taking  of  lands,  but  advised  that  tests  should 
first  be  made  in  the  valley  of  Beaver  Hole  Meadow  Brook  above  your 
present  wells  with  a  view  to  obtaining  a  giound-water  supply  in  that 
region. 

The  wells  from  which  the  water  supply  of  Sharon  is  now  beinc  drawn 
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proved  inadequate  for  the  supply  of  the  town  during  the  past  summer, 
and  it  appears  that  an  auxiliary  supply  has  been  obtained  by  drawing 
water  directly  from  Beaver  Hole  Meadow  Brook.  In  the  communication 
addressed  to  your  board  under  date  of  March  5,  1903,  the  State  Board 
of  Health  expressed  the  opinion  that  this  brook  is  an  imsafe  source  from 
which  to  take  water  directly  for  drinking  or  other  domestic  purposes^ 
and  advised  that  tests  be  made  with  a  view  to  obtaining  an  adequate 
supply  of  water  for  the  town  in  the  valley  of  the  brook  above  the  wells. 
In  a  subsequent  communication,  dated  June  4,  1903,  the  Board  again 
advised  that  you  make  a  test  in  the  valley  of  Beaver  Brook  above  your 
present  wells  to  determine  the  practicability  of  obtaining  an  adequate 
supply  of  good  water  from  the  ground  in  this  region. 

It  appears  that  no  tests  have  thus  far  been  made  in  the  region  indi- 
cated or  elsewhere,  and  the  Board  has  no  means  of  determining  defi- 
nitely whether  the  necessary  quantity  of  ground  water  can  be  obtained 
in  this  region,  or  its  probable  quality.  Under  the  circumstances,  the 
Board  is  unable  to  advise  you  as  to  the  protection  of  a  water  supply  in 
this  region  or  to  consent  at  present  to  the  taking  of  a  supply  here.  The 
Board  would  again  advise  that  you  make  tests  in  the  valley  of  the  brook 
above  your  present  wells,  and  when  the  results  of  investigations  are 
available  will  give  the  matter  further  consideration. 

Aug.  18. 1906. 

To  the  Committee  on  Water  Supply  of  the  Town  of  Sharon,  Mr.  William  L.  Habkel,  Secre-^ 

tary. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  com- 
munication relative  to  the  water  supply  of  Sharon  and  the  report  of 
your  engineer  submitted  therewith,  and  has  caused  the  location  of  cer- 
tain test  wells  driven  in  the  valley  of  Beaver  Hole  Meadow  Brook  to  be 
examined  by  its  engineer  and  samples  of  water  sent  in  by  you  from  two 
of  the  wells,  located  respectively  800  feet  and  3,000  feet  above  your 
pumping  station,  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  of  the  test  well 
located  about  800  feet  above  the  pumping  station,  while  of  somewhat 
better  quality  than  that  of  your  present  sources  of  supply,  has  a  higher 
chlorine  than  is  found  in  normal  waters  in  this  region  and  shows  other 
evidences  of  previous  pollution.  The  water  of  the  well  3,000  feet  above 
the  pumping  station  is  of  good  quality  and  unaffected  by  sewage  pollu- 
tion. It  is  understood  that  this  well  yielded  water  freely  when  pumping 
with  a  hand  pimip;  and,  judging  from  the  informaition  as  to  the  char- 
acter of  the  soil  penetrated,  it  is  probable  that  a  sufficient  supply  of  water 
for  all  the  requirements  of  the  town  can  be  obtained  from  the  ground 
in  this  locality. 

In  order  to  determine  definitely  the  probable  quantity  and  quality  of 
the  water  to  be  obtained  here,  it  will  be  necessary  to  make-a  further  test. 
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by  putting  in  a  group  of  wells,  connecting  them  with  a  steam  pump  and 
pumping  from  them  for  at  least  a  week  at  a  rate  such  as  would  be  neces- 
sary for  the  supply  of  the  town.  The  variation  in  the  level  of  the  ground 
water  about  the  wells  should  be  observed  during  the  test,  and  samples 
of  water  should  be  collected  for  analysis  at  frequent  intervals  to  deter- 
mine its  quality.  When  the  results  of  such  a  test  are  available,  it  will 
be  possible  to  determine  whether  it  is  practicable  for  the  town  to  obtain 
a  suflSdent  supply  of  good  water  from  the  ground  in  this  locality. 

It  is  possible  that  a  supply  of  good  water  can  be  obtained  at  a  point 
nearer  the  pumping  station,  and  the  conditions  appear  to  be  favorable 
for  obtaining  such  a  supply  in  the  neighborhood  of  the  bridge  over  the 
brook,  1,800  feet  to  2,000  feet  above  the  pumping  station.  If  tests 
should  show  that  good  water  could  be  obtained  in  that  locality,  a  saving 
might  be  effected  in  the  cost  of  the  works ;  and  under  the  circumstances 
the  Board  would  recommend,  as  the  next  step  in  your  investigations, 
that  you  cause  test  wells  to  be  driven  in  the  neighborhood  of  the  bridge 
mmtioned  and  samples  of  the  water  to  be  analyzed.  If  further  tests 
should  show  that  good  water  can  be  obtained  freely  from  the  ground  in 
that  locality,  it  would  probably  be  best  to  locate  the  works  there  rather 
than  at  the  point  above. 

The  Board  will,  upon  application,  assist  you  in  further  investigations 
by  making  the  necessary  analyses  of  water,  and  will  give  you  further 
advice  when  the  results  of  further  tests  are  available. 

DkO.  6,  1906. 
r«  fke  Commutes  on  Water  Sttppfy  of  the  Town  of  Sharon,  Mr.  William  L.  Haskkl,  Secro' 

tary. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Nov.  28,  1906,  a  communication  stating  that,  in  compliance  with  its 
recommendation  of  Aug.  13,  1906,  you  have  had  three  additional  wells 
driven  in  the  vicinity  of  the  bridge  over  Beaver  Hole  Meadow  Brook, 
referred  to  in  that  communication,  —  two  being  above  the  bridge  and 
one  below,  all  yielding  a  fair  amount  of  water,  —  and  requesting  advice 
as  to  the  quality  of  the  water  therefrom ;  and  in  response  to  tliis  com- 
mnnication  the  Board  has  caused  the  locality  to  be  examined  by  its 
engineer  and  samples  of  water  from  the  three  test  wells  in  the  locality 
indicated  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  of  these  wells,  like 
those  located  farther  down  the  valley  and  examined  last  summer,  has  a 
higher  chlorine  than  is  found  in  normal  waters  of  this  region,  and  show 
also  other  evidences  of  previous  pollution,  indicating  that  it  is  improb- 
able that  water  of  good  quality  can  be  obtained  from  this  valley  without 
going  farther  up  stream. 

The  Board  would  now  recommend  that  you  put  in  additional  wells  in 
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the  region  of  the  extreme  upper  test  well,  about  3,000  feet  above  the 
pumping  station,  and  make  a  pumping  test,  in  the  manner  recommended 
by  the  Board  in  the  communication  of  August  13,  by  putting  in  a  group 
of  wells  in  the  locality  indicated,  connecting  them  with  a  steam  pump 
and  pumping  from  them  for  at  least  a  week  and  at  a  rate  such  as  would 
be  necessary  for  the  supply  of  the  town. 

The  Board  will  assist  you  in  making  this  test  by  making  the  neces- 
sary analyses  of  water,  if  notice  is  received  of  the  time  when  the  test  is 
about  to  begin,  and  will  give  you  further  advice  when  the  results  of  the 
test  are  available. 

SOUTHBRIDQE. 

Sept.  6,  1&06. 
To  the  Southbridge  Water  Company,  Southhridge,  Mcus. 

Gentlemen  :  —  Complaint  has  been  made  to  this  Board  of  the  objec- 
tionable quality  of  the  water  supplied  recently  to  the  town  of  Southbridge 
from  the  works  of  the  Southbridge  Water  Company,  and  the  Board  has 
caused  an  examination  of  the  sources  of  supply  to  be  made  by  its 
engineer. 

It  appears  from  this  examination  that  the  objectionable  condition  of 
the  water  was  probably  caused  by  the  flooding  of  the  bottom  of  the  new- 
storage  reservoir  on  Hatchet  Brook  early  in  the  present  year.  The  area 
to  be  flowed  by  this  reservoir  has  not  yet  been  properly  prepared  for  the 
storage  of  water  and  contains  numerous  stimips  and  large  quantities  of 
peaty  soil,  from  which  the  water  evidently  took  up  an  excessive  quantity 
of  organic  matter.  It  is  understood  that  the  work  of  construction  of 
this  reservoir  has  not  yet  been  fully  completed;  and  the  Board  would 
advise  that  no  more  water  be  stored  in  this  basin  until  it  has  been  thor- 
oughly prepared  for  the  purpose  by  the  removal  of  the  stumps,  soil  and 
other  organic  matter,  as  advised  by  the  Board  in  the  communication 
dated  June  29,  1905,  a  copy  of  which  is  attached  hereto. 

South  Hadley. 

Aug.  2,  1906. 
To  the  Board  of  Water  CommUeionera  of  Fire  District  No,  1  of  the  Town  of  South  Hadley. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  July 
9,  1906,  an  application  for  advice  as  to  a  proposed  plan  of  preventing 
the  pollution  of  Buttery  Brook,  one  of  the  sources  of  water  supply  of 
South  Hadley;  and  subsequently  two  plans  were  submitted,  one  show- 
ing the  location  of  the  various  dwelling  houses,  bams  and  out-buildings 
from  which  the  brook  is  polluted,  and  the  other  a  plan  designed  to 
remedy  the  objectionable  conditions  which  now  exist. 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  its  engineer  and  has  considered  the  plans  and  informa- 
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tion  presented.  While  the  limits  of  the  water-shed  of  Buttery  Brook 
are  somewhat  indefinite^  an  examination  shows  that  a  large  portion  of 
the  settlement  known  as  Fairview  is  situated  in  the  valley  of  the  brook, 
and  that  many  priTies  and  sink  drains  are  located  in  close  proximity  to 
the  stream  or  its  tributaries.  The  remedy  proposed  for  these  objection- 
able conditions  is  to  lay  a  pipe  to  take  the  flow  of  the  brook  from  the 
outlet  of  the  extensive  swamp  just  above  Fairview,  in  which  Buttery 
Brook  takes  its  rise,  to  a  point  below  Abbey  Street,  and  to  fill  the  brook 
in  the  region  through  which  the  pipe  line  passes  with  sand  or  gravel. 

While  the  soil  in  the  valley  of  Buttery  Brook  below  the  swamp  at  the 
upper  end  of  its  water-shed  is  sandy  and  porous  to  a  considerable  depth, 
it  is  very  doubtfxd  whether  all  of  ihe  water  falling  upon  this  portion  of 
the  water-shed  would  filter  through  the  ground  to  the  stream  below 
Fairview;  and  it  is  improbable  in  any  case  that  many  of  the  more  ob- 
jectionable pollutions  in  the  valley  of  this  brook  could  be  eliminated 
in  this  way. 

It  is  impracticable,  in  the  opinion  of  the  Board,  to  protect  this  source 
adequately  either  by  the  construction  of  a  sewerage  system  or  by  the 
oif oreement  of  sanitary  rules  and  regulations,  unless  many  of  the  dwell- 
ing houses  and  out-buildings  nearest  the  brook  or  its  feeders  should  be 
removed. 

While  the  value  of  many  of  these  places  may  be  comparatively  small, 
the  aggregate  cost  to  the  district  of  acquiring  a  su£5cient  number  of 
them  to  prevent  the  further  pollution  of  the  brook  would  probably  be 
large. 

In  the  opinion  of  the  Board,  the  most  efficient  method  of  obtaining 
from  this  source  water  which  will  be  safe  for  drinking  will  be  to  filter 
it  through  sand.  It  appears  that  the  pressure  imder  which  water  is 
now^upplied  to  the  district  is  already  less  than  desirable,  and,  under 
the  circumstances,  it  will  probably  be  necessary  to  locate  the  filters  above 
the  present  reservoir.  While  the  jcost  of  the  c(mstruction  and  the  effi- 
cient maintenance  and  operation  of  suitable  filters  will  be  large,  there 
does  not  appear  to  the  Board  any  other  practicable  way  of  securing  from 
this  source  water  which  will  be  safe  for  drinking. 

It  may  be  practicable  to  obtain  a  new  source  of  supply  which  will 
fumish  water  of  good  quality  at  less  expense  than  would  be  required 
to  purify  the  water  of  Buttery  Brook  or  render  it  satisfactory  in  any 
other  way,  and  in  that  case  it  might  be  best  to  discontinue  the  use  of 
Buttery  Brook.  • 

When  you  have  prepared  plans  for  filtering  the  water  of  Buttery 
Brook,  the  Board  will  advise  you  concerning  them,  if  you  so  request; 
and,  should  you  decide  to  investigate  other  possible  sources  of  supply, 
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the  Board  will  give  you  such  assistance  as  it  can  by  making  the  neces- 
sary analyses  of  the  water  of  available  sources. 

The  Board  would  advise  that  you  take  measures  without  delay  to  pre- 
vent, so  far  as  possible,  the  direct  pollution  of  Buttery  Brook  or  any  of 
its  feeders,  and  that  a  careful  supervision  of  the  source  be  exercised 
while  its  use  is  continued. 

Spencer  (E.  Jones  and  Company). 

Fib.  1, 1906. 

To  Messrs.  E.  Jonbs  ft  Co.,  Spencer,  Matt. 

Gentlemen:  —  In  response  to  your  request  of  Dec.  16,  1905,  for  an 
analysis  of  the  water  of  a  well  at  your  factory  in  Spencer,  which  you 
state  is  used  by  the  employees  and  families  near  by  as  a  source  of  drink- 
ing water,  the  Board  has  caused  the  well  and  its  surroundings  to  be  ex- 
amined and  samples  of  its  water  to  be  analyzed. 

It  appears,  from  the  information  furnished  the  Board,  that  the  well 
is  565  feet  in  depth,  all  but  the  upper  10  or  12  feet  being  in  rock. 

There  are  sources  of  pollution  at  no  great  distance  from  the  well,  but 
the  results  of  the  analyses,  which  differ  in  some  respects  from  those  of 
good  ground  waters,  do  not  show  evidence  of  serious  pollution.  Under 
the  circumstances,  the  Board  is  unable,  from  the  investigations  thus  far 
made,  to  recommend  the  use  of  this  water  for  drinking. 

It  is  understood  that  the  water  is  used  for  washing  and  other  pur- 
poses in  the  factory;  and  the  Board  will  make  further  analyses  from 
time  to  time  if  you  will  furnish  the  samples,  and  will  give  you  further 
advice  as  to  the  quality  of  the  water  for  drinking  when  the  results  of 
further  tests  are  available. 

Springfield. 

Jan.  4,  lt06. 
To  the  Board  of  Water  CommUaionert  of  the  City  of  Springfield. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Nov.  4,  1905,  an  application  for  advice  with  reference  to  a  proposed 
water  supply  for  the  city  of  Springfield,  containing  the  following  out- 
line of  your  proposed  plans :  — 

On  Oct.  30,  1905,  the  city  council  of  Springfield  voted  unanimously  to 
petition  the  legislature  for  an  act  to  take  the  waters  of  Westfield  Little 
River,  so  called,  as  a  source  of  water  supply  for  the  city  of  Springfield. 

The  Westfield  Little  River  is  a  branch  entering  the  Westfield  River  just 
below  the  village  of  Westfield. 

It  is  proposed  to  take  the  water  at  some  point  on  that  stream  which  would 
afford  by  a  gravity  fiow  ample  pressure  in  the  city  of  Springfield.  It  is 
proposed  to  build  sufficient  storage  reservoirs  to  equalize  the  fiow  of  the 
stream  sufficiently  for  the  supply  of  the  city  of  Springfield. 
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The  method  of  diversion  is  through  a  conduit  and  tunnel  to  a  filter  site 
above  West  Parish  in  the  town  of  Westfield,  and  from  thence  to  the  city  of . 
Springfield  by  means  of  a  pipe  line. 

This  plan  is  outlined  in  a  report  by  Mr.  Allen  Hazen,  C.E.,  dated  May  1, 
1906,  printed  in  pamphlet  form  and  made  a  part  of  this  application.  The 
charts  in  this  report  indicate  the  comparative  elevations  and  location  of  the 
various  proposed  works  and  the  outline  and  survey  of  the  proposed  main 


Then  are  not  submitted  as  detailed  plans,  nor  as  the  adopted  means  of 
proeedurey  but  merely  as  information  r^arding  the  possibilities  of  the  de- 
velopment of  this  water-shed. 

The  board  of  water  commissioners  at  the  present  time  desire  your  advice 
as  to  whether  this  source  of  supply  is  a  suitable  and  appropriate  one  for  the 
city  of  Springfield. 

The  Board  has  caused  the  water-shed  of  Little  Eiver  to  be  examined 
by  its  engineer,  and  has  considered  the  plan  presented  and  the  results 
of  analyses  of  samples  of  water  from  the  Westfield  Little  Eiver  collected 
and  sent  in  by  you  during  the  past  year. 

The  results  of  the  analyses  of  samples  of  water  collected  between  May 
14  and  Oct  1,  1905,  and  of  samples  collected  in  the  summer  of  1893, 
show  that  the  water  is  soft  and  generally  of  good  quality  for  the  pur- 
poses of  a  public  water  supply.  At  times,  however,  especially  after  heavy 
rains,  the  water  is  highly  colored  and  contains  considerable  organic  mat- 
ter derived  from  swamps  on  the  water-shed. 

It  is  practicable  to  improve  the  quality  of  the  water  considerably  and 
reduce  the  color  and  quantity  of  organic  matter  by  the  drainage  of  the 
swamps,  and  the  water  would  also  doubtless  improve  further  upon  stor- 
age in  a  properly  prepared  reservoir.  If  a  reservoir  of  large  capacity 
should  be  constructed  below  the  junction  of  Borden  and  Pebble  brooks, 
as  proposed^  and  should  be  prepared  for  the  storage  of  water  by  the 
removal  of  all  the  soil  and  organic  matter  from  the  area  to  be  flowed, 
a  water  of  good  quality  could  without  doubt  be  obtained  from  this 
source.  The  water-shed  contains  a  very  small  population,  but  a  few 
buildings  are  so  situated  that  polluting  matters  from  them  are  likely 
to  enter  the  streams  at  the  present  time.  The  source  can  easily  be  pro- 
tected from  pollution  by  purchasing  and  removing  the  more  objection- 
able places  and  by  exercising  an  efficient  police  control  of  the  water- 
shed. If  the  water  should  be  filtered,  as  suggested,  a  further  reduction 
in  the  color  and  quantity  of  organic  matter  could  be  effected ;  and,  with 
proper  filters,  a  water  of  excellent  quality  could  be  supplied  from  this 
source  at  all  times. 

The  quantity  of  water  which  the  proposed  source  can  be  developed  to 
yield  will  depend  upon  the  capacity  of  storage  reservoirs  which  can  be 
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constructed  within  its  water-shed.  There  are  practicable  sites  for  reser- 
•  voirs  of  such  capacity  that  the  source  can  be  made  to  yield  enough  water 
for  the  requirements  of  the  city  for  a  long  time  in  the  future,  probably 
for  thirty  years  at  least,  judging  from  the  present  rate  of  growth  and 
use  of  water;  and  when  the  capacity  of  the  source  has  been  reached  it 
will  doubtless  be  feasible  to  obtain  an  additional  supply  from  some  of 
the  other  water-sheds  in  this  region. 

In  a  commimication  to  your  board  last  year  this  Board  advised  the 
city  to  make  a  thorough  investigation  of  the  cost  of  taking  a  water  supply 
from  the  East  and  Middle  branches  of  the  Westfield  River,  as  well  as 
from  the  Westfield  Little  River.  The  quality  of  the  water  of  both  the 
East  and  Middle  branches  of  the  Westfield  River  is  somewhat  better  than 
that  of  the  Westfield  Little  River,  and  a  little  larger  supply  could  be 
obtained  from  the  Middle  Branch  and  a  much  larger  supply  from  the 
East  Branch  than  from  the  Westfield  Little  River,  while  the  cost  of  the 
works,  so  far  as  could  be  judged  from  the  information  then  available^ 
might  be  no  greater,  and  possibly  less  in  the  case  of  at  least  one  of  these 
branches,  than  the  cost  of  works  from  the  Westfield  Little  River;  but 
it  does  not  appear  that  a  further  investigation  of  these  sources  has  been 
made. 

While  it  is  probable,  in  the  opinion  of  the  Board,  that  at  least  one, 
and  probably  both,  of  these  sources  possess  advantages  as  regards  the 
quantity  and  quality  of  water  available,  and  possibly  also  in  the  case 
of  one  of  the  sources  as  to  cost,  there  is  no  doubt  that  an  ample  supply 
of  good  water  for  the  requirements  of  Springfield  for  many  years  in  the 
future  can  be  obtained  from  the  Westfield  Little  River  at  reasonable 
cost;  and,  in  the  opinion  of  the  Board,  this  stream  is  an  appropriate 
source  of  water  supply  for  the  city  of  Springfield. 

In  considering  the  possible  needs  and  interests  of  other  cities  and, 
towns  in  this  region  with  reference  to  water  supply,  the  Board  finds 
that  the  Westfield  Little  River  will  probably  be  the  most  appropriate 
source  from  which  to  supplement  the  supply  of  the  town  of  Westfield, 
when  a  further  supply  for  that  town  becomes  necessary.  It  does  not 
appear  that  any  records  are  kept  of  the  quantity  of  water  now  used  by 
the  town  of  Westfield,  but,  judging  from  the  quantity  of  water  used  by 
similar  commimities,  the  present  sources  of  supply  of  that  town  are 
capable  of  furnishing  more  than  twice  the  quantity  of  water  now  re- 
quired ;  and  it  is  practicable  to  increase  further  the  capacity  of  the  pres- 
ent sources  by  the  construction  of  an  additional  reservoir,  so  that  they 
will  be  capable  of  furnishing  an  ample  supply  of  water  for  this  town  for 
a  very  long  time  in  the  future,  probably  as  long  as  the  Westfield  Little 
River  will  furnish  a  sufficient  supply  of  water  for  the  city  of  Spring- 
field.    The  Board  is  of  the  opinion,  however,  that  the  right  to  the  use 
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of  the  water  from  Little  Biver  should  not  be  granted  to  the  city  of 
Springfield  to  the  exclusion  of  the  town  of  Westfield  when  a  further 
supply  of  water  shall  be  required  by  the  latter  town  beyond  the  capacity 
of  the  present  sources,  reasonably  developed. 

Avo.  2,  1906. 
To  th4  Bomrd  of  Water  ConmiUsionert  of  the  City  of  SpringfUld, 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  re- 
quest for  an  examination  of  Chapin,  Loon  and  Five  Mile  ponds,  and 
advice  as  to  their  fitness  for  use  as  sources  of  drinking  water  supply  dur- 
ing the  period  when  the  use  of  the  water  of  Ludlow  Reservoir  is  inad- 
visable, and  has  caused  the  ponds  and  their  surroundings  to  be  examined 
by  its  engineer. 

Attention  has  been  called  to  the  possibility  of  pollution  of  Five  Mile 
Pond  by  matters  falling  from  the  cars  of  the  Boston  &  Albany  Railroad, 
and  to  the  possible  pollution  of  Loon  Pond  by  a  drain  which  receives 
surface  and  subsoil  water  from  beneath  the  bridge  of  the  Boston  &  Albany 
Railroad  and  discharges  into  the  upper  end  of  that  pond. 

It  is  suggested  that  any  water  which  might  flow  into  Five  Mile  Pond 
through  the  gutter  along  the  southerly  side  of  the  railroad  track  east  of 
the  pond  can  be  diverted  without  special  difficulty  into  the  northerly 
part  of  the  pond,  whence  it  could  reach  the  intake  of  the  Springfield 
water  works  only  by  filtering  through  the  ground  or  the  gravelly  em- 
bankment of  the  railroad.  It  is  also  suggested  that  the  embankment  of 
tiie  railroad  might  be  raised  along  its  southerly  side  where  it  passes 
through  the  pond,  and  such  water  as  may  flow  off  the  roadbed  be  diverted 
to  porous  land  on  the  westerly  side  of  the  pond,  whence  it  could  enter 
the  pond  only  after  filtration  for  a  long  distance  through  the  ground. 

In  the  opinion  of  the  Board,  these  changes  would  dispose  oi  any  pos- 
sible danger  that  may  exist  of  the  serious  pollution  of  the  water  of  Five 
Mile  Pond  by  matters  falling  from  the  railroad  cars. 

The  water  of  the  drain  entering  Loon  Pond  does  not  show  evidence 
of  pollution,  but  it  appears  possible  to  discharge  it  upon  a  filter  bed 
formed  of  porous  material  in  the  neighborhood  of  its  outlet;  and  if 
this  should  be  done,  any  possible  danger  of  the  serious  pollution  of  the 
water  of  Loon  Pond  by  this  drain  would  be  prevented.  Pollution  of  the 
waters  of  the  ponds  by  the  employees  at  the  pumping  stations  can  easily 
be  prevented,  and  pollution  by  visitors  can  be  prevented  by  maintaining 
efBcient  inspection  of  the  shores,  as  the  Board  is  informed  is  being  done 
at  present. 

Dso.  6,   1906. 
To  the  Board  of  Water  Commieeionere  of  the  City  of  Sprinfffteld, 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  the  approval  of  certain  plans  for  taking  an  additional  water 
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supply  from  the  Westfield  Little  Eiver,  and  has  caused  the  locality  to 
be  examined  by  its  engineer. 

The  plana  provide  for  diverting  the  water  of  the  Little  Eiver  at  a 
point  in  the  gorge,  so  called,  where  the  elevation  of  the  bottom  of  the 
river  appears  to  be  more  than  400  feet  above  sea  level,  and  conveying  it 
through  a  tunnel  to  filters  to  be  located  above  the  village  of  West  Parish, 
thence  through  a  38-inch  steel  pipe  to  a  distributing  reservoir  to  be 
located  on  Proven  Mountain  and  to  have  a  present  capacity  of  at  least 
15,000,000  gallons,  from  which  it  will  flow  to  the  city  through  a  pipe 
42  inches  in  diameter,  delivering  the  water  into  the  present  pipe  system. 

The  plans  show  locations  for  two  storage  reservoirs  within  the  Little 
Eiver  water-shed:  one  on  the  main  stream,  to  be  known  as  the  Cobble 
Mountain  Reservoir,  and  another  on  Borden  Brook,  to  be  known  as  the 
Borden  Brook  Reservoir. 

The  plan  in  general  is  designed  to  develop  in  the  beginning  a  supply 
of  about  16,000,000  gallons  from  the  Little  River  water-shed;  and  it  is 
probable  that  reservoirs  can  be  constructed  within  the  water-shed  at 
either  of  the  locations  suggested,  of  suflScient  size  to  secure  that  quan- 
tity of  water  at  all  times.  The  pipe  line  from  the  filters  to  the  Proven 
Mountain  Reservoir,  as  shown  on  the  plan,  is  suflBcient  to  carry  some- 
what more  than  16,000,000  gallons  per  day;  and  the  capacity  of  the  pipe 
line  from  the  reservoir  to  the  city  is  larger. 

The  Board,  having  considered  the  plans  presented,  approves  the  loca- 
tion of  the  proposed  reservoirs,  the  location  of  the  proposed  filters  and 
the  plans  presented  for  conveying  water  from  below  the  proposed  filters 
to  the  city  of  Springfield.  The  plans  of  the  works  for  storing  and  filter- 
ing the  water  are  not  included  in  these  plans. 

The  plans  presented  as  above  are  two  in  nimiber,  and  bear  the  follow- 
ing titles :  '^  Sheet  No.  1.  Springfield  Water  Works.  Little  River  Sup- 
ply. General  Plan  showing  Proposed  Source  and  Manner  of  Utilizing 
it.  October  6,  1906.''  ''  Sheet  No.  2.  Springfield  Water  Works.  Little 
River  Supply.  Cobble  Mountain  Reservoir  to'  Petersons,  showing  General 
Location  of  Proposed  Structures.    October  6,  1906." 

Springfield  (Kibbe  Brothers  Company). 

JULT  5,   1906. 
To  the  Kibhe  Brothers  Company,  Springfield,  Mosb. 

Gentlemen:  —  In  riesponse  to  your  request  for  an  examination  of  a 
driven  well  used  as  a  source  of  water  supply  in  your  factory  in  Spring- 
field, the  Board  has  caused  the  well  and  its  surroundings  to  be  examined 
and  samples  of  the  water  to  be  analyzed. 

The  results  of  the  analyses  do  not  show  that  the  water  is  being  seri- 
ously polluted  at  the  present  time,  but  it  is  excessively  hard;  and,  in 
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view  of  the  fact  that  the  well  is  located  in  the  densely  built-up  portion 
of  the  city  where  the  ground  water  is  exposed  to  pollution,  the  Board 
would  recommend  that  its  further  use  for  drinking  be  discontinued. 

Stoughton  (Wells). 

Nov.  1,   1906. 
To  tke  Board  of  Health  of  the  Toim  of  Stouffhton. 

Gentleken:  —  In  response  to  your  request  of  Oct.  11,  1906,  for  an 
examination  of  the  water  of  certain  wells  in  Stoughton  and  advice  as 
to  its  qualily,  the  Board  has  caused  three  wells  indicated  by  you  —  one 
located  at  TJpham's  Comer,  at  the  intersection  of  Lincoln  and  Pleasant 
streets,  a  second  near  the  standpipe,  and  a  third  on  the  property  of  the 
Stoughton  Bubber  Company  —  to  be  examined  by  one  of  its  engineers 
and  samples  of  their  waters  to  be  analyzed. 

The  waters  of  all  of  these  wells  show  decided  evidence  of  serious 
pollution  by  sewage,  and,  in  the  opinion  of  the  Board,  cannot  be  re- 
garded as  safe  for  drinking. 

SwAMPScoTT  (Moose  Hill  Spring). 

Oct.  4,  l»06. 
T0  the  Board  of  Eeaith  of  the  Town  of  Swampecott. 

Gentlemen:  —  The  State  Board  of  Health,  in  accordance  with  a  re- 
quest from  the  board  of  health  of  the  city  of  Lynn,  has  caused  an  exam- 
ination to  be  made  of  Moose  Hill  Spring  and  its  surroundings  in  Swamp- 
scott  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  examination  show  that  the  spring  is  located  in  a 
thickly  populated  district,  and  the  analysis  shows  that  it  is  highly  pol- 
luted. The  Board  would  recommend  that  measures  be  taken  to  prevent 
the  further  use  of  the  water  of  this  spring  for  drinking. 

SwAMPSCOTT  (E.  B.  Qeeenleaf). 

Dec.  6,  1906. 
1fy>  ICr.  E.  B.  Gbssnueat,  168  Chestnut  Street,  Lynn,  Maee. 

Deab  Sib:  —  In  response  to  your  request  of  Nov.  23,  1906,  for  an 
examination  of  the  water  of  a  spring  in  Swampscott  from  which  you 
propose  to  take  water  to  sell  to  the  public  for  drinking,  and  advice  as  to 
its  quality,  the  Board  has  caused  the  spring  and  its  surroimdings  to  be 
examined  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  entering  the  spring 
has  been  polluted  and  not  thoroughly  purified  in  its  subsequent  passage 
tiirough  the  ground. 

The  Board  cannot  recommend  the  use  of  this  water  for  drinking,  but 
will  make  a  further  examination  of  the  source  next  spring,  if  you  so 
request,  to  determine  whether  any  change  has  then  taken  place  in  the 
quality  of  the  water. 
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Taunton. 
The  rules  and  regulations  adopted  by  the  Board  in  June,  1902,  for 
the  sanitary  protection  of  the  water  supply  of  Taunton,  were  amended 
by  the  Board  on  July  5,  1906,  so  as  to  provide  for  the  regulation  of 
boating,  fishing,  ice  cutting,  etc.,  thereafter  by  the  State  Board  of  Health, 
instead  of  the  local  water  board. 

Wakefield. 

Dbo.  6.   1906. 
To  Mr.  Geobob  H.  Maddook,  Chairman  of  CommUttt  on  Pureh^as  of  Land  for  ths  ProUc- 
tion  of  th€  Water  Supply  of  Wakefield. 

Dear  Sir:  —  In  accordance  with  the  request  of  your  committee  for 
advice  as  to  the  advisability  of  the  town  of  Wakefield  purchasing  cer- 
tain lands  along  the  westerly  side  of  Crystal  Lake,  extending  southerly 
from  the  neighborhood  of  the  pumping  station,  for  the  purpose  of  pre- 
venting the  pollution  of  the  water  supply,  the  Board  has  caused  the 
locality  to  be  examined  by  one  of  its  engineers  and  has  considered  the 
plan  presented  and  the  necessity  or  desirability  of  the  town  controlling 
the  land  in  question. 

The  area  which  it  is  proposed  to  take  extends  along  the  lake  shore  for 
a  distance  of  about  a  quarter  of  a  mile,  and  extends  back  from  the  shore 
a  maximum  distance  of  between  500  and  600  feet.  All  of  the  land  is 
within  the  water-shed  of  the  lake  and  most  of  it  slopes  quite  steeply 
down  to  its  shore.  There  can  be  no  question  as  to  the  danger  of  direct 
pollution  of  the  lake  if  buildings  should  be  constructed  on  these  lands^ 
and  this  pollution  would  enter  the  portion  of  the  lake  adjacent  to  the 
pumping  station.  In  the  opinion  of  the  Board,  it  is  necessary  for  the 
town  to  control  the  lands  along  this  shore  of  the  lake  in  order  to  ade- 
quately protect  the  purity  of  the  water,  and  the  Board  would  recom- 
mend the  town  to  secure  and  retain  control  of  the  whole  area  here 
indicated  during  the  time  that  the*  lake  is  used  as  a  source  of  water 
supply. 

Waltham  (Judson  L.  Thomson  Manufacturino  Company). 

Maboh  1,   1906. 
To  the  Judeon  L.  Thornton  Manufacturing  Company,  Waltham,  Mate, 

Gentlemen:  —  In  response  to  your  request  for  an  examination  of 
the  water  of  a  well  at  your  factory  from  which  you  wish  to  supply  water 
to  the  operatives  for  drinking,  the  Board  has  caused  the  well  and  its 
surroimdings  to  be  examined  by  one  of  its  engineers  and  samples  of  its 
water  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  is  excessively  hard 
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and  contains  a  larger  quantity  of  organic  matter  and  bacteria  than  are 
found  in  good  well  waters,  and,  in  the  opinion  of  the  Board,  is  unsafe 
for  drinking. 

Watlakd. 

SiPT.  6,   1006. 
To  the  Board  of  Water  Commieeionert  of  the  Town  of  Wayland, 

Gentlemen:  —  Complaint  having  been  made  to  the  State  Board  of 
Health  that  the  quality  of  the  water  supplied  from  the  works  of  the 
village  of  Cochituate  is  very  objectionable  on  account  of  a  disagreeable 
taste  and  odor,  the  Board  has  caused  the  sources  of  supply  to  be  ex- 
amined and  has  considered  the  results  of  numerous  analyses  of  samples 
of  this  water. 

It  appears  that  water  can  be  taken  either  directly  from  the  reservoir 
or  from  a  filter-gallery  near  the  reservoir.  The  water  of  the  reservoir 
itself  is  highly  colored  and  contains  a  large  amount  of  organic  matter, 
and  the  residts  of  this  and  previous  examinations  show  that  it  is  often 
objectionable  for  drinking  on  account  of  the  disagreeable  taste  and  odor. 

The  filter-gallery  is  located  close  to  the  shore  of  the  reservoir,  and  the 
water  which  enters  it  comes  principally  from  the  reservoir  by  filtration 
through  the  ground.  The  purification  of  the  water  in  its  passage  through 
the  ground  is  not  thorough,  and  it  is  affected,  usually,  by  the  presence 
of  an  excessive  quantity  of  iron,  which  renders  it  very  objectionable  for 
many  domestic  purposes. 

As  you  have  already  been  advised  in  a  previous  communication  from 
this  Board,  the  water  in  the  filter-gallery  cannot  be  improved  by  any 
changes  that  it  is  practicable  to  make  either  in  the  reservoir  or  in  the 
filter-gallery  itself.  The  water  of  the  reservoir  might  be  improved  by  a 
thorough  cleaning  of  the  bottom  and  the  removal  of  all  mud  Mid  other  or- 
ganic matter  therefrom,  and  by  the  drainage  of  swamps  on  the  water-shed ; 
.  but  the  cost  of  thoroughly  cleaning  this  reservoir  would  be  considerable, 
,and  it  would  probably  be  impracticable  to  do  this  work  imless  a  supply  for 
the  town  should  be  secured,  temporarily,  at  least,  from  some  other  source. 

It  would  probably  be  better  for  the  town  to  abandon  the  present  reser- 
voir and  filter-gallery  and  secure  a  supply  from  a  new  source,  and  the 
Board  would  advise  that  investigations  be  begun  with  a  view  to  obtain- 
ing a  supply  of  water  of  good  quality  from  some  other  source  than  the 
one  now  used. 

Wellesley  (Welleslet  College). 

Oct.  4,  1906. 
To  Hiss  Ellin  F.  Pxndletok,  Dean,  Welleeley  College,  WMeeley,  Maee. 

Deab  Madam:  —  In  accordance  with  your  request  of  Sept.  26,  1906, 
the  State  Board  of  Health  has  caused  a  group  of  tubular  wells  on  the 
Wellesley  College  grounds,  used  as  the  source  of  water  supply,  to  be  ex- 
amined by  one  of  its  engineers  and  samples  of  the  water  to  be  analyzed. 
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The  results  of  the  analyses  show  that  the  quality  of  the  water  is  about 
the  same  as  it  was  in  December,  1905,  and  that  it  is  at  present  of  good 
quality  for  drinking  purposes. 

Examinations  of  this  water  should  be  made  from  time  to  time,  in  order 
that  any  deterioration  may  be  detected,  since  there  are  possible  sources 
of  pollution  in  the  region  of  the  wells  which  may  in  time  aflEect  the 
quality  of  the  water. 

Westbobough. 

March  21,  1906. 
To  the  Board  of  Water  Commisiionere  of  the  Town  of  WeHborough. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Feb. 
21,  1906,  an  application  for  advice  as  to  certain  proposed  changes  in  the 
system  of  filtration  and  storage  of  water  for  the  supply  of  the  town  of 
Westborough,  accompanied  by  plans  and  a  report  by  your  engineer  show- 
ing the  character  of  the  proposed  works. 

It  appears  that  at  the  present  time  the  water  supply  of  the  town  is 
.obtained  from  the  lower  basin  of  Sandra  Pond,  into  which  enough  water 
filters  from  the  upper  basin  through  the  gravelly  soil  between  them  to 
furnish  all  of  the  water  now  used  by  the  town,  the  high-water  level  of 
the  upper  basin  being  about  8  feet  above  that  of  the  lower  basin.  The 
water  of  the  upper  basin,  which  is  shallow,  contains  at  times  an  exces- 
sive quantity  of  organic  matter,  but  it  is  well  purified  in  its  passage 
through  the  ground  before  entering  the  lower  basin.  The  water  of  the 
latter  source,  however,  is  exposed  to  light  and  is  affected  at  times  by 
growths  of  organisms  which  give  the  water  a  disagreeable  taste  and  odor. 

The  plan  now  presented  provides  for  the  construction  of  filter-galler- 
ies between  the  upper  and  lower  reservoirs,  to  collect  the  water  which 
now  filters  into  the  lower  reservoir;  and,  in  connection  with  this  plan, 
it  is  proposed  to  raise  the  upper  reservoir  about  1  foot. 

The  filter-galleries,  as  shown  upon  the  plan,  are  to  be  constructed  in 
nine  sections,  each  6  feet  in  width  and  7  feet  in  height,  with  their  bot- 
toms 8  feet  below  the  level  of  the  lower  reservoir,  so  arranged  that  each 
one  of  them  can  be  separated  from  the  others  if  necessary  and  its  use 
discontinued  by  closing  a  gate.  The  total  capacity  of  these  galleries  is 
100,000  gallons,  which  is  expected  to  be  sufficient  to  provide  for  fluctua- 
tions in  the  draft  of  water  through  the  day. 

Several  test  wells  have  been  driven  in  the  area  between  the  reservoirs, 
to  obtain  information  as  to  the  character  of  the  soil,  and  samples  of 
water  from  some  of  the  wells  have  been  analyzed. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  plan  presented. 

The  soil  in  the  area  between  the  upper  and  lower  reservoirs,  as  shown 


Digitized  by  LjOOQI^ 


No.  34.]        ADVICE  TO   CITIES   AND  TOWNS.  141 

by  the  test  wells,  is  coarse  and  porotis;  and  the  gronnd  water  in  this 
area,  so  far  as  could  be  judged  from  the  samples  examined,  is  of  good 
quality.  It  is  impracticable  to  detennine  beforehand  how  large  a  pro- 
portion of  the  water  filtering  out  of  the  upper  reservoir  will  be  collected 
by  the  proposed  new  filter-galleries,  but  it  seems  probable  that  the  quan- 
tity will  be  approximately  the  same  as  that  which  is  now  collected  in  the 
lower  basin.  In  any  case,  it  would  doubtless  be  practicable,  by  extend- 
ing the  galleries,  to  intercept  all  of  the  ground  water  which  now  enters 
the  lower  basin. 

The  yield  of  the  lower  basin  in  former  years  appears  not  to  have  been 
sufScient  for  the  requirements  of  the  town  at  all  times,  but  since  cer- 
tain measures  were  taken  to  restrict  waste  and  to  meter  the  water  sup- 
plied tg  consumers,  the  lower  basin  has  furnished  all  of  the  water  re- 
quired; and  it  is  probable  that,  with  the  added  storage  in  the  upper 
reservoir  that  will  be  obtained  by  raising  its  level  as  proposed,  a  su£5cient 
supply  for  the  town,  including  the  insane  hospital,  can  be  obtained  from 
these  sources.  Additional  filter-galleries  can  be  built  if  necessary;  and 
it  appears  to  be  practicable,  if  the  supply  should  prove  inadequate,  to 
divert  into  the  upper  basin  the  waters  of  a  stream  flowing  in  an  adja- 
cent water-shed  west  of  your  present  source,  and  thus  increase  materially 
the  quantity  of  water  available. 

Considering  the  circumstances,  the  Board  is  of  the  opinion  that  the 
plan  presented  is  a  practicable  and  satisfactory  method  of  obtaining  a 
supply  of  good  water  for  the  town  of  Westborough,  including  the  West- 
borough  Insane  Hospital,  if  the  latter  institution  should  be  supplied  in 
future  from  the  water  works  of  the  town. 

The  Board  would  advise  that  the  town  provide  a  meter  or  some  other 
suitable  means  of  measuring  all  of  the  water  used,  and  that  records  be 
kept  both  of  the  quantity  of  water  used  and  of  the  height  of  water  in 
the  reservoirs  and  filter-galleries,  in  order  that  unnecessary  use  or  waste 
of  water  may  be  detected  and  restricted  and  the  sources  enlarged  when 
the  records  indicate  that  an  enlargement  has  become  necessary. 

Westborough  (Insane  Hospital). 

Aug.  2,  1906. 
To  the  Board  of  TruHtea  of  th§  Wutborough  Insafie  Hospital,  Oxobgb  8.  Adams,  M.D.« 

SupeHrUendent, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
July  12,  1906,  an  application  requesting  its  advice  as  to  a  proposed 
water  supply  for  the  Westborough  Insane  Hospital,  accompanied  by 
plans  which  provide  for  taking  the  water  from  the  open  channel  of  the 
Wachusett  Aqueduct  at  a  point  about  760  feet  below  the  lower  end  of 
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the  covered  channel  and  conveying  it  through  a  12-inch  pipe  about  a 
mile  in  length  to  a  pumping  station,  from  which  the  water  is  to  be 
pumped  a  further  distance  of  about  3,600  feet  to  the  present  water  tower, 
whence  it  is  to  be  distributed  to  the  hospital  buildings. 

The  Board  has  caused  the  locality  from  which  it  is  proposed  to  take 
the  supply  to  be  examined  by  its  engineer,  and  has  considered  the  plans 
presented.  The  Wachusett  Aqueduct  conveys  water  from  the  Wachusett 
Reservoir  to  the  Sudbury  Reservoir,  and  under  all  ordinary  conditions 
the  hospital  would  obtain  imder  the  proposed  plan  an  ample  supply  of 
water,  the  quality  of  which  would  be  practically  the  same  as  that  of  the 
Wachusett  Reservoir.  It  is  necessary  at  times,  however,  to  shut  oflf  the 
flow  of  water  through  the  aqueduct,  especially  for  the  purpose  of  clean- 
ing it,  and  at  such  times  the  quality  of  the  water  obtainable  at  thp  point 
at  which  it  is  now  proposed  to  take  it  for  the  supply  of  the  hospital 
would  be  likely  to  be  very  diflEerent  from  its  ordinary  character.  Water 
used  in  cleaning  the  upper  portions  of  the  aqueduct  may  be  discharged 
through  waste  gates  at  various  points;  but  the  water  used  in  cleaning 
the  lower  section,  about  a  mile  in  length,  must  be  discharged  into  the 
open  channel  and  must  pass  the  point  from  which  the  supply  of  the 
hospital  would  be  drawn,  and  at  such  times  the  quality  of  the  water 
would  be  objectionable.  Moreover,  the  outlet  of  the  main  drainage 
system  of  a  large  swamp  discharges  into  the  aqueduct  a  short  distance 
below  the  intake,  and  when  the  flow  into  the  aqueduct  is  cut  off  the 
water  obtainable  by  the  hospital  might  come  largely  from  this  swamp. 

In  order  to  provide  a  supply  of  water  for  the  institution  at  times  when 
water  cannot  be  obtained  from  the  aqueduct,  or  when  the  water  from  that 
source  may  be  objectionable  for  any  reason,  it  is  proposed  to  maintain 
the  present  works  for  taking  water  from  a  system  of  driven  wells  near 
the  northerly  end  of  Chauncy  Pond.  The  water  of  these  wells  contains 
an  excessive  quantity  of  iron,  which  makes  it  disagreeable  for  drinking 
and  objectionable  for  many  other  purposes;  and  it  is  to  avoid  the  use 
of  this  water,  or  of  water  taken  directly  from  Chauncy  Pond,  the  qual- 
ity of  which  is  also  unsatisfactory,  that  the  new  works  are  to  be  con- 
structed. 

While  the  results  of  investigations  made  some  time  ago  with  a  view 
to  obtaining  a  supply  of  water  for  the  hospital  from  the  ground  in  the 
neighborhood  of  Chauncy  Pond  were  not  favorable,  these  investigations 
do  not  appear  to  have  been  sufficiently  thorough  to  show  definitely 
whether  or  not  it  is  practicable  to  obtain  a  satisfactory  water  supply 
for  the  institution  in  that  way. 

If  a  good  groimd-water  supply  could  jje  obtained  in  this  region,  it 
would  not  only  be  superior  in  quality  to  that  obtainable  from  the  aque- 
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duct,  but  the  cost  of  supplying  water  to  the  institution  in  that  way  would 
doubtless  be  much  less;  and,  with  its  present  information,  the  Board  is 
unable  to  advise  that  the  source  of  supply  now  proposed  is  the  most 
appropriate  one  for  the  use  of  the  Westborough  Insane  Hospital. 

The  aqueduct  water  is  of  good  quality,  however,  under  all  ordinary 
circumstances;  and  if  provision  shall  be  made  for  obtaining  a  supply  of 
good  water  for  use  at  times  when  water  cannot  be  obtained  from  the 
aqueduct,  or  when  its  quality  is  unsatisfactory,  there  would  be  no  objec- 
tion, frona  a  sanitary  point  of  view,  in  the  opinion  of  the  Board,  to  taking 
a  supply  from  the  aqueduct  by  the  plan  now  proposed. 

SiPT.  6,   1906. 
To  thg  State  Board  of  Insanity,  Owin  Copp,  M.D.,  Executive  OfUer. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Aug.  18,  1906,  a  communication  requesting  advice  as  to  a  modified  plan 
for  supplying  Westborough  Insane  Hospital  with  water  from  the  aque- 
duct of  the  metropolitan  water  works,  which  provides  for  taking  an 
auxiliary  supply  from  the  works  of  the  town  of  Westborough  for  use  at 
such  times  as  it  may  be  necessary  or  desirable  to  shut  off  the  aqueduct 
supply ;  and  it  is  further  stated  that  the  water  commissioners  are  willing 
to  furnish  water  to  the  hospital  at  such  times. 

The  Board  has  considered  the  plan  presented,  and  is  of  the  opinion 
that  a  supply  of  good  water  for  the  Westborough  Insane  Hospital  can 
be  obtained  under  the  plan  presented,  provided  the  works  for  supplying 
water  from  the  water-supply  system  of  the  town  of  Westborough,  the 
size  and  capacity  of  which  are  not  indicated,  are  made  adequate  for  the 
requiremoits  of  the  hospital  whenever  the  supply  from  the  aqueduct 
may  be  shut  off. 

West  Bridoewateb  (Howabd  Seminabt). 

Aua.  2,   1906. 
To  Mr.  Andbzw  J.  Bailit,  0/  the  Board  of  Tnutees  of  Howard  Seminary. 

Dkae  Sir:  —  In  response  to  your  request  of  July  18,  1906,  for  an 
examination  of  the  water  of  a  well  located  on  the  grounds  of  the  Howard 
Seminary  in  West  Bridgewater,  from  which  the  supply  of  drinking  water 
for  the  seminary  is  taken,  the  Board  has  caused  the  well  and  its  sur- 
roundings to  be  examined  and  a  sample  of  the  water  to  be  analyzed. 

The  results  of  the  analysis  show  that  the  water  contains  iron  in  such 
quantity  as  to  make  it  turbid  and  give  it  a  noticeable  color;  but  it  is 
evidently  unaflEected  by '  sewage  pollution,  and,  in  the  opinion  of  the 
Board,  is  safe  for  drinking.  Waters  affected  by  an  excess  of  iron  are 
objectionable  for  domestic  use,  and  it  is  desirable  that  a  water  of  better 
quality  be  obtained  for  the  use  of  the  seminary  when  practicable. 
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Westfoed. 

Maboh  8,  1906. 
To  th0  Board  of  Srieetmen  and  the  Water  Supf^i  CommUtM  of  the  Town  of  Westford. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  with  reference  to  a  proposed  water  supply  for  the 
town  of  Westford,  to  be  taken  from  the  ground  near  the  edge  of  a 
meadow  west  of  the  Nashua,  Acton  &  Boston  Railroad  and  north  of 
the  road  leading  from  Forge  Village  to  Westford  Centre,  and  has  caused 
samples  of  water  from  test  wells  in  this  locality  to  be  analyzed. 

The  results  of  the  analyses  show  that  the  water  of  these  wells  is  of 
good  quality  for  all  the  purposes  of  a  public  water  supply. 

The  tests  do  not  show  definitely  the  character  of  the  soil  in  which  the 
wells  were  driven,  but  water  could  be  pumped  from  them  freely  with  a 
hand  pump,  and  the  soil  appears  to  be  favorable,  judging  from  surface 
indications,  for  yielding  water  freely  to  wells  or  other  suitable  collect- 
ing works  in  this  region.  The  tests  are  too  limited,  however,  to  enable 
the  Board  to  advise  you  definitely  that  a  suflScient  quantity  of  water  of 
good  quality  for  the  supply  of  Westford  can  be  obtained  from  the. ground 
in  this  region;  and  the  Board  would  advise  that,  before  finally  deciding 
upon  the  location  of  works  for  obtaining  a  water  supply  for  the  town, 
you  drive  a  number  of  additional  wells  in  this  region  and  connect  them 
together,  and  pump  from  them  for  a  period  of  several  days  at  a  rate  such 
as  will  be  necessary  for  the  supply  of  •the  town. 

If  you  decide  to  make  such  a  test,  the  Board  will,  upon  application, 
analyze  samples  of  the  water  from  time  to  time  during  the  progress  of 
the  test,  and  will  then  advise  you  as  to  whether  the  source  is  a  suitable 
one  for  the  supply  of  Westford.  The  Board  would  again  advise  that  in 
further  investigations  you  secure  the  assistance  of  an  engineer  of  ex- 
perience in  matters  relating  to  water  supply. 

Weston  (Weston  Athletic  Association). 

SxPT.  6,  1906. 
Mr.  Edward  B.  Fold,  President,  Weston  Athletic  Aeeoci<Uion,  Weeton,  Uaee. 

Dear  Sir:  —  In  response  to  your  request  for  an  examination  of  the 
water  of  the  Weston  swimming  pool  and  the  filter  used  in  connection 
therewith,  and  advice  as  to  a  remedy  for  the  objectionable  turbidity  and 
color  of  the  water,  the  Board  has  caused  the  locality  to  be  examined  and 
samples  of  the  water  to  be  analyzed. 

It  appears  from  this  examination  that  the  swimming  pool  holds 
about  42,000  gallons  of  water,  and  is  situated  in  an  enclosure  surrounded 
by  a  fence,  but  open  freely  to  the  simlight,  and  that  it  is  the  intention 
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to  purify  the  water  in  the  pool  about  twice  a  week.  The  water  used  is 
supplied  from  the  works  of  the  Weston  Aqueduct  Company,  which  de- 
rives its  water  from  tubular  wells,  and  the  water  supplied  to  the  swim- 
ming pool  is  clear  and  nearly  colorless  and  contains  but  little  organic 
matter.  After  standing  in  the  pool,  however,  the  water  acquires  the 
turbidity  and  greenish  color  complained  of;  and  the  examination  shows 
that  this  is  caused  by  the  presence  of  enormous  numbers  of  a  certain 
microscopic  organism,  one  of  the  kinds  which  are  known  to  grow  in  great 
abundance  in  ground  waters  when  exposed  to  the  light. 

The  filter  now  used  for  the  purification  of  the  water  of  the  tank  has 
an  area  of  180  square  feet,  and  is  entirely  inadequate  properly  to  purify 
the  water  of  the  tank.  The  present  method  of  drawing  water  out  at 
one  end  of  the  pool,  passing  it  through  the  filter  and  delivering  it  back 
at  the  other  end,'  results  in  filtering  only  a  portion  of  the  water,  and  the 
filtered  water  under  present  conditions  doubtless  assists  in  maintaining 
the  growth  of  organisms  in  the  tank.  Moreover,  this  filter  is  not  of 
snflScient  capacity  to  make  it  practicable  to  filter  the  water  properly 
before  discharging  it  into  the  adjacent  stream,  which  is  a  tributary  of 
the  Cambridge  water  supply. 

In  response  to  a  previous  communication  relative  to  the  construction 
of  this  swimming  pool,  the  Board,  on  Aug.  3,  1905,  advised  you  that  in 
order  to  obtain  satisfactory  results  in  the  purification  of  the  water  of  the 
swimming  pool  the  filter  should  have  an  area  of  at  least  2,000  square 
f^t  and  a  depth  of  5  feet  of  filtering  material,  and  that  the  water  should 
not  be  applied  at  a  greater  rate  at  any  time  than  3,000,000  gallons  per 
acre  per  twenty-four  hours.  A  copy  of  this  communication  is  enclosed 
herewith. 

The  Board  would  recommend  that  you  install  a  filter  of  at  least  the 
area  already  advised;  and  if,  in  connection  with  this  filter,  you  should 
provide  a  tank  of  suflScient  capacity  so  that  the  swimming  pool  can  be 
completely  emptied  each  time  it  is  drawn  off,  and  all  of  the  water  filtered 
before  being  returned  to  the  pool,  it  is  probable  that  the  objectionable 
conditions  caused  by  the  growths  of  organisms  will  be  less  noticeable 
than  at  the  present  time.  Such  a  filter,  operated  at  a  rate  no  greater 
than  3,000,000  gallons  per  acre  per  day,  is  necessary  in  any  case  in 
order  to  purify  the  water  when  it  is  discharged  into  the  neighboring 
water  course.  The  auxiliary  tank  need  not  be  as  large  as  the  capacity 
of  the  pool,  since  much  of  the  water  and  probably  the  greater  portion 
can  be  drawn  directly  upon  the  filter,  provided  the  outlet  is  suitably 
controlled. 

Even  with  such  a  filter,  it  is  questionable  whether  the  growths  of 
organisms  will  not  still  be  objectionable.    Such  growths  can  probably  be 
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prevented  by  covering  the  swimming  pool  and  excluding  the  light,  but 
it  will  probably  be  more  satisfactory  to  renew  the  water  frequently  and 
wash  out  the  tank  at  each  change  of  water. 

Weston  (P.  H.  Hastings). 

Oct.  4.  1906. 
To  Mr.  F.  H.  Hastings,  Weston,  Mass. 

Dear  Sir  :  —  In  response  to  your  request  of  September  13  for  an  ex- 
amination of  the  water  of  a  well  in  Weston  from  which  you  propose  to* 
take  water  for  the  supply  of  certain  dwelling  houses  near  Kendal  Qreen^ 
the  Board  has  caused  the  well  and  its  surroundings  to  be  examined  and 
samples  of  the  water  to  be  analyzed. 

At  the  time  these  examinations  were  made  the  water  was  turbid  and 
colored  and  contained  a  much  larger  quantity  of  organic  matter  than  is 
found  in  good  well  waters.  The  results  of  the  analyses  indicate  that  the 
water  entering  the  well  has  at  some  time  been  polluted,  but  under  the 
existing  conditions  there  appears  to  be  no  practicable  way  of  determining 
definitely  the  probable  quality  of  the  water  until  the  well  has  been  com- 
pleted and  a  considerable  quantity  of  water  drawn  from  it.  While  it 
is  probable,  judging  from  the  results  of  the  recent  analyses,  that  the 
water  entering  the  well  is  affected  by  the  sewage  deposited  upon  or  in 
the  ground  at  the  dwelling  houses  near  by,  it  is  possible  that  the  water 
will  be  so  thoroughly  purified  in  its  passage  through  the  groimd  that 
it  may  safely  be  used  for  drinking. 

If  you  decide  to  complete  the  well,  the  Board  will  make  a  further  ex- 
amination of  it  if  you  so  request 

West  Springfield. 

Maboh  8,  1906. 
To  tho  Board  of  WaUr  Oommissiontrt  of  the  Town  of  West  SpringfUld, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on  Peb. 
10»  1906,  an  application  requesting  the  approval  by  the  Board,  under  the- 
provisions  of  section  3  of  chapter  333  of  the  Acts  of  the  year  1906,  of 
the  taking,  for  the  protection  of  the  purity. of  certain  proposed  sources^ 
of  water  supply,  of  certain  lands  located  on  both  sides  of  Bear  Hole 
Brook  in  the  town  of  West  Springfield,  and  extending  about  4,800  feet 
down  stream  from  Massasoit  Spring,  so  called,  and  up  stream  to  the 
vicinity  of  Bradley  Street,  about  3,400  feet  above  said  spring,  the  area 
to  be  taken  being  described  in  the  application  and  shown  upon  plan& 
submitted  therewith. 

Acting  under  the  authority  of  the  statute  above  referred  to,  the  State 
Board  of  Health  gave. a  public  hearing  at  its  o£Bce,  room  143,  State 
House,  Boston,  on  Thursday,  March  1,  1906,  at  11.30  o'clock,  notice  of 
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the  hearing  having  been  given  by  publication  in  three  newspapers  cir- 
cnlating  in  West  Springfield.  At  this  hearing  no  person  appeared  to 
object  to  the  taking  of  the  lands  described. 

The  Boards  having  considered  the  proposed  plans^  hereby  approves  the 
taking  of  the  lands  shown  upon  a  plan  entitled :  "  Town  of  West  Spring- 
field. Plan  of  Proposed  Land  Taking  to  Protect  Purity  of  Bear  Hole 
Supply.  Scale  1  inch  =  300  Feet.  February  6,  1906.  P.  A  Barbour, 
Consulting  Engineer,  Boston,  Mass.  '^ ;  said  lands  being  bounded,  meas- 
ured and  described  as  follows :  — 

A- certain  parcel  lying  on  the  westerly  side  of  Great  Plains  Road,  so  calledi 
in  the  Town  of  West  Springfield,  owned  by  Belle  C.  Tonrtelotte  et  oZ.,  bounded 
and  described  as  follows:  beginning  at  a  point  on  the  westerly  side  of  Great 
Plains  Boad,  so  called,  at  its  intersection  with  the  division  line  between 
"  Mountview  Park  "  and  the  property  herein  described,  thence  N.  77®  17'  W. 
a  distance  of  639^  feet  to  land  of  Dexter  E.  Tilley;  thence  N.  32®  33'  W.,  a 
distance  of  303.45  feet  by  land  of  said  Tilley;  thence  N.  66®  23'  W.,  a  dis- 
tance of  363.37  feet  to  an  old  pipe;  thence  S.  25®  01'  W.,  a  distance  of  396.15 
feet  to  an  old  pipe;  thence  S.  24®  40'  W.,  a  distance  of  189.65  feet  to  an  old 
pipe;  th«ice  S.  48®  07'  R,  a  distance  of  241.56  feet;  thence  8.  48®  52'  W.,  a 
distance  of  287.36  feet;  thence  S.  77®  47'  30"  W.,  a  distance  of  37.50  feet; 
thence  S.  50®  28'  W.,  a  distance  of  77.38  feet;  thence  S.  31®  43'  W.,  a  dis- 
tance of  361.77  feet;  thence  S.  14®  12'  30"  W.,  a  distance  of  87.66  feet;  thence 
S.  ^®  29'  W.,  a  distance  of  174.30  feet;  thence  S.  2®  58'  W.,  a  distance  of 
193.40  feet;  thence  S.  27®  46'  E.,  a  distance  of  76.18  feet;  thence  S.  4®  18'  W., 
a  distance  of  258.42  feet;  thence  S.  12®  56'  W.,  a  distance  of  225.55  feet;' 
thence  S.  23®  52'  W.,  a  distance  of  190.39  feet;  thence  8.  4®  03'  W.,  a  dis- 
tance of  60.80  feet;  thence  S.  29®  18'  W.,  a  distance  of  96.32  feet,  to  a  point 
on  the  southerly  line  of  Bagg  Pasture,  so  called,  which  is  a  part  of  the  parcel 
of  land  herein  described;  thence  N.  51®  31'  W.,  a  distance  of  1088.56  feet, 
along  the  southerly  line  of  said  Bagg  Pasture;  thence  N.  53®  45'  30"  W.,  a 
distance  of  265.16  feet;  thence  N.  51®  44'  W.,  a  distance  of  145.27  feet; 
thence  N.  48®  27'  W.,  a  distance  of  176.18  feet;  thence  N.  42®  37'  E.,  a  dis- 
tance of  118.42  feet;  thence  N.  30®  50'  E.,  a  distance  of  110.30  feet;  thence 
N.  42®  04'  E.,  a  distance  of  137.73  feet;  thence  N.  26®  34'  E.,  a  distance  of 
231.54  feet;  thence  N.  41®  32'  E.,  a  distance  of  119.47  feet;  thence  S.  65®  48' 
E.,  a  distance  of  143.55  feet;  thence  S.  63®  18'  E.,  a  distance  of  94.53  feet; 
thenee  S.  63®  28'  30"  E.,  a  distance  of  81.33  feet;  thence  in  same  course 
101.38  feet;  thence  northerly  along  to  easterly  line  of  land  owned  now  or 
formerly  by  Richard  Bagg  N.  27®  25'  30"  E.,  a  distance  of  1124.30  feet  to  a 
point  on  the  northerly  line  of  property  now  or  formerly  owned  by  Richard 
Bagg;  thence  N.  51®  12'  30"  W.,  a  distance  of  469.54  feet  along  said  north- 
erly line  to  a  point  in  the  division  line  between  property  of  said  Bagg  and 
Betsey  Dewey;  thence  N.  51®  34'  30"  W.,  a  distance  of  143.98  feet  along 
northerly  line  of  land  of  said  Betsey  Dewey  to  a  pile  of  stcmes;  thence  N. 
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38°  25'  30"  E.,  along  easterly  line  of  said  Dewey,  a  distance  of  125.36  feet  to 
a  stake  and  stones;  thence  N.  50°  21'  30"  W.,  a  distance  of  1139.60  feet  along 
northerly  line  of  said  Dewey  to  a  point  on  the  town  line  between  the  towns  of 
WestMd  and  Wes^  Sprin^eld;  thence  N.  32°  12'  E.,  along  said  line  a  dis- 
tance of  1605.27  feet  to  an  angle  in  said  town  line;  thence  S.  47°  41'  E.,  a 
distance  of  899.40  feet,  along  the  southerly  line  of  land  leased  to  the  New 
England  Trap  Rock  Co.;  thence  N.  43°  01'  E.,  a  distance  of  1089.0  feet 
along  easterly  line  of  land  leased  to  said  New  England  Trap  Rock  Co.; 
thence  N.  25°  36'  30"  E.,  a  distance  of  1243.74  feet  along  easterly  line  of  said 
leased  land;  thence  N.  46°  56'  W.,  a  distance  of  1426.55  feet  to  a  point 
on  the  easterly  location  line  of  the  N.  Y.,  N.  H.  &  H.  R.R.;  thence  N. 
43°  38'  E.y  a  distance  of  about  235  feet  along  easterly  location  litfe  of 
said  railroad  to  a  point  in  the  highway  known  as  Bush  Notch  Road  or 
Prospect  Ave.;  thence  N.  71°  11'  E.,  along  said  highway  248.38  feet; 
thence  N.  61°  41'  E.,  a  distance  of  414.07  feet  along  said  highway  to  a  stake 
and  stones  marking  a  point  in  the  division  line  between  the  parcel  of  land 
herein  described  and  land  now  or  formerly  of  Albert  Tatro;  thence  S.  47°  32' 
E.,  along  southwesterly  line  of  said  Tatro,  a  distance  of  677.05  feet;  thrice 
N.  38°  44'  30"  E.,  a  distance  of  181.10  feet  along  southerly  line  of  said  Tatro; 
thence  N.  dd''  50'  30"  E.,  a  distance  of  219.60  feet  along  said  line  of  said 
Tatro;  thence  N.  44°  44'  30"  E.,  along  line  of  said  Tatro  a  distance  of  92.61 
feet;  thence  N.  14°  43'  E.,  along  easterly  line  of  said  Tatro,  a  distance  of 
166.15  feet;  thence  N.  46°  42'  30"  E.,  a  distance  of  213.48  feet,  along  line  of 
said  Tatro;  thence  N.  38°  56'  E.,  a  distance  of  115.75  feet,  along  southeasterly 
line  of  said  Tatro;  thence  N.  44°  49'  E.,  a  distance  of  190.37  feet  to  a  point 
in  the  division  line  of  said  Tatro  and  land  now  or  formerly  of  H.  H.  Hub- 
bard; thence  S.  49°  25'  E.,  a  distance^  of  530.60  feet,  along  southwesterly  line 
of  said  Hubbard  to  a  point  in  the  division  line  of  said  Hubbard,  and  land  now 
or  formerly  of  Kane;  thence  S.  21°  40'  30"  W.,  a  distance  of  641.52  feet 
along  the  northwesterly  line  of  said  Kane;  thence  S.  22°  49'  W.,  a  distance  of 
213.49  feet  along  the  northwesterly  line  of  said  Kane;  thence  S.  22°  56'  W., 
a  distance  of  168.75  feet  along  the  northwesterly  line  of  said  Kane  to  a  point 
in  the  division  line  of  said  Kane  and  Louis  White;  thence  S.  32°  09'  W.,  a 
distance  of  239.60  feet,  along  the  northwesterly  line  of  said  White  to  an  old 
pipe;  thence  S.  33°  05'  W.,  a  distance  of  256.65  feet,  along  the  northwesterly 
line  of  land  of  said  White;  thence  S.  40°'  05'  W.,  a  distance  of  78.82  feet 
along  the  northwesterly  line  of  said  White;  thence  S.  9°  20'  30"  W.,  a  distance 
of  129.30  feet,  along  the  westerly  line  of  land  of  said  White;  thence  S.  42° 
22'  30"  W.,  a  distance  of  125.77  feet,  along  the  northwesterly  line  of  land  of 
said  White;  thence  S.  31°  0'  30"  W.,  a  distance  of  144.37  feet,  along  the 
northwesterly  line  of  land  of  said  White;  thence  8.  23°  13'  30"  W.,  a  distance 
of  243.66  feet  along  land  of  said  White;  thence  S.  14°  07'  30"  W.,  a  distance  of 
112.33  feet  along  land  of  said  White;  thence  S.  28°  26'  30"  W.,  a  distance 
of  146.74  feet,  along  land  of  said  White;  thence  S.  76°  47'  E.,  a  distance  of 
1192.10  feet,  along  the  southwesterly  line  of  land  of  said  White  to  a  point  on 
the  highway  known  as  Great  Plains  Road;  thence  S.  24°  02'  W.,  a  distance  of 
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1819.64  feet  along  said  highway;  thence  8.  16°  11'  W.,  a  distance  of  1015.46 
feet  along  said  highway;  thence  S.  4"^  Or  W.,  a  distance  of  698.59  feet,  along 
Une  of  said  highway  to  point  of  h^inning. 

WiNCHENDON. 

Mamoh  1,  1006. 
To  th0  Board  of  Water  Commistionera  of  th$  Toton  of  Winch$ndon,  Mr.  Waldo  O.  Ookbt, 

Secretary. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  com- 
munication of  Feb.  13,  1906,  requesting  its  opinion  as  to  whether  the 
pumping  of  river  water  into  the  town  system  of  water  pipes  in  case  of 
a  great  emergency  would  injure  permanently  the  quality  of  the  water 
or  make  it  objectionable  in  any  way,  and  has  caused  the  proposed  source 
of  supply  to  be  examined  by  one  of  its  engineers. 

It  appears  that  under  the  proposed  plan  water  might  be  pumped  into 
the  water  supply  pipes  of  the  town  of  Winchendon  at  three  points:  one 
at  Winchendon  Springs,  another  near  the  center  of  the  village  and  a 
third  at  the  lower  end  of  the  village. 

The  results  of  an  examination  of  the  water-shed  of  Millers  Eiver  show 
that  the  stream  is  polluted  to  such  an  extent  that  its  water  is  unsafe  for 
drinking;  and,  in  the  opinion  of  the  Board,  there  would  be  danger  that 
this  water,  if  introduced  into  the  water  supply  pipes  of  the  town,  would 
cause  disease.  The  effect  of  the  introduction  of  such  water,  even  for  a 
very  short  time,  into  the  water  pipes  could  not  be  easily  removed;  and 
the  Board  would  advise  that  no  connections  be  permitted  through  which 
water  from  the  river  may  enter  the  water  supply  pipes  of  the  town. 

WoBURN  (A.  Edwahd  Boys). 

Dko.  6,   1006. 
Tb  Mr.  A.  EowABD  Rots,  65  Brighton  Avenue,  AUeton,  Mate, 

Dear  Sir:  —  The  State  Board  of  Health  received  from  you  on  Nov. 
6,  1906,  a  communication  stating  that  you  are  intending  to  take  water 
from  a  spring  located  in  the  valley  of  Willow  Brook  not  far  from  Mer- 
rimac  Street  in  Xorth  Wobum  to  sell  for  drinking,  and  requesting 
advice  as  to  its  quality;  and  in  response  to  this  request  the  Board  has 
caused  the  spring  and  its  surroundings  to  be  examined  and  a  sample 
of  the  water  to  be  analyzed. 

The  water  of  the  spring  is  apparently  naturally  of  good  quality,  though 
it  contained  at  this  time  a  slightly  larger  quantity  of  organic  matter  than 
is  found  in  good  ground  waters,  and  a  considerable  quantity  of  iron. 
There  are  no  sources  of  pollution  in  the  neighborhood  of  the  spring, 
and  it  is  probable  that,  if  it  were  walled  up  and  protected  from  the  en- 
trance of  surface  water  and  from  the  light,  water  of  good  quality  for 
drinking  could  be  obtained  from  it. 
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loB  Supplies. 
The  following  is  the  substance  of  the  action  of  the  Board  during 
the  year  in  reply  to  applications  for  advice  relative  to  sources  of  ice 
supply :  — 

Feamikgham. 

Aprhi  5,  1906. 
To  th*  Board  of  HoaJUh  of  ih$  Town  of  Framingham,  Mr.  Ohablxs  N.  Habgbayis,  Chatr- 

man. 

Qentlemen:  —  In  response  to  your  request  of  March  24,  1906,  for 
an  examination  of  ice  cut  from  Bannister  Pond  in  the  town  of  Framing- 
ham  and  advice  as  to  its  quality,  the  Board  has  caused  the  pond  to  be 
examined  and  samples  of  the  water  and  ice  therefrom  to  be  analyzed. 

The  water  of  Bannister  Pond  is  derived  chiefly  at  the  present  time 
from  Bannister  Brook,  which  receives  the  effluent  from  the  Framingham 
and  Natick  sewage-disposal  areas,  and  is  at  times  polluted  by  crude 
sewage  from  the  Natick  works. 

The  results  of  the  analyses  show  that  the  water  is  highly  polluted,  and 
that  the  ice  contains  a  much  greater  quantity  of  organic  matter  than  is 
found  in  good  ice,  and  an  excessive  number  of  bacteria,  including  those 
characteristic  of  sewage. 

The  Board  would  advise  that  the  use  of  this  ice  in  contact  with  food 
or  drinking  water  be  prevented. 

Medford. 

Apbil  5,   1906. 
To  th0  Board  of  HeaUh  of  th$  City  of  Medford, 

Gentlemen:  —  In  accordance  with  your  request  of  Feb.  27,  1906, 
for  an  examination  of  the  ice  taken  from  clay  pits  located  at  the  foot  of 
Buzzels  Lane  near  Mystic  Park,  and  advice  as  to  its  quality,  the  Board 
has  caused  the  locality  to  be  examined  and  a  sample  of  the  ice  to  be 
analyzed. 

The  results  of  the  examination  show  that  the  water  entering  the  clay 
pit  from  which  the  ice  is  taken  is  polluted  by  the  discharge  of  sewage 
either  directly  into  the  pit  itself  or  into  its  tributaries,  and  the  results 
of  the  analysis  show  that  the  ice  contains  a  higher  quantity  of  organic 
matter  and  a  larger  number  of  bacteria  than  are  found  in  good  ice. 

In  the  opinion  of  the  Board,  this  clay  pit  is  not  a  suitable  source  of 
ice  supply,  and  ice  cut  therefrom  should  not  be  used  where  it  may  come 
in  contact  with  food  or  drinking  water. 
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Northampton. 

Oct.  4.  1906. 
fto  a«  Board  of  HeoUh  of  the  OU^  of  Northampton. 

Gentlemen:  —  The  attention  of  the  State  Board  of  Health  having 
been  called  by  the  Inspector  of  Provisions  to  certain  sources  of  ice  supply 
in  the  city  of  Northampton  from  which  ice  is  taken  for  use  for  domestic 
purposes  in  the  city^  the  Board  has  caused  the  sources  of  supply  to  be 
examined  and  samples  of  the  water  and  ice^  where  available,  to  be 
analyzed. 

The  sources  indicated  are  Eocky  Hill  Pond,  so  called,  about  a  mile 
southwest  of  the  Northampton  Insane  Asylum,  a  pond  on  the  northerly 
side  of  the  Easthampton  road,  about  a  mile  and  a  half  from  city  hall, 
and  a  pond  on  the  southwesterly  side  of  the  road  leading  from  Bay  State 
to  Leeds,  south  of  Mill  River. 

The  water  of  two  of  the  sources,  while  containing  considerable  organic 
matter,  does  not  appear  to  be  exposed  to  danger  of  serious  pollution.  No 
water  was  obtainable  from  the  third  source,  —  the  pond  near  Leeds, — 
which  has  a  very  small  water-shed,  and  it  is  understood  that  water  from 
the  city  mains  is  used  in  dry  seasons  to  supply  the  pond. 

Samples  of  ice  harvested  from  the  pond  near  the  Easthampton  road 
and  from  the  pond  near  Leeds  were  obtained  for  analysis.  Both  con- 
tained a  layer  of  snow  ice  at  the  surface,  but  the  clear  ice  was  of  good 
quality. 

In  the  opinion  of  the  Board,  it  is  practicable  under  present  conditions 
to  obtain  from  each  of  these  sources  ice  of  good  quality  for  domestic 
purposes  by  removing  from  the  ice  the  first  inch  of  clear  ice  that  formed 
upon  the  pond  and  all  ice  formed  above  it  by  snow,  rain  or  flooding,  and 
retaining  for  use  only  the  clear  ice  formed  beneath  the  first  inch.  It  is 
also  important  to  avoid  the  use  of  ice  containing  particles  of  foreign 
matter. 

South  Hadley. 

JxmK  7,  1906. 
1V>  Mr.  M.  L.  WsiXTKSB,  Selectman,  South  Badley,  Mate. 

Dear  Sib:  —  In  response  to  your  request  for  an  examination  of  a 
quantity  of  ice  cut  during  the  past  winter  from  a  pond  on  Muddy  Brook, 
«o  called,  and  advice  as  to  its  quality,  the  Board  has  caused  the  source 
from  which  the  ice  was  taken  to  be  examined  by  one  of  its  engineers 
and  a  sample  of  the  ice  to  be  analyzed. 

The  pond  from  which  the  ice  is  taken  is  of  considerable  depth  and 
extent,  but  it  does  not  appear  to  be  exposed  to  pollution  to  such  an  ex- 
tent as  would  make  it  an  unsafe  source  of  ice  supply. 

The  sample  of  ice  examined  contained  a  larger  quantity  of  organic 
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matter  than  is  found  in  good  ice,  but  the  number  of  bacteria  was  low, 
and  the  sample  appeared  to  be  free  from  foreign  matter. 

Considering  the  circumstances,  in  the  opinion  of  the  Board  the  ice 
may  safely  be  used  for  domestic  purposes. 

West  Newbury. 

Aug.  2,  1906. 
To  Mr.  E.  N.  Chase,  Town  Clerk,  West  Newbury,  Mass. 

Dear  Sir  :  —  In  response  to  your  request  for  advice  as  to  a  proposed 
ice  supply  to  be  taken  from  a  reservoir  on  a  small  water  course  near  the 
southwesterly  end  of  the  village  of  West  Newbury,  south  of  the  road 
leading  from  West  Newbury  to  Groveland,  the  Board  has  caused  the 
locality  to  be  examined  by  one  of  its  engineers  and  has  considered  the 
information  presented. 

It  appears  that  it  is  proposed  to  construct  in  the  locaUty  indicated  a 
reservoir  having  an  area  of  about  an  acre  and  a  depth  of  about  3  feet, 
from  which  to  take  ice  to  be  sold  to  the  public  for  domestic  purposes. 

It  has  not  been  practicable  to  obtain  a  sample  of  the  water  with  which 
the  proposed  ice  pond  will  be  filled;  but  the  area  from  which  the  water 
is  to  be  derived  is  free  from  buildings,  and,  if  the  reservoir  shall  be  made 
of  a  depth  of  at  least  3  feet  and  the  area  flowed  kept  free  from  weeds 
and  tall  grasses,  ice  of  good  quality  for  domestic  purposes  can,  in  the 
opinion  .of  the  Board,  be  obtained  therefrom. 

WiNCHENDON    (BAXTER  D.   WHITNEY  AND   Son). 

Dbo.  6,  1906. 
To  Baxteb  D.  Whitnky  &  Son,  Winehendon,  Mase. 

Gentlemen  :  —  In  response  to  your  request  of  Nov.  12,  1906,  for  an 
examination  of  the  water  and  ice  from  your  mill  pond  and  advice  ba  to 
its  quality,  the  Board  has  caused  the  source  of  supply  to  be  examined 
and  a  sample  of  ice  found  in  one  of  the  ice  houses  on  the  shore  of  the 
pond  to  be  analyzed. 

This  ice  was  formed  partly  of  clear  ice  and  partly  of  snow  ice,  and, 
though  containing  considerable  organic  matter,  the  number  of  bacteria 
was  small. 

The  mill  pond  is  large  and  quite  deep,  but  it  receives  considerable 
pollution  from  mills  on  the  stream  which  enters  it.  In  order  to  obtain 
ice  from  this  pond  which  may  safely  be  used  for  domestic  purposes,  it 
will  be  necessary  to  remove  from  the  ice,  when  harvesting,  the  first  inch 
that  formed  upon  the  pond,  including  all  snow  ice  and  ice  formed  by 
flooding,  and  retain  for  use  only  the  clear  ice  forming  beneath  the  first 
inch.  It  is  also  important  that  all  ice  containing  particles  of  foreign 
matter  be  rejected. 
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Sewerage  and  Sewage  Disposal. 
The  following  is  the  substance  of  the  action  of  the  Board  during  the 
jear  in  reply  to  applications  for  advice  relative  to  sewerage  and  sewage 
disposal:  — 

Abington  (Lewis  A.  Cbossbtt  Company). 

Atra.  2,  1006. 
To  tlie  LxwiB  A.  CB088STT  Company,  North  Abington,  Mass. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
July  6,  1906,  an  application  for  advice  as  to  a  proposed  system  of  sewage 
disposal  for  your  factory,  accompanied  by  plans  by  your  engineer  show- 
ing the  location  of  the  proposed  sewer  and  disposal  works. 

These  plans  provide  for  conveying  the  sewage  through  a  sewer  8  inches 
in  diameter  to  be  laid  in  Birch  and  Charles  streets  to  an  area  of  land 
situated  south  of  the  Eockland  Branch  of  the  New  York,  New  Haven  & 
Hartford  Eailroad  at  the  boundary  line  between  Abington  and  Rock- 
land, where  it  is  proposed  to  purify  it  by  intennittent  filtration  and  to 
discharge  the  eflBuent  into  a  small  stream  tributary  to  French  stream, 
so  called. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  plans  presented. 

The  area  of  filter  beds  is  somewhat  limited  but  will  provide  adequately 
for  the  disposal  of  the  sewage  of  the  factory  if  the  quantity  is  no  greater 
than  is  now  anticipated.  The  filter  beds  are  so  located  that  it  is  unlikely 
that  odors  from  them  will  be  noticeable  at  any  dwelling  houses  in  the 
r^on,  and  they  can  be  enlarged,  if  necessary,  without  special  difficulty 
OT  expense.  If  the  beds  receive  proper  care  and  the  sewage  is  dis- 
charged upon  them  intermittently,  the  effluent  will  be  well  purified  and 
will  not  cause  objectionable  conditions  in  the  stream  into  which  it  will 
be  discharged. 

Barnstable  (State  Normal  School  at  Hyannis). 

Mat  8,  1906. 
To  Mr.  WiLLiAic  A.  Baldwin,  Prindpai,  State  Normal  School,  Hyannis,  Mass. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  March 
22,  1906,  an  application  for  advice  with  reference  to  enlarging  the 
sewage-disposal  plant  of  the  State  Normal  School  at  Hyannis  by  the 
construction  of  an  additional  filter  bed  adjacent  to  and  west  of  the  one 
now  in  use,  from  which  it  is  proposed  to  dispose  of  the  sewage  by  apply- 
ing it  in  pipes  beneath  the  surface,  as  in  the  case  of  the  area  now  in  use. 

It  appears  that  the  present  filter,  which  has  operated  satisfactorily  for 
several  years,  has  become  clogged,  and  it  is  proposed  to  construct  and 
use  the  new  area,  allowing  the  present  area  to  rest. 


Digitized  by  LjOOQ IC 


154  STATE   BOARD   OF  HEALTH.         [Pub.  Doc. 

In  the  opinion  of  the  Board,  the  plan  is  a  satisfactory  one  for  enlarg- 
ing the  sewage-disposal  area  for  the  school;  and,  if  the  works  are  car- 
ried out  in  accordance  with  the  suggestions  made  for  the  construction 
of  the  present  filter,  the  new  filter  is  likely  to  operate  satisfactorily  for 
several  years.  The  present  area  can  probably  again  be  used,  as  suggested, 
after  allowing  it  to  rest  for  a  time. 

Beverly. 

Mat  8.  1906. 
To  Hon.  Joseph  A.  Wallis,  Mayor,  Bevrly,  Mas*. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  April 
25,  1906,  the  following  application  for  advice  as  to  a  proposed  outlet 
for  the  sewage  of  a  portion  of  the  city  of  Beverly,  accompanied  by  a 
plan  of  the  main  sewer  and  outlet :  — 

The  city  of  Beverly,  acting  under  the  authority  of  section  117  of  chapter 
75  of  the  Revised  Laws,  hereby  gives  notice  of  its  intention  to  so  modify  the 
system  of  sewerage  heretofore  adopted  in  said  city  as  to  provide  for  dis- 
pensing with  the  outlet  at  Tucks  Point  and  substituting  in  place  thereof  the 
outlet  at  the  foot  of  Andrews  Court,  and  herewith  submits  the  proposed 
plans  for  your  advice  as  to  the  best  practicable  method  of  disposing  of  the 
sewage. 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  olie  of  its  engineers  and  has  examined  the  plan  sub- 
mitted. 

The  plan  now  presented  provides,  as  stated  in  the  application,  for 
omitting  the  construction  of  an  outlet  at  Tuck^s  Point  and  conveying 
all  of  the  sewage  from  certain  areas  in  the  southerly  and  westerly  por- 
tion of  Beverly  to  a  main  sewer  to  be  laid  in  Water  Street  to  the  shote 
of  the  harbor,  and  thence  along  the  harbor  front  between  high  and  low 
water  to  a  connection  with  the  main  trunk  sewer  opposite  the  foot  of 
Andrews  Court,  whence  the  sewage  will  flow  to  the  present  outlet  of 
this  sewer,  located  in  the  harbor  a  little  less  than  700  feet  from  the  shore 
at  high  water. 

The  sewage  now  discharged  at  this  outlet  is  quickly  dispersed  in  the 
water,  and  the  outlet  is  an  unobjectionable  one  at  the  present  time.  The 
quantity  of  sewage  which  would  be  discharged  at  this  outlet  if  the  sewer 
now  proposed  should  be  constructed  would  not  be  very  materially  in- 
creased, judging  from  the  information  presented  as  to  the  area  to  be 
sewered;  and,  in  the  opinion  of  the-  Board,  the  plan  is  an  appropriate 
method  of  disposing  of  the  sewage  of  the  limited  areas  that  would  be 
tributary  to  the  new  sewer  in  the  southerly  and  westerly  parts  of  the 
city,  and  the  construction  of  an  outlet  at  Tuck's  Point  may  reasonably 
be  omitted. 
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Oct.  80,  1906. 
To  the  Hon.  Jossph  A.  Wallib,  Mttyor  of  the  Cit^  of  Beverly. 

Deab  Sib:  —  The  State  Board  of  Health  received  from  you  on  Aug. 
10,  1906,  an  application  giving  notice  of  a  proposed  change  in  the 
gystem  of  sewerage  heretofore  adopted  by  the  city  of  Beverly,  so  as  to 
provide  for  an  additional  outlet  at  a  point  below  the  line  of  low-water 
mark  south  of  the  terminus  of  Dane  Street,  and  requesting  the  advice 
of  the  Board  thereon. 

The  application  is  accompanied  by  a  plan  indicating  the  district  to  be 
drained  and  showing  the  location  of  the  main  sewer  extending  from 
the  foot  of  Dane  Street  across  the  flats  in  a  southwesterly  direction  to 
the  edge  of  the  main  channel  about  600  feet  beyond  low-water  mark 
and  1,600  feet  east  of  the  present  outlet. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer 
and  has  considered  the  plan  submitted  and  the  evidence  presented  at 
a  public  hearing  given  by  the  Board  on  October  4. 

Much  of  the  more  densely  populated  portion  of  the  city  of  Beverly 
is  already  served  by  a  system  of  sewers  discharging  into  the  harbor 
through  a  single  outlet  off  Andrews  Court,  and  observations  show  that 
sewage  from  this  outlet  discolors  the  water  for  a  considerable  distance 
about  the  outlet,  and  floating  matters  from  the  sewage  discharged  from 
the  sewer  can  be  seen  in  the  water  for  a  much  greater  distance. 

The  sewer  now  proposed  is  designed  to  serve  a  district  farther  to  the 
east  than  those  served  by  present  sewers,  but  the  outlet  pipe  would  bring 
tiie  sewage  toward  the  pVesent  outlet,  where  the  water  is  already  affected 
considerably  by  sewage.  It  is  evident  that  if  the  city  continues  to  grow 
rapidly  the  discharge  of  sewage  into  the  harbor  in  this  region  is  likely 
to  become  objectionable  within  a  few  years,  and  some  other  plan  of  dis- 
posal of  the  sewage  will  become  necessary. 

Under  the  circumstances,  the  Board  would  recommend  an  investiga- 
tion to  determine  the  best  practicable  plan  for  the  future  disposal  of  the 
sewage  of  the  city  of  Beverly;  and,  since  it  is  evident  that  a  considerable 
saving  in  the  cost  of  the  works  may  be  made  by  postponing  the  construc- 
tion of  an  additional  outlet  until  the  final  plan  has  been  determined 
upon,  the  Board  would  not  advise  the  carrying  out  at  present  of  the 
plan  now  proposed. 

The  Board  would  recommend  that  the  further  investigations  as  to 
the  future  disposal  of  the  sewage  of  the  city  be  made  with  the  assistance 
of  an  expert  in  matters  relating  to  sewage  disposal ;  and  when  you  have 
made  further  investigations  and  prepared  plans  the  Board  will  advise 
you  concerning  them,  and  will  then  advise  as  to  the  best  plan  of  pro- 
viding a  temporary  outlet  for  the  sewage  of  the  district  now  under  con- 
sideration. 
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Canton  (Massachusetts  School  and  Home  for  Crippled  and  De- 
formed Children). 

Dxo.  6,  1006. 
To  th$  Board  of  Truttees  of  the  Maasaehtuetts  School  and  Home  for  Crippled  and  Deformed 
Children,  Mr.  Fbancis  Huetubis,  Jr.,  Secretary  and  Treaeurer. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication of  Nov.  13,  1906,  and  the  plans  submitted  therewith,  provid- 
ing for  the  disposal  of  the  sewage  at  the  School  and  Home  for  Crippled 
and  Deformed  Children,  in  Canton,  and  has  caused  the  locality  to  be 
examined  by  its  engineer. 

It  appears  that  it  is  proposed  for  the  present  to  construct  an  adminis- 
tration building  and  two  school  buildings,  and  it  is  expected  that  the 
number  of  persons  at  the  institution,  in  the  beginning  at  least,  will  be 
small. 

The  plan  for  disposiug  of  the  sewage  provides  for  constructing  two 
cesspools  in  the  rear  of  the  buildings  on  land  sloping  toward  Keservoir 
Pond,  one  cesspool  to  be  10  feet  in  diameter  and  10  feet  deep,  and  the 
other  8  feet  in  diameter  and  8  feet  deep,  the  sewage  to  enter  the  larger 
cesspool  and  overflow  into  the  smaller.  The  proposed  sewer  is  to  be  laid 
at  such  an  elevation  that  in  case  the  cesspools  become  inadequate  for  the 
disposal  of  the  sewage  the  sewer  can  be  extended  farther  down  the  hill 
and  filter  beds  provided  if  necessary. 

The  plan  now  presented  makes  reasonable  provision  imder  the  cir- 
cumstances, in  the  opinion  of  the  Board,  for  the  disposal  of  the  sewage 
of  this  institution  in  the  beginning.  The  Board  would  suggest  that  the 
plans  be  modified  so  that  the  sewage  shall  first  enter  the  smaller  cess- 
pool. 

COHASSET. 

JXTLY    5,    1906. 

To  the  Committee  on  the  Improvement  of  James  Brook,  Cohaseet,  Mass. 

Gentlemen  :  —  In  response  to  your  request  for  advice  as  to  the  pre- 
vention of  the  pollution  of  James  Brook,  the  Board  has  caused  the  lo- 
cality to  be  examined  by  one  of  its  engineers  and  finds  that  at  the  present 
time  the  sewage  from  twenty  or  more  dwelliug  houses  is  discharged 
directly  into  the  stream,  making  it  very  offensive  in  simamer. 

The  soil  in  the  valley  of  the  brook  in  the  village  is  fine  and  nearly 
impervious  to  water,  and  it  appears  to  be  impracticable  to  dispose  of 
the  sewage  of  the  houses,  from  which  the  brook  is  now  polluted,  by  means 
of  cesspools. 

Under  the  circumstances,  the  Board  would  advise  that  you  employ  an 
engineer  of  experience  in  matters  relating  to  sewerage  to  prepare  a  plan 
for  disposing  of  the  sewage  which  now  pollutes  the  brook.    It  would  be 
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well  also,  in  the  opinion  of  the  Boards  that  the  question  of  the  general 
sewerage  of  the  village  be  considered  at  the  same  time,  so  that  any  sewer 
that  may  be  built  for  the  relief  of  James  Brook  may  subsequently  form 
a  part  of  a  general  system. 

When  you  have  made  a  further  investigation  and  prepared  a  plan  for 
disposing  of  the  sewage  the  Board  will,  upon  application,  give  you  fur- 
ther advice  in  this  matter. 

Concord. 

Sept.  6,  1906. 
To  th4  Board  of  Water  and  Sewer  Commiesionerg,  Concord,  Moat. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  com- 
munication of  Aug.  1,  1906,  relative  to  the  question  of  the  diversion  of 
some  of  the  sewage  pumped  to  the  Concord  filtration  area  to  certain 
adjacent  lands  upon  which  it  is  proposed  to  use  it  for  the  pui-pose  of 
irrigating  crops,  and  has  caused  the  locality  to  be  examined  by  one  of 
its  engineers. 

The  land  in  question  appears  to  be  well  suited  for  the  purification  and 
disposal  of  the  sewage;  and,  in  the  opinion  of  the  Board,  a  portion  of 
the  sewage  of  the  town  of  Concord  can  be  used  for  the  irrigation  of  crops, 
as  proposed,  without  causing  objectionable  conditions  in  the  neighbor- 
hood if  the  sewage  is  properly  applied. 

In  the  use  of  sewage  for  the  irrigation  of  crops  care  must  be  exercised 
to  avoid  spreading  contamination  therefrom,  and  special  care  must  be 
taken  to  avoid  contaminating  vegetables  or  fruits  used  for  food. 

Concord  (Massachusetts  Reformatory). 

JULT  5,   1906. 
To  (ke  Board  of  Prison  Commieeionera,  Mr.  Fkedebick  G.  Pkttiurovb,  Chairman. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
June  2,  1906,  an  application  for  advice  as  to  a  proposed  plan  of  dispos- 
ing of  the  sewage  of  the  Concord  Reformatory,  and  subsequently  re- 
ceived from  your  engineer  plans  and  a  description  of  the  proposed  works. 

The  plans  submitted  provide  for  the  construction  of  3%  acres  of  filter 
beds,  including  sludge  beds,  upon  land  located  between  the  reformatory 
buildings  and  the  Assabet  River,  and  for  conveying  the  sewage  from  the 
reformatory  buildings  by  gravity  to  these  filter  beds,  which  are  provided 
with  imderdrains  discharging  into  the  river. 

It  appears  that  the  quantity  of  sewage  at  present  discharged  from  the 
reformatory  sewer  amounts  to  about  180,000  gallons  per  day,  and  that 
the  sewage  is  stronger  than  that  disposed  of  at  most  of  the  purification 
works  of  the  State. 

The  soil  of  the  proposed  filter  beds,  judging  from  its  character  as 
shown  by  test  pits,  is  well  adapted  to  the  purification  of  sewage  by  inter- 
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mittent  filtration,  and  the  area  of  filter  beds  is  suflSeient  for  present 
requirements;  and  the  Board  is  of  the  opinion  that  the  plans  now  sub- 
mitted make  adequate  provision  for  the  proper  purification  of  all  of  the 
sewage  now  discharged  from  the  institution. 

The  filter  beds  are  located  at  a  considerable  distance  from  dwelling 
houses,  and,  if  property  maintained,  it  is  improbable  that  odors  from 
them  will  be  noticeable  at  dwelling  houses  in  the  vicinity.  Special  care 
will  be  necessary,  however,  in  disposing  of  the  sludge,  in  order  to  avoid 
creating  ofiEence  in  the  neighborhood. 

By  the  provisions  of  section  8  of  chapter  161  of  liie  Acts  of  the  year 
1895,  entitled  "An  Act  to  authorize  the  Town  of  Concord  to  construct 
and  maintain  a  System  of  Sewerage,^'  the  commissioners  of  prisons  are, 
as  you  are  doubtless  aware,  directed  to  connect  the  sewers  and  sewerage 
system  of  the  Massachusetts  Reformatory  and  other  property  of  the  Com- 
monwealth in  the  town  of  Concord  with  the  main  sewer  of  the  said  town, 
whenever  such  main  sewer  shall  be  laid  by  the  town  to  Concord  Junction 
and  connected  with  the  system  of  sewage  disposal  established  by  the  town, 
paying  for  such  privilege  in  a  manner  provided  in  the  act. 

While  it  is  important  that  there  be  no  more  delay  than  necessary  in 
providing  proper  means  for  purifying  the  sewage  of  the  reformatory, 
which  now  pollutes  the  Assabet  River,  —  a  stream  already  seriously  pol- 
luted, —  the  Board  is  of  the  opinion  that  the  possibility  of  the  extension 
of  the  Concord  sewerage  system  to  the  neighborhood  of  the  reformatory 
within  the  near  future  should  be  ascertained;  and,  if  such  extension  is 
likely  to  be  made  before  the  end  of  next  year,  it  will  be  best  to  delay  the 
construction  of  the  proposed  works,  with  a  view  to  connecting  with  the 
Concord  system.  If,  however,  the  extension  of  the  town's  system  to 
Concord  Junction  is  not  likely  to  be  made  in  the  immediate  future,  the 
Board  would  recommend  that  you  proceed  at  once  with  the  construction 
of  the  works  now  proposed. 

FoxBOROUGii  (State  Hospital). 

Feb.  1.  1906. 
To  ih*  Trustees  of  tko  Foxborough  Staio  HospiUA,  0habi«B8  E.  Woodbubt,  M.D.,  Superin- 
tendent, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  2,  1906,  the  following  communication  for  further  advice  relative 
to  sewage  disposal  and  water  supply  at  the  Foxborough  State  Hos- 
pital:— 

Referring  to  your  eonmiunications  to  me  of  Sept.  7  and  Oct.  5,  1905, 
relating  respectively  to  sewage  filtration  and  water  supply,  I  desire  to  ask 
further  advice. 
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Yirstf  we  are  erecting  a  building  for  the  accommodation  of  100  patients, 
and  no  further  buildings  of  this  character  will  be  erected  before  1907,  if 
then. 

When  the  new  building  is  occupied,  we  may  have  as  many  as  325  patients. 
Four  years  ago  with  the  old  set  of  buildings  I  had  at  one  time  306  patients, 
and  the  sewage  beds  discharged  their  functions  satisfactorily.  My  point  is, 
win  it  be  necessary  to  increase  our  area  of  filtration  for  this  one  new 
building,  —  the  area  to  be  increased  as  you  advise  before  a  second  or  more 
new  buildings  are  erected. 

Second,  you  mention  probable  favorable  conditions  for  water  east  and  west 
of  the  hospital. 

It  is  the  intention  of  the  trustees  to  drive  wells  and  erect  a  water  tower, 
giving  us  control  of  our  own  water  supply. 

May  I  ask  if  you  will  cause  to  be  indicated  suitable  places  for  driving 
artesian  wells  f 

The  Board  has  considered  further  the  capacity  of  the  present  filter 
beds  and  the  additional  requirements  of  the  hospital  in  the  matter  of 
sewage  disposal. 

In  a  previous  communication  tlie  Board  advised  that  a  somewhat 
larger  quantity  of  sewage  than  that  now  disposed  of  on  the  present 
sewage-filtration  area  at  this  hospital  can  probably  be  purified  there  with- 
out overtaxing  the  filters  or  creating  objectionable  conditions.  The  ad- 
dition of  a  new  building  accommodating  100  patients  as  now  proposed 
will  not  apparently  increase  the  number  of  persons  at  the  hospital  ma- 
terially beyond  the  numbers  which  have  been  present  there  at  times  in 
the  past,  when  the  filters  were  found  adequate  for  the  purification  of  all 
of  the  sewage ;  but  the  hospital  is  now  to  be  used  for  the  accommodation 
of  insane  patients,  and,  judging  from  the  experience  at  other  insane 
hospitals,  the  quantity  of  sewage  is  likely  to  be  larger  than  under  the 
conditions  that  have  existed  hitherto. 

It  is  probable,  in  the  opinion  of  the  Board,  that  the  present  filter  beds, 
if  properly  cared  for,  will  be  capable  of  purifying  all  of  the  sewage  of 
the  hospital,  even  after  the  number  of  oflScers  and  inmates  has  been  in- 
creased to  325  by  the  addition  of  a  new  building  as  proposed ;  and  if  the 
filter  beds  should  become  overtaxed,  it  will  not  be  difficult  to  enlarge  the 
area  within  a  short  time,  if  necessary. 

Begarding  the  locations  for  driving  weUs  for  the  purpose  of  securing 
a  water  supply  for  the  hospital,  the  Board  is  unable  to  give  you  more 
definite  advice  than  was  contained  in  its  communication  of  last  year.  If 
it  is  your  intention  to  make  further  investigations  with  a  view  to  ob- 
taining an  independent  water  supply,  the  Board  would  advise  that  you 
secure  the  assistance  of  an  engineer  of  experience  in  the  selection  of 
ground-water  supplies. 
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The  Board  will,  if  you  so  request,  make  the  necessary  analyses  of 
samples  of  water  from  test  wells,  or  other  sources  that  may  be  proposed, 
and  will  give  you  further  advice  when  you  have  the  results  of  further 
investigations  to  present. 

Franklin. 

Mabch  8,  1906. 
To  the  Board  of  Selectmen  of  the  Town  of  Franklin. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on  Feb. 
1,  1906,  an  application  for  advice  with  reference  to  a  system  of  sewerage 
and  sewage  disposal  for  a  portion  of  the  town  of  Franklin,  accompanied 
by  a  plan  showing  the  proposed  main  sewer  and  the  location  of  the  area 
upon  which  it  is  proposed  to  purify  the  sewage.  The  plan  provides  for 
collecting  the  sewage  and  manufacturing  waste  from  the  portion  of  the 
main  village  in  the  water-shed  of  Mine  Brook  in  a  system  of  pipe  sewers, 
through  which  it  is  proposed  to  convey  it  by  gravity  to  a  filtration  area 
on  the  westerly  side  of  the  village  near  the  northerly  shore  of  a  mill 
pond  on  Mine  Brook,  where  the  sewage  is  to  be  purified  by  intermittent 
filtration  and  the  effluent  discharged  into  Mine  Brook. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  carefully  considered  the  plans  and  information  submitted  therewith. 

Mine  Brook  is  at  the  present  time  grossly  polluted  by  sewage  and 
manufacturing  wastes  discharged  into  the  stream  in  the  village  of  Frank- 
lin, and  a  sewerage  system  of  sufficient  capacity  for  collecting  and  dis- 
posing of  this  sewage  should  be  constructed  as  soon  as  practicable  and 
the  further  pollution  of  the  stream  prevented.  There  is  no  doubt  that 
the  plan  of  collecting  the  sewage  and  manufacturing  wastes  in  a  system 
of  pipe  sewers  from  which  all  rain  water,  and,  so  far  as  practicable, 
ground  drainage  is  excluded,  as  you  now  propose,  is  the  best  plan  to 
adopt  in  providing  a  system  of  sewerage  for  Franklin ;  and  the  best  plan 
of  disposing  of  the  sewage  will  be  to  apply  it  intermittently  to  prepared 
areas  of  land  having  a  coarse  sandy  or  gravelly  soil,  as  proposed  in  the 
plan  now  submitted. 

Under  the  present  plan,  however,  the  sewage  would  be  delivered  at  the 
filtration  area  at  so  low  a  level  that  it  would  be  necessary  to  handle  much 
of  the  soil  in  order  to  provide  an  adequate  area  of  filter  beds.  It  is  pos- 
sible, apparently,  by  changing  the  grade  of  the  main  sewer,  which  now 
has  a  greater  fall  than  is  necessary  to  maintain  a  proper  current  in  the 
sewers,  to  discharge  the  sewage  upon  the  filtration  area  at  a  higher  level 
than  proposed  and  effect  some  saving  in  the  preparation  of  filters;  but 
the  proposed  filtration  area  is  located  close  to  the  town,  and  according 
to  the  plan  submitted  a  large  portion  of  it  is  less  than  one  thousand  feet 
from  the  wells  of  the  Franklin  Water  Company  from  which  a  portion  of 
the  water  supply  of  the  town  is  drawn.     Under  these  conditions,  the 
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Board  does  not  consider  that  the  use  of  this  area  for  the  disposal  of 
sewage  is  advisable. 

The  Board  would  advise  that  you  cause  further  investigation  to  be 
made  of  other  areas  in  the  valley,  with  a  view  to  securing  a  location  for 
the  filter  beds  at  a  greater  distance  from  the  village  and  at  some  place 
where  the  effluent  will  not  be  likely  to  drain  toward  a  source  of  water 
supply. 

It  is  very  important,  in  constructing  the  proposed  sewerage  system, 
to  remove  the  manufacturing  wastes  which  now  seriously  pollute  the 
stream.  It  is  possible  that  these  wastes  contain  matters  which,  if  dis- 
charged directly  into  the  sewers,  would  tend  to  cause  obstructions;  and 
the  question  of  providing  settling  tanks  or  such  other  treatment  for  those 
wastes  as  may  be  necessary  to  remove  matters  which  the  ordinary  current 
of  the  sewers  will  not  carry  along  should  be  considered  in  designing  the 
sewerage  system. 

The  Board  will  give  you  further  advice  in  the  matter  when  you  have 
the  results  of  further  investigations  to  present. 

Aua.  2,   1006. 
r«  th€  Board  of  Selectmen  of  the  Tovfn  of  Franklin. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you  on 
July  20,  1906,  an  application  for  advice  with  reference  to  a  proposed 
system  of  sewage  disposal  for  the  town  of  Franklin,  containing  the  foU 
lowing  outline  of  your  proposed  plans :  — 

Estimated  maximum  quantity  of  sewage  to  be  ultimately  treated  per  twenty- 
four  hours  by  the  proposed  beds,  including  the  wastes  from  the  Franklin 
Yam  Company  Mills,  the  Hayward  Mills,  the  American  Woolen  Mills,  and 
Singleton  Worsted  Company  Mills,  about  300,000  gallons. 

If  necessary,  simple  and  effective  preliminary  treatment  of  these  man- 
afaeturing  wastes  will  be  required  of  the  above  mills  before  turning  said 
wastes  into  the  sewer. 

A  lot  covering  10  or  12  acres,  to  be  taken  for  the  disposal  beds,  located 
on  land  belonging  to  H.  T.  Hayward,  formerly  known  as  the  Fisher  Farm, 
lying  on  the  east  side  of  the  Ashland  Branch  of  the  N.  Y.,  N.  H.  &  H.  R.R. 
The  drainage  from  this  land  passes  in  culverts  under  the  railroad  embank-  ' 
ment  into  Mine  Brook,, through  which  culverts  or  other  similar  culverts  it  is 
proposed  to  pass  the  efQuents  from  the  beds. 

This  location  is  proposed  as  a  temporary  one  to  meet  the  present  require- 
xnents  of  the  town,  there  being  available  for  future  development  for  disposal 
of  sewage  an  excellent  location  just  below  the  village  of  Unionville,  about 
11,000  feet  distant  from  the  above  location  on  the  Hayward  land.  The  ele- 
vation of  the  main  outfall  sewer  as  proposed  for  these  initial  beds  will  be 
high  enough  to  permit  of  an  extension  to  Unionville. 

The  accompanying  plan,  scale  1"  =  40  feet,  shows  a  layout  of  sixteen 
beds,  each  with  a  bottom  area  of  10,950  square  feet,  or  approximately  Y^  acre, 
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and  two  dosing  tanks,  each  containing  about  40,000  gallons.  The  depth  of 
sand  and  gravel  on  the  beds  is  to  be  from  4  feet  to  5  feet.  The  assumed  rate 
of  filtration  is  from  60,000  to  75,000  gallons  per  day,  making  the  individual 
capacity  of  each  bed  from  15,000  to  18,750  gallons  per  day.  The  system  of 
underdrains  consists  of  parallel  lines  of  tile  drains,  6  inches  in  diameter 
in  the  upper  half  and  8  inches  in  diameter  in  the  lower  half,  dropping  on  a 
grade  of  1  foot  in  150  feet  to  the  collecting  ditch,  which  discharges  through 
culverts  under  the  railroad  embankment  into  Mine  Brook.  The  walls  and 
floors  of  the  dosing  tanks  and  siphon  chambers  are  to  be  of  concrete,  with 
the  proper  openings,  screens  and  arrangements  for  removing  the  sludge. 
An  area  outside  of  each  dosing  tank  will  be  prepared  to  receive  the  sludge. 
The  main  carrier  starts  with  a  diameter  of  12  inches,  reducing  to  10  inches. 
The  lateral  carriers  are  all  8  inches,  with  nine  4-inch  outlets  onto  each  bed. 

It  is  proposed  to  construct  the  two  dosing  tanks  and  siphon  chambers  and 
twelve  of  the  beds  at  once,  in  accordance  with  the  foregoing  plan. 

Plans  showing  the  location  of  the  proposed  filtration  area  and  the 
general  layout  of  the  proposed  filter  beds  have  been  submitted  by  your 
engineer. 

In  response  to  this  application,  the  Board  has  caused  the  locality  to 
be  examined  by  its  engineer  and  has  considered  the  plans  presented. 

The  area  of  filter  beds  shown  upon  the  plan  would,  in  the  opinion  of 
the  Board,  be  sufl5cient,  in  the  beginning  at  least,  for  the  purification  of 
the  sewage  of  the  portion  of  the  town  which  they  are  designed  to  serve ; 
but  much  of  the  land  on  which  the  filter  beds  would  be  located  is  now 
a  swamp,  and  a  large  portion  of  the  material  used  in  the  construction 
of  the  filters  will  have  to  be  obtained  from  other  portions  of  the  area. 
Soil  well  adapted  to  the  purification  of  sewage  by  intermittent  filtration 
can,  however,  be  obtained  on  the  area  which  it  is  proposed  to  take  for 
sewage-disposal  purposes. 

The  principal  objections  to  the  use  of  this  area  for  sewage  disposal, 
as  pointed  out  in  a  previous  communication,  are  the  proximity  of  the 
area  to  the  wells  of  the  Franklin  Water  Company  and  its  nearness  to 
the  village.  Portions  of  the  filter  beds  indicated  upon  the  plans  sub- 
mitted would  be  within  about  500  feet  of  the  nearest  dwelling  houses, 
and  the  location  of  the  filter  beds  is  such  that  the  prevailing  winds  in 
summer  would  tend  to  carry  odors  from  the  filter  beds  toward  these 
dwellings.  The  area  of  the  filter  beds  will  in  all  probability  require  en- 
largement at  no  very  distant  time  in  the  future,  and  in  that  case  the 
filtration  area  is  likely  to  be  brought  even  nearer  to  the  populated  parts  of 
the  town. 

Under  these  circumstances,  if  there  were  no  danger  that  the  disposal 
of  sewage  at  this  place  would  affect  the  wells  of  the  Franklin  Water 
Company,  the  danger  that  they  would  be  objectionable  to  a  considerable 
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population  would,  in  the  opinion  of  the  Board,  make  the  use  of  these 
lands  for  sewage-dispoeal  purposes  unadvisable. 

Yon  state  in  your  application  that  there  is  an  excellent  location  for 
filter  beds  below  the  village  of  Unionville,  about  11,000  fe«t  distant  from 
the  one  now  proposed;  and  the  Board  would  recommend  that  you  cause 
plans  to  be  made  without  delay  for  conveying  the  sewage  to  the  area 
indicated  and  disposing  of  it  there  by  intermittent  filtration,  and  that 
a  careful  estimate  of  the  cost  of  the  necessary  works  be  prepared. 

When  the  plans  have  been  made  and  submitted,  the  Board  will  give 
you  further  advice  as  to  the  disposal  of  the  sewage  of  the  town. 

Haverhill. 

SlPT.  6,   1906. 
To  the  Hon.  Boswkli.  L.  Wood,  Mayor  of  the  City  of  Haverhill. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  Aug. 
3,  1906,  an  application  for  advice  relative  to  a  proposed  system  of  sewer- 
age for  a  portion  of  the  city  of  Haverhill  in  the  Bradford  District  near 
Peabody  Brook,  containing  the  following  outline  of  your  proposed 
plan:  — 

The  present  need  for  sewerage  facilities  is  confined  to  a  few  houses  in  the 
Trinity  of  the  southerly  end  of  Kimball  and  Central  streets,  and  is  for  the 
removal  of  house  sewage  only,  as  the  surface  water  can  readily  be  disposed 
of  in  the  natural  water  courses.  The  proposed  outlet,  however,  is  designed 
of  a  capacity  to  accommodate  the  sewage  of  all  the  territory  most  easily 
drained  to  it,  with  any  development  which  it  seems  reasonable  to  anticipate. 

The  application  is  accompanied  by  a  plan  of  the  city  engineer,  show- 
ing the  main  sewers  and  outlet  of  the  proposed  system,  entitled,  "  Plan 
of  Proposed  Sewerage  System  for  a  Portion  of  Ward  7  in  the  Vicinity 
of  the  Peabody  Brook,  Haverhill,  Mass.  Robert  E.  Evans.  City  En- 
gineer. Scale  200'  =  1".  July,  1906.''  The  plan  provides  for  a 
8}'stem  of  sewers  for  the  district  indicated,  to  be  constructed  on  the  sepa- 
rate plan,  having  an  outlet  into  the  Merrimack  Eiver  about  400  feet 
below  the  power  station  of  the  Boston  &  Northern  Railroad,  and  approxi- 
mately an  equal  distance  up  stream  from  the  mill  of  the  Haverhill  Box- 
board  Company. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  considered  the  plan  pres^ited. 

The  area  to  be  provided  with  sewerage  is  at  the  present  time  very 
sparsely  populated,  and  the  quantity  of  sewage  which  will  be  discharged 
at  the  proposed  outlet  is  likely  to  be  small  for  several  years  in  the  future. 
Though  there  are  considerable  areas  of  flats  along  the  southerly  side  of 
the  Merrimack  River  in  the  neighborhood  of  Porter's  Island,  about  half 
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a  mile  below  the  proposed  outlet,  the  eircmnstances  are  such  that  it  is 
unlikely  that  objectionable  conditions  will  be  caused  by  the  discharge 
of  sewage  at  this  outlet  for  several  years  at  least,  and  it  is  practicable 
to  extend  the  outlet  into  deeper  water  if  it  should  be  found  necessary  at 
any  time  in  the  future. 

In  the  opinion  of  the  Board,  the  plan  is  a  satisfactory  one  for  the  col- 
lection and  disposal  of  the  sewage  of  the  district  indicated  in  your  ap- 
plication. 

Marion. 

Oct.  4.  1906. 
To  the  Sewer  CommisHonere  and  Board  of  Health  of  the  Town  of  Marion,  Mr.  Wii<i«iax 

A.  Andrew,  Secretary. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
March  9,  1906,  an  application  requesting  the  approval  by  the  Board  of 
the  taking,  under  the  provisions  of  chapter  49,  section  1,  of  the  Revised 
Laws  of  Massachusetts,  for  the  purification  and  disposal  of  sewage,  of 
certain  lands  in  the  town  of  Marion,  located  on  what  is  known  as  the 
"  Mill  place,'*  about  2,000  feet  west  of  Mill  Street,  between  said  street 
and  the  New  York,  New  Haven  &  Hartford  Railroad,  about  one  mile 
south  of  the  railroad  station  at  Marion,  the  area  to  be  taken  being  de- 
scribed in  the  application  and  shown  upon  a  plan  submitted  therewith. 

Acting  xmder  the  authority  of  the  statute  above  mentioned,  the  State 
Board  of  Health  gave  a  public  hearing  at  its  oflSce,  Room  143,  State 
House,  on  Thursday,  Oct.  4,  1906,  notice  of  the  hearing  having  been 
given  by  publication  in  a  newspaper  circulating  in  the  town  of  Marion. 
At  this  hearing  it  was  stated  that  the  plan  provides  for  taking  an  area 
of  2y2  acres  to  allow  for  the  enlargement  of  the  filters  in  the  future,  and 
that  it  is  proposed  to  construct  immediately  filter  beds  aggregating  1  acre 
in  area  for  the  purification  of  the  sewage. 

The  area  of  filter  beds  which  it  is  proposed  to  construct  in  the  begin- 
ning is,  in  the  opinion  of  the  Board,  a  reasonable  provision  for  the 
purification  of  the  sewage  of  the  village  at  the  present  time,  and  the 
additional  area  to  be  taken  will  allow  for  the  enlargement  of  the  filters 
if  necessary  in  the  future. 

The  Board,  having  caused  the  area  to  be  examined  by  one  of  its  en- 
gineers and  considered  the  information  presented  at  the  hearing,  hereby 
approves  the  purchase  or  taking  of  the  lands  now  or  formerly  of  Robert 
B.  Hiller  and  Isaac  E.  Hiller  of  Marion,  —  a  total  of  2^  acres,  as 
shown  upon  a  plan  submitted  with  your  application,  entitled,  "  Marion 
Sewerage  System.  Map  showing  Location,  Size  and  Approximate  Depth 
of  Sewers.  Scale  1 "  =  200 ',  January  1906.  Coffin  &  Thorpe,  Civil 
and  Hyd.  Engineers,  53  State  St.,  Boston,*'  said  land  being  bounded, 
measured  and  described  as  follows :  — 
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A  certain  tract  of  land  situate  about  2,000  feet  west  of  Mill  Street  on  what 
Ts  known  as  the  "  Mill  place  "  and  more  particularly  described  and  bounded 
as  f  oUowSy  viz. :  Beginning  at  a  stake  in  the  northeast  comer  of  the  described 
pronisesy  thence  south  27''  30"  east  272.25  feet,  thence  south  62""  30'  west 
400  feet,  thence  north  27°  30^  west  272.25  feet,  thence  north  62**  30'  east 
400  feet  to  the  point  of  beginning;  together  with  a  right  of  way  20  feet 
wide  beginning  at  a  point  in  the  easterly  line  of  said  lot  129  feet  from  said 
northeast  comer  and  extending  north  66°  25'  east  400  feet  across  said  Hiller's 
land  to  the  land  of  the  heirs  of  Barnabas  Holmes,  the  above  being  the  north- 
eriy  line  of  said  right  of  way. 

MiLFORD. 

July  12,  190C. 
To  Cfc«  8«werag«  Committee  of  the  Town  of  MUford. 

Gentlemen  :  —  The  State  Board  of  Health  received  from  you,  through 
your  engineer,  on  June  16,  1906,  the  following  application  requesting 
approval  by  the  Board  of  a  plan  of  sewerage  and  sewage  disposal  for 
the  town  of  Milford:  — 

By  vote  of  the  sewerage  conunittee  of  Milford,  Mass.,  I  am  authorized  to 
present  for  your  consideration  the  report  herewith  enclosed,  on  a  system 
of  sewerage  and  sewage  disposal  for  the  town  of  Milford. 

It  is  the  desire  of  the  committee  to  construct,  this  season,  the  disposal 
plant  and  such  portion  of  the  interception  system  as  will  remove  the  nuisance 
now  existing  in  the  Charles  River. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer 
and  has  examined  the  plans  and  report  presented. 

The  plan  in  general  provides  for  collecting  the  sewage  from  the 
thickly  built  up  part  of  the  town  in  a  system  of  pipe  sewers  and  for 
conveying  it  by  gravity  to  an  area  of  land  near  the  westerly  bank  of 
Charles  Biver  in  the  town  of  Hopedale  about  half  a  mile  south  of  the 
Milford  boundary  on  that  side  of  the  river,  where  it  is  proposed  to 
purify  it  by  intermittent  filtration  and  discharge  the  effluent  into  the 
river. 

The  main  sewer  from  the  town  to  the  filtration  area  passes  through 
Depot  Street,  South  Main  Street  and  lands  adjacent  thereto,. and  no 
portion  of  the  works  in  the  town  of  Hopedale  is  at  a  greater  distance  than 
one-half  mile  from  Charles  Kiver. 

In  accordance  with  the  provisions  of  chapters  343  and  458  of  the  Acts 
of  the  year  1906,  a  hearing  was  given  by  the  State  Board  of  Health  at  its 
oflBce  on  July  5, 1906,  with  reference  to  the  approval  of  the  proposed  plans 
of  sewerage  and  sewage  disposal  for  the  town  of  Milford,  after  due 
notice  of  the  hearing  had  been  given  by  the  Board  by  publication  of 
Buch  notice  in  two  daily  papers  and  one  weekly  paper  published  in  the 
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town  of  Milford.  At  this  hearing  no  one  appeared  to  oppose  the  ap- 
proval of  the  plans  presented. 

After  the  hearing  the  Board  voted  to  approve  the  plans  of  sewerage 
and  sewage  disposal  presented  by  the  sewerage  committee  of  the  town 
of  MiKord,  as  outlined  herein.  The  plans  are  described  in  detail  in  a 
report  of  your  engineer,  entitled:  "Eeport  to  the  Sewerage  Committee 
of  the  Town  of  Milford  on  a  System  of  Sewerage  and  Sewage  Disposal 
by  P.  A.  Barbour,  Engineer,  Boston,  Mass.,'*  dated  June  13,  1906,  and 
are  shown  upon  the  plans  submitted  therewith,  the  general  plan  bearing 
the  following  title:  "Milford  Sewerage  System.  Plan  showing  Lateral 
and  Intercepting  Sewers  and  Location  of  Pumpiag  Station  and  Dis- 
posal Plant.  Scale  1  Inch  =  400  Feet.  F.  A.  Barbour,  Engineer, 
Boston,  Mass.  June  — 1906.'' 

The  plan  of  applying  the  sewage  to  the  filter  beds  automatically  and 
in  rotation  by  a  mechanical  device  seems  likely  to  depend  largely  upon 
the  care  with  which  this  device  is  maintained.  The  works  for  the  dis- 
charge of  the  sewage  to  the  different  beds  should  be  so  constructed  that 
in  case  the  automatic  device  fails  to  operate  satisfactorily  it  will  be 
practicable  to  provide  without  difficulty  for  the  proper  dosing  of  the 
beds. 

MiLLBURT. 

Nov.  1,  190C. 
To  the  Board  of  Selectmen  of  the  Town  of  MiUbury. 

Gentlemen  :  —  In  response  to  your  request  for  advice  as  to  the  con- 
dition of  the  Blackstone  River  and  information  as  to  the  causes  of  pol- 
lution thereof,  the  State  Board  of  Health  has  caused  the  stream  to  be 
examined  and  has  considered  the  results  of  the  numerous  analyses  of 
its  waters  and  the  infonnation  presented  in  the  mimicipal  records  of  the 
sewerage  and  sewage-disposal  works  of  the  city  of  Worcester. 

Similar  requests  from  your  board  have  been  considered  by  this  Board 
on  two  previous  occasions,  —  once  in  the  year  1892,  and  again  in  1895. 
In  the  former  year  the  Board  found  that  the  river  was  seriously  and 
oflfensively  polluted  by  sewage,  and  in  the  year  1896  its  condition  was 
found  to  be  practically  the  same  as  at  the  previous  time. 

Since*  1895  it  appears,  from  the  municipal  reports  of  the  city  of 
Worcester,  that  a  great  amount  of  work  has  been  done  in  separating  the 
sewage  from  the  storm  water,  and  that  at  the  present  time  more  than 
half  of  the  total  length  of  sewers  is  operated  upon  the  separate  plan. 
Many  miles  of  storm-water  drains  are  in  use,  and  intercepting  sewers 
have  been  completed  which  intercept  the  dry-weather  flow  of  sewage 
which  formerly  ran  into  Mill  Brook. 

Under  the  conditions  existing  in  1895,  when  the  sewage  was  discharged 
into  Mill  Brook,  the  dry-weather  flow  only  of  that  stream  was  treated, 
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any  excess  of  flow  due  to  rain  or  melting  snow  being  allowed  to  flow 
directly  into  the  river.  At  the  present  time  all  of  the  sewage  collected 
in  the  intercepting  sewers  is  conveyed  to  the  disposal  works  and  treated ; 
bnt  the  overflow  from  the  combined  sewers  (which  form  46  per  cent,  of 
the  total  length  of  sewers)  at  times  of  storm  or  when  snow  is  melting 
rapidly  is  discharged  into  the  Blackstone  Eiver  or  its  tributaries  without 
treatment. 

Under  these  conditions  the  volume  of  sewage  treated  at  the  disposal 
works  has  been  reduced,  and  during  1905  was  slightly  less  than  at  the 
time  the  last  prerious  reply  of  the  Board  upon  this  subject  was  made, 
in  1895. 

In  addition  to  providing  for  the  treatment  of  the  sewage  by  chemical 
precipitation,  the  city  has,  since  1898,  constructed  filter  beds  from  time 
to  time,  until  at  the  present  time  about  36  acres  of  filter  beds  are  availa- 
ble and  are  used  for  the  purification  of  a  portion  of  the  sewage  by  inter- 
mittent filtration;  and  it  appears  from  the  report  of  the  superintendent 
of  sewers  of  Worcester  for  the  year  ending  Nov.  30,  1905,  that  a  little 
over  24  per  cent,  of  the  total  flow  of  sewage  was  applied  to  these  filter 
beds  during  that  year. 

While  these  great  improvements  have  been  made  in  the  sewerage 
system  of  the  city,  and  a  large  area  of  filter  beds,  capable  of  eflBciently 
purifying  sewage,  has  been  provided,  it  is  to  be  noted  that  the  population 
of  the  city  has  increased  in  the  ten  years  from  1895  to  1905  about  30 
per  cent.,  and  that,  while  there  has  been  a  slight  decrease  in  the  quantity 
of  sewage,  due  to  the  diversion  of  the,  sewage  from  Mill  Brook  and  the 
exclusion  of  storm  water  from  many  of  the  sewers,  there  has,  on  the  other 
hand,  been  a  very  decided  increase  in  the  quantity  of  organic  matter  in 
the  sewage  and  in  the  effluent  from  the  chemical  precipitation  works. 
The  analyses  indicate  that  the  quantity  of  organic  matter  now  discharged 
into  the  river  in  the  effluent  from  the  precipitation  works  (which  is  about 
three-quarters  of  all  of  the  effluent  discharged  into  the  river  by  the  city  of 
Worcester)  is  about  double  the  quantity  so  discharged  ten  years  ago. 

Judging  from  the  quantity  of  organic  matter  discharged  into  the 
river  from  the  Worcester  sewage-disposal  works,  there  is  no  reason  to 
expect  at  the  present  time  an  improvement  in  the  condition  of  the  river 
below  Worcester,  and  there  is  no  evidence  that  any  improvement  has 
taken  place.  On  the  contrary,  chemical  analyses  of  the  water  of  the  river 
collected  at  various  points  below  the  Worcester  sewage-disposal  works 
show  that  the  condition  of  the  river  is  worse  than  at  the  time  of  either 
of  the  previous  examinations;  and  an  inspection  of  the  river  shows  that 
it  is  still  offensive  and  a  nuisance  for  a  long  distance  below  the  Worcester 
sewage-disposal  works. 
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Examinations  of  the  water  of  the  Blackstone  River  above  the  Worces- 
ter sewage-disposal  works,  but  below  the  city,  show  that  the  river  in  this 
region  is  also  more  polluted  than  was  the  ease  in  1895,  due  probably  in 
part  to  the  overflow  of  sewage  from  the  city  sewers  in  times  of  storm  and 
in  part  to  sewage  and  manufacturing  wastes  discharged  directly  into  the 
stream  or  its  tributaries  from  buildings  and  factories. 

The  chief  cause  of  the  pollution  of  the  Blackstone  River,  however,  is 
the  discharge  of  putrescible  organic  matter  in  the  effluent  of  the  sewage- 
precipitation  works  of  the  city  of  Worcester. 

Newbubyport. 

Mat  8,  1906. 
To  Mr.  Grobgi  H.  Wklch,  Chairman  of  the  Sewer  Committee  of  the  CUff  of  Newbunfport. 

Dear  Sir  :  —  The  State  Board  of  Health  received  from  you  on  April 
5,  1906,  an  application  for  the  approval  by  this  Board,  under  the  pro- 
visions of  section  1  of  chapter  233  of  the  Acts  of  the  year  1889,  of  the 
discharge  of  the  sewage  of  a  section  of  Merrimack  and  Ashland  streets 
into  the  Merrimack  River  at  a  point  near  its  southerly  bank  between 
Ashland  and  Forrester  streets,  as  shown  upon  a  plan  accompanying  your 
application,  and  the  Board  has  caused  the  locality  to  be  examined  by 
one  of  its  engineers. 

The  district  from  which  it  is  proposed  to  discharge  sewage  into  the 
river  at  this  outlet  includes  a  low  area  along  Merrimack  Street  and  near 
the  northerly  ends  of  Forrester  and  Ashland  streets,  which  is  served  by 
a  low-level  sewer,  the  sewage  of  which  at  the  present  time  is  pumped 
into  the  main  intercepting  sewer  by  a  pump  operated  by  power  from  the 
city  water  works. 

It  appears  that  a  very  large  quantity  of  ground  water  leaks  into  the 
sewer,  making  the  cost  of  pumping  considerable,  and  that  the  present 
pumps  do  not  operate  properly  at  all  times,  resulting  in  objectionable 
conditions  in  the  neighborhood. 

"VMiile  the  quantity  of  sewage  that  would  be  discharged  into  the  river 
from  this  sewer  is  not  considerable,  as  compared  with  the  flow  of  the 
stream,  objection  is  made  to  this  method  of  disposal ;  and  there  is  danger 
that,  imless  the  sewer  should  be  carried  to  a  much  greater  distance  from 
shore  than  indicated  in  the  plan  submitted,  sewage  would  return  and 
collect  on  the  flats  near  the  outlet. 

The  Board  does  not  deem  it  advisable  that  sewage  should  be  dis- 
charged into  the  river  in  front  of  the  city  and  does  not  approve  the 
plan  presented.  It  is  probable  that,  by  installing  more  efficient  machinery 
or  power  and  reconstructing  the  sewer  or  such  portions  of  it  as  may  be 
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necessary  to  preTent  excessive  leakage^  the  sewage  can  be  disposed  of 
without  difficulty  and  at  small  expense  by  pumping  into  the  high-level 
aewer,  as  at  present. 

NORTHBRIDGE. 

Maboh  8,  1006. 
T«  ths  8i€T  C0mmi»n&n0r9  of  th€  Town  of  Northhridge,  ICr.  E.  Olitsck*  Chairman, 

Gextlemen:  —  The  State  Board  of  Health  received  from  you  on- 
Jan.  27,  1906,  an  application  requesting  the  approval  by  the  Board  of 
the  taking,  under  the  provisions  of  chapter  49,  section  1,  of  the  Bevised 
Laws  of  Massachusetts,  for  the  purification  and  disposal  of  sewage; 
of  certain  lands  in  the  town  of  Northbridge,  located  on  the  northeasterly 
side  of  the  Providence  &  Worcester  Division  of  the  New  York,  New 
Haven  &  Hartford  Bailroad,  about  a  mile  northeast  of  the  village  of 
Linwood,  the  area  to  be  taken  being  described  in  the  application  and 
shown  upon  plans  submitted  therewith. 

Acting  under  the  authority  of  the  statute  above  mentioned,  the  State 
Board  of  Health  gave  a  public  hearing  at  its  office,  Boom  143,  State 
House,  on  Thursday,  March  1,  1906,  at  11  a.m.,  notice  of  the  hearing 
having  been  given  by  publication  in  two  newspapers  circulating  in  the 
town  of  Northbridge.  At  this  hearing  it  was  stated  that  your  proposed 
plan  is  to  construct  at  once  6  acres  of  filter  beds,  in  addition  to  sludge 
beds  for  the  purification  of  the  sewage,  and  the  plan  shows  provision 
for  enlarging  the  area  of  filter  beds  in  future  to  about  15  acres. 

The  area  of  filter  beds  which  it  is  proposed  to  construct  in  the  begin- 
ning (6  acres)  is,  in  the  opinion  of  the  Board,  a  reasonable  provision 
for  present  needs;  and  if  the  works  shall  be  properly  constructed  and 
maintained  and  the  area  of  filter  beds  enlarged  from  time  to  time  as 
becomes  necessary,  the  sewage  of  Northbridge  can,  in  the  opinion  of  the 
Board,  be  purified  efficiently  upon  this  area  until  the  population  becomes 
much  greater  than  at  present. 

The  Board,  having  caused  the  area  to  be  examined  by  one  of  its  engi- 
neers and  considered  the  information  presented  at  the  hearing,  hereby 
approves  the  purchase  or  taking  of  the  lands  now  or  formerly  of  Patrick 
DriscoU,  Margaret  A.  Driscoll,  Nora  DriscoU  and  Arthur  F.  Whitin,  a 
total  of  40^  acres,  more  or  less,  as  shown  upon  a  plan  filed  with  your 
application,  entitled  "  Plan  of  Filtration  Area.  Village  of  Wliitinsville. 
Town  of  Northbridge,  Mass.  McClintock  and  Woodfall,  Consulting  and 
Civil  Engineers.  15  Court  Sq.,  Boston,  Mass.  1906,"  said  lands  being 
bounded,  measured  and  described  -as  follows :  — 
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Land  of  Patrick  Driscoll, 
Beginning  at  a  point  in  the  easterly  location  line  of  the  N.  Y.,  N.  H- 
and  H.  R.R.  and  the  wall  marking  the  division  line  between  land  of 
Patrick  DriscoU  and  land  of  Arthur  F.  Whitin,  thence,  S.  4^  E.  924  fe^ 
with  the  wall  on  tiie  line  of  said  railroad  to  a  bend  in  the  wall;  thence, 
S.  S"*  W.  with  the  said  wall  on  the  line  of  said  railroad  368%o  feet  to  a 
comer  of  fence;  thence,  S.  77®  E.  978^ o  feet  to  a  stake  and  stones;  thence, 
N.  211/2''  E.  466%o  feet  to  a  stake  and  stones;  thence,  K  3**  W.  302%o  feet 
to  a  comer  of  wall  at  the  lane;  thence,  N.  811/2''  W.  338%o  feet  by  land  of 
said  Whitin  to  an  angle  in  the  wall  of  said  lane;  thence,  N.  47°  W.  194 %o 
feet  by  land  of  said  Whitin  to  a  point;  thence,  S.  43**  W.  207?io  feet  by 
land  of  Margaret  A.  Driscoll  to  a  stone  bound;  thence,  N.  48**  W.  208%o  feet 
by  land  of  said  Margaret  A.  Driscoll  to  a  stone  bound;  thence,  N.  43®  W.  by 
land  of  Nora  Driscoll  204%o  feet  to  a  point;  thence,  K  43®  E.  213%o  feet 
by  land  of  said  Nora  Driscoll  to  a  point  in  the  wall  on  said  lane  and  land 
of  said  Whitin;  thence,  N.  43®  W.  with  said  wall  and  land  of  said  Whitin 
431  feet  to  point  of  beginning,  containing  19^4  acres. 

Land  of  Margaret  A.  DriscoU, 
Beginning  at  the  northwesterly  comer  of  the  herein-described  land  and  at 
land  of  Nora  Driscoll  and  land  of  Arthur  F.  Whitin,  thence,  S.  47®  E.  by 
land  of  said  Whitin  208%o  feet;  thence,  S.  43®  W.  by  land  of  Patrick  Dris- 
coll 207%o  feet  to  a  stone  bound;  thence,  N.  48®  W.  by  land  of  said  Patrick 
Driscoll  208 %o  feet  to  a  stone  bound;  thence,  N.  43®  E.  by  land  of  Nora 
Driscoll  213  %o  feet  to  the  point  of  beginning,  containing  1  acre. 

Land  of  Nora  Driscoll, 
Beginning  at  the  northwesterly  comer  of  the  herein-described  parcel  of 
land  at  a  point  located  in  the  wall  marking  the  division  line  between  land  of 
Nora  Driscoll  and  land  of  Arthur  F.  Whitin,  and  distant  S.  43®  E.  431 
feet  by  said  wall  from  the  easterly  location  line  of  the  N.  Y.,  N.  H.  and 
H.  R.R.,  thence,  S.  43®  E.  with  said  wall  and  land  of  said  Whitin  191%o 
feet;  thence,  S.  47®  E.  with  said  wall  and  land  of  said  Whitin  13%o  feet  to 
land  of  Margaret  A.  Driscoll;  thence,  S.  43®  W.  by  land  of  said  Margaret 
A.  Driscoll  213 %o  feet  to  a  stone  bound;  thence,  N.  43®  W.  204%o  feet  by 
land  of  Patrick  Driscoll;  thence,  N.  43®  E.  by  land  of  said  Patrick  Driscoll 
213^0  feet  to  point  of  beginning,  containing  1  acre. 

Land  of  Arthur  F,  Whitin, 

Beginning  at  a  point  in  the  easterly  location  line  of  the  N.  Y.,  N.  H. 

and   H.   R.R.    and   the   wall   marking   the   division   line   between    land   of 

Patrick  Driscoll  and  land  of  Arthur  F.  Whitin,  thence,  S.  43®   E.  with 

said  wall  and  land  of  Patrick  Driscoll  and  land  of  Nora  Driscoll  622  ^0 
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feet;  thence,  S.  47**  E.  by  land  of  Nora  Driscoll,  land  of  Margaret  A  Dris- 
coll  and  land  of  Patrick  Driscoll  416%o  feet  to  an  angle  in  the  wall;  thence, 
S.  81%**  E.  by  land  of  Patrick  Driscoll  338%o  feet  to  a  corner  of  the  waD 
at  the  lane;  thence,  N.  4y2*'  W.  1411%o  feet  to  a  point;  thence,  S.  87°  W. 
998  feet  to  the  easterly  location  line  of  the  N.  Y.,  N.  H.  and  H.  RJl.; 
thenee,  S.  4°  E.  on  line  of  said  railroad  302  feet  to  place  of  beginning, 
containing  19  acres. 

Peabodt. 

Mabch  1,  1906. 
Tb  Mr.  A.  N.  Jacobs,  Chairman,  Board  of  Selectmen,  Peabody,  Mats. 

Deae  Sir  :  —  The  State  Board  of  Health  received  from  you  on  Feb. 
20,  1906,  an  application  for  advice  as  to  a  proposed  system  of  sewerage 
and  sewage  disposal  for  the  town  of  Peabody,  accompanied  by  plans 
and  profiles  of  the  proposed  sewers  and  by  a  report  of  your  engineer 
describing  the  proposed  works. 

The  plan  in  general  provides  for  a  separate  system  of  sewers  to  collect 
the  sewage  and  manufacturing  wastes  of  the  town  and  convey  them  to 
an  outlet  into  the  main  trunk  sewer  now  b^ing  built  by  the  city  of  Salem 
under  the  provisions  of  chapter  363  of  the  Acts  of  the  year  1901  and 
which  Peabody  is  authorized  to  use  as  an  outlet  for  its  sewage  under  the 
provisions  of  chapter  312  of  the  Acts  of  the  year  1904. 

The  Board  has  examined  the  plans  and  information  submitted  there- 
with and  is  of  the  opinion  that  works  constructed  with  proper  care  in 
general  accordance  with  these  plans  will  provide  satisfactorily  for  the 
removal  and  proper  disposal  of  the  sewage  and  manufacturing  wastes 
of  the  town  of  Peabody,  making  allowance  for  a  considerable  increase 
in  the  population  and  in  the  quantity  of  sewage  to  be  disposed  of  in  the 
future. 

It  will  probably  be  necessary,  before  admitting  some  of  the  manufac- 
turing wastes  to  the  sewers,  to  provide  for  the  exclusion  of  matters  which 
the  ordinary  current  of  the  sewer  will  not  carry  along,  or  which  may  be 
seriously  objectionable  in  the  sewers  from  any  other  cause;  and  provi- 
sion should  be  made,  so  far  as  practicable,  for  the  possibility  of  such 
treatment  in  determining  the  location  and  depth  of  tributary  sewers. 

In  order  to  avoid  unnecessary  expense  in  the  maintenance  of  the  sys- 
tem and  to  maintain  the  capacity  for  the  reasonable  future  increase  in 
the  quantity  of  sewage,  care  should  be  taken,  in  the  construction  of  the 
works,  to  exclude  from  the  sewers  all  surface  water,  and,  so  far  as  prac- 
ticable, ground  drainage,  since  these  waters  can,  if  unpolluted  by  sewage, 
be  discharged  into  local  water  courses  without  objection. 
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Peabody  (A.  C.  Lawrence  Leather  Company). 

Nov.  1,  1906. 
To  th€  A.  C.  Lmwrence  Leathtr  Company,  Peabody,  Mass.,  ICr.  O.  W.  HOUJS,  Dirsetor, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  oa 
October  17  a  plan  of  a  tank  designed  to  take  care  of  all  of  the  sewage 
of  the  Waters  Eiver  tannery  at  Peabody,  and  subsequently,  on  October 
27,  a  plan  was  submitted  showing  a  discharge  pipe  leading  from  this 
tank  to  a  cove  in  Waters  River  near  Liberty  Street  in  Peabody. 

It  appears  that  the  tank  is  designed  for  the  disposal  of  the  sewage  of 
from  100  to  150  operatives  to  be  employed  in  the  new  tannery,  and  that 
it  is  also  to  receive  the  water  used  in  washing  floors,  but  not  rain  water. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  examined  the  plans  presented,  and  concludes  that  the  discharge  of 
sewage,  after  passing  through  the  proposed  tank,  into  Waters  River 
woidd  tend  to  pollute  the  shores  and  bed  of  that  stream  and  create  ob- 
jectionable conditions.  In  the  opinion  of  the  Board,  further  purifica- 
tion of  the  sewage  will  be  necessary  before  the  effluent  from  the  proposed 
tank  can  be  discharged  into  Waters  River  without  objection. 

Revere. 

Deo.  6,  1900. 
To  ihs  Board  of  BeaUh  of  ths  Town  of  Bsrers. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Oct.  22,  1906,  the  following  communication  relative  to  an  alleged 
nuisance  in  the  neighborhood  of  the  Point  of  Pines,  in  which  you  request 
the  assistance  of  the  Board  in  remedying  the  objectionable  conditions :  — 

We  have  received  a  petition  from  a  number  of  residents  of  the  Point  of 
Pines  district,  this  town,  asking  for  the  relief  of  grievous  distress,  caused 
them  by  the  emptying  of  sewage  from  the  city  of  Lynn  into  the  Saugus 
River,  opposite  said  Point  of  Pines.  We  have  considered  the  matter  and 
believe  the  conditions  exist,  as  stated,  refuse  from  sewage  being  thrown  on 
water  front  at  Point  of  Pines  and  a  bad  and  noxious  odor  being  smelt 
during  certain  winds.  Now,  we  call  your  attention  to  the  above,  believing 
that  it  comes  directly  under  your  jurisdiction,  and  hoping  that  you  will  take 
steps  to  relieve  our  citizens  of  the  distressing  conditions  set  forth. 

In  response  to  your  request  the  Board  has  caused  the  locality  to  be 
examined  by  its  engineer  and  has  considered  the  available  information  as 
to  the  conditions  resulting  from  the  discharge  of  the  sewage  of  the  city 
of  Lynn  into  Lynn  harbor  north  of  the  mouth  of  the  Saugus  River. 

The  results  of  the  examination,  made  in  the  month  of  November,  did 
not  show  that  sewage  from  the  city  of  Lynn  was  affecting  visibly  the 
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condition  of  the  shores  of  the  Point  of  Pines,  nor  that,  under  the  condi- 
tions then  existing,  any  odor  from  the  neighborhood  of  the  Lynn  sewer 
outlet  was  noticeable  along  the  EeveriB  shores.  While  the  conditions 
along  the  shores  of  Eevere  at  this  time  were  not  objectionable,  it  is  evi- 
dent liiat  large  quantities  of  sewage  have  been  deposited  upon  the  flats 
north  of  the  Saugus  Kiver  in  the  neighborhood  of  the  Lynn  sewer  out- 
let, from  which  objectionable  odors  may  arise  in  the  summer  season. 

The  Board  will  make  a  further  examination  in  the  warmer  portion  of 
tiie  year,  if  you  so  request,  and,  if  objectionable  conditions  are  found, 
will  take  such  action  as  it  can  in  the  matter. 

BocKLAND  (Factories  of  Bice  &  Hutchins  and  J.  W.  Spence). 

Apbil  5,  1906. 
70  the  Board  of  Eealth  of  the  Town  of  Rockland. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  your  ap- 
plication for  advice  with  regard  to  the  disposal  of  the  sewage  of  the 
factories  of  Bice  &  Hutchins  and  of  J.  W.  Spence  in  Bockland,  and  has 
caused  an  examination  of  the  localities  in  which  these  factories  are  situ- 
ated to  be  made  by  one  of  its  engineers. 

The  sewage  of  tiie  J.  W.  Spence  factory,  located  at  the  comer  of  Park 
and  Howard  streets,  is  discharged  into  a  large  cesspool  in  the  rear  of  the 
building;  and  it  does  not  appear  that  there  have  been  any  complaints 
regarding  the  disposal  of  the  sewage  at  this  factory,  the  complaint  being 
as  to  the  lack  of  ventilation  in  the  workrooms. 

At  the  Bice  &  Hutchins  factory  there  is  a  large  privy  vault,  the  con- 
tents of  which  are  removed  from  time  to  time,  but  it  appears  that  over- 
flows occur  and  cause  a  nuisance  in  the  neighborhood.  The  factory  is 
situated  in  a  depression  through  which  a  small  stream  runs,  and  the 
ground  is  saturated  with  water,  so  that  the  vault  stands  nearly  full  at 
all  times.  If  the  vault  were  made  tight  and  were  cleaned  out  with  sufii- 
cient  frequency  to  prevent  overflows,  much  of  the  objection  now  caused 
by  the  disposal  of  sewage  from  this  factory  could  be  prevented;  and  this 
is  probably  the  least  expensive  plan  of  disposing  of  the  sewage  of  this 
factory  at  the  present  time. 

In  this  case,  as  in  the  case  of  other  factories  and  buildings  in  Bock- 
land examined  from  time  to  time  at  your  request,  it  is  impracticable  to 
dispose  satisfactorily  of  the  sewage  upon  the  very  limited  area  available 
within  the  factory  grounds  or  its  neighborhood;  and  the  best  and  only 
practicable  plan  of  dealing  satisfactorily  with  the  very  objectionable 
conditions  now  existing  at  several  localities  in  the  village  of  Bockland 
is  to  construct  sewers  for  the  removal  of  the  sewage  to  a  proper  place  of 
disposal,  as  you  have  been  advised  in  previous  communications. 
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The  question  of  the  need  of  further  ventilation  in  these  factories  should 
be  referred  to  the  district  police,  who  have  charge  of  the  enforcement  of 
laws  relating  to  such  matters. 

Rutland  (Prison  Camp  and  Hospital). 

Ana.  2.  1906. 
To  th€  Board  of  Prison  Commistnonerg,  Mr.  Frxduuok  G.  Pbttiorovb,  Chairman. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
July  10,  1906,  an  application  for  advice  as  to  a  proposed  system  of 
sewage  disposal  for  the  prison  camp  and  hospital  in  Rutland,  accom- 
panied by  plans  of  the  proposed  works.  These  plans  provide  for  convey- 
ing the  sewage  to  a  filtration  area  located  on  the  westeriy  bank  of  the 
Ware  River,  near  the  foot  of  the  hill  upon  which  the  hospital  building 
is  located. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
has  examined  the  plans  presented,  and  is  of  the  opinion  that  they  provide 
adequately  for  the  proper  disposal  of  the  sewage  from  a  popidation  of 
about  150.  The  area  of  filter  beds  will  require  enlargement  when  the 
population  increases  beyond  that  number. 

The  location  of  the  filter  beds  is  such  that  it  is  unlikely  that  odors 
from  them  will  be  noticeable  at  any  of  the  buildings  in  this  region,  and 
they  are  at  a  suflScient  distance  from  the  well  which  it  is  proposed  to  use 
as  a  source  of  water  supply  to  avoid  any  danger  that  the  quality  of  the 
water  may  be  aflEected  thereby. 

Taunton. 

July  12,  1906. 
To  the  Board  of  Sewer  Commissioners  of  the  City  of  Taunton. 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  your  peti- 
tion of  May  3,  1906,  requesting  of  the  Board  a  further  extension  of  the 
time  for  the  completion  of  the  sewage-disposal  works  for  the  city  of 
Taunton,  and  also  the  information  contained  in  your  communication  of 
June  20,  from  which  it  appears  that  no  work  has  yet  been  done  in 
the  construction  of  the  main  intercepting  sewer  necessary  to  convey  the 
sewage  from  the  present  outlets  into  the  Taimton  River  down  to  the 
point  at  which  it  is  proposed  to  locate  the  pumping  station,  and  that  very 
little  has  been  done  toward  completing  the  removal  of  the  sewage  from 
Mill  River.  But,  in  view  of  the  various  circumstances  set  forth  in  your 
latest  communication,  the  Board  has  voted  to  extend  the  time  for  the 
completion  of  the  sewerage  and  sewage-disposal  system  of  the  city  of 
Taunton  to  July  1,  1907,  and  that,  if  at  that  time  the  city  has  shown 
due  diligence  in  the  construction  of  the  main  intercepting  sewer  neces- 
sary to  convey  the  sewage  from  the  present  outlets  into  the  Taunton 
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River  down  to  the  point  at  which  it  is  proposed  to  locate  the  pumping 
station,  and  in  completing  the  removal  of  the  sewage  from  Mill  River, 
the  Board  will  then  consider  the  further  extension  of  the  time  for  the 
corapletion  of  the  sewerage  and  sewage-disposal  works  of  the  city,  as 
provided  in  the  plans  approved  by  ordei  of  this  Board  on  July  15,  1897, 
but  not  beyond  July  1,  1910. 

Oct.  4,  1906. 
To  tA«  Board  of  Bower  Commiooionero  of  the  City  of  Taunton, 

Gektlemen:  —  The  State  Board  of  Health  received  from  you  on 
Sept.  15,  1906,  an  application  for  the  approval  of  a  new  temporary  out- 
let and  permanent  overflow  for  the  sewerage  system  of  the  city  of  Taun- 
ton; accompanied  by  plans  showing  certain  proposed  changes  in  the  loca- 
tion of  the  main  sewer  in  the  neighborhood  of  the  pumping  station  lot 
and  the  location  of  the  proposed  new  overflow  and  temporary  outlet. 

The  plans  approved  by  this  Board  on  July  15,  1897,  provide  for  a 
temporary  overflow  from  the  main  sewer,  passing  along  the  northerly 
side  of  the  pxunping  station  lot  close  to  the  municipal  lighting  plant  and 
discharging  into  the  river.  Under  these  plans  this  overflow  is  to  be  used 
temporarily  as  a  main  outlet  for  sewage;  but  after  the  construction  of 
the  pumping  station  and  the  ifrorks  for  disposing  of  the  sewage  upon  the 
disposal  area  in  Berkley,  this  overflow  sewer  is  to  be  used  for  the  disposal 
of  sewage  only  in  emergencies,  such  as  an  accident  to  the  pumping  sta- 
tion, pumps  or  force  main. 

By  the  plans  now  presented  it  is  proposed  to  omit  the  construction  of 
this  overflow  sewer  and  temporary  outlet  along  the  northerly  side  of  the 
pumping  station  lot,  and  to  extend  the  sewer  along  the  private  way  on 
the  westerly  side  of  the  lot  to  the  new  channel  of  Cobb  Brook,  which  is 
now  being  built  from. the  present  channel  at  a  culvert  under  the  New 
York,  New  Haven  &  Hartford  Railroad  along  the  southerly  side  of  the 
pumping  station  lot  to  the  river,  and  to  discharge  the  sewage  temporarily 
into  this  channel  at  a  point  about  40  feet  below  the  private  way  and  300 
feet  from  the  river. 

The  new  channel  of  Cobb  Brook,  according  to  the  plans  presented,  is 
to  be  constructed  of  concrete,  having  a  width  of  6  feet  and  a  depth  of  8 
feet,  and  its  bottom  from  the  neighborhood  of  the  proposed  outlet  to  the 
Taunton  River  will  be  about  4  feet  below  the  ordinary  level  of  low  tide. 
It  is  proposed  to  provide  a  tide  gate  above  the  sewer  outlet  to  prevent 
sewage  from  being  carried  up  the  stream  at  times  of  dry  weather,  since 
the  dry-weather  flow  of  the  brook  is  small  as  compared  with  the  quan- 
tity of  sewage  that  would  be  discharged  into  it  while  used  as  a  temporary 
outlet  for  sewage. 

The  Board  has  caused  the  locality  to  be  examined  by  its  engineer  and 
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has  considered  the  plans  presented,  and  is  of  the  opinion  that  the  pro- 
posed outlet  will  not  be  objectionable  as  a  place  for  the  occasional  dis- 
charge of  sewage  at  times  of  emergency,  as  contemplated  in  the  plan  of 
sewerage  and  sewage  disposal  of  the  city  approved  by  the  Board  in  1897- 

The  outlet  will,  however,  be  used  as  a  temporary  point  of  discharge 
for  the  whole  flow  of  the  main  sewer  of  the  city  until  the  extension  of 
the  sewage-disposal  works,  and  under  the  circumstances  it  is  important 
to  avoid  danger  of  creating  objectionable  conditions  in  the  neighborhood 
of  the  outlet  during  the  period  of  such  use ;  and  if  sewage  should  be  dis- 
charged into  the  open  channel  of  the  brook,  as  now  proposed,  it  might 
cause  an  objectionable  odor  in  the  neighborhood.  In  the  opinion  of 
the  Board,  if  this  objectionable  condition  arises  it  can  be  avoided  by 
covering  the  channel  of  the  brook  from  the  neighborhood  of  the  private 
way  to  the  river  and  keeping  it  covered  during  the  period  of  such  use, 
and  by  providing  for  flushing  out  or  cleaning  the  channel  from  time  to 
time  during  this  period  to  prevent  objectionable  deposits  from  forming 
therein. 

With  such  modifications  as  above  suggested,  if  found  desirable,  the 
Board  hereby  approves  the  location  of  an  overflow  for  the  sewage  of  the 
city  of  Taunton  into  Cobb  Brook  at  the  point  proposed,  to  be  used  only 
in  cases  of  emergency  after  the  construction  of  the  pumping  station, 
force  main  and  sewage-disposal  works  in  Berkley,  and  approves  the  dis- 
charge of  the  whole  flow  of  the  main  sewer  temporarily  into  this  channel. 

West  Bridgewater  (Howard  Seminary). 

Nov.  1,   1906. 
To  the  Board  of  TrutUet  of  the  Howard  Seminarp,  WeH  Bridgew<Uer,  Uata. 

Gentlemen:  —  The  State  Board  of  Health  has  considered  the  plans 
presented  by  your  engineer  for  the  disposal  of  the  sewage  of  the  Howard 
Seminary  in  AVest  Bridgewater  and  has  caused  the  locality  to  be  ex- 
amined by  one  of  its  engineers. 

The  plans  provide  for  collecting  the  sewage  in  a  tank  to  be  located  on 
the  seminary  grounds  about  200  feet  from  the  buildings,  whence  the 
sewage  will  flow  to  a  dosing  tank,  from  which  it  will  be  discharged  auto- 
matically through  a  6-inch  pipe  about  400  feet  in  length  to  a  sand-filter 
bed,  whence  the  effluent  will  flow  to  the  Town  River.  The  filter  bed 
shown  on  the  plan  has  an  area  of  about  5,000  square  feet  and  a  depth 
of  4  feet.  The  sewage  is  to  be  applied  to  the  filter  bed  through  distribut- 
ing pipes  laid  about  one  foot  beneath  the  surface. 

In  the  opinion  of  the  Board,  works  constructed  in  accordance  with 
these  plans  will  be  of  sufficient  capacity  for  the  present  requirements  of 
the  institution  in  the  matter  of  sewage  disposal;  and  if  these  works  are 
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properly  maintained  and  the  pipes  through  which  the  sewage  is  dis- 
charged into  the  sand  are  relaid  at  intervals  when  necessary,  the  works 
will  operate  satisfactorily  and  will  not  cause  objectionable  conditions  in 
the  neighborhood. 

Westfield. 

Aug.  2,  1006. 
To  tks  Board  of  Sewer  CommUeionere,  WeetfUld,  Maee, 

Gentlemen  :  —  The  State  Board  of  Health  has  considered  the  applica- 
tion presented  by  the  town  engineer  for  advice  as  to  certain  storm-water 
drains  for  portions  of  the  town  of  Westfield  and  the  plans  submitted 
therewith  and  has  caused  the  locality  to  be  examined  by  its  engineer. 

The  plans  submitted  show  four  systems  of  drains  designed  to  remove 
storm  water  from  territory  lying  on  the  north  side  of  the  Westfield  Elver 
and  to  discharge  it  into  the  river  at  four  outlets,  two  of  which  are  located 
above  the  dam.  It  appears  that  sewers  have  already  been  constructed  for 
Ae  removal  of  sewage  proper  from  this  territory  and  that  the  drains  are 
designed  for  the  removal  of  storm  water  and  ground  drainage  only. 

The  Board  is  of  the  opinion  that  the  capacity  of  the  proposed  drains 
is  sufiScient  for  the  present  requirements  of  the  districts  which  they  are 
designed  to  serve,  and  that  the  proposed  outlets  are  suitable  ones  for  the 
disposal  of  storm  water  and  are  unlikely  to  cause  objectionable  condi- 
tions in  their  vicinity  if  sewage  is  kept  out  of  the  drains.  In  the  future, 
when  the  territory  served  by  these  drains  becomes  more  thickly  populated, 
the  capacity  of  some  of  the  drains  may  become  overtaxed;  but  in  that 
case  additional  outlets  can  be  provided  without  serious  diflBculty,  and  it 
does  not  appear  to  be  necessary  under  the  circumstances  to  construct 
larger  drains  than  those  proposed  in  any  of  these  districts  at  the  present 
time. 

Weymouth  (Stetson  Shoe  Company). 

Jttlt  6,  1906. 
To  the  Board  of  Selectmen  of  the  Town  of  Wermovih,  Mr.  Bbadtobo  Hawbs,  Secretary. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  6n 
Hay  14,  1906,  a  communication  requesting  its  advice  as  to  the  disposal 
of  the  sewage  of  the  Stetson  Shoe  Company^s  factory  in  South  Wey- 
mouth, and  subsequently,  on  June  29,  the  engineer  of  the  company  sub- 
mitted plans  of  a  proposed  system  of  sewage  disposal  for  this  factory. 

These  plans  provide  in  general  for  collecting  the  sewage  in  a  tank  and 
conveying  it  through  an  8-inch  sewer  to  filter  beds  located  about  a  quar- 
ter of  a  mile  southwest  of  the  buildings,  where  it  is  to  be  purified  by 
intermittent  filtration  through  the  gravelly  soil  of  which  the  filters  are 
to  be  built. 

The  Board  has  examined  the  plans  presented,  and  concludes  that  in 
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general  they  provide  satisfactorily  for  the  disposal  of  the  sewage  from 
the  Stetson  Shoe  Compan/s  factory. 

The  soil  of  the  gravel  ridge  which  is  to  be  used  in  the  construction  of 
the  filters  is  well  adapted  for  the  purification  of  the  sewage  by  inter- 
mittent filtration;  and  the  area  of  the  filter  beds,  as  shown  on  the  plan^ 
is  sufficient  for  the  present  requirements  of  the  factory. 

It  does  not  appear  to  be  essential  in  this  case  to  provide  carriers  with 
concrete  bottoms  for  the  distribution  of  the  sewage,  since,  if  the  sewage 
should  be  discharged  upon  the  surface  at  two  or  three  points  along  the 
sides  of  the  beds,  a  sufficient  distribution  would  be  effected. 

WiNOHBNDON. 

Maboh  1,  looe. 
To  the  Sewerage  Committee  of  the  Town  of  Winehendon. 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  19,  1906,  an  application  for  advice  with  reference  to  a  proposed 
system  of  sewerage  and  sewage  disposal  in  the  town  of  Winehendon,  and 
subsequently,  on  February  20,  plans  were  received  showing  outlines  of 
the  proposed  works.  These  plans  provide  for  collecting  the  sewage  from 
all  of  the  thickly  settled  portions  of  the  town  in  the  valley  of  Millers 
River  into  a  system  of  pipe  sewers,  through  which  it  is  proposed  to  con- 
vey it  to  filter  beds  to  be  constructed  on  land  on  the  southerly  side  of 
the  river  below  the  village,  where  the  sewage  is  to  be  purified  by  inter- 
mittent filtration  and  the  effluent  discharged  into  the  river.  The  plans 
also  show  an  outlet  for  the  main  sewer  into  Millers  River  below  the  last 
dam  in  the  village,  through  which  it  is  proposed  to  discharge  the  sewage 
untreated  into  the  river  for  such  time  as  that  method  of  disposal  may 
be  permissible. 

The  Board  has  caused  the  locality  to  be  examined  by  one  of  its  en- 
gineers and  has  considered  the  plans  submitted. 

There  appears  to  be  no  serious  difficulty  in  collecting  the  sewage  in 
sewers  laid  upon  suitable  grades  and  conveying  it  by  gravity  to  the  pro- 
posed disposal  area  and  outlet ;  and  the  best  practicable  plan  of  purifying 
the  sewage  will  be  to  filter  it  through  beds  of  sand  or  gravel,  as  provided 
in  the  proposed  plans. 

An  examination  of  the  proposed  filtration  area  shows  that  beneath  a 
rather  deep  layer  of  loam  the  soil  is  favorable  for  the  purification  of 
sewage  by  intermittent  filtration.  An  examination  of  areas  lying  north 
of  the  river  in  this  neighborhood  shows  that  the  soil  of  these  lands  is  also 
well  suited  for  the  purification  of  sewage  by  intermittent  filtration,  and 
that  the  depth  of  loam  is  in  general  much  less  than  on  the  lands  on  the 
southerly  side  of  the  river.     This  area  is  in  some  respects  also  more 
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desirable  than  the  area  on  the  southerly  side  of  the  river;  and  the  Board 
would  advise  a  further  investigation,  with  a  view  to  its  use  for  the  puri- 
fication of  the  sewage  of  the  town. 

The  Board  has  ako  considered  the  question  of  the  temporary  discharge 
of  the  sewage  into  Millers  River.  If  all  of  the  sewage  of  the  town  of 
Winchendon  should  be  discharged  into  Millers  River,  it  would  seriously 
pollute  the  stream  and  probably  create  a  nuisance  immediately  below  the 
town;  and,  in  the  opinion  of  the  Board,  the  purification  of  the  sewage 
will  be  necessary,  though  it  will  probably  be  permissible  to  discharge  the 
sewage  directly  into  the  river,  for  a  time  at  least,  until  sewers  have  come 
into  general  use. 

When  you  have  made  further,  investigations  and  prepared  plans  as  to 
the  disposal  of  the  sewage  the  Board  will,  upon  application,  give  you 
further  advice  in  the  matter. 

Public  Institutions. 
The  following  is  the  substance  of  the  action  of  the  Board  during  the 
year  in  reply  to  applications  for  advice  under  the  provisions  of  section  4 
of  chapter  75  of  the  Revised  Laws :  — 

Canton  (Massachusetts  School  and  Home  for  Crippled  and  De- 
formed Children). 

Jan.  6,  1906. 
T»  th€  Board  of  Truotees  of  tho  MasoaehusetU  School  and  Homo  for  OrippUd  af%d  Doformod 
OhUdron,  Mr.  Fbancis  Hubtvbis,  Jr.,  Socretary, 

Gentlemen:  —  The  State  Board  of  Health  received  from  you  on 
Jan.  3,  1906,  the  following  communication,  requesting  its  advice  as  to  a 
proposed  location  for  a  school  and  home  for  crippled  and  deformed  chil- 
dren:— 

The  Board  of  Trustees  for  the  Massachusetts  School  and  Home  for  Crip- 
pled and  Deformed  Children  has  instructed  me  to  request  your  Board  to 
direet  one  of  its  engineers  to  examine  property  belonging  to  one  Herbert  T. 
Seavey,  situated  in  the  town  of  Canton,  and  to  furnish  this  Board  with  his 
opinion  upon  the  question  of  the  suitableness  of  said  property  as  a  site  for 
the  School  and  Home  for  Crippled  and  Deformed  Children. 

The  area  indicated  is  located  in  the  extreme  southerly  part  of  the  town 
of  Canton,  lying  east  of  Washington  Street  and  just  north  of  the 
boundary  line  between  Canton  and  Stoughton,  and  the  Board  has  caused 
this  area  to  be  examined  by  one  of  its  engineers. 

Water  for  the  supply  of  the  proposed  school  and  home  —  if  this  loca- 
tion should  be  selected  —  could  best  be  obtained  from  the  water  works 
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of  the  town  of  Canton,  the  pipes  of  which  are  laid  in  the  neighboring 
streets. 

As  regards  sewage  disposal,  definite  advice  cannot  be  given  without 
further  investigation.  A  suitable  place  for  the  disposal  of  the  sewage 
can  be  found  in  the  lower  part  of  the  area,  and  it  is  probable,  judging 
from  the  surface  indications,  that  coarse  sand  or  gravel  suitable  for 
sewage  purification  will  be  found  there.  If  not,  suitable  material  can  be 
obtained  in  another  part  of  the  area  and  the  necessary  filter  beds  con- 
structed therewith. 

The  Board  sees  no  objection  to  the  use  of  these  areas  for  the  institution 
mentioned  so  far  as  the  question  of  water  supply  or  the  proper  disposal 
of  sewage  may  be  concerned. 

Wrentham  (New  School  for  the  Feeble-minded). 

Dkc.  6,   1900. 
To  the  Tru9t€M  appointed  by  the  Oovemor  to  establish  a  School  for  the  Feeble-minded. 

Gentlemen  :  —  In  compliance  with  your  request  for  approval  by  this 
Board,  under  the  provisions  of  chapter  75,  section  4,  of  the  Eevised  Laws, 
of  the  taking  of  a  certain  tract  of  land  in  Wrentham  as  a  location  for  a 
new  School  for  the  Feeble-minded,  the  Board  has  caused  an  examination 
of  the  land  to  be  made,  the  general  outline  of  which  is  indicated  upon  a 
plan  submitted  by  you. 

The  tract  comprises  an  area  of  about  200  acres,  lying  in  Wrentham 
west  of  the  Boston  and  Providence  turnpike,  about  one  mile  north  of 
Wrentham  village. 

An  excellent  water  supply  can  probably  be  obtained  from  the  town  of 
Wrentham  in  case  the  works  now  contemplated  by  that  town  shall  be 
constructed ;  but  if  not,  it  appears  to  be  practicable  to  obtain  water  from 
the  ground  within  the  limits  of  the  area  indicated.  Much  of  the  land 
within  the  area  contains  soil  of  suitable  quality  for  the  disposal  of  sewage ; 
but  the  Board  would  advise  that  both  the  source  of  water  supply  and  a 
plan  of  sewage  disposal  be  determined  upon  before  the  construction  of 
buildings  shall  be  begun. 

The  Board  has  voted  to  approve  the  proposed  location. 
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The  number  of  sources  of  public  water  supplies  in  use  during  the  year 
1906  was  260.  Nearly  all  of  these  sources  of  supply  have  been  examined 
chemically,  and  bacterial  or  microscopical  examinations  have  also  been 
made  of  many  of  them.  In  the  following  tables  are  given  simimaries 
of  the  results  of  the  chemical  analyses  of  the  water  of  the  principal 
sources  of  supply,  the  first  table  containing  the  averages  of  chemical 
analyses  made  during  the  year  of  the  various  surface-water  supplies, 
and  the  second,  analyses  of  the  ground-water  supplies.  Descriptions  of 
changes  in  or  additions  to  the  sources  of  supply  are  given  in  the  following 
notes,  together  with  any  facts  of  special  interest  regarding  the  sources. 

Ameshury.  —  The  sources  of  supply  are  two  systems  of  wells,  one 
located  near  Market  Street  supplying  the  high-service  and  the  other 
near  Main  Street  supplying  the  low-service  system. 

During  the  winter  of  1905-06  there  were  several  cases  of  typhoid  fever 
in  the  town  and  an  investigation  was  made  of  the  water-supply  system. 
It  appeared  that  during  a  fire,  water  from  Powow  Eiver  was  pumped 
into  a  system  of  pipes  separated  from  the  town  mains  by  a  check  valve 
and  there  was  a  possibility  that  the  polluted  waters  of  Powow  River 
had  entered  the  distributing  system.  It  was  also  foimd  that  the  water 
of  a  brook  flowing  near  the  Market  Street  pumping  station  had  been 
admitted  into  the  wells.  A  copy  of  the  advice  of  the  Board  to  the  board 
of  health  of  Amesbury  relative  to  the  condition  of  the  water  supply  may 
be  found  on  page  71. 

Ayer.  —  The  original  source  of  supply  was  a  large  well  situated  near 
a  stream  flowing  from  Sandy  Pond.  The  yield  of  this  well  became 
insufficient  for  the  supply  of  the  town,  and  during  the  past  year  28 
tubular  wells  have  been  driven  along  the  shore  of  the  stream  about  1,600 
feet  below  the  old  well.  The  wells  are  located  from  60  feet  to  80  feet 
from  the  edge  of  the  stream  and  are  driven  to  a  depth  of  about  35  feet. 

Concord  and  Lincoln,  —  The  towns  of  Concord  and  Lincoln  are  sup- 
plied with  water  from  Sandy  Pond  in  Lincoln.  The  statute  under  which 
water  is  taken  provides  that  if  the  water  of  the  pond  shall  prove  in- 
sufficient for  both  towns,  the  town  of  Lincoln  shall  be  first  supplied. 
An  application  was  received  in  the  spring  of  1906  requesting  the  advice 
of  the  Board  relative  to  the  capacity  of  the  pond  to  supply  both  of  the 
towns.    A  copy  of  the  advice  of  the  Board  may  be  found  on  page  93. 
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Dracut  (Dracut  Water  Supply  District.)  — The  village  of  Collins- 
ville  in  the  town  of  Dracut  has  been  supplied  with  water  for  several  years 
by  the  American  Woolen  Company.  Works  for  the  supply  of  the  Dracut 
Water  Supply  District,  which  includes  the  principal  part  of  the  popula- 
tion not  already  supplied,  were  constructed  during  1906.  The  source  of 
supply  is  a  system  of  tubular  wells  in  the  valley  of  a  small  brook.  The 
wells  are  driven  to  depths  of  from  20  feet  to  30  feet.  A  copy  of  the 
advice  of  the  Board  relative  to  the  use  of  this  source  for  the  supply  of 
the  district  may  be  found  on  page  82. 

Edgartown,  —  Works  for  the  supply  of  the  town  of  Edgarix)wn  were 
constructed  by  the  Edgariiown  Water  Company  during  1906.  The  source 
of  supply  is  a  system  of  tubular  wells  near  the  most  noriieriy  arm  of 
Herring  Pond,  2^^  miles  from  the  center  of  the  village.  There  are  no 
possible  sources  of  pollution  in  the  vicinity  of  the  wells.  A  copy  of  the 
advice  of  the  Board  relative  to  the  use  of  water  from  this  source  for  the 
supply  of  the  town  may  be  found  on  page  86. 

Franklin.  —  During  the  past  year  investigations  have  been  made  rel- 
ative to  obtaining  a  new  supply  for  the  town  of  Franklin  from  wells  on 
the  shore  of  Beaver  Pond.  A  copy  of  the  advice  of  the  Board  relative 
to  the  probable  quality  and  quantity  of  the  water  obtained  from  this 
location  may  be  found  on  page  88.  The  construction  of  the  works  for 
supplying  the  town  from  the  new  source  was  begun  late  in  the  season 
of  1906,  and  was  not  completed  at  the  end  of  the  year. 

Lynn.  —  The  water  of  the  Saugus  River  —  one  of  the  sources  of  water 
supply  of  Lynn  —  is  contaminated  by  sewage  from  the  towns  of  Beading 
and  Wakefield.  A  plan  was  submitted  to  the  Board  providing  for  the 
construction  of  a  pipe  line  or  conduit  to  intercept  certain  branches  of  the 
river  which  receive  less  pollution  than  the  main  stream,  and  to  dis- 
continue the  use  of  the  main  stream  as  a  source  of  supply.  A  copy  of 
the  advice  of  the  Board  relative  to  this  plan  may  be  found  on  page  95. 

Marhlehead.  —  The  sources  of  supply  are  two  wells  in  the  valley  of 
Forest  River  in  Salem.  The  water  from  both  of  the  wells  contains  an 
excessive  quantity  of  iron,  and  the  water  supplied  to  the  town  is  unfit 
for  many  domestic  purposes.  A  copy  of  the  advice  of  the  Board  relative 
to  the  quality  of  the  water  of  the  wells  and  as  to  the  possibility  of  its 
improvement  may  be  found  on  page  101. 

Maynard.  —  Water  for  the  supply  of  Maynard  is  drawn  by  gravity  from 
White  Pond  to  a  pumping  station  about  2%  miles  from  the  pond,  where 
it  is  pimiped  to  an  open  distributing  reservoir.  The  pipe  line  from  the 
pond  to  the  pumping  station  is  of  earthen  pipe  which  has  become  partially 
filled  with  sand  so  that  its  capacity  is  much  reduced,  and  in  places  there 
is  a  leakage  from  the  pipe.  The  quantity  of  water  delivered  at  the 
pumping  station  has  been  insuflBcient  for  the  supply  of  the  town  and 
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polluted  water  from  the  Assabet  River  has  at  times  been  pumped  into 
the  mains.  The  advice  of  the  Board  relative  to  increasing  the  supply 
of  water  may  be  found  on  page  103. 

Norwood.  —  The  water  supply  of  Norwood  is  taken  from  Buckmaster 
Pond  in  Westwood.  The  quantity  of  water  used  by  the  town  exceeds  the 
quantity  which  the  source  will  jrield  in  a  series  of  dry  years,  and  the 
water  has  already  been  drawn  to  a  very  low  level.  Tests  were  made  in 
1906  with  a  view  to  obtaining  an  additional  supply  of  water  from  the 
ground  in  the  valley  of  Purgatory  Brook.  A  copy  of  the  advice  of  the 
Board  relative  to  the  use  of  ground  water  obtained  in  this  locality  may 
be  found  on  page  112. 

Oxford.  —  Works  for  the  supply  of  the  town  of  Oxford  were  con- 
structed by  the  Oxford  Water  Company  in  1906.  The  source  of  supply 
is  a  system  of  tubular  wells  in  the  valley  of  Kidder  Brook,  between  the 
villages  of  Oxford  and  North  Oxford.  A  copy  of  the  advice  of  the 
Board  relative  to  obtaining  water  from  the  ground  at  this  place  may 
be  found  on  page  114. 

Pedbody.  —  During  the  year  1906  works  were  completed  for  obtaining 
water  from  Suntaug  Lake.  This  lake  has  an  area  of  156.5  acres,  and  a 
water-shed,  including  the  surface  of  the  lake,  of  0.525  of  a  square  mile. 
Water  is  pumped  from  the  lake  into  Spring  Pond,  one  of  the  original 
sources  of  supply  of  Peabody. 

Provincetown.  —  Water  for  the  supply  of  Provincetown  is  taken  from 
an  open  basin  constructed  near  the  village.  The. water  drawn  from  the 
basin  contains  an  enormous  quantity  of  iron,  and  during  the  year  1906 
experiments  have  been  made  with  a  view  to  removing  the  iron  from 
the  water  by  some  process  of  filtration.  The  results  of  the  investigations 
were  submitted  to  the  Board  and  a  copy  of  the  advice  thereon  may  be 
found  on  page  120. 

Salem  and  Beverly.  —  The  sources  of  supply  are  Wenham  Lake  and 
Longham  Brook,  water  from  the  latter  source  being  discharged  at  times 
into  Wenham  Lake.  The  water  of  Wenham  Lake  has  naturally  a  low 
color  and  is  in  other  respects  naturally  of  good  quality.  The  water  of 
Longham  Brook  is  highly  colored  and  contains  a  large  quantity  of  organic 
matter,  and  it  has  had  an  unfavorable  effect  upon  the  quality  of  the 
water  of  Wenham  Lake.  A  copy  of  the  advice  of  the  Board  relative  to 
enlarging  and  improving  the  quality  of  the  water  supply  may  be  foimd 
on  page  123. 

Sharon.  —  The  sources  of  supply  are  a  large  well  and  tubular  wells  sit- 
uated near  Beaver  Hole  Brook  in  such  a  location  that  the  water  is  affected 
by  the  sewage  of  a  portion  of  the  village.  The  yield  of  the  wells  is 
insufficient  for  the  supply  of  the  town  in  a  dry  season  and  the  water 
of  the  brook  has  been  used  directly  at  times.    Investigations  have  been 
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made  with  a  view  to  obtaining  a  new  supply  from  tubular  wells  in  the 
valley  of  the  brook  some  distance  above  the  present  wells  and  above 
possible  sources  of  pollution.  The  advice  of  the  Board  relative  to  pro- 
posed sources  of  additional  supply  may  be  found  on  pages  127,  128 
and  129. 

Southbridge.  —  During  the  years  1905  and  1906  a  new  storage  reser- 
voir was  constructed  on  Hatchet  Brook  above  Reservoir  No.  3  from  which 
water  has  formerly  been  drawn.  The  new  reservoir  has  an  area  of  66 
acres,  a  storage  capacity  of  186,000,000  gallons,  and  an  average  depth  of 
8.6  feet.  The  water-shed  of  the  reservoir  has  an  area  of  2.43  square 
miles.  The  soil  and  organic  matter  were  not  removed  from  the  area 
flooded.  During  the  summer  of  1906  the  reservoir  was  partly  filled 
with  water,  and  the  quality  of  the  water  delivered  to  the  town  became 
very  objectionable  due  to  the  contact  of  the  water  with  organic  matter. 
A  copy  of  the  advice  of  the  Board  in  regard  to  the  quality  of  the  water 
supplied  to  the  town  may  be  found  on  page  130. 

South  Hadley.  (South  Hadley  Falls  Fire  District.) — The  water 
supply  of  the  South  Hadley  Falls  Fire  District  is  taken  from  Leaping 
Well  Reservoir  and  from  a  small  reservoir  on  Buttery  Brook.  The  water 
of  Leaping  Well  Reservoir  is  practically  free  from  pollution,  but  is 
subject  to  tastes  and  odors  from  growths  of  organisms.  The  water-shed 
of  Buttery  Brook  contains  a  large  population.  A  copy  of  the  advice  of 
the  Board  relative  to  a  proposed  plan  for  preventing  the  pollution  of 
the  water  of  the  brook  by  this  population  may  be  found  on  page  130. 

Springfield,  —  The  principal  source  of  supply  is  Ludlow  Reservoir, 
into  which  water  from  several  brooks  is  conveyed  by  a  system  of  canals. 
Water  is  also  pumped  at  times  from  Chapin,  Loon  and  Five  Mile  ponds. 
A  copy  of  the  advice  of  the  Board  relative  to  the  quality  of  the  water 
of  these  ponds  may  be  found  on  page  135.  The  water  of  Ludlow  Reser- 
voir contains  in  summer  great  numbers  of  organisms  which  make  the 
water  unfit  for  domestic  purposes.  In  the  early  part  of  the  year  1906 
works  were  completed  for  filtering  the  water  of  the  reservoir  through 
sand  filters.  An  area  of  4  acres  was  prepared  by  filling  a  shallow  arm  of 
the  reservoir  with  sand  taken  from  a  neighboring  knoll.  Water  is  pumped 
from  the  reservoir  to  these  filters  and  collected  by  a  system  of  imder- 
drains.  Plans  have  been  submitted  during  the  year  for  the  approval 
of  the  Board  of  the  taking  of  water  from  the  Westfield  Little  River. 
A  copy  of  the  advice  of  the  Board  relative  to  the  use  of  this  source  of 
supply  may  be  found  on  pages  132  and  135. 

Wayland,  —  The  village  of  Cochituate  in  the  town  of  Wayland  is 
supplied  with  water  from  a  shallow  storage  reservoir  on  Snake  Brook. 
The  water  is  either  drawn  from  the  reservoir  directly  or  from  a  filter- 
gallery  which  is  located  in  part  beneath  the  bottom  of  the  reservoir. 
The  water  of  the  reservoir  has  a  high  color  and  is  frequently^ objectionable 
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for  drinklBg  on  account  of  the  disagreeable  tastes  and  odora  due  to  the 
presence  of  a  large  quantity  of  organic  matter.  A  copy  of  the  advice 
of  the  Board  with  reference  to  the  quality  of  the  water  of  this  source  may 
be  found  on  page  139. 

Westborough.  —  The  source  of  supply  is  Sandra  Pond,  an  artificial 
storage  reservoir.  Water  from  the  pond  filters  through  and  around  a 
dam  into  a  small  basin  just  below  the  dam,  from  whidi  it  is  drawn  for 
the  supply  of  the  town.  The  water  in  the  pond  contains  a  large  quantity 
of  organic  matter,  and,  while  the  organic  matter  is  largely  removed  in 
filtering  from  the  pond  to  the  lower  basin,  the  water  in  the  basin  is 
subject  to  disagreeable  tastes  and  odors  caused  by  growths  of  organisms. 
Plans  have  been  prepared  for  obtaining  a  supply  of  water  from  the 
ground  in  the  vicinity  of  the  pond,  but  the  works  have  not  been  con- 
structed. A  copy  of  ihe  advice  of  the  Board  relative  to  this  scheme  may 
be  found  on  page  140. 


Averages  of  Chemval  Analyses  of  Surface-waUr  Sources  for  the  Year  1906. 

[ParU  In  100,000.] 


CiTT  om  Tomr. 


Metropolitan  Water 
DIatriet. 


Abington, . 


Booros. 


Wachnsett    Reserrolr, 

apper  end. 
Wacniuett  Beserrolr, 

surface,  near  dam. 
Wachusett    Reterrolr, 

bottom,  near  dam. 
Wachnsett  Aqueduct,  . 

Sudbury  Reservoir,     . 

Framingham  Reservoir 

No.  8. 
Hopklnion  Reservoir, . 

Ashland  Reservoir, 

Pramlngham  Reservoir 

No.  2. 
Lake  Cochltuate, . 

Chestnut    Hill   Reaer. 

voir. 
Weston  Reservoir, 

Spot  Pond,    . 

Tap  In  state  House, 

Tap  In  Revere,     . 

Tap  in  Quincy,     . 

Big  Sand  J  Pond, . 

Little  Sandy  Pond,>    . 


0.3'.» 
0.22 
0.22 
0.2» 
0.21 
0.21 
0.61 
0.61 
0.70 


0.18 
0.24 
0.11 


0.09 


3.41 
2.99 
3.05 
8.86 
8.8; 
8.42 
4.06 
8.82 
4.10 


0.26  9.21 
0.26  8.88 
0.20  8.7d 


8.42 
8.90 
8.84 


0.20  4.04 


3.01 


0.02  8.86 


AMMOiriA. 


.0027 
,0024 
,0080 
.0087 
.0088 
.0024 
.0080 
.0026 
.0064 
.0060 
.0026 
.0028 
.0019 
.0018 
.0018 
.0016 
.0026 
.0010 


▲LBVMniOlD. 


0162 
0164 
.0186 
.0162 
.0166 
.0162 
.0197 
.0217 
.0217 
.0223 
.0162 
.0147 
.0170 
.0160 
.0189 
.0142 
.0174 
.0213 


.0022 
0029 
0020 
.0022 
0086 
,0028 
.0018 
0026 
.0022 
.0041 
.0028 
.0020 
.0027 
.0026 
.0014 
.0011 
.0018 
.0067 


NiraooBV 


0.24 

0.24 

0.24 

0.24 

0.28 

0.28 

0.86{ 

0.' 

0.82 

0.61 

0. 

0.291 

0.82 

0.86 

0.82 

0.36 

0.64 

1.02 


.0046 
.0021 
.0080 

.0036 
.0086 
.0088 
.0018 
.0088 
.0018 
.0067 
.0066 
.0012 
.0064 
.0012 
.0060 
.0010 
.0010 


.0001 
.0001 
.0001 
.0002 
.0001 
.0001 
.0001 
.0000 
.0001 
.0001 
.0001 
.0002 
.0000 
.0001 
.0000 
0001 
0000 
0000 


0.48 

0.86 

0.84 

0.40 

0.34 

0.88 

0.69 

0.78 

0.76 

0.46 

0.86 

0.80 

0.27 

0.87 

0.! 

0.88 

o.r 

0.2i 


O.T 
0.7 
0.7 
0.» 
1.0 
l.» 
0.8 
0.8 
O.i^ 
l.S 
1.1 
1.1 
1.2 
1.& 
1.2 
1.3 
0.6 
0.2 


^  Not  used  directly. 


Digitized  by  LjOOQ IC 


188 


STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 
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0.2 
0.4 

Haskell  Brook  Reser- 
voir. 

0.52 

4.41 

.0121 

.0195 

.0086 

0.95 

.0020 

.0000 

0.45 

0.4 

1  Not  used. 
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Awraget  of  Chemical  Analyses  of  Surface-water  Sources,  ete.— Continued. 

(Parts  Id  100.000.] 


1 

AMMOiriA. 

Nrraooaii 

AS 

1 

City  om  IV>w. 

8<mroe. 

ALBUMnoiD. 

1 

1 

i 

1 

^ 

0.12 

» 

m 

1 

s 

1 

Great  Barrington,    . 

East  Hoontain  Beeer- 

votr. 
Green  River, 

0.12 

6.67 

.0097 

.0139 

.0083 

.0010 

.0001 

0.28 

8.6 

0.08 

9.62 

.0029 

.0084 

.0004 

0.09 

.0106 

.0000 

0.07 

6.6 

Greenflekl, 

Upper  reaervolr  on 

Glen  Brook. 
Lower  reserroir  on 

Glen  Brook 

0.14 
0.11 

6.79 
6.77 

.0028 
.0021 

.0112 
.0104 

.0081 
.0023 

0.14 
0.18 

.0065 
.0064 

.0000 
.0001 

0.17 
0.15 

8.1 
8.1 

Hadlej,     .        .        . 

Hart'8    Brook    Reser- 
voir. 
Reservoir,     . 

0.22 

4.90 

.0060 

.0126 

.0068 

0.16 

.0012 

.0000 

0.27 

2.1 

Hatfield,    . 

0.06 

4.77 

.0009 

.0046 

.0004 

0.16 

.0152 

.0000 

0.17 

1.7 

HaTerfalll, 

Johnson's  Pond,  . 

0.19 

4.87 

.0020 

.0183 

.0022 

0.86 

.0010 

.0000 

0.30 

1.7 

Crystal  Lake, 

0.22 

8.48 

.0019 

.0168 

.0017 

0.26 

.0017 

.0001 

0.84 

0.9 

Kenoza  Lake, 

0.17 

4.22 

.0082 

.0177 

.0029 

0.87 

.0010 

.0001 

0.84 

1.7 

I^kc  Saltonstall, . 

0.08 

5.67 

.0066 

.0178 

.0027 

o.w; 

.0018 

.0001 

0.18 

1.9 

MlUvale  Reservoir,      . 

0.88 

4.70 

.0028 

.0242 

.0061 

0.24 

.0016 

.0000 

0.84 

1.8 

Hingfaam, 

Accord  Pond, 

0.19 

3.29 

.0019 

.0136 

.0020 

0.^ 

.0007 

.0000 

0.31 

0.3 

Holden,     .        .        . 

Mnschopange  Lake,    . 

0.09 

2.47 

.0027 

.0186 

.0024 

0.22 

.0010 

.0000 

0.19 

0.7 

Holyoke,  . 

Whiting  Street  Reser- 
voir. 
Manban  Brook,    . 

O.U 

4.61 

.0066 

.0262 

.0069 

0.14 

.0010 

.0000 

0.22 

2.4 

0.36 

4.61 

.0066 

.0161 

.0086 

0.12 

.0027 

.0000 

0.42 

1.6 

Tucker  Brook, 

0.86 

8.P*;'.0022 

.0141 

.0028 

0.11 

.0020 

.0000 

0.47 

0.8 

Wright  and  Ashley 

Pond. 
Hlgh-servlce  Reservoir, 

0.11 

6.49 

.0039 

.0228 

.0069 

0.15 

.(1018 

.0001 

0.23 

2.7 

0.26 

6.28 

.0080 

.0201 

.0033 

0.18 

.0041 

.0001 

0.41 

2.6 

HndBOD,    . 

Gates  Pond,  . 

0.16 

2.46 

.0014 

.0166 

.0063 

0.21 

.0012 

.0000 

0.22 

0.6 

HantiDgton,      . 

Cold  Brook  Reservoir, 

0.18 

8.18 

.0011 

.0066 

.0009 

0.11 

.0028 

.0000 

0.26 

1.1 

Ipewlch,    .        .       . 

Dow's    Brook    Reser- 
voir. 

Merrimack   River,  fll- 
tereil. 

Distributing  Reservoir, 

0.24 

4.80 

.0026 

.0178 

.0060 

0.64 

.0082 

.0001 

0.37 

2.0 

Lawrence, 

0.37 

4.iM 

jHm 

.0101 

.0006 

0.88 

.0192 

.•001 

0.46 

1.6 

0.84 

4.81 

.0066 

.0118 

.0012 

0.88 

.0182 

.0002 

0.44 

1.5 

Lee 

Codding  Brook,    . 

0.22 

8.12 

.0016 

.0100 

.0008 

0.08 

.0080 

.0000 

0.25 

1.4 

Lenox, 

Reservoir,     . 

0.07 

7.80 

.0019 

.0184 

.0014 

0.06 

.0022 

.0000 

0.16 

5.8 

LeomlDstei',     . 

Morse  Reservoir, 

0.19 

2.42 

.0022 

.0201 

.0084 

0.16 

.0020 

.0000 

0.84 

0.2 

Haynes  Reservoir, 

0.26 

2.98 

.0032 

.0828 

.0060 

0.16 

.0007 

.0000 

0.40 

0.2 

Fall  Brook  Reservoir, 

0.16 

2.78 

.0017 

.0168 

.0028 

0.16 

.0007 

.0000 

0.31 

0.8 

Longmeadow,  . 

Cooley  Brook, 

0.08 

4.96 

.0018 

.0046 

.0011 

0.18 

.0287 

.0002 

0.06 

2.5 

Lynn, 

Birch  Reservoir, . 

0.87 

4.06 

.0084 

.0269 

.0046 

0.57 

.0026 

.0001 

0.48 

1.8 

Breed's  Reservoir, 

0.46 

4.24 

.0040 

.0246 

.0045 

0.67 

.0012 

.0000 

0.68 

0.9 

Walden  Reservoir, 

0.46 

5.06 

.0041 

.0274 

.0049 

0.64 

.0018 

.0001 

0.60 

1.6 

Hawkes  Reservoir, 

0.47 

5.19 

.0086 

.0248 

.0036 

0.68 

.0012 

.0000 

0.61 

1.9 
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Averages  of  Chemieal  Analytet  of  Stitfaee-wtUer  8ouree$,  etc.  —  Continued. 

[Parts  in  100,000.} 


Ammohia. 

NiTBOeKR 
AS 

i 

Sooroe. 

1 

§1 

o 

I 

Crrr  om  Tomr. 

1 

» 

s 

1 

il 

1 

Lynn. 

SangiM  Blrer, 

0.88 

8.10 

.0066 

.0827 

.0084 

0.78 

.0080 

.0002 

0.96 

8.2 

Marlborough,  . 

LakeWUliams,    . 

0.12 

4.28 

.0029 

.0207 

.0088 

0.48 

.0012 

.0000 

0.26 

1.8 

Majnard, . 

MUlham  Brook  Reser- 
voir. 
White  Fond, 

0.68 
0.28 

4.64 

8.41 

.0087 
.0011 

.0287 
.0118 

.0061 
.0006 

0.84 
0.28 

.0066 
.0047 

.0001 
.0000 

0.52 
0.82 

1.1 
0.9 

Mllford,    . 

Charles  Rlrer,  filtered. 

0.23 

3.76 

.0013 

.0064 

- 

0.31 

.0206 

.0000 

0.26 

1.2 

Montague, 

Lake  Pleasant,     . 

0.06 

2.19 

.0027 

.0094 

.0018 

0.12 

.0080 

.0000 

0.12 

0.4 

Nantocket, 

Wannacomet  Pond, 

0.04 

6.90 

.0017 

.0116 

.0026 

2.08 

.0062 

.0000 

0.10 

1.1 

New  Bedford,  . 

Little  Qoittacas  Pond, 

0.88 

8.64 

.0021 

.0181 

.0028 

0.62 

.0007 

.0000 

0.46 

0.5 

Great  Qoittacas  Pond, 

0.49 

8.60 

.0028 

.0188 

.0080 

0.68 

.0010 

.0000 

0.67 

0.5 

North  Adams,  . 

Notch  Brook  Reserroir, 

0.06 

7.02 

.0048 

.0086 

.0016 

0.08 

.0017 

.0011 

0.13 

4.7 

Broad  Brook, 

0.22 

8.77 

.0054 

.0090 

.0009 

0.08 

.0190 

.0000 

0.82 

1.8 

Northampton,  . 

^Middle  Reserroir, 

0.35 

4.41 

.0026 

.0168 

.0027 

0.12 

.0024 

.0001 

0.43 

1.5 

North  Andover, 

Monntain  Street  Res- 
ervoir. 
Oreat  Pond, . 

0.08 
0.16 

8.89 
8.79 

.0011 
.0022 

.0116 
.0186 

.0029 
.0086 

0.10 
0.86 

.0017 
.OMO 

.0000 
.0000 

0.18 
0.31 

1.7 
1.8 

Northborongh, 

Lower  Reservoir, 

0.81 

4.81 

.0042 

.0862 

.0041 

0.28 

.6090 

.0000 

0.79 

0.8 

Northbridge,    . 

Cook  Allen  Reserroir, 

0.29 

8.10 

.0087 

.0278 

.0061 

0.16 

.0010 

.0000 

0.41 

0.2 

North  Brookfleld,    . 

Doane  Pond, 

0.68 

3.74 

.0068 

.0288 

.0064 

0.16 

.0087 

.0001 

0.54 

0.6 

North  Pond,i 

0.66 

3.51 

.0061 

.0278 

.0062 

0.15 

.0040 

.0000 

0.61 

0.6 

Northfleld. 

Reservoir,     . 

0.65 

8.75 

.0024 

.0276 

.0068 

0.11 

.0000 

.0000 

0.76 

0.8 

Norwood, . 

Buckmaster  Pond, 

0.14 

4.15 

.0064 

.0197 

.0048 

0.48 

.0018 

.0001 

0.22 

1.1 

Palmer,     . 

Lower  Reservoir, 

0.29 

8.25 

.0017 

.0166 

.0019 

0.12 

.0020 

.0000 

0.27 

0.6 

Peabody,  . 

Brown's  Pond,     . 

0.18 

4.02 

.0018 

.0154 

.0086 

0.63 

.0086 

.0000 

0.28 

0.7 

Spring  Pond, 

0.02 

8.94 

.0172 

.0061 

.0018 

0.64 

.0068 

.0001 

0.10 

3.1 

Reservoir,     . 

0.06 

6.27 

.0026 

.0108 

.0011 

0.74 

.0522 

.0004 

0.13 

2.1 

Sontang  Lake, 

0.06 

4.22 

.0038 

.0164 

.0028 

0.67 

.0010 

.0000 

0.15 

1.7 

Plymonth, 

Little  Sonth  Pond, 

0.02 

2.46 

.0018 

.0154 

.0020 

0.67 

.0007 

.0000 

0.12 

0.1 

Randolph, 

Great  Pond, . 

0.48 

4.50 

.0024 

.0206 

.0019 

0.66 

.0042 

.0001 

0.68 

1.1 

Rockport, . 

Cape  Pond,  . 

0.80 

8.76 

.0103 

.0399 

.0076 

2.98 

.0017 

.0001 

0.29 

1.6 

Salem,       . 

Wenham  Lake,    . 

0.28 

6.02 

.0049 

.0880 

.0046 

0.85 

.0042 

.0002 

0.43 

8.0 

Longham  Reservoir,   . 

1.84 

7.01 

.0117 

.0681 

.0067 

0.98 

.0002 

.0001 

1.28 

1.6 

Southbridge,     . 

Hatchet  Brook  Reser- 

voir. 
Leaning  Well   Reser- 

Bnttery  Brook  Reser- 
voir. 

0.68 

3.66 

.0086 

.0213 

.0022 

0.16 

.0016 

.0000 

0.68 

0.8 

Sonth  Hadley, . 

0.12 

2.90 

.0068 

.0828 

.0099 

0.18 

.0027 

.0001 

0.13 

0.7 

0.26 

8.74 

.0085 

.0160 

.0048 

0.22 

.0287 

.0004 

0.26 

0.7 

1  Not  used. 
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Averages  of  CStenUeal  Analyiet  of  Butfaee-waler  Sources,  etc.  —  Coatlnned. 

[Parts  In  100,000.] 


Booroe. 

• 

^ 

1 

AMMOmA. 

i 
1 

NrraooBK 

AS 

1 

s 

1 

ALiuicnroiD.I 

fe 

sc 

1 

^t 

1 

Spencer,    . 

Shaw  Pond,  . 

0.07 

3.14 

.0022 

.0147 

.0010 

0.19 

.0042 

.0000 

0.14 

1.1 

SpriBfffleld,      .       . 

JsbUh  Canal, 

0.42 

8.71 

.0021 

.0186 

.0018 

0.18 

.0029 

.0001 

0.48 

0.8 

Axe  Factory  Brook,    . 

0.48 

4.10 

.0019 

.0167 

.0020 

0.17 

.0062 

.0000 

0.66 

1.2 

Higher  Brook,      . 

0.60 

8.28 

.0017 

.0141 

.0014 

0.11 

.0007 

.(KXM*  0.61 

0.6 

Broad  Brook  Canal,    . 

0.74 

4.78 

.0027 

.0187 

.0022 

0.15 

.0044 

.0000 

0.77 

1.2 

Ludlow  Basin, 

0.90 

8.86 

.0012 

.0186 

.0026 

0.14 

.0010 

.0000 

0.84 

1.0 

Lndlow  Canal,     . 

0.S8 

8.94 

.0021 

.0168 

.0022 

0.17 

.0087 

.0001 

0.68 

1.0 

Ludlow  Besenrolr, 

0.28 

8.07 

.0028 

.0189 

.0040 

0.14 

.0017 

.0001 

0.86 

0.7 

Cbapln  Fond, 

0.07 

2.80 

.0026 

.0176 

.0068 

O.ll 

.0022 

.0000 

0.19 

0.4 

FlTeMUePond,  . 

0.10 

2.80 

.0060 

.0176 

.0020 

0.16 

.0081 

.0001 

0.20 

0.6 

Loon  Pond,  . 

o.w 

2.84 

.0021 

.0176 

.0019 

0.24 

.0028 

.0000 

0.14 

0.6 

Westfleld  Little  River, 

0.46 

8.19 

.0018 

.0198 

.0067 

0.11 

.0087 

.0001 

0.66 

0.7 

Stoekbridge,     .       . 

Lake  Averlc, 

0.10 

5.M 

.0084 

.0218 

.0066 

0.07 

.0026 

.0000 

0.26 

8.4 

Tkimton,  . 

AssawompsettPond,  . 

0.86 

8.64 

.0029 

.0186 

.0028 

0.60 

.0010 

.0000 

0.68 

0.5 

« 

Elder's  Pond,       . 

0.12 

8.87 

.0021 

.0178 

.0021 

0.50 

.0007 

.0000 

0.80 

0.5 

Long  Pond,  . 

0.84 

8.76 

.0028 

.0226 

.0088 

0.49 

.0012 

.0000 

0.96 

0.6 

Wtkefleld, 

Crystal  Lake, 

0.19 

4.78 

.0044 

.0208 

.0089 

0.61 

.0060 

.0000 

0.29 

1.8 

Wsrebam, 

Jonathan's  Pond, 

0.02 

2.62 

.0012 

.0099 

.0018 

0.65 

.0005 

.0000 

0.09 

0.0 

Waytemlf 

Snake  Brook  Reservoir, 

0.96 

4.60 

.0089 

.0208 

.0060 

0.27 

.0016 

.0000 

0.89 

1.8 

Weftboroagtkp  • 

Upper  Sandra  Pond,   . 

0.28 

8.00 

.0024 

.0217 

.0047 

0.21 

.0004 

.0000 

0.40 

0.6 

Lower  Sandra  Pond,  . 

0.06 

8.48 

.0028 

.0097 

.0016 

0.22 

.0012 

.0000 

0.18 

1.0 

Wettfleld, 

Montgomery  Reservoir, 

0.89 

2.83 

.0049 

.0209 

.0042 

0.18 

.0017 

.0000 

0.64 

0.4 

TUlotson  Brook,  . 

0.14 

2.89 

.0017 

.0079 

.0006 

0.15 

.0025 

.0001 

0.18 

0.5 

T^oa  Reservoir, . 

0.40 

8.09 

.0020 

.0167 

.0018 

0.18 

.0020 

.0001 

0.64 

0.4 

West  Springfield,     . 

Darby    Brook    Reser. 

voir. 
Great  Pond, . 

0.26 

6.20 

.0027 

.0167 

.0047 

0.20 

.0040 

.0002 

0.80 

2.2 

WejrmoaUi, 

0.78 

4.46 

.0042 

.0206 

.0024 

0.58 

.0015 

.0000 

0.74 

0.5 

WUliamAbiirg, . 

Reservobr,     .       . 

0.28 

8.96 

.0046 

.0119 

.0021 

o:il 

.001b 

.0000 

0.84 

1.6 

Winchester, 

North  Reservoir, . 

U.08 

8.90 

.0026 

.0199 

.0086 

0.48 

.0012 

.0000 

0.21 

1.5 

South  Reservoir, . 

0.22 

8.31 

.0094 

.0177 

.0016 

0.85 

.0020 

.0001 

0.24 

1.1 

Middle  Reservoir, 

0.17 

8.66 

.0084 

.0279 

.0060 

0.87 

.0015 

.0001 

0.84 

1.1 

Wobnm,  ... 

Horn  Pond,i 

0.29 

7.22 

.0068 

.0296 

.0098 

0.98 

.0295 

.0009 

0.46 

2.9 

Worcester, 

Bottomly  Reservoir,    . 

0.86 

4.84 

.0086 

.0228 

.0082 

0.24 

.0160 

.0001 

0.66 

1.4 

Kent  Reservoir,  . 

0.19 

8.69 

.0026 

.0166 

.0020 

0.20 

.0066 

.0000 

0.88 

0.9 

1  Not  used. 
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Averages  of  Chemical  Analytes  of  Sutfaee-toater  Sources,  etc.  —  Concluded. 

[Parts  In  100.000.] 


Sonroe. 

1 

§1 

Ammokia. 

o 

NrrBoeBM 

AS          i 

1 

Cmr  OR  TowH. 

1 

ALBimiNOIO. 

s 

! 

1 

•0 

|1 

1 

Worcester, 

Leicester  Beservoir,    . 

Upper  Holden  Beser. 
voir. 

Lower  Holden  Reser- 
voir. 

0.22  8.14 
0,19  2.87 
0.12  2.47 

.0046 
.0028 
.0026 

.0158 
.0142 
.0180 

.0016 
.0021 
.0020 

0.1'J 
0.18 
0.18 

.0026 
.0018 

.0001 
.0000 
.0000 

i 

0.84 
0.2S 
0.19 

0.8 
0.5 
0.6 

Averages  of  Chemical  Analyses  of  Oround-water  Sources  for  the  Tear  1906. 

[Parts  in  109,000.] 


Source. 

1 

P 

Ammonia. 

o 

NrntoosN 

A8 

I 

1 

City  or  Towh. 

t 
1 

1 

.0006 

.0018 

SQ 

s 

1 

Adams,  . 

Tubalar  wells. 

.   .00 

15.72 

0.11 

.0880 

.0000 

.04 

11.6 

.0040 

Amesbnry,    . 

Main  Street  welk 

..       .         .   .16 

10.87 

.0018 

.0018 

0.78 

.0666 

.0001 

.08 

4.6 

.1420 

Market  Street  we 

Us,  .        .   .04 

24.62 

.0081 

.0087 

1.24 

.0192 

.0003 

.03 

12.0 

.0167 

Attleborough, 

Old  weU,     . 

.   .01 

4.60 

.0008 

.0089 

0.89 

.0065 

.0000 

.04 

1.9 

.0062 

New  well,    . 

.    .02 

4.88 

.0008 

.0068 

0.41 

.0097 

.0000 

.04 

2.0 

.0092 

Avon,     . 

Well.    .       . 

.  .00 

8.68 

.0009 

.0021 

0.47 

.0420 

.0000 

.02 

1.2 

.0047 

Ayer,     . 

Well.    .       . 

.   .00 

5.17 

.0006 

.0022 

0.50 

.0196 

.0000 

.01 

2.0 

.0087 

Blllerlca. 

Tubular  wells. 

.   .16 

7.87 

.0020 

.0046 

0.27 

.0042 

.0000 

.16 

2.2 

.0468 

Braintree,     . 

Filter  gallery. 

.   .04 

6.07 

.0028 

.0062 

1.02 

.0460 

.0001 

.10 

1.9 

.0006 

Bridgewater, 

Wells.  .       . 

.   .15 

7.57 

.0009 

.0081 

0.42 

.0087 

.0000 

.07 

2.6 

.1698 

Brookllne,     .  •     . 

Tubular  wells  i 
SpringSie  well. 

ind  filter  .18 

9.10 

.0046 

.0064 

0.69 

.0248 

.0001 

.16 

4.1 

.0218 

Canton,  . 

.  .08 

4.26 

.0011 

.0027 

0.88 

.0080 

.0000 

.04 

1.2 

.0143 

Well  near  Henry 

's  Spring,   .18 

4.65 

.0010 

.0041 

0.42 

.0170 

.0000 

.16 

1.4 

.0067 

Tubular  wells  Nc 

►.  1.  .        .  .08 

14.40 

.0010 

.0020 

1.78 

.0200 

.0000 

.01 

6.8 

.0180 

Tubular  wells  Nc 

>.2,  .        .   .00 

11.80 

.0006 

.0019 

1.44 

.0687 

.0000 

.04 

8.8 

.0088 

Filter  gaUery. 

.   .87 

11.95 

.2160 

.0166 

1.24 

.0015 

.0006 

.68 

5.0 

.0270 

Cottage  City, 

Springs, 

.   .01 

8.77 

.0010 

.0012 

0.90 

.0078 

.0000 

.00 

0.4 

.0270 

Dedham, 

Tap  in  pumping 

station.    .  .01 

10.80 

.0016 

.0067 

0.87 

.1628 

.0002 

.04 

3.5 

.0088 

Bracut  (GoUinsTlUe) , 

Tubular  wells, 

.  .01 

5.70 

.0004 

.0020 

0.26 

.0288 

.0000 

.02 

1.9 

.0088 

Easton,  . 

Well,    .       . 

.  .01 

4.62 

.0004 

.0024 

0.62 

.0662 

.0000 

.01 

1.7 

.0142 

Fairhaven,    . 

Tubular  wells. 

.  .6B 

8.80 

.0021 

.0104 

1.08 

.0612 

.0001 

.67 

2.2 

.0208 
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Average*  of  Chemical  AneUyset  of  Oround-water  Source*,  etc.  —  Continaed. 

[PATto  In  100,000.] 


it 

AMMOmA. 

Nrraoom 

1 

CiTT  om  TowH. 

Source. 

s 

J 

^ 

si 

1 

1 

1h 

1 

1^ 

1 

0.85 

£ 

k 

s 

1 

i 

Foxborough. 

Tubular  wells,    . 

.00 

S.76 

.0005 

.0014 

.0608 

.0000 

.02 

0.8 

.0067 

FnmiBgham. 

Filter  gallery.     . 

.08 

8.68 

.0068 

.0117 

0.91 

.0282 

.0006 

.15 

8.8 

.0186 

GinfUm, 

Tap  In  town, 

.12 

12.90 

.0005 

.0067 

1.68 

.2700 

.0001 

.10 

4.2 

.0507 

GrotoD,  . 

Well, 

.00 

4.8& 

.0008 

.0017 

0.17 

.0077 

.0000 

.00 

1.9 

.0060 

mngbam. 

Wells, 

.08 

5.90 

.0009 

.0054 

0.72 

.0158 

.0000 

.07 

1.6 

.0091 

Hopktnton,    . 

Tubular  wells,    . 

.00 

11.67 

.0006 

.0028 

1.08 

.8800 

.0000 

.01 

4.2 

.0206 

HydePwk,   . 
Kingiton, 

Tubular  wells  near  Nepon- 

set  River. 
Tubular  wells  near  Mother 

Brook. 
Tubular  wells,    . 

.14 
.17 
.00 

12.47 
8.86 
4.86 

.0141 
.0018 
.0006 

.0057 
.0088 
.0020 

1.88 
0.94 
0.75 

.0788 
.1200 
.0002 

.0008 
.0000 

.0000 

.11 

.27 
.02 

4.6 
2.8 
1.0 

.0860 
.0184 
.0080 

Leicester, 

Wells 

.85 

6.70 

.0018 

.0178 

0.16 

.0650 

.0000 

.86 

2.1 

.0180 

LoweU, . 

Boulevard  wells  (tubular), 

.09 

4.71 

.0058 

.0051 

0.26 

.0068 

.0000 

.10 

1.6 

.0489 

Low-serrice  Reservoir,     . 

.08 

5.00 

.0088 

.0076 

0.27 

.0181 

.0002 

.18 

1.7 

.0297 

Mancbeeter,  . 

Large  well, . 

.00 

11.20 

.0007 

.0015 

1.76 

.1800 

.0000 

.01 

8.1 

.0116 

Mansfleld,      . 

Well, 

.00 

2.92 

.0008 

.0011 

0.84 

.0115 

.0000 

.00 

0.7 

.0065 

Hublehead, . 

Well  No.  1 

.18 

21.78 

.0148 

.0080 

8.78 

.0227 

.0008 

.05 

6.3 

.2968 

WeU  No.  2,  . 

.18 

22.02 

.0202 

.0061 

8.85 

.0187 

.0001 

.07 

6.6 

.4676 

Minhfield,    . 

Well 

.01 

12.20 

.0004 

.0018 

8.29 

.0820 

.0000 

.00 

2.8 

.0060 

Medfleld, 

Spring 

.01 

8.60 

.0012 

.0044 

0.27 

.0160 

.0000 

.14 

l.«J 

.0060 

Merrlmac, 

Tubular  wells,    . 

.04 

5.04 

.0008 

.0011 

0.48 

.0418 

.0000 

.01 

1.9 

.0154 

MetiraeD. 

Tubular  wells,    . 

.16 

7.28 

.0021 

.0064 

0.84 

.0177 

.0000 

.17 

8.2 

.0865 

BQddleboroiigh,    . 

Well, 

.22 

6.62 

.0081 

.0068 

0.62 

.0688 

.0001 

.14 

,.. 

.1126 

MUIlmry.       . 

WeU 

.00 

5.24 

.0004 

.0022 

U.84 

.0226 

.0000 

.01 

1.8 

.0044 

MUllt,    . 

Spring,        ... 

.00 

8.40 

.0002 

.0010 

0.68 

.1600 

.0000 

.00 

8.4 

.0010 

MOUOD,           .          . 

Well 

.00 

8.60 

.0008 

.0019 

0.12 

.0106 

.0000 

.00 

1.0 

.0068 

NiAtvcket,     . 

Wells, 

.18 

7.27 

.0858 

.0078 

2.18 

.0107 

.0012 

.12 

2.1 

.1252 

Sadck.  .       .        . 

WeU 

.00 

8.62 

.0007 

.0024 

0.64 

.0862 

.0000 

.01 

8.9 

.0062 

Keedbam, 

WeU  No.  1,  . 

.00 

6.67 

.0006 

.0020 

0.61 

.0942 

.0000 

.02 

1.8 

.0047 

WeU  No.  2,  . 

.00 

6.98 

.0004 

.0020 

0.71 

.1485 

.0000 

.02 

2.1 

.0049 

Hicks  Spring,!    . 

.01 

4.90 

.0008 

.0015 

0.48 

.0646 

.0000 

.01 

1.4 

.0067 

Newboryport, 

Tap  in  pnmpiiSg  station,    . 

.22 

8.76 

.0012 

.0068 

0.69 

.0066 

.0000 

.07 

8.4 

.0720 

Tubular  wells,    . 

.24 

10.60 

.0012 

.0074 

1.14 

.0064 

.0000 

.08 

8.9 

.0962 

KewtoD, 

Xo.  Altieborongb, 

Tubular  weUs   and    filter 

millcry. 
Oldwert,      .       .       .       . 

.10 
.01 

6.42 
6.60 

.0009 
.0008 

.0063 
.0027 

0.43 
0.65 

.0862 
.0607 

.0000 
.0000 

.15 
.01 

2.5 
8.0 

.0060 
.0115 

New  well 

.on 

6.10 

.0008 

.0018 

0.86 

.0070 

.0000 

.01 

2.6 

.0170 

1  Not  used. 
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[Parte  In  100,000.] 


Sooroe. 

1 

o 
§1 

1 

Ammovia. 

1 

NiTBOoair 

AS 

1 

n 

City  or  Town. 

1 

ll 

s 

1 

1 

ProvinoetowD,      . 

WeU, 

- 

18.14 

.0166 

.0165 

2.86 

.0016 

.0000 

.79 

8.8 

.6787 

Beading,       t 

Filter  gallery,     . 

.6S 

8.26 

.0106 

.0U6 

0.68 

.0089 

.0000 

.64 

2.6 

.2560 

FUtered  water,   . 

.17 

18.42 

.0071 

.0064 

0.69 

.0084 

.0008 

.24 

7.2 

.0848 

ScituAte, 

Wells 

.00 

16.06 

.0008 

.0018 

8.65 

.2166 

.0000 

.06 

8.8 

.0115 

Sharon,  . 

Well, 

.01 

11.76 

.0014 

.0088 

1.19 

.8600 

.0000 

.01 

8.8 

.0U7 

Sheffield.       .       . 

Spring,        .... 

.88 

4.40 

.0006 

.0082 

0.11 

.0060 

.0001 

.80 

8.0 

.oieo 

Shirley, . 

Well, 

.00 

8.45 

.0010 

.0010 

0.13 

.0060 

.0000 

.00 

0.4 

.0187 

Stonghton,     . 

Tap  at  pumping  station,    . 

.84 

8.88 

.0010 

.0106 

0.86 

.0000 

.0000 

.89 

0.7 

.0158 

Tlabnry, 

Well 

.00 

4.67 

.0006 

.0017 

1.06 

.0017 

.0000 

.00 

0.6 

.0085 

Uxbridge, 

Wells, 

.02 

4.22 

.0012 

.0016 

0.87 

.0679 

.0000 

.03 

1.1 

.0844 

Walpole, 

Tubular  wells,    . 

.02 

4.24 

.0006 

.0014 

0.87 

.0884 

.0000 

.01 

1.4 

.0068 

Waltham,      . 

WeU, 

.11 

7.88 

.0084 

.0088 

0.67 

.0296 

.0000 

.06 

8.2 

.0489 

Ware,    . 

Well, 

.01 

6.60 

.0006 

.0016 

0.48 

.1788 

.0000 

.01 

2.2 

.00110 

Webster. 

Well, 

.04 

3.66 

.0012 

.0069 

0.24 

.0806 

.0000 

.06 

1.2 

.0160 

WeUesley,     . 

Tubular  wells,    . 

.08 

9.21 

.0006 

.0019 

0.88 

.1686 

.0000 

.08 

8.6 

.0072 

WeU  at  Williams  Spring,  . 

M 

10.67 

.0000 

.0019 

0.97 

.8060 

.0000 

.08 

8.6 

.0077 

Weston, 

Well 

.11 

7.76 

.0006 

.0068 

0.47 

.0800 

.0000 

.17 

8.0 

.0100 

Wlnchendon, 

Well 

.06 

8.86 

.0018 

.0028 

0.11 

.0086 

.0000 

.06 

0.7 

.0627 

Wobom, 

niter  gallery,     . 

.01 

10.44 

.0076 

.0044 

1.17 

.0148 

.0000 

.07 

4.5 

.0065 
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EXAMINATION  OF  RIVEES. 


In  the  report  for  the  year  1902,  in  the  chapter  entitled  "  Report  upon 
the  Examinations  of  the  Outlets  of  Sewers  and  the  Effect  of  Sewage 
Disposal  in  Massachusetts/'  the  results  of  the  inyestigation  made  in 
that  year  of  the  sources  of  pollution  of  streams  in  the  State  are  pre- 
sented in  much  detail,  together  with  the  results  of  analyses  of  the  waters 
of  these  streams  for  a  long  series  of  years. 

During  the  year  1906  the  condition  of  the  streams  has  not  changed 
materially,  and  the  examinations  have  been  confined  to  a  few  of  the 
more  important  rivers. 

Chemical  analyses  of  samples  of  water  from  the  following  streams 
have  been  made  at  frequent  intervals  during  the  year :  — 


Aasabet. 

Merrimack. 

Sudbury. 

Blaekstone. 

Millers. 

Tannton. 

Charles. 

Nashua. 

Ten  Mile. 

Connecticut. 

Neponset. 

Westfield. 

French. 

Quinepoxet. 

Westfield  Little. 

Hoosiek. 

Saugiis. 

Ipswich. 

StiUwater. 

A  summary  of  the  various  analyses  showing  the  condition  of  the 
Blaekstone  and  Merrimack  rivers  at  several  points  is  appended. 
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BLAOKSTONE  RIVER. 

Blackstonb  Riysb. 

Chbhioix  Examinatiok  of  Watbb  fbom  Blaokstonb  Rivbr.  — Aybbaobs 
FOR  Six  Months,  fbom  June  to  Noyembbb,  1887  to  1906,  inclusiyb. 

Blackstone  River ^  beltueen  MiU  Brook  Channel  and  the  Sewage  PrecipiUUion  Works 

of  the  City  of  WoreeeUr. 

[Parts  in  100,000.] 


EMmmi  OK 

ALBUMnroiD 

KiTBoasir 

MOIITBl. 

1 

ETAPOBATIOa. 

1 

Ammosia. 

1 

A8 

1 

1 

j 

OQ 

» 

fe 

1 

Jnne-NoT..  1887.    . 

0.01 

. 

_ 

.8686 

.1741 

1.36 

.0160 

« 

••       1888.    . 

0.76 

~ 

— 

.8668 

.1118 

.0667 

.0606 

1.00 

.0682 

.0041 

_ 

<i 

"       1880,    . 

0.86 

- 

- 

.3960 

.1480 

.0778 

.0668 

1.82 

.0177 

.0086 

— 

** 

"       1890,    . 

l.U 

0.92 

8.08 

.8107 

.1846 

.oerr8 

.0678 

1.07 

.0250 

.0016 

8.9 

*t 

••       1891.    .        . 

1.10 

17.48 

6.60 

.4913 

.1960 

.1127 

.0883 

2.29 

.0192 

.0087 

5.0 

** 

"       1892,    .        . 

0.G8 

80.76 

6.80 

.3647 

.1488 

.0708 

.0785 

2.48 

.0287 

.0108 

6.1 

i< 

••       18^    .        . 

0.40 

16.98 

4.66 

.1480 

.0688 

.0840 

.0848 

1.01 

.0115 

.0016 

6.8 

M 

"       1894,     .        . 

0.66 

16.96 

l;Si 

.0648 

.0680 

.0886 

.0144 

0.74 

.0115 

.0005 

4.4 

(1 

"        1806,     .        . 

0.49 

14.17 

.0618 

.0414 

.0843 

.0171 

0.02 

.0168 

.0006 

3.4 

<f 

"       1896^    .        . 

0.61 

12.90 

3.98 

.0780 

.0416 

.0882 

.0188 

0.97 

.0147 

.0015 

3.4 

(< 

"       1897.    .        . 

0.86 

86.46 

7.68 

.1180 

.0674 

.0862 

.0818 

0.89 

.0090 

.0084 

4.8 

«• 

"       1888,    . 

0.88 

17.48 

6.62 

.0867 

.0619 

.0260 

.0859 

0.96 

.0058 

.0010 

4.6* 

M 

"1898^.. 

0.14 

84.88 

10.60 

.8588 

.0788 

.0890 

.0896 

. 

. 

.0004 

14.8 

«( 

"       1900,    . 

0.06 

16.48 

8.88 

.1068 

.0618 

.0810 

.0806 

1.06 

.0107 

.0018 

3.6 

(I 

"       1901,    .        . 

0.23 

81.06 

11.68 

.1410 

.0648 

.0809 

.0239 

- 

.0033 

18.8 

«• 

••        1902.     .       •. 

0.10 

46.16 

13.47 

.2468 

.0788 

.0274 

.0454 

. 

- 

.0010 

16.5 

<l 

••        190S,     . 

0.18 

84.06 

6.80 

.2886 

.0760 

.0478 

.0278 

- 

. 

.0037 

8.4 

<l 

"       1904.    .        . 

0.18 

44.68 

17.08 

.1388 

.0484 

.0286 

.0209 

_ 

. 

.0006 

14.7 

<« 

"       1905.     .        . 

0.21 

60.86 

19.49 

.0062 

.0498 

.0808 

.0289 

- 

- 

.0003 

89.3 

«< 

"       1906.    .        . 

0.11 

40.07 

16.86 

.0688 

.0421 

.0189 

.0832 

~ 

.0068 

.0008 

80.3 

Blaekitone  River,  behw  Sewage  PrecipiUUion 

Works, 

Jane-NoT 

,1887.    .       . 

0.91 

. 

. 

.8686 

.1741 

.. 

. 

1.36 

.0160 

«« 

1888,     . 

0.76 

> 

- 

.8658 

.1112 

.0557 

.0665 

1.50 

.0383 

.0041 

_ 

<t 

II 

1^.  .     . 

0.86 

- 

- 

.8980 

.1430 

.0772 

.0658 

14)2 

.om 

.0086 

_ 

•« 

II 

1890,     . 

0.97 

11.86 

8.10 

.2807 

.1493 

.078i 

.ono 

1.46 

.0870 

.0018 

3.9 

(< 

II 

1891      .        . 

1.05 

82.85 

6.60 

.6367 

.1606 

.0883 

.0625 

8.61 

.0883 

.0040 

6.8 

i< 

II 

1892,    . 

0.63 

86.80 

7.75 

.5240 

.1810 

.0968 

.0652 

3.13 

.0187 

.0060 

10.8 

It 

«• 

1893,     . 

0.61 

.80.00 

7.18 

.5680 

.1458 

.0900 

.0653 

8.76 

.0885 

.0186 

10.9 

(1 

II 

1884.     .        . 

0.40 

89.80 

5.86 

.6189 

.1390 

.1118 

.0877 

8.68 

.0318 

.0071 

10.6 

•• 

II 

1896.     . 

0.71 

88.15 

5.18 

.8846 

.0898 

.0687 

.0301 

1.86 

.0867 

.6068 

7.3 

II 

i« 

1896.    .        . 

0.80 

86.08 

6.58 

.3831 

.0698 

.0600 

.0898 

8.10 

.0217 

.0118 

9.7 

II 

•1 

1897.     .        . 

0.78 

85.98 

4.97 

.3660 

.1183 

.0782 

.0640 

1.61 

.0307 

.0063 

6.9 

II 

«i 

1898,    . 

0.88 

85.68 

6.73 

.8064 

.0868 

.0560 

.0608 

1.66 

.0133 

.0119 

9.8 

II 

II 

1S9.    .        . 

0.14 

44.08 

9.67 

.5851 

.1707 

.0912 

.0795 

8.86 

.0108 

.0068 

16.1 

II 

II 

1900,    . 

0.88 

84.67 

4.48 

.4490 

.1849 

.0621 

.0638 

8.13 

.0110 

.0145 

7.8 

II 

II 

1901,    . 

0.09 

81.18 

6.90 

.4580 

.1896 

.0772 

.0531 

3.18 

.0080 

.0058 

10.8 

II 

II 

1908.     .        . 

0.16 

49.68 

18.88 

.7806 

.1884 

.0736 

.0648 

8.97 

.0088 

12.5 

II 

«i 

1903,'    .        . 

0.89 

31.08 

9.48 

.8880 

.1080 

.0546 

.0535 

_ 

.0068 

10.4 

II 

II 

1904,    . 

- 

60.86 

18.78 

.6881 

.1523 

.0601 

.0981 

. 

- 

.0087 

16.9 

II 

II 

1906,    . 

0.19 

69.84 

17.97 

.4966 

.0985 

.0697 

.0688 

_ 

_ 

.0008 

89.8 

II 

II 

1906     .        . 

0.19 

49.69 

11.43 

.6330 

.1818 

.0580 

.1338 

~ 

.0068 

.0130 

16.0 
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BLACKSTONB  BIVBB. 

Chkmical  Examination  of  Watbb  fbom  Blackstonb  Ritsr,  rrc.  — 

Concluded. 

BlaeksUme  River ^  at  Uxbridge. 
[Parts  In  100,000.] 


Rmiduv  oh 

ALBVMniOtD 

NiTmo«Ba 

Mosrn. 

Ktapobatios. 

▲mmoxia. 

AM            1 

1 

'i 

^ 

1 

1 

1 

1 

1 

1 

1 

» 

» 

1 

Jdb6-Kot.,  1887,  . 

.80 

. 

.1120 

.0271 

0.79 

.0860 

*• 

1888,  . 

.88 

6.42 

1.62 

.1166 

.0288 

.0222 

.0066 

0.68 

.0610 

.0007 

_ 

M 

"   1889.  . 

.82 

> 

- 

.1188 

.0296 

.0192 

.0104 

0.66 

.0688 

.0009 

. 

1« 

"1880... 

.26 

8.86 

2.12 

.1629 

.0281 

.0174 

.0057 

0.79 

.0259 

.0005 

2.9 

M 

••   1891.  . 

.20 

10.16 

2.61 

.2280 

.0176 

.0U7 

.0068 

1.04 

.0425 

.0007 

8.6 

«« 

••   1802,  . 

.18 

9.86 

1.88 

.2840 

.0227 

.0162 

.0065 

0.99 

.0818 

.0007 

M 

"   18«,  . 

.24 

11.74 

2.87 

.1985 

.0207 

.0140 

.0067 

1.20 

.0628 

.0060 

M 

••   1894,  . 

.86 

18.07 

2.08 

.1456 

.0248 

.0183 

.0060 

1.57 

.0678 

.0060 

M 

"   1806.  . 

.66 

12.96 

2.60 

.0906 

.0258 

.0182 

.0076 

1.84 

.0631 

.0066 

•i 

'•   1896,  .    . 

.88 

12.68 

2.67 

.1129 

.0267 

.0221 

.0086 

1.88 

.0477 

.0091 

•• 

"   1897,  . 

.48 

11.60 

2.47 

.1029 

.0280 

.0215 

.0065 

1.82 

.0652 

.0061 

■  • 

•*   1808.  . 

.49 

10.69 

2.78 

.0801 

.0284 

.0219 

.0045 

1.00 

.0470 

.0076 

•• 

••   1890,  .    . 

.18 

18.84 

8.U 

.2490 

.0869 

.0610 

.0049 

2.17 

.0610 

.0141 

M 

"   1900,  .    . 

.19 

18.42 

2.04 

.2260 

.0847 

.0257 

.0090 

1.76 

.0558 

.0060 

•• 

"   1901,  .    . 

.22 

13.91 

2.67 

.8150 

.0285 

.0240 

.0046 

1.60 

.0196 

.0086 

M 

"    1902.  .    . 

.15 

14.17 

2.66 

.8462 

.0270 

.0218 

.0052 

1.96 

.0210 

.0018 

•« 

"   1908,  . 

.80 

18.16 

2.62 

.8080 

.0262 

.0215 

.0047 

1.74 

.0210 

.0024 

*• 

"    1904.  .    . 

.20 

18.78 

2.74 

.2899 

.0282 

.0214 

.0068 

2.12 

.0408 

.0022 

M 

••   1906,  . 

.21 

16.84 

2.66 

.8928 

.0246 

.0208 

.0048 

2.65 

.0175 

.0025 

1906,  . 

.19 

14.78 

8.10 

.2218 

.0242 

.0200 

.0042 

2.10 

.0262 

.0009 

Blackstone  Biver,  at  MillinUe. 


Jane-NoT.,  1887,  . 

.81 

.0468 

.0220 

0.51 

.0210 

»•      M 

1888,  .    . 

.41 

6.22 

1.40 

.0467 

.0296 

.0288 

.0068 

0.60 

.0278 

.0004 

- 

1(       «4 

1889,  . 

.88 

- 

- 

.0400 

.0278 

.0218 

.0060 

0.46 

.0167 

.0008 

- 

u     •< 

1890.  .    . 

.26 

6.71 

2.24 

.0786 

.0196 

.0152 

.0044 

0.58 

.0229 

.0006 

2.8 

«•    •« 

1891,  . 

.24 

7.48 

2.85 

.1106 

.0884 

.0234 

.0160 

0.72 

.0808 

.0006 

M      •« 

1892.  .    . 

.87 

6.70 

1.62 

.1148 

.0294 

.0210 

.0084 

0.68 

.0217 

.0002 

M       fl 

1898,  .    . 

.28 

7.48 

1.78 

.0677 

.0119 

.0087 

.0082 

0.77 

.0885 

.OOU 

M      t« 

1894,  . 

.47 

8.42 

2.16 

.0610 

.0172 

.0189 

.0088 

0.89 

.0273 

.0012 

•  •      14 

1895,  . 

.61 

8.67 

2.56 

.0666 

.0283 

.0180 

.0068 

0.90 

.0883 

.0024 

«<      •« 

1896,  .    . 

.86 

8.58 

1.69 

.0484 

.0287 

.0180 

.0067 

0.97 

.0413 

.0027 

«      «• 

1897,  . 

.45 

7.66 

1.96 

.0609 

.0268 

.0210 

.0048 

0.02 

.0445 

.0019 

II      II 

1898,  .    . 

.51 

7.12 

2.17 

.0826 

.0240 

.0193 

.0047 

0.68 

.0240 

.0023 

I*      «< 

1899,  . 

.20 

12.50 

2.44 

.1810 

.0801 

.0247 

.0054 

1.31 

.0310 

.0049 

•«      •« 

1900.  .    . 

.29 

9.88 

1.82 

.1168 

.0254 

.0219 

.0036 

1.15 

.0417 

.0089 

M      •* 

1901,  . 

.81 

8.62 

2.18 

.1420 

.0288 

.0227 

.0061 

0.87 

.0156 

.0006 

«4      »l 

1902,  . 

.28 

9.48 

2.24 

.1623 

.0284 

.0288 

.0046 

1.20 

.0195 

.0010 

••      ** 

1908,  . 

.38 

8.46 

1.86 

.1397 

.0283 

.1)189 

.0044 

1.10 

.0192 

.0010 

«(      M 

1904,  . 

.29 

8.71 

2.06 

.1079 

.0286 

.0201 

.0064 

1.26 

.0887 

t«      It 

1905,  .    . 

.28 

10.76 

2.08 

.1966 

.0611 

.0222 

.0089 

1.67 

.0207 

.0008 

2.9 

U             «• 

1906   .    . 

.87 

9.02 

2.15 

.1526 

.0306 

.0251 

.0056 

1.27 

.0188 

.0006 

2.4 

Note. —The  sewage  poriflcation  works  of  the  city  of  Worcester  were  put  in  operation  in  1890, 
•tnce  which  time  a  portion  of  the  sewage  of  the  city  has  been  treated.  The  works  were  enlarged 
In  18S6,  and  since  that  time  practically  all  of  the  dry.weather  flow  of  sewage  has  been  treated. 
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MEBBIMACK  BITER. 

Merrimack  Riybr. 
TabU  comparing  the  Analyses  above  Lotvell  with  those  above  Lawrence^  1906. 

[Parts  in  100,000.] 


, 

Rasmns  oir 
Btapora- 

TIOM. 

Ammonia. 

i 

o 

.21 
.81 

.10 

NlTBOOKN 
At 

1 

§1 

r 

1 

ALBUMINOID. 

1     1 

S 

1 

^1 

A- 

1 

Mean  of  analyses  above  Lowell, 
Mean  of  analyses  above  Lawrence, . 

.88 
.40 

.02 

4.17 
4.78 

1.65 
1.S8 

.0080 
.0119 

.0089 

.0194 
.0239 

.0045 

.0159  .0086 
.0188  .0061 

.0029  .0016 

.0086 
.0032 

.0004 

.0002 
.0008 

.0001 

1.0 
1.2 

Increase 

0.66 

0.28 

0.2 

In  order  to  compare  these  results  with  similar  ones  obtained  in  previous 
years,  another  table  is  presented,  which  shows  the  increase  in  impurities 
as  the  water  passes  from  a  point  above  Lowell  to  Lawrence,  as  given  in 
the  last  line  of  the  above  table,  and  the  corresponding  increase  in  pre- 
vious years. 

Increase  in  the  Amount  of  Impurities  in  the  Merrimack  River  Water ^  from  a  Point 
above  LoweU  to  Lawrence,  as  determined  by  the  Regular  Monthly  Examina- 
tions of  Different  Years. 

[Parts  In  100,000.] 


RttlDITB  ON 
BYAPOaATION. 

Ammonia. 

NlTBOOBN 
At 

'      gj- 

ALBUMINOIO.            1 

Datm. 

Si 

. 

1 

g| 

1 

"2 

1 

J 

J 

i 

s 

i 

1 

1 

'i 

1' 

1^ 

1 

SC 

% 

1 

Increase,  1887-1889,     . 

0.01 

0.28 

0.09 

.0007 

.0027 

.0017 

.0010 

.026 

.00081 

.0000 

Increase,  1890,     . 

0.05 

0.63 

0.221 

.0016 

.0028 

.0017 

.0006 

.028 

.00201 

.0000 

o.a 

Increase,  1891,     . 

0.021 

0.29 

0.07 

.0021 

.0028 

.0021 

.0002 

.085 

.00801 

.0000 

0.1 

Increase,  1802,     . 

0.06 

0.48 

0.12 

.0019 

.0087 

.0087 

.0000 

.089 

.00181 

.0000 

0.0 

Increase.  1898,     . 

0.09 

0.47 

0.80 

.0081 

.0082 

.0021 

.0011 

.086 

.00021 

.0001 

0.0 

Increase,  1894,     . 

0.02 

0.16 

0.04 

.0028 

.0082 

.0082 

.0000 

.049 

.0000 

.0000 

0.1 

Increase,  1896,     . 

0.11 

0.62 

0.88 

.0022 

.0068 

.0046 

.0017 

.068 

.0006 

.0001 

0.1 

Increase,  1896,     . 

0.02 

0.51 

0.24 

.0084 

.0068 

.0047 

.0006 

.070 

.0017 

.0002 

0.2 

Increase,  1897.     . 

0.06 

0.80 

0.08 

.0019 

.0061 

.0088 

.0018 

.050 

.0000 

.0000 

0.1 

Increase,  1898,     . 

O.OS 

0.87 

0.07 

.0024 

.0089 

.0019 

.0020 

.044 

.0010 

.0002 

0.1 

Increase,  1899,     . 

0.02 

0.80 

0.07 

.0088 

.0046 

.0028 

.0022 

.059 

.00041 

.0001 

0.1 

Increase,  1900.     . 

0.06 

0.41 

0.11 

.0087 

.0027 

.0026 

.0001 

.065 

•OOU 

.0000 

0.0 

Increase,  1901,     . 

0.08 

0.27 

0.08 

.0032 

.0044 

.0028 

.0021 

.058 

.0020 

.0003 

0.8 

Increase,  1902,     . 

0.08 

0.62 

0.20 

.0082 

.0068 

.0027 

.0086 

.060 

.0000 

.0001 

0.1 

Increase,  1908,     . 

0.04 

0.56 

0.18 

.0048 

.0066 

.0045 

.0020 

.072 

.0014 

.0002 

0.2 

Increase,  1904,     . 

O.OS 

0.81 

0.06 

.0092 

.0047 

.0026 

.0021 

.100 

.00041 

.0001 

0.1 

Increase,  1906,     . 

0.04 

0.44 

0.09 

.0047 

.0042 

.0024 

.0018 

.102 

.0002 

.0002 

0.1 

Increase,  1906,     . 

0.02 

0.56 

0.28 

.0089 

.0046 

.0029 

.0016 

.100 

.00041 

.0001 

o.s 

The  average  flow  of  the  river  at  Lawrence,  for  twenty-four  hours,  during  the  days  on  which 
samples  were  collected,  was  for  the  above  periods,  respectively,  at  ttie  rate  of  9,145, 9,948, 7,981 , 
5,484,  8,126,  5,460,  11,684,  5,886,  8,280,  9,402,  7,406,  7,389,  8,534,  9,160,  9,674,  7,410,  7,451  and  8,484  cubic 
feet  per  second. 

1  Decrease. 
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During  the  year  1906  water  supplies  were  introduced  into  the  towns 
of  Edgartown  (population,  1,1'?^5)  and  Oxford  (population,  2,927)  and 
into  the  Dracut  Water  Supply  District.  The  village  of  Collinsville  in 
the  town  of  Dracut  had  been  supplied  previously. 

Of  the  354  cities  and  towns  in  Massachusetts,  all  of  the  33  cities  and 
151  of  the  towns  are  provided  with  public  water  supplies.  The  following 
table  gives  a  classification  by  population  of  the  cities  and  towns  having 
and  not  having  public  water  supplies :  — 


POPITLATIOV 


Nambar  of 

Plaoea  of  Oiven 

Population 

haTtog 

Pnblic  water 

SoppUea. 


Under  500, 
5MH»9, 
1.0Q0-1,4M; 
1.500-1^, 
i,00a-3,4O9, 

3.00M,4S9, 
3.800-S,9». 
Above  4,000, 
Totals, 


4 

14 
13 
18 
IS 
8 
5 
114 


184 


Total 
Population  of 

Placet 

in  Preceding 

Column. 


8,7ft5 
16,949 
28,446 
28,293 
35,009 
26,943 
18,981 
2,644,267 


2,796,502 


Number  of 

Plaoea  of  Given 

Population 

not  having 

Public 

Water  Supplies. 


86 

60 

86 

22 

15 

2 

2 

8 

4 


170 


Total 
Populatiim  of 

Places 

in  Preceding 

Column. 


12,513 
86.782 
44,943 
88,584 
82,174 
5,617 
6,441 
11,894 
18.791 


207.088 


All  of  the  towns  except  Blackstone  having  a  population  in  excess  of 
5,000  are  supplied  with  water,  and  there  are  only  9  towns  in  the  State 
having  a  population  in  excess  of  3,000  which  are  not  provided  with 
public  water  supplies.    These  towns  are  as  follows :  — 


Town. 


Population  in 


TOWK. 


Population  in 
1909. 


Blackstone, 
Tewksbury, 
Banistable, 
Cbelmsfbrd,! 
Dudley,    . 


6,786 
4,416 
4,886 
4,264 
8,S18 


DartmoQth, 
TempletoD, 
Pepperell, 
Sutton,    . 


8;793 
8,788 
3,268 
8,173 


1  Works  under  construction. 
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At  the  present  time  the  water  works  are  owned  either  by  the  municipal- 
ity or  by  a  fire  or  water  supply  district  in  all  of  the  cities  and  105  of  the 
towns,  while  in  46  towns  the  works  are  owned  by  private  companies. 
The  following  table  gives  a  classification  by  population  of  the  cities  and 
towns  which  own  their  water  works  and  tiiose  which  are  supplied  with 
water  by  private  companies :  — 


POPULATIOn 
(IftOS). 


Number  of 
Plaoes  of  Given 

Population 

owning  Water 

Wortw. 


Total 
Population  of 

Plaoes 

in  Preceding 

Column. 


Number  of 
Plaoes  of  Oiven 
Population  sup- 
plied with  Water 
by  Private 
Companies. 


Total 
Population  of 

Plaoes 

in  Preceding 

Column. 


Under  1,000. 

1,000-1,999, 

3,000-2,999, 

8,000-8.999, 

4,000-4,909, 

d,00O-6,99e, 

6,000-6,999, 

7,000-7,999, 

Above  t<,UOO, 

Totals, 


2 
18 
13 

6 
12 
11 
12 

7 
67 


1,886 
28,810 
31.614 
20,509 
G2.884 
60,248 
77,889 
50,008 
2,297,476 


138 


2,621,819 


•2 
9 

18 
7 
5 
8 
1 
8 
3 


46 


1,860 
12,064 
8I,«88 
24,315 
22,410 
16,009 

6,764 
22,929 
87,616 


176,278 


From  the  totals  given  in  the  above  tables  it  will  be  seen  that  the  popula- 
tion of  those  towns  supplied  with  water  by  private  companies  is  only  6.3 
per  cent,  of  the  total  population  in  all  of  the  cities  and  towns  supplied 
with  water,  and  that  there  are  now  only  3  towns  having  a  population 
above  8,000  which  are  supplied  by  private  companies.  These  are  Hyde 
Park,^  Milford  and  Southbridge. 

Bainfall. 

The  average  rainfall  in  Massachusetts,  as  deduced  from  long-con- 
tinued observations  in  various  parts  of  the  State,  is  46.30  inches.  The 
average  rainfall  for  the  year  1906  in  these  places  was  43.21  inches, 
making  a  deficiency  of  2.09  inches.  There  was  an  excess  of  rainfall  in 
only  four  months,  the  greatest  excess  occurring  in  the  months  of  March 
and  May.  There  was  a  deficiency  in  each  of  the  summer  and  fall  months, 
the  greatest  deficiency  occurring  in  the  month  of  August. 

The  following  table  gives  the  normal  rainfall  in  the  State  for  each 
month,  as  deduced  from  observations  at  various  places  for  a  long  period 
of  years,  together  with  the  average  rainfall  at  those  places  for  each 
month  during  1906,  and  the  departures  from  the  normal :  — 

1  The  town  of  Hyde  Paric  voted  early  in  Janoary,  1906,  to  take  the  works  of  the  Hyde  Park  Water 
Company. 
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XOBTH. 

Kormal 
Bain&n 
(IncbM). 

19«6 

(Inchet). 

EzoaMor 
Defldenoy 

(InehM). 

KOVTH. 

1 
1 

Nonnal 
RainiaU 

(lACbM). 

(InohM). 

Exoeaaor 

DeficienoT 

19«6 

(IncbM). 

Janiuuty, 
Febniary, 
March, 
April,. 
Maj.    . 

3.88 

8.n 

4.17 
3.55 
3.06 
8.88 
8.76 

4.71 
8.00 
5.08 
S.68 
4.91 
8.81 
8.69 

—1.17 

-0.71 
+1.76 
—0.92 
+1.25 
+0.48 
-0.06 

Angnat.     . 
September, 
October,     . 
November, 

ToUl,  . 

4.23 
3.45 
8.96 
3.92 
3.70 

2.77 
8.02 
8.92 
2.74 
4.08 

—1.46 
—0.48 
-0.08 
-1.18 
+0.38 

Jane,  . 
July,   . 

45.80 

48.21 

—2.09 

Flow  op  Streams. 
The  flow  of  streams  for  the  year  1906,  as  indicated  by  the  records  of 
flie  flow  of  the  Sudbury  River,  was  less  than  normal.  The  flow  was  in 
excess  of  the  normal  in  only  two  months,  —  June  and  July.  The 
greatest  deficiency  occurred  in  the  months  of  February  and  March.  In 
order  to  show  the  relation  between  the  flow  of  the  Sudbury  River  during 
each  month  of  1906  and  the  normal  flow  of  that  stream  as  deduced  from 
observations  during  thirty-two  years,  from  1876  to  1906,  inclusive,  the 
following  table  has  been  prepared  from  data  obtained  from  the  Metro- 
politan Water  and  Sewerage  Board.  The  drainage  area  of  the  Sudbury 
River  above  the  point  of  measurement  is  75.2  square  miles. 


KoVTH. 


Jannarj, 
February,  . 
Mareh, 
April. . 
May,  .       . 
Jane,  . 
July,  .        . 
Augut, 
September, 
October,     . 
Kovembcr, 
December, . 
Tear,    . 


NoiMAL  Flow. 


Cabio  Feet 

per 

Second 


1.888 
2.7W 
4.669 
8.242 
1.721 
0.814 
0.806 
0.436 
0.407 
0.756 
1.296 
1.645 


1.648 


KUlion 
Gallons  per 


1.320 

1.788 

2.958 

2.096 

1.118 

.526 

.199 

.282 

.268 

.489 

.888 

1.063 

1.065 


AcTUAx.  Flow  roi  !•••. 


Cabio  Feet 

per 

Second 


1.746 

1.610 

8.727 

8.015 

1.689 

1.098 

.615 

.279 

.080 

.466 

.747 

1.019 

1.881 


KUlion 
GftDoniper 

per  Sqoftre 


1.128 

1.041 

2. 409 

1.949 

1.060 

.707 

.396 

.180 

.019 

.301 

.488 

.659 


ExcBss  oi  DaricisKCT. 


Cnbio  Feet 

per 

Second 


-^.148 
—1.166 
—0.842 
—0.227 
—0.082 
+0.179 
+0.807 
-O.IW 
-0.377 
—0.290 
—0.549 
—0.626 
-0.317 


Million 
Oallonaper 

Day 
per  Square 


—.092 
—.747 
—.544 

-.147 
-.054 
+.181 
+.199 
—.102 
-.244 
-.188 
—.855 
—.404 
-.206 
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The  next  table  shows  the  weekly  fluctuations  during  1906  in  the  flow 
of  three  streams  which  were  carefully  measured,  namely,  the  Sudbury, 
south  branch  of  the  Nashua  and  the  Merrimack  rivers.  The  flow  of 
these  streams,  particularly  the  Sudbur}'  and  the  south  branch  of  the 
Nashua,  serves  to  indicate  the  flow  of  other  streams  in  eastern  Massa- 
chusetts. The  flow  of  the  Merrimack  Eiver  is  affected  to  some  extent 
by  the  diversion  of  water  from  two  of  its  branches  for  the  water  supply 
of  the  Metropolitan  Water  District.  The  quantity  diverted  in  1906 
amounted  to  about  182  cubic  feet  per  second,  which  would  reduce  the 
figures  given  for  the  flow  per  square  mile  of  water-shed  about  .040  of  a 
cubic  foot  per  second.  The  water-shed  of  the  Sudbury  River  is  75.2 
square  miles,  of  the  Nashua  119  square  miles,  and  of  the  Merrimack 
4,664  square  miles. 


WSBK  BKDIHO 

Flow  xh  Cxtbic  Pbbt  pbb 

Bbcokd  m  Squaes  Mils  or 

Watbb-shbd. 

WaaK  BNDIHO 

Flow  ur  Cubio  Fxbt  pbb 

Sbooxd  pbb  Sqvabb  Mxlb  or 

Watbb-uibd. 

SUVDAT. 

Badbory 
River. 

South 
Bruioh 
Nashua 
River. 

Merrimack 
Rirer. 

SUHDAT. 

Sudbury 
River. 

South 
Branch 
Nashua 

River. 

River. 

itoe. 

Jan.    7. 

1.786 

1.727 

1.874 

itoe. 

July    8.     .       . 

1.780 

1.668 

1.718 

u. 

1.845 

1.214 

1.009 

16,     .        . 

0.882 

0.726 

0.956 

«1. 

2.078 

2.089 

1.268 

22,     .        . 

0.167 

0.882 

0.776 

«8. 

1.996 

2.212 

2.982 

29,     .        . 

0.069 

0.881 

0.806 

Feb.    4. 

0.966 

1.016 

1.826 

Aug.   6,     .        . 

0.669 

1.880 

1.061 

11. 

0.882 

0.781 

0.768 

12,     .        . 

0.707 

1.019 

0.784 

18, 

0.681 

0.984 

0.758 

19,      .        . 

-0.229 

0.600 

0.600 

25. 

8.890 

2.911 

1.282 

26,      .        . 

-0.162 

1.006 

0.519 

Mar.    4, 

4.288 

8.780 

1.799 

Sept.  2.     .        . 

0.788 

0.816 

0.660 

11. 

4.668 

2.589 

2.188 

0.     .      . 

-0.287 

0.881 

0.460 

18, 

2.169 

1.404 

1.201 

16,      .        . 

—0.414 

0.280 

0.887 

». 

1.418 

1.488 

0.910 

28,      .        . 

0.478 

0.662 

0.874 

Apr.    1, 

6.624 

6.428 

2.640 

80,      .        . 

0.262 

0.607 

0.405 

8. 

8.171 

8.154 

2.988 

Oct.     7,     .       . 

0.676 

0.828 

0.400 

15, 

4.965 

6.796 

8.678 

14,     .        . 

0.201 

0.697 

0.418 

«. 

2.846 

2.702 

6.070 

21,     .        . 

0.688 

0.941 

0.499 

29, 

1.166 

1.626 

2.472 

28,      .        . 

0.848 

1.482 

0.650 

May    6, 

1.261 

1.668 

1.802 

Nov.    4,     . 

0.424 

0.566 

0.689 

1«. 

1.290 

1.608 

1.888 

U.     .        . 

0.221 

0.712 

0.596 

20, 

0.618 

0.978 

1.618 

18,     .        . 

1.778 

1.228 

0.580 

27. 

0.888 

1.748 

1.146 

26.      .        . 

0.760 

1.987 

0.962 

June  8, 

4.902 

6.627 

4.928 

Deo.    2,     . 

0.408 

0.947 

0.718 

10. 

1.078 

1.627 

2.293 

0.    •       . 

0.728 

0.904 

0.540 

17, 

0.948 

1.966 

1.666 

16,      .        . 

0.247 

1.149 

0.616 

24. 

1.888 

2.487 

2.886 

28.      .        . 

1.600 

1.229 

0.557 

July    1. 

0.688 

1.411 

1.818 

80,     .        . 

0.184 

0.991 

0.664 
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The  following  table  gives  the  rainfall  upon  the  Sudbury  Biver  water- 
shed and  the  yield  of  the  stream  expressed  in  inches  in  depth  on  the 
water-shed  (inches  of  rainfall  collected),  for  the  year  1906,  together 
with  the  average  of  the  records  for  thirty-two  years,  from  1875  to  1906, 
inclusive :  — 


i»oe. 

Mbaii  worn  as  TBAit. 

isTd-itoe. 

aaoirxv. 

BainfU]. 

RAinfaU 

Percent. 

BeinfaU. 

n^n««ii 

Percent. 

ooUwjtod. 

Jamiarj, 



2.47 

2.012 

81.6 

4.12 

2.176 

62.0 

Hebniary, 

S.9S 

1.676 

67.6 

4.22 

2.906 

68.7 

Mttch,   .       . 

6.8S 

4.297 

68.1 

4.60 

6.268 

U4.6 

April.     . 

S.88 

8.864 

116.6 

8.66 

8.618 

101.7 

MM7,        . 

0.66 

1.800 

88.4 

8.86 

1.964 

60.2 

June, 

S.91 

1.220 

81.2 

8.17 

0.908 

28.6 

Jniy.     .      . 

8.4S 

0.700 

20.7 

8.72 

0.866 

9.6 

Angiut..       . 

8.08 

0.821 

10.6 

8.06 

0.606 

12.6 

8.80 

0.064 

1.0 

8.48 

0.464 

18.2 

October, 

8.40 

0.668 

16.8 

4.12 

0.872 

21.2 

Noromber, 

2.66 

0.884 

81.1 

8.86 

1.446 

87.6 

December, 

4.40 

1.176 

26.2 

8.84 

1.896 

49.8 

YeMT. 

44.48 

18.070 

40.6 

46.04 

22.884 

48.6 

The  Sudbury  Eiver  records  are  particularly  valuable  as  a  basis  for 
estimating  the  yield  of  other  water-sheds  in  Massachusetts,  both  on 
account  of  the  accuracy  with  which  the  measurements  have  been  made 
and  the  absence  of  abnormal  conditions  which  would  unfavorably  affect 
ihe  results. 

The  following  table  gives  the  records  of  the  yield  of  this  water-shed 
for  each  year  for  the  past  thirty-two  years,  the  flow  from  the  water-shed 
being  expressed  in  gallons  per  day  per  square  mile  of  water-shed,  in 
order  to  render  the  table  more  convenient  for  use  in  estimating  the 
probable  jdeld  of  water-sheds  used  as  sources  of  water  supply :  — 
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Yield  c 

/  the  Sudbury 

Biver  Water-shed  in 

Gallons  per  Day  per  Square  Mile} 

Mouth. 

187S. 

197«. 

1877. 

1878. 

187». 

188«. 

1881. 

January 

108,000 

648,000 

658,000 

1,810,000 

700,000 

1,121,000 

415,000 

Febrnaxy, 

1,496,000 

1,868.000 

949.000 

2,465,000 

1,711,000 

1,787,000 

1.546,000 

March,      . 

1,604,000 

4,485,000 

4,818,000 

8,507,000 

2,880,000 

1.874,000 

4,004.000 

AprU. 

8,040,000 

8,292,000 

2,894,000 

1,626.000 

8.116.000 

1,168,000  1,546,000 

May.. 

1,188,000 

1,189,000 

1,391,000 

1,894,000 

1.114.000 

514,000 

965.000 

Jane, 

870,000 

222,000 

597,000 

506,000 

418.000 

176,000 

1.388,000 

July». 

321,000 

188,000 

202,000 

128,000 

158,000 

177,000 

276,000 

AngDBt, 

896,000 

405,000 

121,000 

475,000 

895.000 

119.000 

148.000 

September 

207,000 

184,000 

60,000 

160,000 

141,000 

80.000 

197.000 

October, 

646,000 

284,000 

682,000 

516,000 

71,000 

101.000 

186.000 

NoTember, 

1,803,000 

1,088,000 

1,418,000 

1,698,000 

206,000 

205,000 

895.000 

December, 

584,000 

454,000 

1,289,000 

8,177.000 

462,000 

175,000 

775.000 

Av.  for  whole  year, 

972,000 

1,185,000 

1,214,000 

1.452,000 

894,000 

578,000 

979.000 

At.  for  driest  six  months. 

574,000 

884,000 

502,000 

582,000 

280,000 

148,000 

880,000 

MOHTH. 

188t. 

188S. 

1884. 

1889. 

1886;. 

1887. 

1888. 

January,   ...... 

1.241.000 

885.000 

905,000 

1,285,000 

1,461,000 

2,589.000 

1,058,000 

February, 

V    ^  ■' 

2,408,000 

1,083,000 

2,842,000 

1,854,000 

4,800,000 

2.829.000 

1,961,000 

March.      . 

2,889,000 

1,611,000 

8,785.000 

1,572,000 

2,059,000 

2.868,000 

8.287,000 

April. 

867,000 

1.860,000 

2,858,000 

1,815,000 

1,947,000 

2,620,000 

2,645,000 

May,. 

1,292,000 

988,000 

1,080.000 

1,886,000 

720,000 

1,009.000 

1.682,000 

June. 

529.000 

800.000 

417,000 

426,000 

203,000 

414,000 

422,000 

July.. 

86.000 

U5,000 

224,000 

62,000 

115,000 

114,000 

117,000 

August. 

55.000 

78,000 

257,000 

240.000 

94,000 

214,000 

880,000 

September 

> 

806.000 

91,000 

44,000 

121,000 

118,000 

111,000 

1,165,000 

October. 

299.000 

186,000 

88,000 

886,000 

146,000 

190,000 

1,999,000 

November 

210.000 

205,000 

176,000 

1,178,000 

678,000 

868,000 

2,758,000 

December, 

814.000 

198,000 
588,000 

925,000 

1,174,000 

1,020,000 

648,000 

8,048,000 

Av.  for  whole  year. 

862,000 

1,129,000 

901,000 

1,087,000 

1,154,000 

1,697,000 

Av.  for  driest  six  months. 

211.000 

145,000 

200,000 

891,000 

228,000 

284,000 

968,000 

i  The  area  of  the  Sudbury  River  water-shed  used  in  making  up  these  records  included  water 
surfaces  amounting  to  about  2  per  cent,  of  the  whole  area,  from  1875  to  1878  inclusive,  subsequently 
Increasing  by  the  construction  of  storage  reservoirs  to  about  8  percent,  in  1879,  to  3.5  per  cent,  in 
1885,  to  4  per  cent,  in  1894  and  to  6.5  per  cent.  In  1898.  The  water-shed  also  contains  extensive  areas 
of  swampy  land,  which,  though  covered  with  water  at  times,  are  not  included  In  the  above  per- 
centages of  water  surfiices. 
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Yield  of  the  Sudbury  Bivtr  Water-shed  in  Oallons  per  Day  per  Square  MOe  — 

Continued. 


MOSTB. 


19S». 


!»••. 


19»1. 


JuiiiaiT, 

rt\nvAry,         .... 

IfATCb 

April 

May 

JoDe, 

Jiily. 

Aagiut, 

September,       .... 

October 

November,  .... 
December,        .... 

At.  for  whole  year,  . 

At.  for  driest  alx  months. 


2,7«.000 

1,196,000 

1,889,000 

1,410,000 

880,000 

698,000 

688,000 

1,48S,000 

824,000 

1,880,000 

1,941,000 

2,241.000 


1,264,000 

1,689,000 

8,648,000 

1,870.000 

1,866,000 

668,000 

106,000 

182,000 

468,000 

2,272,000 

1,21^000 

997.000 


8,018,000 

8,486,000 

4,468,000 

2,897,000 

682,000 

414,000 

149,000 

168,000 

206.000 

210,000 

806,000 

644,000 


1,870,000 
948,000 

1,966,000 
871.000 

1.289.000 
428,000 
214.000 
280,000 
229.000 
126,000 
697,000 
486,000 


483,000 

1,642.000 

8.246,000 

2,126,000 

2,888,000 

440.000 

168,000 

181,000 

106,000 

221,000 

819,000 

797,000 


686,000 
901,000 
2,288,000 
1,640,000 
840,000 
419.000 
161.000 
209,000 
160,000 
874.000 
886.000 
716,000 


1.888,000 
944,000 


1406,000 
747.000 


1,816,000 
289,000 


781,000 
827,000 


1,087,000 
287,000 


770,000 
886,000 


1,084,000 

641,000 

2,410^000 

2,616,000 

686,000 

174,006 

281.000 

229,000 

89,000 

1,879,000 

2,777.000 

1.782,000 


1462,000 
460,000 


MOVTB. 

19—. 

iS97. 

1898. 

1899. 

1906. 

1991. 

IMS. 

January, 

1,084,000 

846,000 

1,688,000 

2,288.000 

794,000 

487.000 

1.768,000 

February, 

2,676,000 

1,067.000 

8,022,000 

1,881.000 

8,800.000 

800,000 

1,674,000 

March, 

8,886,000 

2.666,000 

2,604,000 

4,206,000 

8.664,000 

2,766,000 

4,199,000 

April. 

1,494,000 

1,616.000 

1,829,000 

1,880.000 

4,204.000 

1.886,000 

May.. 

800,000 

916,000 

1.246,000 

611,000 

1,812,000 

2,964,000 

748,000 

Jnne. 

899,000 

962,000 

680,000 

66,000 

816.000 

768,000 

808,000 

July, 

96.000 

668,000 

281.000 

19,000 

-18,000 

806,000 

66,000 

Angnst, 

67,000 

601,000 

1,107,000 

-86,000 

-64,000 

424,000 

186,000 

September 

888,000 

182,000 

800,000 

94,000 

66,000 

806.000 

178.000 

October, 

692,000 

94.000 

1,160,000 

116.000 

186,000 

412,000 

606,000 

NoTember, 

669,000 

909.000 

1,986.000 

804,000 

668,000 

474,000 

444,000 

December, 

667.000 

1,684.000 

1,799,000 

220.000 

1,096,000 

2.606,000 

1,779.000 

At.  for  whole  year. 

1.019,000 

991,000 

1,460,000 

978,000 

1,082,000 

1,842,000 

1,140,000 

At.  for  driest  six  months 

814,000 

664,000 

777,000 

96.000 

194.000 

446,000 

271.000 
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Yield  of  the  Sudbury  Biver  WaUr^shed  in  GaUans  per  Day  per  Square  Mile  — 

CoDcladed. 


MOMTH. 


!••». 


1»#4. 


IMS. 


itoe. 


Meuifor 
32  T«an, 
197Sto 


InohiaiTe. 


January, 

February 

March, 

AprU, 

May 

June, 

July 

August, 

September, 

October, 

Noyember, 

December,      ..... 
Average  for  whole  year, 
Ayerage  for  driest  six  months, 


1,786,000 

2,879,000 

8,464,000 

8,261,000 

861,000 

1.967,000 

446,000 

807,000 

180,000 

492,000 

868,000 

682.000 


1,190,000 
886,000 


477,000 

882,000 

2,099,000 

8,294,000 

1.746^000 

419,000 

62,000 

170,000 

897,000 

191,000 

289,000 

269,000 


1.410.000 
880,000 

2,487,000 

1,648,000 
297,000 
467,000 
177,000 
114,000 

1,246,000 
166,000 
279,000 
887,000 


1,128,000 

1,041,000 

2,409,000 

1,949,000 

1,009,000 

707,000 

898,000 

180,000 

19,000 

801,000 

488,000 

669,000 


981,000 
288,000 


796,000 
284.000 


860,000 
840,000 


1,220,000 

1,788,000 

2,968,000 

2,096.000 

1,118,000 

626,000 

199,000 

282,000 

268,000 

489.000 

888,000 

1.068,000 


1,066,000 
438,000 
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expekiments  upon  the  purification  of  sewage  and 
Water  at  the  Lawrence  Experiment  Station/ 


By  H.  W.  Clark,  Chemist  of  the  Board. 


The  following  report  summarizes  the  results  of  all  work  upon  the 
purification  of  sewage  and  water  during  the  year  ended  Nov.  30,  1906. 
During  this  year  a  large  number  of  sewage  and  water  filters  were  in 
operation  and  many  special  studies  were  made.  Data  in  regard  to  the 
work  of,  and  the  accumulation  of  organic  matter  in,  the  original  sand 
filters,  some  of  which  have  been  in  operation  for  nineteen  years,  are 
given  as  usual.  Studies  were  made  during  the  year  in  regard  to  the 
relative  economy  of  operating  sand  filters  so  that  organic  matters  are 
retained  at  the  surface  and  removed  from  time  to  time  with  some  of  the 
filter  sand,  or  operating  them  and  mixing  this  organic  matter  from  time  to 
time  with  the  upper  layers  of  sand  and  depending  upon  natural  agencies 
for  its  oxidation  and  removal.  Sand  filters  were  operated  also  to  study 
systematically  the  maximum  rate  of  satisfactory  filtration  that  can  be 
obtained  with  Lawrence  sewage  through  such  filters  by  diflEerent  methods 
of  application  of  the  sewage.  A  nimiber  of  contact  and  sprinkling, 
or  trickling,  filters  were  in  operation  and  studies  were  made  of  methods 
for  the  efficient  distribution  of  sewage  over  trickling  filters  and  in  regard 
to  the  attention  needed  to  keep  distributing  devices  in  operation.  A 
summary  and  comparison  of  the  work  of  sand,  contact  and  trickling 
filters  in  the  actual  disposition  of  organic  matter  reaching  them  is 
given  in  this  report.  Further  studies  were  made  of  the  clarification  of 
the  effluents  of  trickling  filters,  not  only  by  the  sand  filters  described  in 
previous  reports  but  also  by  coagulation  and  mechanical  filtration,  and 
investigations  in  regard  to  the  purification  of  industrial  wastes  were 
continued  as  usual.     The  experiments  upon  the  filtration  of  water  of 

1  The  work  has  been  carried  on  under  the  general  snpervlslon  of  Hiram  F.  MUla,  A.M.,  CB., 
member  of  the  State  Board  of  Health,  with  the  writer  In  direct  charge.  Mr.  Stephen  DeM.  Qage 
and  Mr.  George  O.  Adams,  the  principal  assistants  of  the  writer  at  the  station,  haye  aided  In  the 
preparation  of  this  report  A  fnll  account  of  the  work  done  at  the  Lawrence  Experiment  Station 
for  the  years  1S88  and  1889  Is  contained  In  a  special  report  of  the  State  Board  of  Health  upon  the 
pmriflcation  of  sewage  and  water  (1890).  A  similar  account  of  the  years  1890  and  1891  Is  contained 
in  the  twenty-third  annual  report  of  the  Board  for  1891.  Since  1891  the  results  haye  been  published 
yearly  in  the  annual  reports. 
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different  degrees  of  pollution  by  slow  sand  filters  and  by  mechanical 
filters  operated  at  high  rates  with  the  aid  of  coagulants  were  continued 
during  the  year.  Special  attention  was  given  to  the  question  of  double 
filtration  both  as  regards  the  production  of  an  efiSuent  of  a  high  degree 
of  purity  and  with  reference  to  economy  of  operation  and  maintenance. 
In  the  chemical  laboratories  extensive  investigations  were  made  of  the 
suspended  matters  in  sewage  and  in  the  efiSuents  from  filters  of  coarse 
materials  in  order  to  obtain  a  more  complete  knowledge  of  their  chemical 
constituents.  Much  work  was  done  to  develop  more  comprehensive  and 
rapid  methods  of  bacteriological  analysis  and  to  determine  the  significance 
of  the  various  factors  which  these  methods  may  introduce  in  the  inter- 
pretation of  a  complete  water  analysis.  This  work  is  summarized  in  a 
paper  by  Mr.  Qage  given  below.  Besides  the  work  recorded  in  the 
following  report,  many  chemical  and  bacterial  analyses  were  made^  aa 
usual^  of  samples  collected  in  connection  with  various  investigations  of 
the  Board  and  forwarded  to  the  station. 

GOLUSCTION   OF  SAMPLES  FOB  ANALYSIS. 

Beginning  Jan.  1^  1906^  there  were  collected  daily  small  samples  of  all 
sewage  applied  to  Filters  Nos.  1,  6  and  9A,  and  also  of  the  eflSuents  of 
all  contact  and  trickling  filters.  These  daily  samples  were  mixed  and 
preserved  with  chloroform  and  the  average  mixed  samples  were  analyzed 
at  the  end  of  each  month.  The  samples  of  sewage  and  efBuent  from  the 
experimental  plant  of  the  Board  at  Andover  were  also  collected  and 
similarly  treated.  It  has  been  found  that  more  representative  results 
are  obtained  from  average  samples  collected  in  this  manner  than  from 
single  samples  collected  at  intervals  of  one  or  more  weeks. 

Analysis  of  Sewage. 
The  sewage  used  at  the  station  is  pumped  through  a  2^-inch  pipe 
about  4,400  feet  long.  The  sewage  as  received  is  a  strong  domestic 
sewage.  The  following  tables  present  the  results  of  the  usual  analyses 
of  the  various  representative  samples  of  sewage  collected  during  the 
year,  "  Lawrence  Street  sewage  *'  being  the  average  of  samples  collected 
weekly  from  the  sewer  from  which  the  sewage  is  pumped;  "regular 
sewage'^  being  the  average  of  samples  collected  at  the  experiment  sta- 
tion on  at  least  four  days  of  each  week;  "  sewage  applied  to  Filters  Nos. 
1,  6  and  9A^^  being  the  average  of  samples  collected  from  all  sewage 
applied  to  these  filters,  and  "  average  sewage  ^^  being  the  average  of  all 
sewage  pumped  each  Tuesday  of  the  year.  Besides  these  average  anal- 
yses as  presented  in  following  tables,  analyses  were  made  regularly  each 
week  of  the  year  of  the  sewage  actually  applied  to  trickling  and  contact 
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Filters  Nos.  135,  136,  176,  176,  221,  222,  233,  235,  247,  248  and  261, 
and  the  results  of  these  analyses  are  given  in  connection  with  the  tables 
of  analyses  of  the  efiSnent  of  each  of  these  filters.  Especial  attention 
baa  been  called  dnring  the  past  three  or  four  years  to  the  amount  of  the 
Kjeldahl  nitrogen  work  done  and  the  present  report  contains  many 
resnlts  of  snch  work,  2,261  Kjeldahl  determinations  having  been  made 
during  the  year. 

Laiwrence  Strut  Sewage, 
[ParU  per  100»000.] 


A 

MMOiriA. 

Kjbldahl 
NiTBoen. 

NTTBoeav 

i 

1. 

Ttmpen- 

ALBUMDIOID. 

i 

Datb. 

tore 

■ 

% 

2 

(DtS.F.). 

3 

i 

J 

i 

A 

1 

«  J 

1 

1 

A 

1 

A 

1 

J 

» 

1^ 

IMS. 

December, 

65 

2.68 

1.88 

.67 

3.60 

8.08 

81.80 

.Ul 

.0060 

16.68 

668,000 

!••«• 

Janiuuy.  . 

68 

8.80 

0.91 

.47 

2.94 

1.74 

8.68 

.076 

.0076 

18.68 

480,000 

FebmuT, 

68 

8.70 

1.18 

.69 

8.61 

8.11 

11.00 

.006 

.0060 

18.08 

1,148,000 

Marcli. 

62 

8.10 

0.96 

.60 

2.;6 

1.79 

9.80 

.008 

.0088 

10.81 

686.000 

^.    : 

69 

8.80 

0.98 

.49 

3.88 

8.17 

11.17 

.188 

.0186 

11.88 

480.000 

68 

8.18 

1.06 

.60 

8.06 

1.94 

16.88 

.107 

.0170 

14.16 

863,000 

June, 

66 

2.84 

0.97 

.40 

2.84 

1.86 

16.96 

.098 

.0168 

11.68 

834.000 

jQly, 

70 

2.68 

0.97 

.46 

2.66 

1.68 

18.68 

.074 

.0180 

9.01 

1,800,000 

Sefyteml>er, 

76 

8.06 

0.78 

.48 

8.49 

1.67 

14.66 

.040 

.0148 

10.66 

8306,000 

78 

2.62 

0.81 

.60 

2.28 

1.68 

18.42 

.068 

.0056 

11.87 

2,066,000 

October,    . 

66 

8.77 

0.96 

.66 

8.87 

1.96 

18.60 

.009 

.0100 

10.92 

760,000 

Norember, 

66 

8.90 

1.06 

.67 

8.81 

1.97 

16.86 

.068 

.0076 

11.88 

1.006,000 

Average, 

• 

68 

2.68 

0.90 

.68 

2.97 

1.87 

14.80 

.088 

.0116 

11.88 

1,026,400 

Regular  Sewage, 
•    [Parte  per  100,000.] 


Tempera-  i 

Ammomia. 

Kjbldahl 

1 

1 

ALBimiifom. 

Nrraoeav. 

M 

1 

Datb. 

ture       1 

1 

^ 

(D«g.F.). 

S 

g 

s 

«|^ 

1 

1 

A 

1 

A 

1 

P 

190S. 

December,        .... 

88 

7.49 

1.01 

.66 

2.80 

1.16 

10.07 

7.28 

8,827.000 

itoe. 

Janiiarj 

89 

6.60 

0.98 

.51 

8.00 

.96 

U.77 

6.62 

1,175,800 

Febmary, 

88 

6.89 

1.01 

.66 

2.32 

1.14 

10.88 

6.86 

1,068,000 

March,   •  . 

89 

6.96 

0.94 

.61 

1.76 

.91 

18.71 

6.89 

868.000 

^]'.    :    . 

44 

7.16 

1.20 

.66 

2.41 

1.16 

10.84 

6.88 

1,758,000 

66 

6.28 

1.08 

.58 

1.77 

.84 

14.08 

6.76 

1.093,000 

June, 

61 

6.49 

0.98 

.43 

1.71 

.74 

18.59 

6.56 

1,242,000 

July, . 

70 

6.81 

0.79 

.86 

1.46 

.61 

16.87 

4.74 

5,664,000 

August.     . 

78 

4.00 

0.66 

.82 

1.14 

.58 

17.80 

4.68 

1,289,000 

September, 

60 

4.68 

0.70 

.86 

1.82 

.66 

18.86 

5.04 

984.700 

October,     . 

67 

4.74 

0.84 

.40 

1.87 

.64 

16.80 

6.37 

1.227.000 

November, 

60 

6.10 

0.97 

.47 

1.68 

.78 

14.61 

6.69 

910,700 

Average, 

64 

6.79 

0.92 

.47 

1.76 

.84 

18.84 

5.94 

1,682,100 
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Station  Sewage. 

[Parts  per  100.000.] 


Dati. 


IMS. 

December, 

itoe. 

January,  . 
February, 
March, 
April, 

AyertLge,    . 


Tttnpwa- 

tore 
(Dtg.F.). 


41 


40 
87 
43 
46 


41 


Ammonia. 


!l 


3.64 


s.oe 

2.81 
3.00 
4.86 


8.S5 


ALBVMUrOID, 


0.64 


0.47 
0.49 
0.69 
0.80 


0.68 


.89 


.86 
.28 
.88 
.40 


.81 


KjaLDAHL 

Nrrmoan. 


1.27 


.87 
1.12 
1.28 
1.60 


1.20 


.48 
.66 
.67 
.69 


.66 


6.16 


6.27 
6.66 
7.12 
8.16 


6.67 


4.16 


8.62 
4.00 
4.06 
4.49 


4.07 


1,819.000 

888,400 

709,000 

687,000 

1,167,000 


958,000 


Average  Sewage, 

19M. 

December,        .... 

88 

8.86 

1.10 

.63 

2.29 

1.84 

11.70 

7.88 

iM«,000 

!•••• 

January,  

88 

7.86 

1.06 

.64 

2.66 

1.18 

12.40 

7.68 

1,426.000 

February, 

88 

6.40 

1.00 

.49 

2.26 

.96 

11.69 

6.16 

818,000 

March.      . 

88 

6.60 

0.77 

.41 

1.49 

.70 

19.65 

6.60 

1,110,000 

April, 

44 

6.06 

1.05 

.68 

2.06 

1.00 

9.16 

6.66 

1.940,000 

May,  .       . 

66 

4.82 

0.89 

.88 

1.62 

.64 

11.86 

6.40 

1,128,000 

June, 

62 

6.86 

0.88 

.44 

1.67 

.88 

11.48 

6.60 

1,806,000 

July. . 

72 

6.76 

0.68 

.81 

1.81 

.68 

16.64 

4.68 

16,012,000 

SepfSSfber.* 

78 

4.86 

0.74 

.34 

1.84 

.68 

16.78 

6.06 

1.480,000 

70 

4.86 

0^68 

.86 

1.16 

.61 

82.78 

4.96 

1,007,000 

October     • 

62 

6.84 

1.01 

.42 

1.60 

.68 

14.42 

7.16 

1,768,800 

November, 

60 

4.96 

1.01 

.48 

1.68 

.80 

18.88 

7.15 

476,000 

Average, 

64 

6.84 

0.91 

.44 

1.74 

.88 

14.86 

6.19 

8,877,000 

Sewage  applied  to  Filters  Nos.  1,  6  and  9 A, 
[Parts  per  100,000.] 


Ammonia. 

KJeldahl 
Nitrogen. 

Oxygen 
Consttxned. 

Date. 

Free. 

Totel 

Chlorine. 

IMS. 

December, 

4.80 

.62 

1.00 

6.58 

8.97 

itoe. 

January. 

8.88 

.49 

0.88 

6.45 

8.68 

February, 

8.88 

.55 

1.04 

6.78 

8.78 

March,    . 

4.60 

.69 

1.22 

7.78 

.     6.17 

April,      . 

4.78 

.77 

1.26 

10.80 

6.09 

May.        . 

5.90 

.97 

1.76 

17.46 

6.63 

June. 

6.82 

.72 

1.84 

17.80 

6.84 

July,        .       . 

6.86 

.72 

1.24 

18.01 

4.58 

4.80 
4.28 

.70 

.67 

1.24 
1.16 

18.98 
16.66 

4.60 
6.38 

October,  . 

6.75 

.88 

1.58 

16.68 

5.88 

November, 

6.68 

.99 

1.64 

14.28 

7.08 

Average,  . 

• 

4.72 

.72 

1.28 

12.91 

6.04 
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The  Disposal  of  Organic  Matter  by  Sand,  Contact  and  Trick- 
ling Filters. 

The  primary  object  in  sewage  purification  is  to  change  by  bacterial 
oxidation  the  putrefying  matter  or  matters  easily  subject  to  putrefaction, 
present  in  sewage,  to  a  more  stable  form,  and  by  this  means  convert  an 
ill-smelling,  objectionable,  badly  polluted  water  to  one  free  from  odor 
and  easUy  decomposable  matter.  Only  a  very  small  percentage  of  the 
total  organic  matter  present  in  sewage  is  of  this  easily  changeable  nature, 
however,  and  it  is  the  large  remainder  that  accumulates  in  settling  tanks 
and  causes  filter  clogging.  It  was  shown  in  last  yearns  report,  taking  the 
Andover  sewage  for  illustration,^  that  about  one  and  one-half  tons  of 
sludge  accumulated  in  the  Andover  settling  tank  per  million  gallons  of 
sewage  passing  through.  Average  station  sewage  for  the  past  eighteen 
years  has  contained  about  2,080  pounds  of  suspended  matter  in  each 
million  gallons.  Of  this  suspended  matter,  about  75  per  cent,  was 
organic.  Of  the  organic  matter,  only  2  to  5  per  cent,  was  organic 
nitrogen  and  the  remainder  was  carbon  and  its  compounds;  about 
40  per  cent,  was  carbon,  as  shown  by  many  analyses,  and  at  times 
as  much  as  20  per  cent,  was  fat  or  fatty  matters.  A  series 
of  tables  is  presented  below  showing  clearly  the  actual  amoimt  of 
total  organic  matter  and  organic  matter  in  suspension,  applied  dur- 
ing definite  periods  to  representative  sand,  contact,  and  intermittent- 
continuous  or  trickling  filters,  stored  by  the  same  filters  and  passed  on  in 
their  effluents.  The  sand  filter  employed  in  this  study,  Filter  No.  1, 
was  put  into  operation  on  Jan.  10,  1888;  the  intermittent-continuous 
or  trickling  filters,  Nos.  135  and  136,  on  Nov.  28,  1899;  the  contact 
filters,  Nos.  175  and  176,  on  June  3,  1901,  and  No.  221  on  July  7, 
1903.  The  average  rate  of  filtration  of  Filter  No.  1,  up  to  June  25,  1906, 
when  the  last  examinations  of  the  filtering  material  were  made,  was 
70,000  gallons  per  acre  daily;  of  Filter  No.  135,  1,442,000;  of  Filter 
No.  136,  1,397,000;  of  Filter  No.  175,  622,000;  of  Filter  No.  176, 
596,000;  and  of  Filter  No.  221,  563,000  gallons  per  acre  daily. 

There  has  been  practically  no  matter  in  suspension  in  the  effluent  of 
Filter  No.  1,  probably  ninety-five  of  every  one  hundred  samples  collected 
showing  none,  and  the  other  five  containing  so  little  that  it  would  be 
lost  in  averaging,  and  it  may  be  assumed  that  none  of  the  organic  or 
mineral  matter  in  suspension  in  the  sewage  applied  has  appeared  in  the 
effluent.  There  has  been  applied  to  this  filter  with  each  million  gallons 
of  sewage  about  375  pounds  of  nitrogen,  and  of  this,  67.5  pounds,  or  18 
per  cent.,  has  been  organic  nitrogen.     Of  the  total  nitrogen  applied. 

1  See  page  802,  report  for  1906. 
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including  both  that  in  solution  as  well  as  that  in  suspension^  about  55 
per  cent,  has  been  oxidized  and  has  appeared  in  the  efiSuent;  about  18  per 
cent,  has  been  present  in  the  efiSuent  unozidized;  about  3  per  cent  has 
been  stored  in  the  filter  and  25  per  cent,  has  been  liberated  by  the  nitro- 
gen-liberating bacteria  and  passed  into  the  air.  Of  the  organic  nitrogen 
applied,  —  largely  nitrogen  of  the  suspended  matters,  —  about  65  per 
cent,  has  been  oxidized;  about  16  per  cent,  stored,  and  about  19  per 
cent,  has  disappeared  through  the  action  of  nitrog^-liberating  bacteria. 
The  nitrogen  in  sewage,  however,  while  forming  an  integral  part  of  the 
portion  of  organic  matter  that  is  liable  to  quick  putrefaction,  the  pro- 
duction of  bad  odors,  etc.,  is  but  a  small  part  of  the  total  organic  matter. 

Of  dry  sludge,  about  70  per  cent,  is  organic  matter,  and  of  this  only 
2.5  per  cent,  is  nitrogen,  the  remainder  being  carbon  and  its  compounds. 
There  has  been  applied  to  this  filter  in  each  million  gallons  of  sewage 
about  2,800  pounds  of  organic  matter,  judging  from  loss-on-ignition 
results,  and  of  this  total,  about  2,080  pounds  has  been  organic  matter  in 
suspension  in  the  sewage.  There  has  been  applied  to  this  filter,  taking 
these  figures  in  connection  with  the  rate  of  filtration,  about  62,000  pounds 
of  organic  matter  per  acre  of  filter  surface  per  year,  and  there  has 
accumulated,  as  shown  by  analyses  of  the  filtering  material,  about 
10,500  pounds  of  organic  matter  per  acre  per  year  of  service,  and  of  this, 
only  about  2.5  per  cent,  has  been  nitrogen*.  As  62,000  pounds  have  been 
applied  each  year,  17  per  cent,  of  the  total  has  been  accumulated  each 
year;  but  as  the  accumulation  has  been,  of  course,  largely  of  the 
organic  matter  in  suspension,  the  true  comparison  is  with  this;  and  of 
the  32,000  pounds  of  organic  matter  in  suspension  applied  per  acre 
per  year  the  figures  show  a  storage  of  33  per  cent.  Of  this  stored  matter, 
65  per  cent,  is  in  the  upper  foot  of  filtering  material,  and,  in  spite  of  the 
relatively  great  storage,  there  is  not  enough  present  to  pi*event  good 
operation  of  the  filters  and  the  production  of  a  highly  nitrified  eflBuent. 
This  organic  matter,  on  account  of  the  long  period  of  storage  of  most 
of  it  and  the  resulting  working  over  by  bacteria,  has  been  changed 
materially.  Of  the  matters  in  suspension  in  Lawrence  sewage,  the  fats 
are  about  35  per  cent,  of  the  loss  on  ignition,  but  in  the  stored  matter 
the  fats  are  only  about  2.8  per  cent,  of  that  loss.  The  amount  of  nitrogen 
in  the  suspended  matter  of  the  sewage  is  about  6  per  cent,  as  much  as 
the  amount  of  carbon,  while  in  the  stored  matters  it  is  about  2.6  per 
cent. 

The  results  of  the  many  years  of  operation  of  this  typical  sand  filter 
can  be  summarized  as  follows :  At  an  average  rate  of  70,000  gallons  per 
acre  daily,  a  rate  requiring  14.3  acres  per  million  gallons  of  sewage  cared 
for  per  day,  it  has  produced  a  generally  clear,  highly  nitrified,  generally 
odorless  effluent;  has  successfully  disposed  of  putrefying  nitrogenous 
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bodies  in  soliition  in  the  applied  sewage  and  84  per  cent,  of  the  organic 
nitrogen.  It  has  oxidized  and  successfully  disposed  of  67  per  cent  of 
the  i^lied  organic  matter  in  suspension,  both  nitrogenous  and  carbona- 
ceous, and  has  stored  33  per  cent,  of  this  matter.  The  residuum  of 
organic  matter  stored  is  of  an  almost  non-decomposable,  stable  nature 
and  increases  continually  with  continued  use  of  the  filter.  It  is  probable, 
however,  that  the  relatiye  percentage  stored  will  decrease  and  the  per- 
centage oxidized  will  increase  as  the  filter  continues  in  operation. 

Contact  Filters.  . 

Coke  contact  Filters  Nos.  175  and  176  had  been  in  operation  five  years, 
while  contact  Filter  No.  221,  constructed  of  broken  stone,  had  been  in 
operation  two  and  one-half  years,  when  analyses  of  filtering  material 
were  made  marking  the  end  of  the  period  covered  by  this  discussion. 
The  average  rate  of  operation  of  the  coke  Filter  No.  175  was  about 
621,000  gallons  per  acre  daily;  of  coke  Filter  No.  176,  595,000  gallons 
per  acre  daily;  and  of  the  broken-stone  filter,  530,000  gallons  per  acre 
daily,  these  rates  being  from  seven  and  one-half  to  eight  and  one-half 
times  as  great  as  those  of  the  sand  filter. 

There  was  applied  to  coke  Filter  No.  176  with  each  million  gal- 
lons of  sewage  about  2,130  pounds  of  organic  matter,  this  filter  hav- 
ing received  strained  sewage;  to  Filter  No.  176,  2,770  poimds;  and 
to  stone  Filter  No.  221,  2,810  pounds  with  each  million  gallons  of 
sewage;  or,  in  other  words,  taking  into  consideration  the  rate  of  filtra- 
tion of  each,  400,000  pounds  per  acre  per  year  to  coke  Filter  No.  175, 
494,000  pounds  to  coke  Filter  No.  176  and  450,000  poimds  per  acre  per 
year  to  stone  Filter  No.  221,  or  from  six  to  eight  times  as  much  per  acre 
per  year  to  these  filters  as  to  the  sand  filter  previously  discussed.  Each 
million  gallons  of  sewage  applied  to  coke  Filter  No.  176  contained 
on  an  average  800  pounds  of  suspended  matter;  each  million  gallons 
applied  to  Filter  No.  176,  1,760  pounds;  and  each  million  gallons 
applied  to  Filter  No.  221,  1,710  pounds  of  suspended  matter;  or  149,000, 
314,000  and  278,000  pounds  per  acre  per  year  to  Filters  Nos.  175,  176 
and  221,  respectively.  Of  the  suspended  matter,  practically  75  per  cent. 
was  organic;  and  coke  Filter  No.  175  received  112,000  pounds  of 
organic  matter  in  suspension  per  acre  per  year;  Filter  No.  176,  236,000 
pounds;  and  Filter  No.  221,  206,000  pounds.  Filter  No.  175  re- 
ceived with  each  million  gallons  of  sewage  about  350  pounds  of  nitro- 
gen, and  of  this,  about  23  per  cent.,  or  70  poimds,  was  organic  nitrogen. 
The  corresponding  figures  for  Filters  Nos.  176  and  221  are  390  and 
78  pounds,  and  380  and  114  pounds,  respectively.  Of  the  total  nitro- 
gen applied  to  Filters  Nos.  176,  176  and  221,  there  appeared  oxidized 
in  the  effluent  of  each  49,  19  and  4  per  cent.,  respectively;  2,  1  and 
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10  per  cent,  of  the  total  applied  nitrogen  was  stored,  and  18,  46 
and  37  per  cent,  for  each  filter,  respectively,  was  liberated.  Of  the  or- 
ganic nitrogen  applied  to  Filters  Nos.  175  and  176,  6  per  cent,  was 
stored;  and  Filter  No.  221  stored  32  per  cent,  of  the  organic  nitrogen 
applied.  Of  the  total  organic  matter  applied,  Filter  No.  175  stored 
5  per  cent..  Filter  No.  176,  6  per  cent.,  and  Filter  No.  221,  26  per 
cent.  Of  the  suspended  solids  in  the  sewage,  they  stored  13,  8  and  36 
per  cent.,  respectively;  and  of  the  organic  matter  in  suspension  applied 
they  stored  17,  10  and  47  per  cent.,  respectively;  or,  relatively,  60, 
3.6  and  168  per  cent,  as  much  as  by  the  sand  filter  already  discussed. 
Of  solids  in  suspension,  Filter  No.  175  stored  19,400  poimds  per 
acre  per  year;  Filter  No.  176,  25,000  pounds  per  acre  per  year;  and 
Filter  No.  221,  98,000  pounds  per  acre  per  year.  In  other  words,  they 
stored  100,  135  and  610  pounds,  respectively,  of  suspended  matter 
for  each  million  gallons  of  sewage  applied,  and  of  this  stored  matter  45 
per  cent,  was  organic.  These  filters  produced  eflBuents  of  varying 
character:  Filters  Nos.  175  and  176,  effluents  with  much  of  the  easily 
putrescible  matter  of  the  sewage  oxidized  or  removed,  and  hence,  gen- 
erally, stable  effluents,  notwithstanding  the  large  amount  of  organic 
matter  present;  while  Filter  No.  221  produced,  much  of  the  time,  an 
effluent  subject  to  putrefaction.  These  filters  require  about  1.7  acres  of 
surface  per  million  gallons  of  sewage  per  day. 

Sprinkling  Filters. 
For  the  third  comparison  of  the  disposition  of  matter  by  filtration,  the 
results  yielded  by  two  sprinkling  filters  that  have  been  in  operation  eight 
years  are  presented.  These  two  filters  are  constructed  of  broken  stone, 
and  have  received  sewage  at  an  average  rate  of  1,450,000  gallons  per  acre 
daily.  During  some  of  the  years  of  their  operation  they  have  received 
raw  sewage,  and  during  other  years  sewage  from  which  a  portion  of  the 
matters  in  suspension  had  been  removed  either  by  septic  tanks  or  me- 
chanical strainers.  Averaging  the  results,  the  following  data  are 
obtained:  With  each  million  gallons  of  sewage  there  was  applied  2,300 
poimds  of  total  organic  matter  and  875  pounds  of  organic  matter  in 
suspension,  or  about  381,000  pounds  of  organic  matter  in  suspension  in 
the  sewage  applied  to  each  filter  per  acre  per  year.  The  filters  stored  2 
per  cent,  of  the  organic  solids  applied,  or  23,000  pounds  per  acre  per 
year;  4  per  cent,  of  the  total  suspended  solids  applied;  and  the  stored 
organic  solids  are  about  5%  per  cent,  of  the  organic  matter  in  sus- 
pension in  the  applied  sewage.  There  was  applied  with  each  million 
gallons  of  sewage  375  poimds  of  nitrogen,  and  of  this  about  17  per  cent., 
or  64  poimds,  was  organic  nitrogen.  To  each  filter  there  was  applied 
32,000  pounds  of  organic  nitrogen  per  acre  per  year,  this  organic  nitrogen 
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being  about  7^4  per  cent,  of  the  applied  suspended  solid  matters.  The 
filters  stored  1  per  cent,  of  the  total  nitrogen  applied  and  6  per  cent,  of 
the  organic  nitrogen ;  42  per  cent,  of  the  applied  nitrogen  appeared  oxi- 
dized in  the  effluent,  43  per  cent,  appeared  unoxidized,  14  per  cent,  was 
liberated  and  1  per  cent,  was  stored. 

Summary. 
All  these  results  show  clearly  the  true  function  and  action  of  the  three 
classes  of  filters  in  handling  the  large  amount  of  fairly  stable  matter, 
orgMiic  and  mineral,  that  reaches  them.  Oxidation  of  the  matter  actu- 
ally putrefying  at  the  time  of  application  of  the  sewage  is  generally 
accomplished  easily  by  any  properly  constructed  and  operated  filter. 
This  being  done,  a  good  sand  filter,  owing  to  oxidation  and  straining, 
produces  a  clear,  odorless  and  highly  nitrified  effluent.  The  rate  at 
which  it  can  be  operated  is  limited,  however,  and  can  rarely  exceed 
100,000  gallons  per  acre  daily  when  receiving  a  normally  strong  sewage. 
Preliminary  treatments  of  the  sewage,  of  course,  allow  this  rate  to  be 
materially  increased.  Contact  filters  allow  rates  six  to  eight  times  as 
great  as  sand  filters,  but  only  the  best  give  non-putrescible  effluents; 
and  trickling  filters  can  be  operated  with  normal  sewage  at  rates  at 
least  three  or  four  times  as  great  as  contact  filters  and  twenty  times  as 
great  as  sand  filters,  with  the  production  of  a  highly  nitrified,  practically 
odorless  and  non-putrescible  effluent,  —  generally  a  quite  turbid  effluent, 
however.  Sand  filters,  owing  to  their  comparatively  low  rate  of  opera- 
tion, are  many  years  in  accumulating  enough  stable  organic  matter  to 
necessitate  removal  or  to  cause  difficulty  in  operation.  A  considerable 
percentage  of  that  applied  does,  however,  accimiulate.  The  best  of  con- 
tact filters,  on  the  other  hand,  and  good  trickling  filters  succeed  in 
oxidizing  the  putrefying  matters  present  in  the  sewage  as  applied  to  them, 
and,  owing  to  the  nature  of  the  materials  of  which  they  are  constructed, 
pass  along  a  very  large  percentage  of  the  non-putrefying,  stable  organic 
and  mineral  matters  of  the  applied  sewage.  The  percentage  of  this  matter 
stored  by  trickling  filters  at  Lawrence  is  slight,  and  apparently  does 
not  gain  beyond  a  certain  point  in  the  best  filters,  as  shown  by  our 
analyses  and  examinations.  The  peeling  of  this  matter  from  the  filtering 
materials  at  times  of  bacterial  activity  and  its  passage  in  large  quantities 
into  the  effluent  has  been  frequently  noted. 

This  presentation  is  simply  a  collection  of  data  to  show  with  some 
degree  of  accuracy  what  the  final  problem  of  sewage  disposal  really  is. 
It  is  no  longer  believed  that  bacterial  action  in  properly  constructed 
filter  beds  can  dispose  of  all  organic  matter.  Much  of  it  is  too  stable  for 
such  disposition  and  it  will  accumulate.  In  sand  filters  its  accumulation 
is  slow  because  the  rate  of  filtration  is  necessarily  low.    There  is  much 
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talk  at  the  present  time  of  higher  rates  of  filtration  through  such, 
filters,  but  this  high  rate  means  simply  poorer  purification  and  frequent 
sand  removal.  Sprinkling  filters  and  the  best  contact  filters  give  a. 
much  lower  degree  of  purification,  estimated  by  the  matter  strained  out, 
but  allow  the  greater  rates  shown  here,  oxidize  the  putrefying  matters 
and  pass  along  a  large  percentage  of  the  stable  matter. 


Data  on  Storage  of  Applied  Suspended  Mailers.  —  Fillers  Nos.  i,  135, 136^ 

175, 176  and  221. 


PERIOD  COVBBED. 

Jah.  10, 1888- 
Juini  25, 1896. 

Not.  28, 1899- 
Fbb.  5,  1906. 

Juin  3, 1901- 
Oct.  16, 1906. 

JC1.T  7, 1903- 
Fn.  5, 1906. 

Filter  No.  1. 

Filter 
No.  136. 

Filter 
No.  138. 

Filter 
No.  176. 

Filter 
No.  176. 

Filter  No.  221. 

Total  days  operated.  . 
Million  gallons  applied  per 
acre, 

6,799 
406 

2,108 
2,9M 

2,106 
8,166 

1,684 
1,0U 

1,684 
1,010 

812 
447 

Pounds  applied  per  Million  Gallons. 


Organic  Bolide  (loss  on  Ig. 

mtlon),  .  .  .  . 
Total  solids  In  suspension. 
Organic  solids  in  saspen- 

slon, 

Total  nitrogen,    . 


2,800 
2,080 

1,618 


2,380 
1,280 

960 
880 


2,260 
1,066 

790 
870 


2,180 
800 


880 


2.770 
1,760 

1,820 
390 


2,810 
1,710 

1,280 
880 


Comparative  Disposal  of  Organic  Matter  by  Sand,  Contact  and  Sprinkling 

Filters. 


Per  cent,  of  applied  matter  stored  In  filters : — 

Total  nitrogen, 

Organic  nitrogen, 

Organic  solids 

Souds  in  suspension, 


Percentages  of  organic  matter  and  organic 
nitrogen  applied  and  stored :  — 

Organic  matter  in  solids  in  sospenslon,   . 

Organic  nitrogen  in  solids  in  suspension. 

Organic  nitrogen  in  stored  matter,    . 

Organic  matter  in  stored  matter. 

Stored  organic  matter  to  suspended  organic 
matter  in  applied  sewage,   .... 


Pounds   of    organic    matter  applied  and 
stored :~ 
Total  in  suspension,  appUed  per  acre  per  year, 

Stored  per  acre  per  year, 

Stored  per  1,000,000  gallons  of  sewage  applied. 

Per  cent,  of  applied  nitrogen :  ~ 

In  effluent,  oxidized, 

In  effluent,  unozidized, 

Stored  In  filter, 

Liberated,! 


Send 
Filter. 


8.0 
16.0 


88.0 


70.0 
8.8 
2.6 


88.0 


82,000 

10,600 

477 


66.0 
18.0 
8.0 
26.0 


SpRXHKUire 

FiLTBB. 


No.  136.  No.  136. 


74 
6 


66 


74 
9 


60 
6 


—420,000 » 

^28,000 . 

48  60 


37 
89 

1 
28 


47 
47 

1 
6 


COKTACT  FXLTU. 


No.  176.    No.  176.    No.221< 


112,000 

19,000 

100 


286,000 

26,000 

186 


10 
St 


76 
ff 
6 

48 

47 


906,000 

60,000 

610 


4 

49 
10 
87 


1  By  dlilerence. 
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Work  of  Trickling  and  Contact  Filters  in  disposing  of  Matters 
IN  Suspension  in  Sewage. 
For  several  years  determinations  have  been  made  of  the  matters  in 
9iisp^ision  in  the  effluents  of  trickling  and  contact  filters.  The  larger 
the  amount  of  matter  in  suspension  in  these  effluents^  the  greater  the  life 
of  the  filter  before  cleaning ;  and  the  more  correct  the  adjustment  of  the 
size  and  depth  of  filtering  material  and  the  rate  of  filtration  to  give  good 
nitrification  and  a  non-putrescible  effluent,  and  at  the  same  time  allow 
the  eventual  passage  of  suspended  matter  through  the  filter  after  its 
proper  working  over  by  bacteria,  the  more  successful  tiie  filter  from  an 
economic  point  of  view.  On  previous  pages  attention  has  been  called 
to  the  large  amount  of  suspended  matter  passed  on  by  these  filters.  In 
the  previous  table,  however,  these  figures  were  given  in  terms  of  pounds 
per  year  per  acre  of  filter  surface,  etc.  In  the  following  table  the  results 
are  given  for  a  period  of  several  years,  showing  the  amount  of  this 
matter  in  parts  per  100,000  and  pounds  per  million  gallons  of  effluent. 
The  large  amoxmt  of  this  matter  that  is  passed  on  by  trickling  Filters 
Nos.  135  and  136  and  the  comparatively  small  amount  by  even  the  best 
contact  filters  at  the  station  —  Nos.  176  and  176  —  is  noticeable,  and 
especially  noticeable  is  the  difference  in  this  respect  between  ihe  trickling 
filters  and  contact  Filter  No.  221,  constructed  of  the  same  material  as  the 
trickling  filters  and  operating  at  a  very  much  lower  rate.  Further 
tables  show  the  actual  amount  of  stored  matter  per  cubic  foot  of  filtering 
material  in  coke  contact  Filters  Nos.  175,  176  and  stone  contact  Filter 
No-  221,  also  trickling  Filters  Nos.  135,  136,  247,  248,  —  constructed 
of  broken  stone,  —  and  Filters  Nos.  233  and  235,  constructed  of  clink- 
ers. The  date  of  these  examinations  and  the  length  of  period  of  opera- 
tion when  made  are  given  on  the  tables,  together  with  analyses  of  the 
stored  material.  The  large  amount  of  matter  retained  in  contact  Filter 
No.  221  in  comparison  with  the  small  amount  retained  in  trickling 
Filters  Nos.  135  and  136  is  especially  noticeable. 

Solids  in  Suspension  in  Effluents. 

[Parts  per  100,000.] 


FxLTBS  No.  136. 

TiL-m  No.  136. 

FiLTnt  No.  175. 

FiLTn  No.  176. 

FiLTn  No.  221. 

Ybab. 

ToteL 

Orgmnio. 

Total. 

Organio. 

Total. 

Organic. 

I  Total. 

1 

Organic. 

Total. 

Organic. 

1908.  .        . 

7.7 

8.6 

11.6 

6.1 

1.6 

1.1 

8.9 

2.2 

. 

. 

1908,  . 

4.8 

2.1 

8.1 

8.7 

8.7 

2.9 

2.6 

1.8 

. 

- 

1904.  .        . 

. 

18.8 

8.1 

S.6 

1.8 

5.7 

8.2 

5.0 

2.6 

190S.  . 

7.8 

4.8 

10.6 

6.4 

2.8 

1.9 

2.0 

1.0 

8.7 

1.6 

SSs. .     . 

*" 

18.9 

15.8 

4.8 

1.9 

2.4 

1.5 

8.1 

2.1 
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Solids  in  Sutpention  in  Effluents — Concladed. 
[Poaods  per  Million  OaUons.] 


FiLTmi  No.  136. 

FiLTn  No.  136. 

FiLTBS  No.  176. 

FlLTBR  No.  176. 

FiLTWi  No.  221. 

T«AB. 

ToUl. 

Orgttnio. 

Total. 

Organic. 

Total. 

Organic. 

Total. 

Organic. 

Total. 

Organic. 

1902.  . 

641 

800 

916 

508 

184 

98 

885 

IbS 

190S,  . 

868 

176 

676 

809 

809 

842 

217 

108 

. 

_ 

IWM.  . 

. 

- 

1,160 

676 

217 

150 

476 

267 

417 

217 

1905,  . 

608 

401 

888 

684 

884 

167 

167 

88 

809 

184 

1906,   . 

~ 

~ 

~             — 

~ 

~ 

*" 

~ 

~ 

Pounds  of  Matter  stored  per  Cubic  Foot  of  Filtering  Mater iai  in  FiUers  Nos.  135^ 
136,  22h  247, 175, 176,  233,  235  and  248. 


FlLTSR    Not. 


Poondapor 
Cubic  Foot. 


186, 
186, 
821. 
247. 
176. 


0.68 
0.64 
8.77 
8.88 
1.06 


FiLTn  No«. 


176, 
888, 

886, 

248, 


Ponnda  per 
Cubic  Foot. 


1.86 
0.41 
1.80 
0.86 


Analysis  of  Stored  Matter. 
[Per  Cent,  by  Weight.] 


FiLTn  Nos. 


186, 
186, 
881, 
847, 
176, 
176, 
888, 
«86, 
248, 


Ammoicia. 


.80 
.88 
.08 
.01 
.16 
.80 


8.04 
8.17 
1.40 
1.46 
1.80 
1.40 
1.60 
8.80 
8.20 


4.00 

4.76 

2.87 

8.76 

2.601 

2.841 

8.141 

8.721 

8.611 


88.47 
81.84 
88.08 
28.49 


8.79 
8.91 
8.84 
8.71 


I 


66.0 
60.8 
48.8 
60.7 
46.1 
46.8 
48.7 
44.6 
61.8 


4.05 
8.88 
8.60 
6.78 


I 


1.67 
1.7« 
1.10 

lTo7 
1.15 


1  Including  free  ammonia. 

Oxidation,  Liberation  and  Storage  of  Organic  Nitrogen. 
In  the  last  two  reports  various  tables  were  given  showing  the  per- 
centage of  the  total  nitrogen  applied  to  filters  that  is  oxidized,  lib- 
erated or  stored.  The  following  table  is  presented  to  show  the  action 
of  the  filter  upon  organic  nitrogen  only,  measured  by  albuminoid  am- 
monia determinations.  The  figures  in  this  table  are  based  upon  results 
obtained  during  the  entire  period  of  operation  of  each  filter  presented 
in  the  table,  or  up  to  the  last  examination  of  filtering  material.  The 
figures  presented  are  of  sand  Filters  Nos.  1,  2,  4,  5A,  5C,  6  and  9A, 
contact  Filters  Nos.  103,  175,  176  and  221,  and  trickling  Filters  Nos. 
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135,  136,  233,  235,  247  and  248.  These  figures  show  clearly  the  different 
disposition  of  this  organic  nitrogen  by  the  different  classes  of  filters;  the 
large  percentage  of  oxidation  or  liberation  by  sand  filters,  together  with 
the  small  amount  passing  away  unoxidized  in  their  efiSuents  and  the 
comparatively  large  storage,  and  the  large  percentage  passing  away 
unoxidized  in  the  eflSuents  of  contact  and  trickling  filters  and  the  gen- 
erally small  storage.  Contact  Filter  No.  221  and  trickling  Filter  No. 
247  have  stored  as  much  as,  or  more  than,  the  sand  filters;  but  these 
filters  are  exceptions  to  the  general  rule,  and  the  storage  has  been  due 
to  causes  not  yet  entirely  understood,  but  probably  on  account  of  the  use 
of  a  small  percentage  of  fine  stone,  this  stone  choking  the  channels 
between  the  larger  pieces  of  stone. 


Period 

us*    f 

Albumikoid  Kitsoobm  (PonvM  Fia 

ACRB). 

Paa  CaxT.  or  Applixd  Albu- 
Mnrom  Nitboobh. 

No*. 

of 
Opentkm. 

Appltod. 

In 
Effluent. 

Stored 

In 
Filter. 

Oxidised 

and 
liberated. 

In 
Effluent. 

Stored 

in 
Filter. 

Ozidixed 

and 
liberated. 

1     1 

Jan.    10,1^8, 
June  86, 1906, 

j  6,799 

19,709 

1,971 

2.860 

14,878 

10.0 

14.6 

75.6 

2      } 

I>€C.   1»,1887, 
Oct,      3,1906, 

j  5,885 

10,620 

446 

1.766 

8,818   , 

4.8 

16.7 

79.0 

4     1 

I>eo.   ]9,1887, 
Del.      8. 1906, 

\SJB» 

6,824 

198 

2.182 

4,499 

2.8 

81.2 

66.0 

5A  1 

S«pt.  14,1891, 
March,    1896, 

(8.187 

12,748 

1,868 

1,647 

9.888 

14.6 

12.1 

78.4 

SC  \ 

July    20,1906, 
Jalj   23,1906, 

1    816 

777 

84 

869 

384 

4.4 

46.2 

49.4 

€     \ 

Jan.    12,1888, 
June  26, 1906, 

j  6,797 

16,082 

uu 

6.040 

9,881 

6.9 

81.4 

61.7 

»A  1 

Nov.   18,1890, 
June  25, 1906, 

(4.904 

16,422 

1,889 

2.918 

12,120 

8.6 

nj 

78.8 

lot    \ 

Mar.     1,1898, 
June  SO,  1904, 

(1.884 

86,644 

10,872 

6.743 

18,929 

29.9 

18.4 

61.7 

135     i 

Not.  28,1899, 
Feb.     6, 1906, 

2,108 

110,868 

42,744 

4,249 

68,870 

88.6 

8.9 

67.6 

136     1 

Nov.  28.1899. 
Feb.     6, 1906, 

(2,108 

102,881 

49,926 

4.488 

48.422 

48.6 

4.4 

47.0 

175     j 

Jnne    3, 1901, 
Oct.     16,1906. 

( 1,684 

84,069 

12,960 

2.478 

18,626 

88.1 

7.8 

64.6 

176     \ 

June    8,1901, 
Oct.    16,1906, 

(1.684 

46,719 

18.186 

8,898 

29,186 

28.9 

7.6 

68.6 

ttl     1 

July     7, 1908, 
F«b.      6, 1906, 

{    812 

22,862 

8.706 

7,227 

6,480 

89.0 

82.8 

28.7 

sas    \ 

Jan.      1, 1904. 
Oct.    16.1906. 

(    874 

40,162 

18.616 

1,107 

20.640 

46.1 

2.8 

61.1 

«3S     \ 

Jan.     1. 1904, 
Oct.    16,1906, 

(    874 

87,967 

16,672 

4,728 

16,669 

48.7 

12.4 

43.9 

547     \ 

May    16,1904, 
AprU   6,1906. 

(    694 

82,132 

17.180 

6,921 

9,081 

68.2 

18.6 

28.8 

i4S     1 

May    16,1904, 
Oc^    16,1906, 

(    768 

43,104 

86.464 

1,688 

6,062 

82.8 

8.7 

14.0 
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Summary  of  Purification  and  Nitrogen  Disposal  accomplished 
BY  Trickling  Filters. 
The  first  trickling  filters  —  although  not  at  that  time  so  designated  — 
put  into  operation  at  the  station  were  Nos.  15B  and  16B.  These  filters, 
constructed  of  stone,  were  in  operation  from  June,  1892,  until  the  end 
of  1897,  and  were  operated  at  times  at  rates  as  high  as  500,000  gallons 
per  acre  daily,  the  average  rate  of  operation  being  about  370,000  gallons 
per  acre  daily.  They  produced  highly  nitrified  and  stable  effluents. 
In  1899  Filter  No.  117,  constructed  of  broken  stone  and  10^  feet  in 
depth,  and  Filter  No.  134,  of  the  same  material  but  only  5  feet  in  depth, 
were  put  into  operation.  The  average  rate  of  filtration  of  Filter  No.  117 
was  1,897,000  gallons  per  acre  daily,  and  of  Filter  No.  134,  1,150,000 
gallons  per  acre  daily.  Both  filters  produced  highly  nitrified  and  gen- 
erally stable  effluents.  Following  this,  Filters  Nos.  131,  189,  135,  136,. 
196,  222,  233,  234,  235,  236,  247  and  248,  all  trickling  or,  as  first  named, 
intermittent-continuous  filters,  but  of  varying  depth  and  material,  were 
operated.  Of  these,  several  of  the  most  important  and  instructive  are 
continued.  In  order  that  the  general  results  of  the  operation  of  all 
these  filters  to  date  may  be  of  ready  reference,  and  also  to  show  the  work 
of  each  in  handling  the  organic  matter  applied  to  them,  various  tables 
are  given  below  in  connection  with  the  trickling  filter  results  for  1906. 
The  first  set  of  tables  shows  the  rate  of  operation  and  the  analysis  of  the 
effluent  of  each  filter;  the  second  set  of  tables  shows  the  actual  amount 
of  nitrogen  applied,  the  amount  oxidized,  etc. 

Sedimentation  of  Matters  in  Suspension  in  Effluents  of  Trick- 
ling AND  Contact  Filters. 
It  is  possible  by  sedimentation  to  remove  a  large  percentage  of  the 
matters  in  suspension  in  the  effluents  of  trickling  filters,  and  by  this 
means  to  collect  a  large  amount  of  organic  and  mineral  matter  and  pass 
along  the  clearer  effluent.  Each  of  the  trickling  filters  at  the  station 
is  provided  with  a  settling  basin  into  which  the  effluents  flow,  and  ex- 
periments made  by  the  frequent  collection  of  samples  of  effluent  entering^ 
and  flowing  from  these  basins  show  that  from  60  to  80  per  cent,  of  the 
matters  in  suspension  in  the  effluents  remain  in  the  tanks.  The  quickest 
removal  by  this  means  occurs  in  the  effluents  of  the  filters  giving  the 
best  nitrification.  In  such  effluents  the  particles  in  suspension  gather 
in  larger  aggregations  than  in  the  less  efficiently  purified  effluents.  The 
percentage  of  sedimentation  increases  also  as  the  matter  in  suspension 
increases.  Experiments  in  regard  to  the  amount  of  matter  that  will 
settle  out  from  such  effluents  in  two  hours  were  made  during  the  year^ 
and  result^  as  follows:  — 
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Rates  at  which  the  Sediment  seUles  out  from  the  Effluents  of  Various  Filters, 

[Glasa  tabes  were  filled  to  a  depth  of  6  feet  with  the  samples  and  allowed  to  stand  two  hours. 
Then  a  sample  was  siphoned  from  mldwaj  down  the  tube.] 

Total  Solids  in  Suspension, 

[Parts  per  100,000.] 


TSKKLDiO 

Punas  ISos. 

At  the 
Start. 

Aftar 
Two  Hours* 

tion. 

Per  Gent. 
■ettUngout 

in 
Two  Hours. 

COMTACT 
1      FlLTWMM  NOS. 

After 
At  the    Two  Hours' 

tkm. 

Percent, 
settling  out 

hi 
Two  Hours. 

135,    ..         . 
m,   .      .       . 
«3.    .        .         . 
»,    .        .        . 
517,    ..         . 
118,    ..         . 

16.7 
S.6 
7.7 

dO.6 
5.4 

12.5 

8.S 
4.6 
8.3 
8.7 
4.2 
6.1 

78.7 
48.0 
58.8 
80.6 
29.5 
48.0 

175.  .        .        . 

176.  .  .  . 
221.  .  .  . 
287.  ..  . 
261.  . 

6.1 
5.8 
7.0 
4.0 
8.9 

4.8 
5.8 
6.7 
2.7 
8.0 

29.0 

0.0 

4.0 

81.5 

28.5 

The  average  suspended  matter  in  the  eflBuents  from  the  trickling 
filters  and  the  settling  tanks  receiving  these  effluents  from  May  to 
Ifovember,  1906,  was  as  follows,  the  time  of  sedimentation  in  these 
tanks  varying  from  two  to  six  hours :  — 

Suspended  Matter. 
[Parts  per  100,000.] 


FiLTaas  Noe.— 

IMsndlM. 

MSsndtM. 

M7. 

MS. 

Effluent  of  filter. 

Effloent  of  settling  tank,       .       .       .       . 
Per  eent.  removed  by  settling  tank,    . 

10.1 
2.5 
75.0 

9.9 
2.1 
79.0 

16.6 
6.4 
61.0 

14.8 

5.6 

62.0 

Average  Solids  in  Combined  Effluents  of  Filters  Nos,  136  and  136. 
[Parts  per  100.000.] 


FlLTSBSn. 

IH  BuspBiriioic. 

TaA*. 

Total. 

Loss  on 
Ignition. 

Fixed. 

TotaL 

Loss  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

1906.         ..        . 

75.8 

20.5 

54.8 

65.2 

13.8 

M.4    ^ 

10.1 

6.7 

8.4 

Average  Solids  in  Effluent  of  Settling  Tank  receiving  Effluent  of  Filters  Nos.  135 

and  136, 


M06. 


54.6  9.6  46.0         62.1  7.8  44.8  2.5  1.8  0.7 
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Average  Solids  in  Combined  Effluents  of  Filters  Nos.  233  and  235. 
[ParU  per  100,000.] 


FlLTSBSD. 

Is  StrepwgiOK. 

Y«AR. 

Total. 

LoMon 
Ignition. 

Pixod. 

Total. 

LoMon 
Ignition. 

rUed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

1906,         ..        . 

eo.8 

U.5 

46^ 

60.8 

7.9 

42.9 

9.9 

6.6 

8.8 

Average  Solids  in  Effluent  of  Settling  Tank  receiving 

and  235, 

Effluent  ofFiUers  Noa.  233 

1906, 

68.4 

10.8 

48.1 

1 

61.2 

8.6 

42.7 

2.1 

1.8 

0.8 

Average  Solids  in  Effluent  of  Filter  No.  247, 


1906, 


0.8  18.4  62.4         64.2  $.3  45.9         16.6  10.2 


6.4 


Average  Solids  in  Effluent  of  Settling 

Tanki 

receiving 

r  Effluent  of  Filter  No,  247. 

1906, 

54.1 

11.4 

42.7 

47.8 

7.6 

40.2 

6.4 

8.8 

2.6 

Average  Solids  in  Effluent  of  Filter  No,  248, 


1906, 


64.1  17.7  46.4         49.3  8.2  41.1         14.8  9.6  6.3 


Average  Solids  in  Effluent  of  Settling  Tank  receiving  Effluent  of  Fitter  No,  248, 


1906, 


.      67.1  12.7  44.4         51.6  9.1  42.6  6.6  8.6  2.0 


Incubation  Tests. 
Determination  of  Putresdbility  of  Effluents. 
The  surest  indication  of  putrescibility  in  the  effluent  of  a  sewage 
filter  is  an  increased  odor  and  blackening  of  the  liquid  when  standing 
in  closed  bottles  in  a  warm  place.  Determinations  of  dissolved  oxy- 
gen and  oxygen  consumed  before  and  after  incubation  are  of  value 
as  confirmatory  evidence.  During  1902,  1903  and  1904  the  appearance 
and  odor  of  the  effluents  of  all  contact  and  trickling  filters  were  noted, 
and  oxygen  consumed  and  oxygen  dissolved  were  determined  before  and 
after  five  days'  incubation.  Samples  which  developed  an  offensive  odor, 
increased  oxygen  consumed,  and  exhaustion  of  dissolved  oxygen  after 
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incnbation,  ^ere  recorded  as  putrefying.  In  some  samples  the  oxygen 
consumed  increased  and  dissolved  oxygen  disappeared,  but  oiBEensive 
odors  did  not  develop,  the  samples  remaining  a  long  time  without 
ehange  in  this  respect;  afid  such  samples  cannot  truly  be  said  to  putrefy, 
but  are  subject  to  bacterial  and  chemical  changes  that  do  not  cause 
offence. 

Banning  in  May,  1906,  samples  of  the  eflBuents  from  all  contact  and 
trickling  filters  in  operation  at  the  station  were  incubated  as  follows: 
(1)  samples  of  effluent  as  flowing  from  the  filters  containing  all  matters 
in  suspension;  (2)  samples  of  the  supernatant  effluent  after  three  hours' 
sedimentation,  this  sedimentation  causing  removal  of  much  of  the 
matters  in  suspension;  (3)  samples  coming  from  the  filter,  but  with  tiie 
addition  of  50  per  cent.  Lawrence  tap  water;  and  (4)  samples  to  which 
methylene-blue  was  added. 

Ihiring  this  period  eleven  samples  of  the  unsettled  effluents  putrefied, 
and  nine  of  the  same  effluents,  after  three  hours'  sedimentation  and  the 
removal  of  suspended  matter,  also  putrefied  upon  incubation,  these 
samples  all  coming  from  filters  giving  the  poorest  effluents,  namely, 
Filters  Nos.  221  and  247.  (A  description  of  all  these  filters  will  be 
given  later  in  this  report.)  Of  the  eleven  samples,  four,  all  from  one 
filter,  putrefied  even  when  mixed  with  60  per  cent,  of  Lawrence  tap 
water.  AU  of  the  samples  from  trickling  filters  during  this  period,  the 
efflnents  of  which  showed  good  oxidation  and  nitrification,  were  non- 
putrescible  according  to  each  and  all  of  these  tests. 

It  was  apparent  from  this  work  that  when  efficient  oxidation  was  occur- 
ring in  these  filters,  the  soluble  matters  in  the  applied  sewage  being 
well  oxidized,  the  suspended  matters  in  the  effluents  had  little  tendency 
to  become  objectionable.  Of  the  eleven  samples  of  entire  effluent  which 
putrefied,  nine  putrefied  after  the  removal  of  this  sediment,  showing 
that  it  was  the  matters  in  solution  rather  than  those  in  suspension 
that  caused  the  change. 

The  use  of  methylene-blue  was  tried,  as  it  has  been  recommended  by 
different  laboratories,  but  its  disappearance  has  apparently  little  value 
as  an  indication  of  putrescibility.  The  color  disappears  as  soon  as  a 
reducing  action  takes  place  in  the  sample,  and  this  reducing  action  fre- 
quently is  not  accompanied  by  putrefaction.  Non-disappearance  of  the 
color  means,  of  course,  non-putrescibility  of  the  sampla 

The  following  tables  present  not  only  the  results  obtained  during 
1906,  but  also  those  of  incubation  tests  of  previous  years.  A  study  of  the 
results  shows  that  the  effluents  of  the  trickling  filters  of  good  ma- 
terials, of  sufficient  depth,  etc.,  are,  as  has  been  stated  many  times  in 
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these  reports,  practically  non-putrescible.  The  eflBnents  from  trickling 
filters  constructed  of  material  poorly  adapted  to  the  work,  or  of  insuflS- 
cient  depth,  etc.,  such  as  Filters  Nos.  189,  236  and  247,  are  often  pu- 
trescible,  and  the  analytical  results  from  these  filters  have'  shown  that 
this  was  to  have  been  expected.  The  effluents  of  contact  filters  are  more 
liable  to  putrefaction  than  the  effluents  of  trickling  filters,  as  shown  by 
the  tables.  The  best  contact  filters  show  generally  considerably  less  than 
25  per  cent,  of  samples  liable  to  putrefaction,  and  occasionally  a  contact 
filter  will  produce  an  effluent  month  after  month,  none  of  the  samples 
from  which  will  putrefy.  The  poorer  filters  of  this  class,  however, 
produce  effluents  of  which  25  to  90  per  cent,  of  the  samples  collected 
undergo  putrefaction. 

Incubation  Tests.  —  Trickling  Filters, 


FiLTSB  No. 

\ 

Nmnber  of 
Samples 

Per  Cent, 
of  Samples 

putrefied. 

Average 

Rate 
of  Filter. 

Kind  of  Sewage 
appUed. 

185, 

Jane,  1902-Aug.,  1908, 

47 

0 

2,142,000 

Strained. 

186» 

June,  1902-Aag.,  1908. 

47 

2 

2,082.000 

Septic. 

189, 

June,  1902-Aug.,  1906, 

48 

60 

2.888.500 

Untreated. 

185, 

Feb.,  1904-Jan.  1,  1905. 

18 

0 

1.158.000 

Untreated. 

136, 

' 

Feb.,  1904-Jan.  1,  1905, 

18 

0 

1,951.000 

Untreated. 

222, 

Feb.,  1904-Jan.  1,  1905, 

25 

0 

1,464,000 

Andover  settled. 

288, 

' 

Feb.,  1904-Jan.  1,  1905, 

19 

5 

876,900 

Untreated. 

«84, 

Feb..  1904-Jan.  1,  1906, 

19 

42 

953,200 

Untreated. 

285, 

Feb..  1904-Jan.  1, 1905, 

19 

0 

886,100 

Untreated. 

286. 

I^b..  1904-Jan.  1.  1905, 

19 

47 

905.900 

Untreated. 

247, 

Aug.,  1904-Jan.,    1905, 

5 

.  60 

897.800 

Untreated. 

248. 

Aug.,  1904-Jan.,   1905, 

5 

0 

948.000 

Untreated. 

185, 

May.  1906-Dec.  1,  1906, 

10 

0 

1,459.000 

Untreated. 

186, 

May,  1906-Dec.  1.  1906, 

10 

0 

1,888.000 

Untreated. 

288, 

May,  1906-Dec.  1,  1906, 

10 

0 

1.149.000 

Untreated. 

285, 

May,  1906-Dec.  1. 1906, 

10 

0 

l,U7,000 

Untreated. 

247, 

May,  1906-Dec.  1,  1906, 

9 

22 

1,287,000 

Untreated. 

248. 

May,  1906-Dec.  1,  1906, 

10 

0 

1.288.000 

Untreated. 
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Ineubation  Tests.  —  CorUact  Filter*. 


»„— .w«             Period  during  which  In- 

Number  of 
iBcubated. 

Per  Cent, 
of  Samplefl 

which 
putrefied. 

Arerage 

Rate 
ofFUter. 

Kind  of  8ew«ge 
applied. 

108»         .         .        . 

June,  1902-AQg.,  1908, 

41 

7 

776.600 

Septic. 

W7, 

June.  1902-Jan..  IflOS, 

14 

77 

722.200 

Untreated. 

1T5» 

June,  190S-Aog.,  1908, 

84 

6 

696,200 

Strained. 

17«, 

June,  190a-Aug..  1908. 

84 

21 

660.200 

Untreated. 

wa. 

March-Julj,  1904, 

6 

17 

97.900 

Septic. 

175, 

Feb.  1,  1904-JAn.,  1906, 

16 

19 

466,000 

Strained. 

nB. 

Feb.  1, 1904-Jan.,  1906, 

16 

81 

469,400 

Untreated. 

SI. 

Feb.  1, 1904-Jan.,  1906, 

18 

88 

600,000 

Untreated. 

Feb.  1, 1904-Jan.,  1906, 
Aug.,  1904-Jan.,  1905, 

88 
6 

24 
88 

846,600 
686,400 

Effluent  of  Filter 

No.  221. 
Septic. 

i7». 

May,  1906-Dec.  1, 1906, 

8 

0 

^,700 

Strained. 

176, 

May,  1906-Dec.  1, 1906, 

8 

0 

488,600 

Untreated. 

ai. 

May,  1906-Dec.  1, 1906, 

10 

90 

424,800 

Untreated. 

M7. 

May,  190^Dec.  1, 1908, 

10 

0 

1,661,000 

Effluent  of  Filter 

No.  221. 
Septic. 

»1, 

May,  1906-Dec.  1. 1906, 

10 

0 

726.600 

Amouitt  of  Sludge  dischabged  pkom  the  Andover  Settling  Tank 

DURING  1906. 
During  1906,  as  during  1906,  determinations  were  made  as  closely 
as  possible  of  the  amount  of  sludge  deposited  in  the  settling  tank  at  the 
Andover  filtration  area,  and  from  thence  run  upon  sludge  beds.  Ac- 
cording to  these  determinations,  the  weight  of  this  wet  sludge  from 
April  23,  when  the  winter^s  accumulation  was  taken  from  the  sludge 
beds,  until  November  15,  was  166,000  pounds.  During  this  period  the 
daily  flow  of  sewage  varied  very  greatly,  volumes  as  low  as  76,000  gallons 
and  as  high  as  360,000  gallons  per  day  being  actually  measured.  As- 
suming, however,  that  the  average  daily  flow  during  the  period  from 
April  23  to  November  16  was  176,000  gallons,  the  figures  show  83% 
tons  of  wet  sludge  deposited,  equal  to  .4  of  a  ton,  or  800  pounds  per  day, 
—  or  4,560  pounds  of  wet  sludge  per  million  gallons  of  sewage.  On 
drying,  this  sludge  loses  61  per  cent,  by  weight,  and  according  to  these 
figures  there  was  deposited  during  the  year  about  1,800  pounds  of  dry 
matter  per  million  gallons  of  sewage  flowing  through  the  tank.  Of  this, 
60  per  cent,  was  organic  matter,  33  per  cent,  carbon,  1.6  per  cent,  or- 
ganic nitrogen  and  24  per  cent,  fat  and  fatiy  matters,  as  shown  by  tiie 
table.  ^  , 
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Sewage  Sludge  diseharged  from  the  Andover  Settling  Tatik. 
[PonndB.] 


IINM. 

Wet 
BlQdg«. 

Dry 
8hidg«. 

LoM  on  Ig- 
nition. 

KJeldahl 

Carbon. 

Fati. 

April  28 

77,500 

24,000 

18,900 

430 

11,000 

8,600 

May  14,  * 

85,500 

14,200 

7,600 

100 

4,400 

2,500 

June  12, 

U,100 

6,400 

8,200 

106 

1,900 

2,100 

July  12, 

17.200 

7,400 

3,500 

104 

2,000 

1,600 

Augasi  2,     . 

17,200 

7,500 

4,100 

180 

2,600 

2,100 

September  12, 

88,400 

16,000 

7,200 

215 

2,500 

2,000 

October  9,    . 

^  '■ 

81,000 

18,400 

6,200 

222 

8,800 

1,200 

October  30,  . 

19,600 

8,500 

5,300 

176 

8,200 

1,800 

NoTember  15^ 

18,600 

4,900 

3,600 

86 

1.500 

1,700 

Total,     . 

264,100 

102400 

62,100 

l,\ll 

84,400 

25,800 

Average  per  cent. 

»       • 

- 

89 

601 

1.641 

881 

241 

1  Dry  Blndge. 


Destruction  op  Sludge  in  Septic  Tanks. 

Beginning  in  1898  and  continuing  up  to  the  present  time,  various 
septic  tanks  have  been  operated  at  the  station.  The  following  summary 
of  sludge  destruction,  or  disappearance,  is  given  to  show  what  has  been 
accomplished  with  Lawrence  sewage,  rather  than  to  show  what  may  be 
accomplished  generally  by  such  tanks,  as  difEerent  sewages  give  varying 
results. 

These  Lawrence  analytical  and  measurement  results  seem  to  show  that, 
of  the  matter  deposited  in  the  various  septic  tanks  at  the  station,  more 
than  80  per  cent,  of  the  volatile  organic  matter  is  passed  into  solution 
or  given  oflf  as  gas.  This  is  from  analytical  data,  but  it  is,  of  course, 
difficult  to  obtain  entirely  representative  samples;  and  as  at  times  gas 
evolution  causes  sediment  to  rise  and  pass  from  the  tanks,  much  matter 
passes  off  in  this  way,  as*  has  frequently  been  noted  in  these  reports, 
and  this  causes  the  figures  showing  sludge  destruction  to  be  greater  than 
is  actually  the  case.  The  analytical  results  show  an  apparent  decompo- 
sition of  much  mineral  matter,  but  this,  of  course,  is  due  largely  to 
passage  of  this  matter  from  the  tanks  undetected. 

The  time  of  storage  within  the  limits  shown  by  the  table  and  the 
strength  of  the  sewage  seem  to  have  little  influence  on  the  per  cent,  of 
organic  matter  disappearing,  or  on  the  number  of  pounds  of  dry  sludge 
disappearing  per  million  gallons  of  sewage. 
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Septic  Tanks  B  and  P  received  concentrated  sewage  containing  large 
amounts  of  suspended  matter;  Septic  Tanks  A,  6  and  H,  regular  station 
sewage. 


P«r  Cent,  of 
Dry  Sludge 
depoeited  in 

fink,— 
disAppearing. 


Poand«  of 
Dry  Sludge  dis- 
appearing per 
MlmonOftUons 
of  Sewage. 


Septic  Tank  A,  1806  to  April.  1904. 
April  1. 1904,  to  March  SO,  1S06, 
Septic  Tank  B,       .... 

Septic  Tank  F 

Septic  Tank  G,       .       .        .        . 
SepdcTankU,       .... 


1,885 
«8 

877 

1,254 

786 

860 


Sepiic  Tank  A. 


• 

Pomme  or  SusrsKOBD  MAma. 

Tbak. 

Oallone 
applied. 

Hours 

of 
Storage. 

LSATHIO  TABS. 

FOmfD  IH  TAKK. 

Total. 

Lou  on 
Ignition. 

Total. 

Lou  on 
Ignition. 

Total. 

LoMon 
Ignition. 

1808,       .        .        .        . 
18»,       .        .        .        . 
ISOO.       .        .        .        . 

1901 

IMi,        .         .        .        . 
VM,        .        .        .        . 
Apr.  1.1904. 1        .        . 

28,600 
24.000 
62,000 
64900 
59.600 
78,700 
19.200 

42 
20  and  86 
17  and  21 

22 

14 
12  and  86 

24 

40.5 
80.0 
206.0 
158.0 
115.0 
116.0 
42.2 

29.6 
59.2 
150.0 
115.8 

88.2 
81.0 
28.8 

10.6 
10.8 
48.4 
46.8 
68.0 
44.8 
18.6 

7.9 
8.0 
82.4 
84.5 
39.1 
88.1 
10.8 

94.4 

45T8 

Total,      . 

829,600 

- 

756.7 

552.0 

222.5 

165.8 

- 

- 

Pounds  deposited  in  tank. . 
Pounds  disappearing  in  tank,    . 
Per  cent,  disappearing  in  tank, . 


TotaL 

Ignition. 

Fixed. 

584.2 

480.8 
82.0 

886.7 
840.9 
88.0 

147.5 
98.9 
67.0 

1  Tank  emptied  on  this  date. 


Gallons 
applied. 

Hours 

of 
Storage. 

Pounds  of  SuspBivnaD  Mattbb. 

Yua. 

■KTsanro  tank. 

LBATHrO  TANK. 

FOUND  IN  TANS. 

Total. 

Lou  on 
Ignition. 

Total. 

Lou  on 
Ignition. 

Total. 

Lou  on 
Ignition. 

AT^.l-Dec.81.1904.    . 
Mar.  8O.'l906,' 

79,800 
47,000 
12,970 

12  and  86 
86 
86 

154.9 
50.9 
16.4 

107.6 
40.8 
15.1 

41.8 
15.8 
5.8 

88.2 
12.1 
4.8 

28T2 

1279 

Total,     . 

189,770 

- 

222.2 

168.0 

62.9 

49.6 

- 

- 

Ponnds  deposited  In  tank, . 
Pounds  disappearing  In  tank.    . 
Per  cent,  disappearing  In  tank. . 


Total. 

Lou  on 
Ignition. 

Fixed. 

150.3 
181.1 
82.0 

118.4 
100.5 
89.0 

45.9 
80.6 
67.0 
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Septic  Tank  B. 


Oallona 
appUed. 

Honra 

of 
Storage. 

Pounds  or  SmrairDBD  Mattu. 

T«AB. 

BVTBRIKO  TANK. 

1      LBATINO  TANK. 

rouND  nr  tank. 

Total. 

Loss  on 
IgnUkm. 

Total. 

Loss  on 
Ignition. 

Total. 

Loss  on 
Ignition. 

1899, 
1900. 
1901, 

1.056 
2,864 
2,674 

6.994 

13  days,      . 
lR-49  houre. 
18-49  hours. 

7.9 
27.8 
60.2 

5.8 
20.1 
86.7 

0.7 
4.6 
9.9 

0.4 
3.2 
6.2 

1 

4.4 

18.1 

2.3 

9.6 

Total, 

- 

86.9 

62.6 

15.2 

9.8 

9.8 

9.6 

Pounds  deposited  in  tank,  . 
Pounds  disappearing  in  tank.    . 
Per  cent,  disappearing  in  tank. 


Total. 

Loss  on 
Ignition. 

Fixed. 

70.7 
62.6 
74.0 

52.8 
43.3 
82.0 

17.9 
9.8 
62.0 

Septic  Tank  F, 


Oallons 
applied. 

Hours 

of 

Storage. 

Potrnns  or  Subpbndkd  Mattib. 

Ykab. 

LKATINO  TANK. 

POUND  IN  TANK. 

Total. 

Loss  on 
Ignition. 

Total. 

Loss  on 
Ignition. 

Total. 

Loss  on 
Ignition. 

1904 

1905, 

October  1, 1906,    . 

8,100 
8,200 
2,710 

6 
6 
6 

10.6 
5.1 
6.3 

8.1 
8.9 
4.8 

1.4 

1.9 
2.0 

0.6 
1.0 
1.2 

5T8 

3T4 

Total,      . 

9,010 

- 

21.9 

16.8 

5.8 

2.8. 

- 

- 

Ponnds  deposited  in  tank,  . 
Pounds  disappearing  in  tank,    . 
Per  cent,  disappearing  in  tank, . 


Total. 

Loss  on 
Ignition. 

Fixed. 

16.6 
11.8 
68.0 

14.0 
10.6 
76.0 

2.6 
0.7 
27.0 

Septic  Tank  Q, 


OaUons 
applied. 

Hoars 

of 
Storage. 

Pounds  op  Suspbndkd  Mattbi. 

T«AB. 

■NTBBINO  tank. 

LKATINO  TANK. 

POUND  IN  TANK. 

Total. 

Loss  on 
Ignition. 

Total. 

Loss  on 
Ignition. 

Total. 

Loss  on 
Ignition. 

1904,       .... 
1906 

60,700 
101,900 

6 
6 

107.6 
181.6 

88.4 
106.0 

42.5 
62.6 

88.9 
89.0 

I6T2 

7T8 

Total,      .        .       . 

162.600 

- 

289.1 

194.4 

96.1 

77.9 

- 

- 

Pounds  deposited  in  tank, . 
Pounds  disappearing  in  tank,    . 
Per  cent  disappearing  in  tank, 


Loss  on 

Total.    Ignition.  Fixed. 

144.0       116.6  27.5 

127.8       108.7  19.1 

89.0         96.0  68.0 
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8^>tie  Tank  H. 


ChJlona 
applied. 

Hoan 

of         1 
Stoni|f6. 

POUKDS  or   BlTSFSNDBO   MaTTBH. 

Tear. 

■KTSRnrO  TAITK. 

LSATDtO  TAKE. 

1    rotTKD  IK  TAKE. 

ToteL 

LoMon 
Ignition. 

T«t-.,isS^S. 

Total. 

LoMon 
Ignttion. 

1904,       .... 
1906,       .... 

21,000 
85,600 

18            83.2 
18         1    45.0 

29.2 
84.7 

10.7 

6.9 
8.0 

9.5 

4.8 

Total.      . 

56,000 

"        1 

78.2 

68.9 

20.1 

13.9 

- 

- 

FoundB  deposited  in  tank, . 
Pounds  disappearing  In  tank,    . 
Per  cent,  disappearing  in  tank, 


LoMon 

Total.    Ignition.  Fixod. 

.    58.1         50.9  7.2 

.    48.6         46.1  2.5 

.    84.0         91.0  85.0 


Cabbon  in  Sewage  and  Water. 

Dtiriiig  the  year  investigationfl  were  made  in  regard  to  the  percentage 
of  carbon  in  samples  of  water  and  sewage,  in  order  to  leam  the  relations 
existing  between  certain  determinations,  such  as  "loss  on  ignition,^' 
'^oxygen  consumed,^*  and  the  actual  amount  of  carbon  or  carbonaceous 
matters  presoit  in  the  samples  examined. 

It  is  well  known  that  the  "  oxygen  consumed ''  determination  indicates 
only  a  portion  of  the  carbon  present  in  the  water  or  sewage  tested,  and 
that  that  portion  is  not  a  constant ;  that  the  "  loss  on  ignition  **  determina- 
tion includes  some  mineral  as  well  as  the  organic  matter  present.  In 
this  study  six  samples  of  sewage  and  four  of  the  same  sewage  filtered, 
and  two  samples  of  water  were  evaporated,  and  analyses  of  the  dry  resi- 
dues were  made.  The  alkalinity  in  all  the  samples  was  neutralized,  to 
avoid  error  due  to  decomposition  of  carbonates  during  combustion.  Eeg- 
ular  wtiter  analyses  were  also  made  of  duplicates  of  each  sample. 

Prom  the  results  of  the  examinations  of  the  samples  of  the  sewage, 
it  was  found  that  the  carbon  in  the  dry  residue  from  evaporation  varied 
from  36  to  67  per  cent.,  with  an  average  of  47.6  per  cent,  of  the  total 
loss  on  ignition;  and  it  is  a  fact  that  most,  if  not  all,  of  the  compounds 
likely  to  be  found  in  sewage  have  percentages  of  carbon  varying  between 
these  limits.  The  carbohydrates  have  40  to  44  per  cent.,  the  albuminous 
bodies  60  to  65  per  cent.,  and  fats  separated  from  sewage,  62  per  cent,  of 
carbon. 

The  restdts,  taken  as  a  whole,  showed  that,  while  *'  loss  on  ignition  ** 
does  not  bear  a  very  constant  relation  to  the  per  cent  of  carbon,  it  is 
undoubtedly  a  fair  measure  of  the  organic  matter  present. 
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The  carbon  in  the  filtered  samples  varied  from  29  to  39  per  cent.,  or 
an  average  of  35  per  cent,  of  the  loss  on  ignition.  Further  results  showed 
that  the  figures  given  by  "  oxygen  consumed  *^  determinations  represent 
from' 10  to  20  per  cent.,  with  an  average  of  16  per  cent,  of  the  oxygen 
that  would  be  actually  required  to  oxidize  all  the  carbon  present.  In  the 
filtered  samples  the  per  cent,  is  higher  and  more  constant  (22  to  26 
per  cent.).  Only  about  22  per  cent,  of  the  " loss  on  ignition '^  of  the  dry 
residues  from  the  evaporation  of  the  samples  of  water  was  carbon,  and 
the  "  oxygen  consumed  '^  was  about  44  per  cent,  of  the  total  oxygen  that 
would  have  been  required  to  oxidize  this  carbon.  These  figures  show 
that  the  carbonaceous  matter  in  the  water  examined  was  different  in 
composition,  or  state  of  decomposition,  from  that  in  the  sewage.  The 
following  figures  show  the  "oxygen  consumed ^^  by  some  pure  car- 
bonaceous substances  when  certain  definite  weights  are  submitted  to  the 
"  oxygen  consumed  '^  process :  — 


Oxygen  oonsnined 
(PftrU  per  100,000). 


Per  Cent,  which 
Oxjgen  consumed 

bof 
Oxygen  required. 


Saccharose, 
Dextrose, 
Starch, 
Lactose,    . 
CeUulose, . 
Peptone,  . 


26,600 
24,000 

200 
10,200 

156 
7,400 


34.0 
22.0 
0.17 
»6.0 
0.18 
6.7 


These  figures  show  that  cellulose  is  only  very  slightly  attacked  by  the 
permanganate  during  the  "  oxygen  consumed  '^  process.  The  sample  of 
Lawrence  street  sewage.  No.  2  (see  table  below),  contained  a  consider- 
able amount  of  finely  divided  paper,  which  accounts  for  the  low  ratio 
of  10  per  cent,  which  the  oxygen  consumed  was  of  the  total  oxygen 
required  to  oxidize  the  carbon  present  in  this  sample. 

A  series  of  tables  here  presented  summarizes  the  results  obtained  in 
this  work.  The  first  table  gives  the  results  of  the  analyses  of  these 
samples  of  sewage,  together  with  the  results  of  the  determinations  of 
carbon  and  hydrogen  in  the  residues ;  the  second  table  shows  the  relation 
between  the  carbon  and  other  constituents  of  sewage  and  between  "  oxygen 
consumed"  figures,  and  the  amoimt  of  oxygen  actually  required  to 
oxidize  the  carbon  present.  The  table  shows  that  the  carbon  in  these 
samples  of  sewage  was  from  twelve  to  fifteen  times  as  great  as  the 
organic  nitrogen,  and  emphasizes  the  fact  so  frequently  mentioned  in 
these  reports  during  the  past  two  or  three  years,  that,  while  analytical 
data  in  regard  to  sewage  filtration  are  largely  devoted  to  showing  the 
nitrogen  disposal  efficiency  of  a  filter,  the  chief  labor  of  such  filters  is  in 
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adequately  disposing  of  the  carbonaceous  matters  reaching  them.  The 
third  table  presents  similar  data  in  regard  to  the  samples  of  water  studied 
in  this  way. 

Carbon  Studies,  —  Analyses  of  Samples  of  Sewage  examined. 

[Part*  per  100,000.] 


No.l. 

No.  2. 

No.  3. 

No.  4. 

No.  6. 

No.  6. 

Ammonia :  — 

Free, 

Total  albuminoid.    .... 
Albuminoid  in  tolntlon, 

4.70 
0.98 
0.61 

4.20 

2.70 

6.70 
0.78 

4.20 
0.66 
0.40 

2.20 
0.90 
0.61 

Kjeldahl  nitrogen :  — 

Total,       * 

In  solution, 

1.50 
0.80 

2.01 
1.01 

1.60 
0.61 

1.63 

1.16 
0.59 

2.87 
2.25 

Oxjgen  consumed :  — 

Total, 

In  solution, 

7.80 
4.60 

8.60 
6.06 

6.80 
8.46 

6.60 
4.6U 

6.80 
8.70 

10.70 
8.90 

Unaltered  solids :  — 

Toul. 

Loss  on  Ignition 

Fixed, 

87.8 
89.0 
48.8 

104.3 
66.7 
47.6 

88.8 
36.8 
62.0 

78.8 
86.6 
87.2 

61.8 
25.8 
86.0 

82.6 
42.5 
40.0 

Filtered  solids :~ 

Total 

Loss  on  ignition,     .... 
Fixed, 

68.1 
*21.6 
46.5 

64.6 
20.8 
88.7 

66.5 
14.8 
61.7 

61.0 
24.0 
37.0 

61.3 
17.9 
88.4 

68.9 
22.5 
86.4 

Dry  residue:— 

Per  cent,  carbon :  — 

Total. 

In  solution,        .... 
Per  cent,  hydrogen :  — 

Total 

In  solution,        .       .       .       . 

20.80 
10.54 

8.77 
2.64 

80.64 
14.84 

4.70 
2.78 

21.64 
8.46 

8.88 
1.92 

17.87 
11.26 

4.01 
2.08 

19.60 
2.78 

24.20 
8.04 

Carbon  Studies.  —  Table  showing  Relation  between  Carbon  and  Other  ConslitueiUs 
in  Sewage  and  Oxygen  consumed  to  Oxygen  required. 


No.  1.  I  No.  2. 


No.  3. 


No.  4.     No.  5.  !  No.  6. 

I  I 


Per  cent,  which  loss  on  ignition  was  of  solids :  — 

Total. 

In  solution, 

Per  cent,  which  carbon  was  of  loss  on  Ignition :  — 

TotaL 

In  solntlon 

Parts  carbon :  — 

Total. 

In  solution, 

Parts  oxygen  required  to  oxidize  carbon :  — 

Total, 

In  solution, 

Per  cent,  which  oxygen  consumed  was  of  oxygen 
required  to  oxidize  carbon :  — 

TotaL 

In  solution, 

Ratio  of  carbon  to  EJeldahl  nitrogen :  — 

Total, 

In  solution, 

Batio  of  carbon  to  total  nitrogen  (free  ammonia 
nitrogen  +  KJeldahl), 


44 

82 


46 
88 


18 
7 


48 
19 


16 
24 


12.0 

8.8 


8.4 


54 


67 
89 


86 
21 


10 
24 


16.9 
7.9 


6.9 


41 
22 


68 
88 


19 
6 


51 
16 


12 
22 


12.7 
9.8 


6.1 


60 
89 


85 

29 


18 

7 


84 
18 


19 
26 


8.4 
1.8 


42 
85 


47 
12 
82 

18 
10.4 
2.6 


62 
88 


53 

20 
7.0 
4.6 
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Analyses  of  Tioo  Samples  of  Water  studied, 
[Parte  per  100,000.] 


Free 
Ammonia. 

Total 
Albuminoid 
Ammonia. 

Oxygen 
Consumed. 

Solids. 

BMiLe 
Percent. 
Carbon. 

Total. 

Loss  on 
Ignition. 

1 
Fixed. 

Canal  water, 
City  water, 

.0106 
.0036 

.0166 
.0144 

.70 
.45 

7.2 

7.0 

2.5 
1.9 

4.7 
6.1 

7.90 
5.80 

Canal  City 

Water.  Water. 

Per  cent,  which  loss  on  ignition  was  of  total  solids,       .       .     85.0  27.0 

Per  cent,  which  carbon  was  of  loss  on  ignition,       .       .        .      23.0  '^1.0 

Parts  carbon, 0.67  0.41 

Parts  oxygen  required  to  oxidize  carbon,        ....       1.02  1.08 
Per  cent,  which  oxygen  consumed  was  of  oxygen  required 

to  oxidize  carbon 46.0  42.0 


Further  studies  along  this  line  were  made  with  samples  of  sediment 
from  the  effluents  of  trickling  and  contact  filters  and  of  sludge  from 
sewage,  and  the  results  are  shown  in  a  following  table.  In  the  samples 
of  sewage  sludge  the  ratio  of  carbon  to  the  loss  on  ignition  was  fairly 
uniform,  varying  only  from  52  to  61  per  cent.  A  much  larger  variation 
occurred  with  the  fiJter  sediments,  however,  this  undoubtedly  being  partly 
due  to  the  bacterial  working  over  that  the  sediment  receives  while  passing 
through  the  filters,  and  pari;ly  to  retention  of  cei'tain  matters  in  the 
filter;  but  the  actual  analytical  results  do  not  indicate  the  diflference 
between  putrescible  sewage  sludge  and  stable  filter  sediment  that  physical 
examinations  and  incubation  tests  show  cleariy. 

Carbon  Studies,  —  TabU  of  Sludge  and  Sediment  Examinations,  expressed  in 

Percentages, 


Per  Cent. 

Sludob  ntoM 
FiltsbNo. 

IINMI. 

Per  Cent. 

of 

Carbon 

Present. 

Per  Cent. 
Loss  on 
Ignition. 

Per  Cent. 
Oxygen 

consumed 
on  Dry 
Sludge. 

Per  Cent. 

requ&edto 
oxidise 
Carbon. 

"  Oxygen 

consumed" 

is  of  Oxygen 

required  to 

oxidise 

Carbon. 

Percent. 
Carbon  is 
of  Loss  on 
Ignition. 

176,    . 

Oct.  17. 

31.91 

44.9 

8.2 

86.1 

9.6 

71.0 

176.    .        .        . 

Oct.  17. 

28.16 

46.4 

8.8 

76.1 

11.7 

61.0 

288.    ..        . 

Oct.  17, 

17.21 

48.6 

11.6 

46.8 

25.0 

85.0 

236     .        .        . 

Oct.  17, 

20.40 

44.5 

9.8 

64.8 

18.0 

46.0 

248.    ..        . 

Oct.  17, 

23.45 

61.8 

11.6 

62.6 

18.4 

45.0 

Septic  Tank  G, 

inlet.      . 

Jan.  8, 

80.84 

50.4 

18.9 

82.2 

16.9 

61.0 

Septic  Tank  6, 

outlet.   . 
Septic  Tank  H, 

Jan.  3, 

28.87 

48.2 

6.8 

77.0 

8.8 

60.0 

inlet,      . 

Jan.  8, 

28.62 

50.2 

15.1 

76.8 

19.8 

67.0 

Septic  Tank  H, 

outlet,    . 

Jan.  3, 

26.89 

47.8 

17.3 

71.6 

24.1 

56.0 

Septic  Tank  A, 

inlet,      . 

Apr.  1, 

28.11 

48.8 

9.6 

74.9 

12.8 

68.0 

SepUc  Tank  A, 

outlet,    . 

Apr.  1, 

22.08 

42.4 

18.8 

68.8 

22.6 

62.0 
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A  Study  of  the  Rate  of  Filtration  and  Amount  op  Suspended 
Matteb  applied  to  Sand  Filters  as  belated  to  Volume  of  Sand 
behoved. 

In  the  operation  of  water  filters  the  rate  is  maintained  at  as  high  a 
figure  as  possible  compatible  with  efficient  filtration;  that  is,  efficient 
bacterial  removal  and  the  production  of  an  effluent  of  satisfactory  ap- 
pearance. In  doing  this,  it  is  expected  that  such  filters  will  require  the 
removal  of  a  certain  amount  of  sand  from  time  to  time,  in  order  that  a 
suitably  high  rate  may  be  maintained.  In  sewage  filtration,  by  the  use 
of  sand  filters,  it  is  generally  intended  so  to  operate  them  that  sand 
removal  shall  be  of  very  infrequent  occurrence.  It  has  been  shown  by 
the  work  at  the  station  that  a  certain  amount  of  stable  organic  and 
mineral  matter  will  accumulate,  however,  and  eventually  necessitate 
sand  removal;  but  it  is  possible  to  maintain  such  filters  in  opera- 
tion for  many  years  before  such  removal  becomes  necessary.  Much  is 
said  of  late  in  r^ard  to  higher  rates  of  operation  of  sand  sewage  filters, 
and  such  higher  rates  are,  of  course,  possible,  if  sand  is  removed  more 
frequently  and  less  perfect  purification  is  accepted.  It  is  manifestly 
absurd,  however,  to  state,  after  one  or  two  years^  operation  at  a  high 
rate,  that  these  rates  can  be  easily  maintained.  A  longer  period  of  study 
is  necessary. 

During  the  past  eight  years  and  more,  especially  during  the  past  three 
years,  certain  sand  filters  at  the  station  have  been  operated  at  high  rates, 
and  careful  records  kept  showing  the  amount  of  sand  removal  that  is 
necessary  to  maintain  these  rates,  and  to  show  also  the  relation  between 
sand  removal  and  the  amount  of  matter  in  suspension  in  the  applied 
sewage.  These  figures  are  presented  in  following  tables,  together  with 
similar  figures  from  the  operation  of  water  filters. 

In  1898,  Filter  No.  100  was  put  into  operation  and  is  still  continued. 
The  average  rate  of  operation  of  this  filter  up  to  the  time  of  the  last 
sand  removal  was  250,000  gallons  per  acre  daily,  and  it  has  been  possible 
to  maintain  this  rate  ks  the  filter  has  received  septic  sewage  containing 
much  less  suspended  matter  than  regular  station  sewage.  To  maintain 
this  average  rate,  however,  with  this  septic  sewage,  it  has  been  necessary 
to  remove  clogged  sand  from  the  filter  several  times,  and  the  amount 
removed  per  million  gallons  of  sewage  filtered  has  increased  as  the  age 
of  the  filter  and  depth  of  accumulation  ol  organic  matter  have  increased. 

During  the  first  four  years  of  operation  the  sand  removed  amounted 
to  2.93  cubic  yards  per  million  gallons  filtered,  and  during  the  following 
three  years  to  3.76  cubic  yards  per  million  gallons  filtered.  Filters  Nos. 
224  and  249,  receiving  the  settled  effluents  of  trickling  •  filters  and 
operated  at  rates  varying  from  600,000  to  800,000  gallons  per  acre 
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daily,  have  given  similar  results,  as  shown  in  the  tables  following.  In 
the  tables  are  also  given  figures  showing  the  pounds  of  suspended  matter 
applied  per  cubic  yard  of  sand  removed,  and  the  proportion  of  this  that 
is  organic  suspended  matter.  Two  tables  showing  the  sewage  filter 
results  are  presented,  the  first  showing  the  quantity  of  sewage  applied 
in  million  gallons  per  acre  between  each  scraping  or  sand  removal,  the 
depth  of  sand  removed,  the  cubic  yards  removed  per  acre  and  per  million 
gallons  filtered,  and  the  estimated  pounds  of  matter  in  suspension  in  the 
applied  sewage  per  cubic  yard  of  sand  removed;  while  the  second  table 
presents  the  rate  of  operation  of  each  filter  in  million  gallons  per  acre 
daily,  the  number  of  times  sand  was  removed,  the  pounds  of  suspended 
matter  applied  with  each  million  gallons,  the  pounds  in  each  cubic  yard 
of  sand  removed  and  pounds  per  acre  per  scraping. 

It  is  especially  noticeable,  in  comparing  Filters  Nos.  100,  224  and 
249,  that,  as  would  be  expected,  as  the  rate  maintained  is  increased,  the 
amount  of  suspended  matter  that  can  accumulate  in  the  sand,  and  still 
allow  this  high  rate,  decreases  rapidly.  On  this  second  table  some  sim- 
ilar figures  gathered  from  the  operation  of  the  Lawrence  city  filter  and 
Filter  No.  8B  at  the  experiment  station,  both  filtering  river  water,  are 
given.  They  are  of  interest  as  showing  how  the  higher  rates  maintained 
with  these  water  filters  allow  still  less  accumulation  of  matter  before 
scraping  is  necessary.  The  city  filter  is  not  completely  underdrained, 
while  Filter  No.  8B  is  entirely  underdrained;  and  the  differing  re- 
sistance of  each  to  the  passage  of  water,  owing  to  this  difference  of 
construction,  is  clearly  shown  by  the  different  accumulation  of  suspended 
matter  that  can  occur  before  scraping  becomes  necessary. 

Comparisons  of  Raie^  Sand  Removal  and  Accumulation  of  Mailers  applied  in  Sus- 
pension in  Sewage.  —  Fillers  Nos,  100^  224  and  249* 

Filter  No.  100, 


Qoantity 
of  Sewage 

Gallons  per 
Acre). 

D^of 

removed 
(Inohee). 

Cubic  Yabds  or  Sakd 

BSMOVBD. 

EeTDCATBD  PoUKDe  OP  MATTm  IH 
SCSPBNSION  APPLXBD  PaK 

Cubic  Yaxd  of  8un>  bbmovsd. 

pssiod  of 
Opbbation. 

Per  Acre. 

Per 
MUlion 
Gallona 
filtered. 

Total 
SoUda. 

Onranio 

Matter 

from 

Loason 

Ignition. 

KJeldaM 

Jan.    1,  1898, ) 
Nov.    8,1901,5 

Nov.    9.1901,/ 
Apr.    6,1904,! 

276.5 
2U.0 

6 
6 

807 
807 

2.93 
8.76 

256.4 
232.4 

136.7 
123.9 

7.00 
6.34 

Filter  No,  224, 


Oct.    1, 1908,  \ 
Pec.  81, 1904, ) 

Jan.    1,1906,.{ 
Dec.  16, 1905, 1 


270.4 
132.4 


403 

807 


1.49 
6.10 


126.5 
20.1 


71.9 
10.7 


8.02 
0.49 


Digitized  by  LjOOQ IC 


•No.  34.] 


PUBIFICATION  OF  SEWAGE. 


241 


Camparitotu  of  Bate,  Band  Bemoval  and  Aeeutnulation  of  Mattan  appU^  in  8ut- 
peniion  in  Sewage,  etc.  —  Concluded. 

FUter  Ko.  949. 


OaUonsper 
Aera). 

ramored 

(iBcbet). 

CtTwc  Tabds  or  Savo 
manoTBD. 

BeriMATaD  Poithm  or  Mattu  n 

SusravfioM  attlisd  m 

Cubic  Yaeo  or  Savo  ebiiotbd. 

Pbriod  of 
OraiATiov. 

Per  Acre. 

Per 
Million 
OftUont 
flltend. 

Total 
Solids. 

Organie 
M^ter 
from 
LoMon 
Ignitloii. 

KJeldfthl 
Nitrogen. 

lUj  16,  1904.  i 
Feb.    l,190i,i 

Feb.    «,1906,f 
May  S4«1906,i 

May  29, 190S,  t 
Jan.  n»  1906,  ^ 

Feb.    1,1906,/ 
Aug.   6,1906,1 

158.8 
66.4 
1S2.8 
116.9 

S 

1 
3 
8 

408 
184 
408 
406 

9.54 
2.09 
8.04 
8.45 

97.6 
60.4 
41.8 

80.8 

6S.1 
S4.S 
29.8 
45.7 

2.86 
1.48 
0.90 
2.17 

Ccn^xirison  of  Sand  Bemoval  and  Amount  of  Suspended  Matter  applied,  —  Sewage 
FtUers  Nos,  100, 224  and  249  and  Water  Filter  No.  8B  and  Oily  Filter. 


Cubic 

Pouiwe  or  SutrairDaD  Mattss 

Rata 
MiUion 

Timet 

Tarda 
8andre< 

APPLmf. 

PmoD  or  OrsaATioif. 

Oalkms 

Sand 

ou>Tedper 

Per 

Per  Cubic 

Per  Acre 

per  Acre 

remoTod. 

Million 

MiUlon 

Yard 

daily. 

Oalkms 

Gallons 

Sand  re- 

per 
Scraping. 

filtered. 

filtered. 

moTod. 

City  Alter.  1896-1906  (10  yoare),    . 

1.240 

184 

1.97 

14.45 

7.82 

1,228 

Filter  8B,  May  24.  1901.  to  April  9. 

1906  (4  years,  820 days). 
Filter  loo.  Jan.  1, 1896,  to  April  6, 1904 

8.140 

70 

0.67 

12.96 

22.88 

490 

0.248 

2 

2.85 

804.69 

244.40 

197,125 

(6  years,  97  days). 
FlluTr  224.  Oct.  1. 1906,  to  Dec.  16, 1905 

0.571 

2 

8.00 

165.97 

56.26 

88,427 

FlliCT2£^May  15^1904,  to  Aug. 6, 1906 
(2  years,  46  days). 

0.706 

4 

2.89 

212.04 

74.90 

26,148 

Determination  of  Carbon  Dioxide  in  Effluents. 
The  amount  of  free  and  half-bound  carbon  dioxide  was  determined 
twice  during  the  year  in  all  sewage  filter  effluents.  Effluents  which  were 
acid  contained  the  greatest  amount  of  free  carbon  dioxide,  and  of  course 
no  half-bound  carbon  dioxide.  All  the  sand  sewage  filters,  except  No. 
249,  gave  effluents  acid  to  phenol-phthalein  almost  continuously;  but 
sand  Filter  No.  5C,  started  in  July,  1905,  gave  an  acid  effluent  only 
once  during  the  first  nine  months  of  operation,  although  nitrifying  ac- 
tively. After  that  there  was  not  enough  available  alkali  in  the  sand  to 
neutralize  the  excess  of  nitric  acid  over  that  combining  with  the  alka- 
linity of  the  applied  sewage.  The  results  of  these  determinations 
follow :  — 
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Parts  Carbon  Dioxide  in  Effluents. 


Filter  No. 


Auo.  2, 1906. 


Free  Carbon 
Dioxide. 


Hftlf-bonnd 
Carbon 
Dioxide. 


Aue.  17»  1906. 


Free  Carbon 
Dioxide. 


Half-bound 
Carbon 
Dioxide. 


1.  . 

2.. 

4.. 

5.. 

6,. 

9.. 
10.. 
100.. 
186,. 
186,. 
176,, 
176,. 
Ml.. 


287,  .       . 

243,. 

247.  . 

248.. 

249.  . 

249  (applied). 

250,. 

261,.       .       . 


24.2 

28.0 

17.6 

9.9 

16.2 

11.6 

5.8 

18.1 

2.6 

8.1 

8.8 

9.5 

18.6 

4.7 

6.6 

7.8 

6.6 

12.1 

8.4 

1.5 

6.4 

1.8 

4.7 

9.8 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.4 
8.6 
8.2 
6.2 
10.4 
0.0 
8.9 
8.9 
8.4 
0.0 
2.6 
8.6 
0.4 
2.0 
0.0 
4.9 


10.4 
12.4 
11.2 
4.6 
9.7 
7.7 
6.7 
9.9 
2.8 
6.9 
18.7 
12.9 
14.6 
8.6 
4.0 
7.9 
4.7 
8.4 
6.0 
2.9 
4.4 

8.6 
10.6 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
2.6 
8.8 
2.1 
6.9 
9.4 
0.0 
8.9 
2.0 
3.0 
1.2 
6.7 
6.0 
0.3 

0.0 
6.4 


Alkalinity  and  Acidity  op  Sewage  Filter  Effluents. 
Following  the  work  of  last  year  upon  this  subject,  determinations  were 
made  to  show  the  variation  in  acidity  and  alkalinity  of  the  effluents  of 
different  sewage  filters  operating  under  differing  conditions.  The  av- 
erage results  of  monthly  determinations  are  given  in  following  tables. 
As  stated  in  the  last  report,  acid  effluents  are  produced  by  filters  giving 
the  most  thorough  purification.  Of  the  filters  tested  Nos.  1,  2,  4,  5C, 
6,  9A,  10,  100,  224,  249,  250,  305,  306,  312,  313,  314,  315  and  316  are 
sand  filters;  Nos.  175,  176,  221,  237,  251  and  252  are  contact  filters, 
while  the  remainder  are  trickling  filters. 
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Average  Alkatinity  ofSffluent*  of  Sewage  FiUere. 
(Parts  per  100,000.] 


FULTXa  NUMBBB. 

1. 

s. 

4. 

0€. 

«. 

SA. 

IS. 

ISS. 

ISS. 

Alkalinity, 

-2.1 

-1.8        -1.2 

-0.3 

-1.4        -1.9 

-1.2 

-0.6 

2.0 

Average  Alkalinity  of  Effluents  of  Sewage  FUten  —  ContiDued. 

[Parts  per  100,000.] 

FiLTsa  NcMBsa. 

1S«. 

175. 

t7C. 

Ml. 

SSS. 

SS4. 

SSS. 

SSS. 

SS7. 

AlkaUnitj, 

4.0    1      5.6    '    11.6 

17.1 

18.6 

-0.5 

6.7 

4.V' 

6.6 

Average  Alkalinity  of  Effluents  of  Sewage  Filters  —  Continaed. 
[Parts  per  100,000.] 

Fix«TBB  Nuxan. 

94M, 

•47. 

MS. 

M». 

SSS. 

SSI. 

SSS. 

S4StandSSS.> 

Alkaliikity. 

-4).7 

16.2 

8.6 

0.8 

-0.4 

11.4 

0.6 

6.6 

Average  Alkalinity  of  Effluents  of  Sewage  Filters  —  Concluded. 

[Parts  per  100,000.] 

FiLTBa  NfTMBBB. 

SSS.1 

SM. 

M«. 

SIS. 

SIS. 

SI4. 

SIS. 

SIS. 

Alkalinity, 

2.» 

1.8 

1.4 

1.4 

8.5 

8.9 

4.2 

2.0 

1  Applied  sewage. 

Mechanical  Filtration  op  the  Effluents  of  Trickling  Filters. 
Beginning  in  April  and  continuing  throughout  the  remainder  of  the 
year,  experiments  were  carried  on  upon  the  purification  of  the  effluents 
of  trickling  filters  with  the  aid  of  coagulants  and  rapid  filtration  through 
a  mechanical  filter.  The  rate  of  filtration  followed  varied  from  25,000,- 
000  to  60,000,000  gallons  per  acre  daily.  The  detailed  results  of  this 
work  are  given  below.     (See  page  283.) 
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Purification  of  Factory  Wastes. 
Throughout  the  year  experiments  were  made  upon  filters  operated  with 
the  wastes  from  woolen  mills,  paper  mills,  shoddy  mills,  bleaching  and 
dye  works,  etc.,  and  the  results  of  this  work  are  presented  below. 

Studies  op  Methods  of  Application  of  Sewage  to  Trickling 

Filters. 

During  the  year  various  methods  of  applpng  sewage  to  trickling 
filters  so  as  to  obtain  the  best  distribution  were  studied.  While  a  full 
account  of  these  methods  is  not  given  in  this  report,  especial  attention  is 
called  to  the  description  of  Filter  No.  222  (page  267),  and  of  a  quite 
successful  method  devised  at  the  station. 

With  most  of  the  jet  sprinklers  proposed  to  be  operated  with  a  con- 
stant head,  the  greater  portion  of  the  sewage  falls  in  a  ring  and  a  large 
portion  of  the  surface  receives  no  sewage.  Furthermore,  with  such  a 
system  the  rate  at  which  the  filter  is  operated  is  dependent  entirely  upon 
the  size  of  the  orifice  and  the  acting  head.  By  the  use  of  an  automatic 
flush  tank,  such  as  that  installed  at  the  experimental  filter  at  Andover, 
the  spray  from  the  outlet  is  made  to  cover  a  gradually  reducing  circle 
as  the  head  becomes  less,  and  the  whole  surface  within  a  given  circle  is 
sprinkled.  Furthermore,  as  the  flush  tank  operates  intermittently,  the 
rate  of  operation  of  the  filter  is  controlled  by  the  flow  of  sewage  entering 
the  flush  tank,  and  is  independent  of  head  or  size  of  orifice,  and  at  low 
rates  the  filter  receives  the  same  volume  per  dose  as  when  operating  at  a 
high  rate;  but  the  dose  is  applied  less  frequently,  the  volume  of  sewage 
applied  at  one  time  depending  upon  the  capacity  of  the  flush  tank. 

Experiments  are  in  progress  to  study  the  proportional  distribution  of 
sewage  over  the  sprinkled  area,  when  operating  with  sprinkler  nozzles  of 
different  types  and  with  dash  plates  of  different  sizes  and  types,  and  also 
to  determine  the  effect  of  placing  nozzles  and  dash  plates  at  different 
distances  from  the  surface  of  the  filter,  the  effect  of  different  heads,  and 
the  effect  of  variations  in  the  size  of  the  orifices  through  which  the 
sewage  is  made  to  pass.  In  addition,  the  distributing  effect  of  different 
depths  of  filtering  material  is  to  be  investigated. 

In  the  experiments  the  sewage  is  placed  in  a  galvanized-iron  tank, 
fastened  to  a  platform  which  slides  up  and  down  upon  fixed  guides,  to 
which  it  may  be  securely  fastened  at  any  elevation.  The  outlet  of  the 
tank  is  at  the  bottom,  from  which  the  sewage  is  led  through  a  shut-off 
and  appropriate  piping  to  any  type  of  sprinkler  which  we  may  wish  to 
study.    A  number  of  types  of  jet  sprinklers,  such  as  those  proposed  for 
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the  Columbus,  0.,  sprinkling  filters,  and  those  used  on  certain  of  the 
trickling  filters  in  England,  have  been  obtained,  and  also  a  supply  of 
dash  plates  of  different  shapes  and  dimensions,  and  a  sliding  standard 
upon  which  these  dash  plates  may  be  fixed  at  any  distance  above  the 
filter  sui'face.  The  distance  between  the  face  of  the  dash  plate  or  the 
orifice  of  a  sprinkler  nozzle  has  been  termed  the  "  riser  distance.''  Placed 
radially  at  definite  distances  from  the  dash  plate  are  a  series  of  bottles 
containing  tunnels  of  definite  area,  in  which  the  flow  of  sewage  is  caught 
and  measured.  The  procedure  has  been  to  fill  the  feed  tank  to  a  given 
depth,  open  the  outlet  and  allow  the  sewage  to  flow  through  the  pipes  to 
a  choked  outlet,  when  it  impinges  upon  a  dash  plate  and  is  thrown  out 
in  the  form  of  an  umbrella,  breaking  on  the  outer  edge  into  a  fine  spray. 
Measurements  of  the  fall  of  sewage  are  made  in  each  of  the  four  quad- 
rants of  the  circular  area  sprinkled,  and  measurements  are  made  only 
when  there  is  no  wind.  The  operating  head  has  varied  between  6  inches 
and  54  inches,  the  choked  orifice  through  which  the  sewage  flows  being 
4  inches  long  and  the  distance  from  the  orifice  to  the  dash  plate  being  1 
inch  in  each  case.  Orifices  having  a  diameter  of  ^4  iiich,  %  inch,  Yj 
inch,  %  inch  and  1  inch  have  been  used  with  each  combination  of  head, 
riser  distance  and  dash  plate.  The  dash  plates  studied  have  been  a  flat 
plate,  circular  in  area  and  2  inches  in  diameter,  a  circular  flat  plate  2 
inches  in  diameter  having  the  outer  quarter-inch  turned  up  at  an  angle 
of  45  degrees,  called  for  convenience  a  2-inch  dished  plate,  and  a  similar 
plate  3  inches  in  diameter,  designated  a  3-inch  dished  plate.  These 
plates  have  been  placed  12  inches  above  the  filter  surface  in  each  case, 
and  the  2-inch  dished  plate  has  also  been  used  with  a  riser  distance  of  6 
inches.  The  results  of  the  experiments  so  far  completed  are  so  few  that 
any  conclusions  must  be  subject  to  revision.  They  may  be  briefly 
summed  up  as  follows :  — 

Area  Wet.  —  The  outside  limit  of  the  sprinkled  area  is  considered  to  be 
that  portion  where  the  quantity  of  sewage  falling  upon  the  unit  area 
was  less  than  ^^  of  1  per  cent,  of  the  proportionate  part  of  the  whole 
dose  for  that  area.  On  this  basis,  circles  from  30  to  66  inches  in  diam- 
eter were  wet  by  the  2-inch  dished  plate  with  different  orifices  and  a 
6-inch  riser,  and  from  54  to  72  inches  in  diameter  by  the  same  plate 
with  a  12-inch  riser.  The  area  wet  by  the  2-inch  fiat  plate  was  consid- 
erably less  than  that  by  the  dished  plate,  varying  from  36  to  54  inches 
with  the  various  orifices.  The  area  wet  by  the  3-inch  dished  plate  was 
intermediate  between  that  for  the  2-inch  flat  plate  and  the  2-inch  dished 
plate. 

Size  of  Orifice.  —  The  area  wet  was  greatest  when  an  orifice  %  inch  in 
diameter  was  used,  and  least  when  a  1-inch  orifice  was  used.     The 
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distribution  curves   were   somewhat  flatter,   however,   with   the   larger 
orifices. 

Distribution.  —  The  distribution  in  all  four  quadrants  of  the  circle 
was  never  the  same,  often  varying  as  much  as  50  per  cent,  in  the  ex- 
tremes. With  the  2-inch  dished  plate  placed  6  inches  above  the  filter 
surface,  80  to  90  per  cent,  of  the  sewage  was  spread  upon  from  21  to  38 
per  cent,  of  the  surface  wet.  With  the  same  dished  plate  and  a  12-inch 
riser  distance,  75  to  85  per  cent,  of  the  sewage  was  concentrated  upon  21 
to  34  per  cent,  of  the  wet  area.  With  the  2-inch  flat  plate  1?  inches 
above  the  ground,  70  to  90  per  cent,  of  the  sewage  was  concentrated 
upon  30  to  44  per  cent,  of  the  surface,  and  with  the  3-inch  dished  plate, 
80  to  96  per  cent,  of  the  sewage  was  concentrated  upon  30  to  55  per 
cent,  of  the  surface.  As  a  rule,  no  part  of  the  surface  received  the  theo- 
retical amount  of  sewage,  although  in  a  few  cases  from  10  to  20  per 
cent,  of  the  surface  received  within  10  per  cent,  of  the  theoretical  amount. 

Large  Sand  Filtebs  in  Operation  at  the  Station. 
Filters  Nos.  1  to  10,  inclusive,  and  Filters  Nos.  S05  and  806. 
During  the  year  the  large  sand  filters  were  continued  in  operation,  and 
two  new  filters  added,  namely,  Nos.  305  and  306.  All  of  these  out-door 
sand 'filters  were  protected  to  a  certain  extent  from  the  winter  weather, 
as  noted  in  the  last  report,  and  this  protection  is  about  equal  to  that 
given  by  ice  and  snow  on  the  municipal  filters. 

Studies  of  Ra.tes  of  Filtration  with  Sand  Filters,  and  Effect  of 
Depth  op  Filtering  Material. 

Filters  Nos.  812,  818,  8U,  815  and  816. 

Five  new  filters,  each  Hoooo  of  ^^  ^^^e  in  area  and  constructed  of 
sand  of  an  effective  size  of  0.25  millimeter,  were  put  into  operation  Oct. 
1,  1906,  to  study  comparatively  the  purification  of  sewage  on  sand  filters 
operated  at  different  rates,  the  effect  of  mode  of  application  of  sewage 
and  the  effect  of  doubling  the  depth  of  filtering  material. 

Filters  Nos.  312,  313,  314  and  315,  each  contained  5  feet  of  sand  and 
Filter  No.  316  contained  10  feet  of  sand.  Sewage  was  applied  to  Filter 
No.  312  at  a  rate  of  50,000  gallons,  to  Filters  Nos.  313  and  316  at  a 
rate  of  100,000  gallons  and  to  Filters  Nos.  314  and  315  at  a  rate  of 
150,000  gallons  per  acre  daily.  The  sewage  applied  to  Filter  No.  316 
was  divided  into  six  doses,  applied  at  intervals  two  hours  apart,  the 
sewage  for  each  of  the  other  filters  being  applied  in  one  dose. 
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Large  Sand  Filters  in  Operation  at  the  Station.  —  Filters  Nos. 

1  TO  10,  inclusive. 

Filter  No.  1. 
Filter  No.  1,  constructed  of  60  inches  in  depth  of  sand  of  an  effective 
size  of  0.48  millimeter,  is  %oo  of  an  acre  in  area,  and  was  first  put  into 
operation  on  Jan.  10,  1888.  The  filter  was  operated  at  a  rate  of  60,000 
gallons  per  acre  daily  for  six  days  per  week  from  Dec.  1,  1905,  to  May 
8,  1906 ;  at  a  rate  of  60,000  gallons  from  May  9  to  September  15,  and 
at  a  rate  of  60,000  gallons  per  acre  daily  from  September  20  to  November 
30.  From  December  1  to  March  8,  the  surface  of  the  filter  was  trenched 
and  the  trenches  were  covered  with  boards.  On  March  9,  the  board  covers 
were  removed  and  the  sand  in  the  trenches  was  raked  3  inches  deep.  On 
April  16,  the  sand  in  the  trenches  was  raked  3  inches  deep  and  the 
surface  of  the  filter  was  levelled.  July  2,  the  surface  was  again  trenched 
in  the  same  manner  as  during  the  winter,  but  with  the  trenches  at  right 
angles  to  the  winter  trenching.  On  July  29,  the  sand  in  the  trenches  was 
raked  3  inches  deep  and  the  surface  again  levelled.  On  September  15,  the 
surface  was  dug  over  8  to  10  inches  deep,  and  the  filter  was  allowed  to 
rest  until  September  20.  On  November  10,  the  surface  was  again 
trenched.  That  portion  of  the  surface  to  which  sewage  was  applied  was 
raked  1  inch  deep  thirty-three  times  during  the  year,  as  follows :  during 
December,  twice;  January,  once;  March,  twice;  April,  four  times;  May, 
four  times ;  June,  four  times ;  July,  three  times ;  August,  four  times ;  Sep- 
tember, twice ;  October,  four  times ;  and  November,  three  times. 

Filter  No.  2. 
Filter  No.  2,  constructed  of  60  inches  in  depth  of  fine  sand  of  an 
effective  size  of  0.08  millimeter,  is  %oo  of  ^^  acre  in  area,  and  was 
first  put  into  operation  on  Dec.  19,  1887.  The  surface  of  the  filter  is 
arranged  with  circular  trenches  1  foot  wide  and  2  feet  deep,  of  medium 
sand  of  an  effective  size  of  0.19  millimeter,  the  surface  of  these  trenches 
being  below  the  surface  of  the  remainder  of  the  filter,  and  to  them 
the  sewage  was  applied  at  the  rate  of  40,000  gallons  per  acre  daily 
from  Dec.  1,  1906,  to  May  8,  1906 ;  at  the  rate  of  30,000  gallons  per 
acre  daily  from  May  9  to  September  14;  and  at  the  rate  of  40,000 
gallons  per  acre  daily  from  September  20  to  November  30.  During  the 
winter,  the  trenches  were  covered  with  boards.  On  March  9,  these  board 
covers  were  removed  and  the  trenches  were  raked  3  inches  deep.  On 
April  21,  the  trenches  were  dug  over  6  inches  deep.  On  June  12,  the 
grass  and  weeds  growing  on  the  filter  were  cut.  On  July  2,  all  the 
grass  and  weeds  were  removed  and  the  trenches  were  dug  over  12  inches 
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deep.  On  August  10,  the  grass  and  weeds  were  again  cut.  On  September 
15,  the  trenches  were  again  dug  over  8  to  10  inches  deep  and  the  filter 
rested  until  September  20.  On  November  10,  the  trenches  were  again 
dug  over  to  a  depth  of  6  inches.  That  portion  of  the  surface  to  which 
sewage  was  applied  was  raked  1  inch  deep  thirty-one  times  during  the 
year,  as  follows:  during  December,  twice;  January,  once;  February, 
once;  March,  twice;  April,  twice;  May,  four  times;  June,  four  times; 
July,  four  times;  August,  four  times;  October,  four  times;  and  November, 
three  times. 

Filter  No.  Jf. 
Filter  No.  4,  constructed  of  60  inches  in  depth  of  fine  river  silt  of 
an  effective  size  of  0.04  millimeter,  is  %oo  of  an  acre  in  area,  and  was 
first  put  into  operation  on  Dec.  19,  1897.  The  surface  of  the  filter  is 
arranged  with  circular  trenches  about  14  inches  wide  and  12  inches 
deep  of  coarse  sand  of  an  effective  size  of  0.48  millimeter,  the  surface 
of  these  trenches  being  below  the  remainder  of  the  filter,  and  to  them 
the  sewage  was  applied  at  the  rate  of  40,000  gallons  per  acre  three 
times  a  week  throughout  the  year.  During  the  winter,  the  trenches 
were  covered  with  boards.  On  March  9,  the  board  covers  were  removed 
and  the  surface  of  the  trenches  was  raked  3  inches  deep.  On  April  12, 
the  trenches  were  dug  over  6  inches  deep;  on  July  2,  12  inches  deep; 
on  September  15,  8  to  10  inches  deep ;  and  on  November  10,  6  inches  deep. 
On  June  12  and  August  10,  the  grass  and  weeds  growing  on  the  ridges 
were  cut,  and  on  July  2  all  the  grass  and  weeds  growing  on  the  filter 
were  removed.  That  portion  of  the  surface  of  the  filter  to  which 
sewage  was  applied  was  raked  1  inch  deep  thirty-four  times  during  the 
year,  as  follows :  during  December,  twice ;  January,  once ;  February,  once ; 
March,  twice;  April,  twice;  May,  four  times;  Jime,  four  times;  July, 
four  times;  August,  four  times;  September,  three  times;  October,  four 
times ;  and  November,  three  times. 

Filter  No.  5C. 
Filter  No.  50  is  %oo  of  an  acre  in  area,  and  is  constructed  of  60 
inches  in  depth  of  sand  of  an  effective  size  of  0.22  millimeter,  and 
was  first  put  into  operation  on  July  20,  1905.  Sewage  was  applied  at 
the  rate  of  60,000  gallons  per  acre  daily  from  Dec.  1,  1905,  to  May  8, 
1906,  and  from  May  9  to  November  30  at  the  rate  of  50,000  gallons  per 
acre  daily.  During  the  winter,  the  surface  of  the  filter  was  trenched  and 
the  trenches  were  covered  with  boards.  On  March  9,  the  board  covers 
were  removed  and  the  sand  in  the  trenches  raked  3  inches  deep.  On 
April  21,  the  trenches  were  again  raked  3  inches  deep,  the  surface 
of  the  filter  levelled  and  then  dug  over  to  a  depth  of  6  inches.     On 
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Xovember  10,  the  surface  of  the  filter  was  again  trenched  in  the 
same  manner  as  during  the  preceding  winter.  That  portion  of  the  sur- 
face of  the  filter  to  which  sewage  was  applied  was  raked  1  inch  deep 
tiiirty-five  times  during  the  year,  as  follows:  during  December,  twice; 
January,  once;  February,  once;  March,  twice;  April,  twice;  May,  four 
times;  June,  four  times;  July,  four  times;  August,  four  times;  Sep- 
tember, four  times ;  October,  four  times ;  and  November,  three  times. 

Filter  No.  6. 

Filter  No.  6,  ^oo  of  an  acre  in  area,  is  constructed  of  44  inches  in 
depth  of  mixed  fine  and  coarse  sand  of  an  eflfective  size  of  0.35  millimeter, 
and  was  first  put  into  operation  on  Jan.  12,  1888.  Sewage  was  applied 
six  times  a  week  at  the  rate  of  60,000  gallons  per  acre  from  Dec.  1,  1905, 
to  May  8,  1906 ;  at  the  rate  of  50,000  gallons  from  May  9  to  September 
19;  and  at  the  rate  of  60,000  gallons  per  acre  from  September  20  to 
November  30.  During  the  winter,  the  surface  of  the  filter  was  trenched 
and  the  trenches  were  covered  with  boards.  On  March  9,  the  board 
covers  were  removed  and  the  trenches  raked  3  inches  deep.  On  April  16, 
the  trenches  were  again  raked  3  inches  deep  and  the  surface  of  the  filter 
was  levelled,  and  the  whole  filter  then  dug  over  to  a  depth  of  6  inches. 
On  July  2,  the  surface  of  the  filter  was  again  trenched,  with  the  trenches 
arranged  at  right  angles  to  those  of  the  preceding  winter.  On  July  29, 
the  trenches  were  raked  3  inches  deep  and  the  surface  of  the  filter  again 
levelled.  On  September  15,  the  surface  was  dug  over  8  to  10  inches  deep, 
and  the  filter  rested  until  September  20.  On  November  10,  the  surface 
was  trenched  in  the  same  manner  as  during  the  preceding  winter.  On 
April  17  and  18,  and  from  May  29  to  June  1,  inclusive,  the  filter  was 
out  of  operation  on  account  of  high  water  in  the  river.  That  portion 
of  the  surface  of  the  filter  to  which  sewage  was  applied  was  raked  1 
inch  deep  thirty-five  times  during  the  year,  as  follows :  during  December, 
three  times;  January,  once;  February,  once;  March,  twice;  April,  three 
times;  May,  four  times;  June,  four  times;  July,  three  times;  August, 
four  times;  September,  three  times;  October,  four  times;  and  November, 
tbiee  times. 

Filter  No.  9 A. 

Filter  No.  9A,  34oo  of  an  acre  in  area,  is  constructed  of  5  feet  in  depth 
of  sand  of  an  eflfective  size  of  0.17  millimeter,  and  was  first  put  into  opera- 
tion on  Nov.  18,  1890.  Sewage  was  applied  at  the  rate  of  60,000  gallons 
per  acre  six  times  a  week  from  Dec.  1,  1905,  to  May  8, 1906 ;  at  the  rate  of 
50,000  gallons  from  May  9  to  September  19 ;  and  at  the  rate  of  60,000 
gallons  from  September  20  to  November  30.  During  the  winter,  the 
surface  was  trenched  and  the  trenches  were  covered  with  boards.     On 
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March  9,  the  board  covers  were  removed  and  the  trenches  raked  3  inches 
deep.  On  April  16,  the  trenches  were  again  raked  3  inches  deep,  the 
surface  of  the  filter  levelled  and  then  dug  over  to  a  depth  of  6  inches. 
On  July  2,  the  surface  was  again  arranged  in  trenches,  with  the  trenches 
at  right  angles  to  those  of  the  preceding  winter.  On  July  29,  the 
trenches  were  raked  3  inches  deep  and  the  surface  of  the  filter  levelled. 
On  September  15,  the  surface  was  dug  over  8  to  10  inches  deep,  and  the 
filter  allowed  to  rest  imtil  September  20.  On  November  10,  the  surface 
was  again  trenched  for  the  winter.  April  17  to  19  and  May  29  to  June 
1,  the  experiment  was  interrupted  by  high  water  in  the  river.  That 
portion  of  the  surface  of  the  filter  to  which  sewage  was  applied  was  raked 
to  a  depth  of  1  inch  thirty-four  times  during  the  year,  as  follows: 
during  December,  twice;  January,  once;  February,  once;  March,  twice; 
April,  three  times;  May,  four  times;  June,  four  times;  July,  three  times; 
August,  four  times;  September,  three  times;  October,  four  times;  and 
November,  three  times. 

Filter  No.  10. 
Filter  No.  10,  ^oo  of  *^  ^cre  in  area,  is  constructed  of  5  feet  in  depth 
of  fine  and  coarse  mixed  sand  of  an  eflEective  size  of  0.35  millimeter, 
and  was  first  put  into  operation  on  July  18,  1894.  No  underdrains  are 
beneath  the  sand,  except  directly  above  and  around  the  outlet  pipe.  A 
partition  extending  3  feet  below  the  surface  separates  the  quarter  of  the 
surface  which  is  farthest  from  the  underdrains  from  the  remainder  of 
the  surface.  To  this  quarter,  the  sewage  is  applied,  and  over  the  re- 
mainder of  the  surface  is  a  layer  of  loam  8  inches  in  depth.  Sewage 
was  applied  at  the  rate  of  25,000  gallons  per  acre  six  times  a  week  from 
Dec.  1, 1905,  throughout  the  year.  On  March  11,  the  surface  of  the  filter 
was  raked  to  a  depth  of  3  inches,  and  was  dug  over  on  April  16  to  a 
depth  of  6  inches;  on  July  2,  to  a  depth  of  1  foot;  on  July  15,  to  a 
depth  of  from  8  to  10  inches;  and  on  November  10,  to  a  depth  of  6 
inches.  After  digging  over  the  surface  on  September  15,  the  filter  was 
allowed  to  rest  until  September  20.  The  experiment  was  interrupted  by 
high  water  in  the  river  April  17  to  19  and  May  29  to  June  1.  That 
portion  of  the  surface  to  which  sewage  was  applied  was  raked  to  a 
depth  of  1  inch  thirty-eight  times  during  the  year,  as  follows:  during 
December,  four  times;  January,  three  times;  March,  once;  April,  four 
times;  May,  four  times;  June,  four  times;  July,  four  times;  August, 
four  times;  September,  three  times;  October,  four  times;  and  November, 
three  times.  In  December,  8  inches  of  snow  was  removed;  in  January, 
Ys  inch  of  ice;  in  February,  10^^  inches  of  snow;  and  in  March,  29 
inches  of  snow. 
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Filters  Nos.  S05  and  806. 
On  August  24,  1906,  two  new  filters,  situated  out  of  doors,  semi- 
circular in  section,  each  containing  54  inches  of  sand  of  an  effectiw  size 
of  0,27  millimeter  and  having  an  approximate  area  of  34oo  of  an  acre 
were  put  into  operation.  It  is  intended  that  these  filters  shall  always  be 
operated  at  the  same  rate  and  in  the  same  manner.  Filter  No.  305  re- 
c^ving  the  strong  station  sewage  and  Filter  No.  306  receiving  sewage 
diluted  with  canal  water,  in  order  to  study  the  relative  purification  of 
sewage  of  different  strengths.  During  the  three  months  which  these  filters 
have  been  in  operation,  sewage  has  been  applied  to  each  at  a  rate  of  60,000 
gallons  per  acre  six  days  each  week,  the  sewage  applied  to  Filter  No. 
306  being  composed  of  equal  parts  regular  sewage  and  canal  water.  On 
November  10,  four  trenches,  12  inches  wide  and  3  inches  deep,  were 
made  in  the  surface  of  each  filter,  the  sand  removed  from  the  trenches 
being  piled  upon  the  ridges.  The  surface  of  each  filter  was  raked  four 
times  during  the  months  of  September,  October  and  November. 


Effluent  of  Filter  No.  1. 
[Parts  per  100,000.] 


Datb. 


Deeember, 


January, 
Febmarj, 
March, 
April, 
May. 
June, 
Jnly. 
August, 
September, 
October, 
NoTcmber, 
Arerage, 


QusBtity 
Applied. 

Gallons 
per  Acre 
DsUy 
for  8k 
Dsysina 
Week. 


00,000 

02,900 
57,500 
60,000 
57,600 
53,600 
46,200 
46,200 
50,000 
89,600 
60,000 
67,700 


54,100 


Tbmpbba- 

Tuaa 
(Dso.  F.). 


55 


Length 

Thne 
Sewage 


Sarfsoe. 


Ih.  56m. 

50m. 

Ih.    4m. 

96m. 

11m. 

8m. 

8m. 

7m. 

3m. 

2m. 

5m. 
90m. 


96m. 


ApPBAa- 

▲ircB. 


0.9 

0.4 
0.5 
0.8 
0.1 
0.1 

0 
0.5 

0 
0.1 
0.4 
1.8 


0.4 


.24 


Ammohxa. 


1.4488 

1.0025 
0.7888 
0.9475 
0.5750 
0.1717 
0.0608 
0.2480 
0.0474 
0.0748 
0.5000 
0.9060 


0.5566 


.0710 

0580 
0687 
0648 
0585 
0500 
0848 
0667 
0655 
0827 
1)550 
0910 
0567 


I 


1403 


.0982 


1087 


1084 


6.48 

5.20 
5.48 
6.68 
8.85 
17.27 
15.06 
17.80 
16.08 
15.97 
15.10 
14.80 
12.04 


NrraooBV 


2.78 


8.04.0190 
2.85  .0118 


2.77 

8.75 

6.53 

6.18 

4 

5.61 

5.55 

5.90 

2.48 


4.29 


.0160 


.0060 
.0185 
.0020 
.0000 
.0020 
.0006 
.0007 
.0019 
0011 


.0056 


.56 


T4,500 

7,550 
8,800 


53  8,850 


6,900 
2,000 
650 
4,700 
1,970 
2,800 
4,000 
6»100 


5,100 
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Effluent  of  Filter  No.  2. 

[Parts  per  100,000.] 


> 

Ap^ 

Oalloni 

per  Acre 

Daily 

forSLc 

Days  in  a 

TaiirBRA- 

TUIB 

(Daa.  F.). 

Time 

remained 

on 
Surface. 

Appbab- 
Axrca. 

AMMOmA. 

1 

, 

NlTBOOBK 
At 

1 

5 

1 

1 

1 

1 

1^ 

s 

» 

Datb. 

i 

! 
1 

1 

M 

December,   . 

40,000 

58 

48 

47m. 

0 

.10 

0.6286 

.0264 

.0444 

6.03 

2.76 

.0950 

.17 

22S 

January, 

40,000 

58 

42 

Ih.  12m. 

0 

.11 

0.4026 

.0860 

_ 

4.96 

2.49 

.0600 

.22 

626 

February,    . 

40,000 

66 

41 

Ih.lSm. 

0 

.11 

0.4400 

.0800 

- 

6.6S 

2.96 

.0620 

.14 

58 

March,. 

40,000 

66 

40 

0 

.10 

0.2408 

.0244 

.0424 

6.68 

2.66 

.0270 

.26 

US 

April,   .       . 

88,400 

66 

46 

18m. 

0 

.11 

0.4086 

.0606 

- 

7.26 

8.86 

.0666 

.21 

68 

May.     .       . 

82,600 

68 

62 

8m. 

0 

.10 

0.0611 

.0288 

- 

12.67 

6.24 

.0018 

.84 

81 

June,    . 

27,700 

61 

m 

4m. 

0 

.12 

0.1860 

.0614 

- 

18.90 

6.47 

.0001 

.87 

78 

July.     .       . 

27,700 

6» 

66 

6m. 

0 

.14 

0.0202 

.0267 

- 

18.88 

6.01 

.0000 

.85 

448 

Auguat, 

80,000 

78 

72 

2m. 

0 

.12 

0.0090 

.0226 

- 

14.67 

6.78 

.0000 

.80 

98 

September,  . 

26,900 

6» 

60 

2m. 

0 

.11 

0.0082 

.0226 

- 

16.18 

6.29 

.0000 

.27 

90 

October,       . 

40.000 

60 

61 

8m. 

0 

.12 

O.OOiO 

.0214 

- 

18.60 

6.24 

.0000 

.22 

70 

November,  . 

S8,fi00 

61 

68 

14m. 

0 

.10 

0.1428 

- 

12.60 

4.79 

.0029 

.25 

160 

Average,  . 

85,000 

61 

64 

24m. 

0 

.11 

0.1968 

.0268 

.0484 

10.61 

4.46 

.0246 

.26 

170 

EffluerU  of  FiUer  No,  4. 

December,    . 

20,000 

68 

48 

18m. 

0 

.06 

0.0660 

.0101 

_ 

6.88 

2.60 

.0062 

.11 

176 

January, 

19,800 

65 

41 

29m. 

0 

.06 

0.0867 

.0180 

. 

6.86 

2.96 

.0086 

.14 

475 

February,    . 

20,000 

67 

41 

24m. 

0 

.06 

0.0617 

.0187 

- 

6.20 

2.72 

.00t8 

.12 

902 

March, 

20,700 

66 

40 

24m. 

0 

.04 

0.0688 

.0112 

.0880 

4.40 

2.71 

.0002 

.18 

46 

April.   .       . 

17,600 

66 

46 

6m. 

0 

.06 

0.0600 

.0117 

- 

6.60 

8.02 

.0010 

.16 

126 

May,     .       . 

20,700 

68 

62 

16m. 

0 

.06 

0.02a 

.0126 

- 

9.07 

4.45 

.0007 

.20 

70 

June,    . 

J8,600 

61 

60 

4m. 

0 

.04 

0.0179 

.0164 

- 

18.10 

7.14 

.0000 

.26 

58 

July,     .       . 

18,600 

70 

66 

5m. 

0 

.06 

0.0047 

.0172 

- 

18.10 

6.86 

.0000 

.16 

84 

August, 

19,800 

78 

71 

8m. 

0 

.07 

0.0068 

.0148 

- 

18.17 

6.27 

.0000 

.18 

60 

September,  . 

16,000 

68 

68 

Im. 

0 

.06 

0.0048 

.0148 

- 

14.77 

4.96 

.0000 

.18 

180 

October, 

19,800 

61 

60 

8m. 

0 

.04 

0.0068 

.0168 

- 

18.80 

6.64 

.0000 

.18 

81 

November,  . 

18,600 

61 

54 

6m. 

0 

.04 

0.0068 

.0144 
.0186 

.0280 

12.80 
9.81 

6.14 
4.62 

.0000 
.0016 

.18 

.16 

84 

Average,  . 

19,000 

61 

68 

12m. 

0 

.06 

0.0269 

120 
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Effluent  of  Filter  No.  SC. 
[Parts  per  100,000.] 


A^? 

OttUons 
per  Acre 

TuirmBA- 

TUM 

(Dm.  F.). 

Time 
Sewage 
ramftined 

on 
Borfaoe. 

Appbas- 
▲irca. 

AMKOmA. 

% 

J 

NrrBoasw 

AS 

1 

s 

1 

1 

1 

1 

1. 
1^ 

» 

9S, 

M 

DATS. 

1 

I 

D«oember,    . 

67,700 

68 

44 

96ro. 

0..7 

.99 

0.6896 

.0418 

.0068 

6.96 

9.94 

.0096 

.48 

9300 

60,000 

66 

48 

6Sro. 

0.7 

.82 

1.9000 

.0606 

.1066 

6.86 

9.08 

.0062 

.69 

14,900 

VtebTiuury, 

60,000 

67 

49 

87in. 

0.3 

.98 

0.9667 

.0460 

.0601 

6.18 

3.96 

.0087 

.36 

4,900 

March, 

60,000 

67 

49 

86in. 

0.9 

.17 

0.8084 

.0404 

.0784 

6.68 

8.44 

.0060 

.39 

2,900 

April,   -        . 

67,600 

66 

48 

Sm. 

0.8 

.U 

0.1906 

.0196 

.0674 

8.68 

4.76 

.0046 

.88 

13,800 

M»y.    .      . 

6S,600 

68 

66 

Sm. 

0.1— 

.06 

O.0614 

.0881 

- 

18.67 

7.76 

.0007 

.44 

1,167 

June.    .       . 

48,100 

60 

61 

9in. 

0.1- 

.00 

0.0760 

.0610 

- 

11.70 

6.47 

.0004 

.31 

660 

July,    .       . 

46.900 

60 

60 

9m. 

0.9 

.09 

0.0696 

.0861 

- 

12.97 

6.86 

.0001 

.96 

39,000 

Aiwn*.        . 

60.000 

78 

76 

9lD. 

0.1- 

.06 

0.0981 

.0189 

- 

16.03 

4.70 

.0001 

.88 

3,460 

Sepdeniber,  . 

44.000 

68 

71 

Im. 

0.1- 

.07 

0.0114 

.0179 

- 

16.68 

4.88 

.0001 

.19 

1,000 

October, 

60,000 

60 

68 

6m. 

0.0 

.10 

0.0670 

.0982 

- 

18.06 

7.47 

.0009 

.94 

800 

KorexDber,  . 

48.100 

61 

68 

9m. 

0.8 

.16 

0.8886 

.0688 

- 

12.56 

4.42 

.0027 

.67 

8,900 

Ayermge,  . 

63,900 

61 

66 

16m. 

0.9 

.16 

0.8677 

.0861 

.0817 

10.71 

4.82 

.0084 

.88 

7,900 

Effluent  of  FiUer  No. 

6. 

19#8^a 

December,    . 

60,000 

67 

44 

lh.88m. 

1.4 

.88 

1.8788 

.0670 

.1488 

6.60 

9.19 

.0280 

.68 

24.800 

Jmnoarj. 

60,000 

66 

49 

lb.  92m. 

0.6 

.82 

1.3813 

.0665 

.1270 

6.96 

9.78 

.0800 

.58 

13,400 

February,    . 

60,000 

66 

49 

Ih.  86m. 

0.4 

.80 

0.8960 

.0698 

- 

6.60 

9.69 

.0807 

.46 

8.600 

March,. 

60.000 

66 

41 

lb.  41m. 

1.8 

.41 

1.0913 

.0946 

.1644 

7.10 

9.49 

.0146 

.79 

16,600 

April,    .        . 

66,200 

66 

48 

46m. 

0.6 

.81 

1.2975 

.0910 

.1894 

9.06 

8.73 

.0466 

.61 

22.790 

May,     .       . 

48,900 

68 

66 

8m. 

0.9 

.20 

0.8478 

.0628 

- 

14.96 

6.31 

.0198 

.57 

3.600 

Jme,    .       . 

46,200 

61 

60 

6m. 

0.1— 

.16 

0.0814 

.0846 

- 

13.10 

5.88 

.0002 

.40 

200 

July.    .      . 

46,900 

69 

68 

19m. 

0.8 

.90 

0.9967 

.0473 

- 

17.07 

4.67 

.0117 

.42 

2,600 

August,        . 

50,000 

78 

74 

8m. 

0.1- 

.18 

0.0799 

.0882 

- 

17.60 

6.71 

.0008 

.43 

8,900 

41,600 

69 

71 

9m. 

0.6 

.18 

0.0706 

.0847 

- 

14.97 

6.81 

.0001 

.42 

4.100 

OeCober. 

60.000 

60 

60 

10m. 

0.1 

.12 

0.2640 

.0806 

- 

16.60 

6.95 

.0007 

.31 

1,000 

Hovember,   . 

67.700 

61 

62 

lb.  14m. 

2.0 

.26 

1.1760 

.0080 

.1424 

18.90 
11.73 

9.97 
4.96 

.0024 
.0150 

.89 

12,350 

Average,  . 

68.800 

61 

65 

44m. 

0.6 

.96 

0.6947 

.0607 

.56 

9,600 
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Effluent  of  Filter  No.  9A. 
[Parte  per  100,000.] 


A^l^iSf 

OftUoni 
per  Acre 

Daily 

forSk 

Days  in  A 

Week. 

TmrasA- 

Tuan 
(D«i.  F.). 

Time 

Seirage 

remained 

on 
Surface. 

AirsAS- 

Airca. 

Ammonia. 

9^ 

1 

NrntoesN 

A8 

i 

1 

>% 

1 

1 

jl 

s 

» 

Datb. 

! 
1 

1 

December,  . 

57.700 

68 

47 

Ih.  81m. 

0.6 

.47 

1.7800 

.0700 

.1348 

6.60 

3.28 

.0055 

.89 

6.700 

January, 

66.600 

67 

46 

4b.  15m. 

0.1- 

.82 

0.9668 

.0666 

.1060 

5.18 

2.64 

.0076 

.66 

1.140 

February,    . 

67,600 

66 

44 

6b.  14m. 

0.1- 

.28 

0.6700 

.0668 

.0795 

5.50 

2.59 

.0167 

.46 

466 

Haich, . 

67.800 

66 

4S 

65m. 

0.2 

.88 

1.1476 

.0580 

.0944 

5.96 

2.89 

.0015 

.66 

1,900 

April.    .        . 

68,800 

66 

49 

Ih.  29m. 

0.1- 

.24 

0.6785 

.0566 

.0888 

8.00 

4.86 

.0095 

.48 

1.588 

May.     .       . 

48,900 

68 

66 

19m. 

0.1— 

.30 

0.1875 

.0428 

- 

15.60 

5.74 

.0018 

.49 

888 

June.    . 

48,100 

61 

61 

18m. 

0.0 

.16 

0.0121 

.0644 

- 

18.60 

5.46 

.0000 

.88 

400 

July,    .       . 

46,300 

68 

68 

38m. 

0.2 

.80 

0.8847 

.0460 

-. 

17.67 

4.48 

.0009 

.46 

1,888 

August. 

60,000 

78 

74 

11m. 

0.0 

.18 

0.0108 

.0614 

- 

18.30 

5.72 

.0000 

.43 

617 

September.  . 

41,600 

69 

71 

6m. 

0.1— 

.16 

0.0216 

.0611 

- 

17.70 

4.65 

.0006 

.40 

586 

October.       . 

60,000 

60 

6S 

12m.  i 

0.1— 

.18 

0.2600 

.0608 

- 

18.75 

4.67 

.0001 

.86 

1.900 

November.  . 

67.700 

61 

68 

lb.  18m.  1 

1.6 

.84 

0.8800 

.0760 

- 

13.75 

1.77 

.0018 

.91 

1,800 

Average.  . 

62,800 

61 

66 

lb.  20m. 

0.2 

.36 

0.6763 

.0491 

.0967 

11.71 

8.94 

.0040 

.54 

1.600 

Effluent  of  FiUer  No.  10. 

December.   . 

25,000 

58 

48 

41m. 

0.1 

.18 

0.5166 

.0865 

.0848 

6.04 

2.64 

.0145 

.40 

1.460 

January. 

25,000 

66 

45 

lb.  34m. 

0.8 

.31 

0.7760 

.0440 

.0968 

5.88 

2.20 

.0li5 

.42 

2.140 

February.    . 

35,000 

57 

44 

3h.  88m. 

0.1 

.31 

0.8767 

.0407 

.0874 

6.10 

8.01 

.0080 

.41 

1,400 

Marcb..       . 

34,100 

67 

48 

3b.  35m. 

0.6 

.34 

0.6488 

.0460 

.0766 

4.90 

1.98 

.0100 

.68 

2.600 

April.  .       . 

82,000 

66 

48 

12m. 

0.8 

.36 

1.4836 

.0706 

.1281 

8.35 

8.82 

.0820 

.59 

4.068 

May.     .       . 

34,100 

66 

58 

8m. 

0.3 

.32 

0.8710 

.0485 

- 

16.60 

4.49 

.0180 

.57 

1.800 

June,    . 

34,000 

60 

67 

9m. 

0.1- 

.18 

0.1468 

.0470 

- 

16.60 

8.06 

.0011 

.45 

976 

July,     .       . 

88,100 

69 

64 

8m. 

0.3 

.19 

0.1388 

.0415 

- 

18.00 

8.81 

.0004 

.89 

1.800 

August, 

35.000 

78 

71 

4m. 

0.1— 

.19 

0.0803 

.0288 

- 

17.00 

8.75 

.0006 

.44 

850 

September.  . 

30,000 

69 

70 

Im. 

0.1 

.16 

0.0287 

.0268 

- 

17.17 

4.18 

.0001 

.86 

876 

October,       . 

85,000 

60 

68 

8m. 

0.1 

.13 

0.0803 

.0820 

- 

18.85 

4.80 

.0007 

.26 

686 

November,   . 

34.000 

60 

64 

4m. 

0.0 

.11 

0.1708 

.0390 

.0964 

12.10 
11.60 

8.44 

.0018 

.87 

160 

Average,  . 

28,900 

61 

66 

89m. 

0.3 

.19 

0.8894 

.0899 

8.84 

.0078 

.48 

1.480 
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Effluent  o/FUier  No.  305. 

[Parts  per  100,000.] 


Datb. 


August,!  . 
September, 
October,  . 
NoTember, 
ATerage, 


Applied 

OaUofis 

p«r  Aere 

DaUy 

for  Six 

Dm  Ins 


60,000 
67.600 
60,000 
07,600 


06,800 


TSMrSBA- 

TUSB 

(Dw».F.). 


78 


66 


AmAB- 

AMCS. 


0.1- 
0.1- 

0.0 
0.8 
0.0 


0.8 
0.4 
0.8 
0.6 
0.6 


AMMomA. 


0.1806 
0.7S28 
0.0670 
1.6700 


0.64SS 


.0182 
.0606 
.0178 
.0460 


14.80 
16.80 
12.66 
13.76 


18.88 


NiTBOSSir 


0.21 
4.84 

6.78 
8.99 


8.64 


.0800 
.0486 
.0010 
.0044 


.0186 


.18 


4,000 

1.200 

650 

2.226 


2,000 


Effluent  of  Filter  No.  306. 


ItM. 

Augiut,!  . 

60.000 

78 

74 

0.1— 

0.8 

0.0606 

.0064 

8.60 

0.17 

.0140 

.10 

4.600 

Septenber, 

66.800 

69 

78 

0.1— 

0.6 

0.1807 

.0196 

10.00 

8.77 

.0664 

.10 

2.900 

October,   . 

60.000 

60 

62 

0.0 

0.8 

0.0664 

.0120 

8.20 

4.88 

.0048 

.06 

270 

KoTember, 

67,600 

61 

62 

0.0 

0.8 

0.7960 

.0800 

7.60 

8.81 

.0026 

.82 

1,825 

ATerage, 

66.200 

66 

66 

0.1- 

0.4 

0.2782 

.0176 

8.66 

8.40 

.0218 

.16 

2,800 

1  FUter  started  Aug.  84, 1906. 


Operation  of  Septic  Tanks. 


During  the  year,  two  septic  tanks  were  continued  in  operation  at  the 
station,  namely.  Tanks  A  and  F.  Tank  A  was  first  put  into  operation 
during  1897,  the  results  obtained  by  it  have  been  presented  in  each 
report,  and  a  summary  of  these  results  to  date  is  given  on  page  233  of 
this  report.  Septic  Tank  F,,put  into  operation  during  1904,  has  always 
received  the  heavy  sludge  resulting  from  sedimentation  of  sewage,  and 
the  results  of  this  tank  to  date  are  presented  on  page  234.  Septic 
Tanks  G  and  H  were  discontinued  at  the  end  of  1906,  and  the  results 
obtained  by  them  are  presented  on  pages  234  and  235. 

Following  tables  present  the  average  analyses  of  the  sewage  entering 
and  the  eflBuents  from  Tanks  A  and  F  during  the  year.  These  averages 
are  of  samples  collected  each  week  during  the  year. 
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Sewage  applied  to  Septic  Tank  A. 

[Farts  per  100,«IO.] 


- 

(D«g.  F.). 

AMMOiriA. 

Kjbldabl 

2 

1" 

5 

1 

NrrsoeBW.      , 

1 

flS 

1 

^1 

Is! 

Average,     . 

64 

4.80 

.77 

.83 

l.M 

.51 

18.96 

1.97 

860,800 

Effluent  of  Septic  Tank  A. 


Average, 


66 


4.88 

- 

- 

0.68 

.40 

18.45 

2.88 

445,200 


Sewage  applied  to  Septic  Tank  F. 


Average, 


61 


5.88 

- 

- 

2.06 

.76 

11.20 

6.58 

1,875,000 


Effluent  of  Septic  Tank  F. 


Average, 


65  6.29 


0.62        .29        12.18 


2.44 


284,200 


Solids  in  Sewage  applied  to  Septic  Tank  A, 
[Parts  per  100,000.] 


UKriLTBR«D. 

FlLTSaSD. 

Date. 

Total. 

LoMon 
Ignition. 

Fixed. 

Total. 

LoMon 
IgnHion. 

Fixod. 

Total. 

LoMon 
Ignition. 

Fixdd. 

December,  *. 

58.1 

29.4 

28.6 

85.3 

14.8 

20.5 

17.8 

14.7 

8.1 

1906. 

January, 

45.1 

24.8 

20.8 

88.9 

14.8 

19.6 

11.2 

10.0 

1.2 

rebruary,      . 

48.8 

30.2 

18.1 

25.5 

12.1 

18.4 

22.8 

18.1 

4.7 

March,  . 

60.8 

29.8 

80.5 

89.8 

18.9 

26.9 

20.5 

15.9 

4.6 

April,     .       .        . 

58.7 

29.7 

29.0 

86.2 

12.7 

28.6 

22.5 

17.0 

5.5 

May,      .       .       . 

96.7 

41.7 

54.0 

64.1 

18.5 

45.6 

81.6 

28.2 

8.4 

Jane,     . 

87.8 

45.0 

42.8 

56.1 

20.6 

85.5 

31.7 

24.4 

7.8 

Jnly,      .       .       . 

96.5 

85.8 

61.2 

69.4 

15.0 

54.4 

27.1 

20.3 

6.8 

August, . 

81.8 

80.7 

51.1 

65.6 

20.5 

45.1 

16.2 

lO.f 

6.0 

September,    . 

65.9 

24.1 

41.8 

48.2 

11.6 

86.6 

17.7 

12.6 

5.2 

October, 

72.0 

82.6 

89.4 

66.2 

20.6 

35.6 

15.8 

12.0 

8.8 

November,     . 

79.7 

86.5 

48.2 

57.7 

19.5 

88.2 

22.0 

17.0 

5.0 

Average, 

70.4 

82.4 

88.0 

49.0 

16.2 

82.8 

21.4 

16.8 

5.1 

Solids  in  Effluent  of  Septic  Tank  A. 


Average, 


52.2 


18.8         88.9         46.8  13.9         82.4  5.8  4.4 


1.4 


Goog 


Digitized  by 


No.  34.] 


PURIFICATION   OF   SEWAGE. 


257 


Solids  in  Sewage  applied  to  Septic  Tank  F. 
[Part*  per  100.000.] 


Uktiltbbxo.                            FiLmsD. 

I           Ik  SrsPBKBioK. 

Datb. 

^'^-     Ignition. 

Fixed.      Total.     ^^      Flx«»d. 

«^4..,       LoM  on 
j  T*»**»-     Ignition. 

Fixed. 

Avenge, 

78.8          40.5 

86.8 

48.0 

17.7 

80.8 

-    29.8          22.8 

1 

6.6 

Solids  %n  Effluent  of  Septic  Tank  F. 


Avenge, 


49.2 


14.8         84.4 


41.0 


9.9  81.1 


8.1 


4.8 


8.8 


Sand  Filtration  of  Septic  Sewage. 

Filter  No.  100. 

Filter  No.  100  is  %oooo  of  an  acre  in  area,  and  contained,  during 

1906,  42  inches  in  depth  of  sand  of  an  effective  size  of  0.26  millimeter. 

It  was  first  put  into  operation  on  Jan.  1,  1898,  and  has  always  been 

flooded  with  the  effluent  of  Septic  Tank  A.     During  the  year,  it  was 

operated  at  a  rate  of  approximately  200,000  gallons  per  acre  daily, — 

from  Dec.  1,  1906,  to  Sept.  26,  1906,  —  the  sewage  being  applied  in 

one  dose;  and  from  September  27  to  November  30,  in  two  equal  doses 

eight  hours  apart.    The  surface  of  the  filter  was  raked  to  a  depth  of  3 

inches  about  once  a  week  throughout  the  year,  and  on  December  3  it  was 

dug  over  to  a  depth  of  6  inches.     The  filter  was  also  allowed  to  rest 

from  October  10  to  18,  inclusive. 


Effluent  of 

FiUer  No.  100. 

[Partii  per  100.000.] 

GiUlons 

TSMnEA' 

Tints 
(Dm.F.). 

AmAE- 

▲IfCB. 

Ammonia. 

i 

NiTBoanr 

AM 

1 

1. 

I 

Date. 

per  Aore 
DaUy 
forSLc 

f 

1 

s 

K 

V 

i 

Is 

% 

o 

% 

^ 

1 

1t«S. 

Deeenber, 

184,600 

56 

61 

1.0 

.30 

0.510O 

.0670 

.1688 

7.88 

8.15 

.0028 

0.62 

46,000 

190«. 

JaDOArj, 

200,000 

06 

61 

0.8 

.24 

0.6700 

.0680 

.1088 

10.22 

8.24 

.0008 

0.60 

17,000 

F^bmary, 

200,000 

64 

61 

0.6 

.22 

0.8500 

.0660 

- 

4.10 

2.69 

.0002 

0.44 

7,750 

lurch.    . 

200,000 

60 

61 

0.9 

.88 

1.1825 

.0690 

.1722 

8.86 

8.15 

.0004 

0.99 

16,900 

t&^!'  : 

200.000 

62 

62 

0.5 

.26 

0.8200 

.0640 

.1046 

10.06 

8.86 

.0040 

0.54 

18,500 

900.000 

66 

61 

1.6 

.88 

0.8400 

.0970 

- 

20.15 

8.87 

.0012 

0.78 

21,200 

^ime. 

200.000 

70 

66 

1.0 

.21 

0.2030 

.0600 

- 

14.55 

8.71 

.0004 

0.59 

14,600 

July.       . 

200,000 

78 

72 

1.1 

.21 

0.410(1 

.0660 

- 

18.80 

8.99 

.0010 

0.60 

5,258 

200,000 

79 

71 

2.0 

.28 

0.1960 

.0645 

- 

14.60 

3.74 

.0010 

0.68 

40,500 

oSSbS^'    ; 

200,000 

74 

66 

8.0 

.40 

0.6600 

.0770 

- 

15.88 

8.82 

.0040 

0.75 

21,5(K) 

151,900 

66 

62 

1.8 

.78 

2.0625 

.2570 

- 

15.48 

8.19 

.0115 

8.89 

18,600 

Norember, 

200,000 

68 

64 

2.0 

.90 

1.8600 

.1540 

- 

18.10 

1.17 

.0064 
.0028 

1.67 

81.200 

Arenge,. 

194,700 

66 

68 

1.8 

.87 

0.7719 

.0920 

.1886 

12.74 

8.22 

0.96 

21,000 
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Filter  No.  2^2. 
Filter  No.  242  is  constructed  of  48  inches  in  depth  of  sand  of  an 
effective  size  of  0.41  millimeter,  and  was  first  put  into  operation  Feb. 
1,  1904.  The  eflBuent  of  Septic  Tank  F  has  been  applied  to  this  filter 
at  a  rate  of  about  100,000  gallons  per  acre  daily.  The  surface  of  the 
filter  was  raked  to  a  depth  of  3  inches  weekly  throughout  the  year. 


Effluent  of  Filter  No.  242. 
[Parts  per  100,000.] 


Qiumtltv 
Applied. 

OftUons 

per  Acre 

Daily 

for  Six 

Days  in  a 

Tbmpbra- 

TUBB 

(Dm.  F.). 

Appbab- 

AlfCB. 

Ammonia. 

2 
o 

NlTEOGBK 
A8 

g 
>» 

M 

o 

1. 

Datk. 

1 

1 

s 

1 

1 

is 

Is 

1 

S 

^1 

1905. 

December,  . 

100,000 

62 

66 

0 

.12 

.1200 

.0180 

6.90 

4.41 

.0001 

1.42 

48 

1M6. 

January,     . 

100,000 

68 

66 

0 

.06 

.0760 

.0260 

- 

4.22 

.0002 

0.16 

95 

February,   . 

100,000 

62 

66 

0 

.10 

.1480 

.0260 

6.40 

3.37 

.0002 

0.14 

75 

March, 

100,000 

66 

68 

0 

.06 

.2670 

.0240 

6.30 

4.29 

.0000 

0.18 

425 

April,  .        .        . 

100,000 

6S 

70 

0 

.16 

.1826 

.0270 

9.40 

4.24 

.0002 

0.14 

76 

May,    . 

100,000 

62 

67 

0 

.10 

.4900 

.0890 

19.80 

6.80 

.0004 

0.22 

82 

June,   . 

96,300 

66 

69 

0 

.09 

.2900 

.0680 

17.00 

6.07 

.0003 

0.27 

63 

July,    . 

96,600 

76 

74 

0 

.08 

.2160 

.0410 

18.96 

6.26 

.0006 

0.14 

480 

August, 

100,000 

77 

76 

0 

.01 

.0080 

.0170 

14.06 

4.94 

.0001 

0.28 

945 

September, 

96,000 

71 

- 

0 

.08 

.0680 

.0800 

13.66 

4.86 

.0003 

0.20 

111 

October,      . 

100,000 

66 

67 

0 

.06 

.4270 

.0880 

13.60 

6.01 

.0008 

0.27 

40 

November,  .-     . 

100,000 

68 

69 

0 

.12 

.4800 

.0400 

18.60 

6.46 

.0000 

0.38 

28 

Ayerage, 

98,800 

66 

0 

.09 

.2880 

.0308 

12.66 

4.88 

.0002 

0.31 

200 

Operation  op  Contact  Piltebs. 
During  the  year,  six  contact  filters  were  in  operation  at  the  station, 
namely,  Filters  Nos.  175,  176,  221,  237,  251  and  252.  Of  these,  Filter 
No.  251  became  so  badly  clogged  that  it  was  discontinued,  and  the  filter- 
ing material  of  Filter  No.  221  is  becoming  heavily  coated  with  accumu- 
lated matter.  Filters  Nos.  175  and  176,  on  the  other  hand,  lost  little,  if 
any,  open  space  during  the  year.  A  discussion  in  regard  to  the  results 
of  these  filters  in  the  actual  disposal  of  organic  matter  is  given  on  pages 
217-222,  inclusive.  Determinations  of  the  oxygen  in  the  efiBuents  of 
these  filters  were  made  throughout  the  year,  and  the  average  per  cent, 
of  saturation  was  as  follows:  Filter  No.  175,  14.2  per  cent;  Filter  No. 
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176,  6.9  per  cent.;  Filter  No.  221,  6.7  per  cent.;  Filter  No.  261,  6.0 
per  cent. ;  and  Filter  No.  252,  4.2  per  cent.  Throughout  the  year,  also, 
analyses  of  the  sewage  actually  applied  to  each  of  these  filters  were 
made,  and  the  average  analysis  for  the  year  is  given  with  the  analyses 
ot  the  effluent.  The  restdts  of  incubation  tests  have  been  given  on  page 
228, 

Filters  Nos.  115  and  176. 

Filters  Nos.  175  and  176,  first  put  into  operation  June  3,  1901,  were 
continued  in  use  during  1906.  Each  filter  is  5  feet  in  depth,  and  is  con- 
structed of  pieces  of  coke  of  such  size  that  all  will  pass  through  a  sieve 
having  a  1-inch  mesh,  75  per  cent,  through  a  ^^"i^ch  mesh  and  practically 
none  through  a  sieve  with  a  %-inch  mesh.  Filter  No.  175  has  always 
received  sewage  that  has  passed  through  a  coke  or  coal  strainer,  and 
Filter  No.  176  has  received  untreated  station  sewage.  Each  of  these 
filters  is  allowed  to  rest  one  week  in  each  six.  During  the  year.  Filter 
No.  175  was  operated  at  an  average  rate  of  497,000  gallons,  and  Filter 
No.  176  at  an  average  rate  of  491,000  gallons  per  acre  daily.  No 
appreciable  loss  of  open  space  was  noted  in  either  filter  during  the 
year. 

Filter  No.  221. 

Filter  No.  221  is  %ooo  ^^  ^^  ^re  in  area,  and  is  constructed  of  42 
inches  in  depth  of  broken  stone  of  such  a  size  that  all  pieces  will  pass 
through  a  sieve  with  a  1-inch  mesh,  25  per  cent,  through  a  %-inch  mesh, 
but  none  through  a  sieve  with  a  ^-inch  mesh.  The  underdrains  of  this 
filter  are  constructed  of  6  inches  in  depth  of  cobble  stones  laid  upon 
brick  channels.  This  filter  was  put  into  operation  July  7,  1903,  and 
during  1906  was  operated  at  an  average  rate  of  469,000  gallons  per 
acre  daily.  From  Dec.  1,  1905,  until  Aug.  10,  1906,  the  filter  was 
flooded  with  station  sewage,  after  which  time  settled  sewage  was  applied. 
A  decrease  of  about  25  per  cent,  occurred  in  the  open  space  of  this  filter 
between  January  31  and  August  15,  which  will  account  for  the  diminution 
in  rate  during  the  last  three  months  of  the  year,  as  during  the  previous 
year  nitrification  was  very  feeble  in  this  filter,  although  the  amount  of 
nitrates  present  in  the  effluent  increased  somewhat  after  the  application 
of  settled  sewage  was  begun. 

Double  Contact  Filtration. 

Filter  No.  2S7. 

Filter  No.  237  is  34oooo  of  an  acre  in  area,  and  is  constructed  of 

clinker  varying  in  size  from  %  to  1%  inches  in  diameter,  the  clinker 

being  laid  over  brick  underdrains,  and  the  depth  of  the  filter,  including 
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the  underdrains,  being  6  feet  6  inches.  The  filter  was  first  put  into 
operation  Jan.  1,  1904,  and  has  received  the  effluent  of  Filter  No.  221 
since  that  time,  being  flooded  twice  daily.  The  average  rate  of  filtration 
during  the  year  was  1,622,000  gallons  per  acre  daily.  Between  Dec.  1, 
1905,  and  Aug.  16,  1906,  a  reduction  of  about  15  per  cent,  in  the  open 
space  of  the  filter  occurred. 

Filter  No,  251, 
Filter  No.  251,  Koooo  of  an  acre  in  area,  and  constructed  of  28 
inches  of  Pennsylvania  coke  of  such  size  that  all  the  pieces  will  pass 
through  a  sieve  with  a  %-inch  mesh  and  practically  none  through  a 
sieve  with  a  %-inch  mesh,  was  first  put  into  operation  Aug.  1,  1904, 
and  has  been  flooded  since  that  time  with  the  effluent  of  Septic  Tank  A. 
The  average  rate  of  filtration  during  the  year  was  775,000  gallons  per 
acre  daily. 

Filter  No.  252, 
Filter  No.  252,  Koooo  of  an  acre  in  area,  is  constructed  of  36  inches 
in  depth  of  coke  breeze  over  6  inches  in  depth  of  brick  underdrains. 
It  received  the  effluents  from  Filters  Nos.  233  and  235  after  passage 
through  a  settling  basin,  at  an  average  rate  of  999,000  gallons  per 
acre  daily.  During  March,  the  filtering  material  became  so  badly  clogged 
that  it  was  very  difficult  to  operate  the  filter  at  the  prescribed  rate,  and 
this  condition  was  not  improved  by  stirring  up  the  material  to  a  depth 
of  6  inches.    The  filter  was  discontinued  on  March  31,  1906. 

Average  Analyses  of  Sewage  applied  to  Contact  Filters, 

Average  Sewage  applied  to  Filter  2^0,  175, 

[Parts  per  100,000.] 


Ammonia. 

Kjxldahl 

j 

1 

1 

ALBUMINOID. 

NrraooBN. 

1 

1906. 

1 

1 

1 

5       , 

0. 

1 

February  — November,  Inclusive,  . 

4.06 

.55 

.40 

.98 

.69 

15.78 

8.39 

Average  Sewage  applied  to  Filter  No,  176, 


February  — November,  inclusive,  . 


.58 


.42 


.08 


69        15.44         S.60 


Average  Sewage  applied  to  Filter  No,  221, 


February  —  November,  Inclusive,  . 


8.72 


.69 


.61        14.76         8.96 
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Average  Analyses  of  Sewage  applied  to  CorUacl  Fillers—  Concluded. 

Average  Sewage  applied  to  Filter  No.  237. 

[Part»  per  100,000.) 


1 

iHMOKIA. 

▲  LBCMINOID. 

K^BLOAHL 
NiTBOOBir. 

14.72 

1 

> 

5 

1906. 

1 

In  Solution. 

1 

1 

a 

Febnuuy  —  November,  inclnsive,  . 

2.60 

.27 

.19 

.48 

.86 

2.12 

Average  Sewage  applied  to  Filter  No.  261, 


February  —  November,  incluBlve, . 


4.11 


.43 


.31 


.72 


.ft7       13.10         3.66 


Effluent  ofFiUer  No.  175. 
[Parts  per  100,000.] 


Gallons 
per  Acre 
DaUy 
for  8b 
Days  in  a 
Week. 

Tbmpksa- 

Tuaa 
(Dao.F.). 

Appbab- 

Ammonia. 

2 

U 

NrrBooBM 

s 

1 

AKCB.     1 

ALBUMINOID. 

AS 

Datb. 

1 

1 

K 

1 

1 

1 

i 

5 

se; 

1 

H 

December, 

480,800 

88 

67 

8.8 

.68 

2.0000 

.2040 

.1460 

.8860 

6.68 

•i.'.M 

.u740 

1.62 

1,048,000 

January, 

660,000 

80 

_ 

7.0 

.63 

1 .2400 

.1840 

.1880 

.8498 

6.15 

2.06 

.0340 

1.70 

400,000 

rebmary,     . 

626,000 

88 

- 

10.6 

.66 

1.1800 

.2120 

.1490 

.4240 

4.93 

2.85 

.0760 

2.37 

496,000 

March,  . 

480,000 

89 

- 

7.0 

.70 

1.6760 

.2700 

.2300 

.4830 

6.80 

2.00 

.1010 

2.10 

277,000 

Aprtl.    . 

477,600 

44 

- 

6.6 

.72 

1.6000 

.2680 

.2860 

.4642 

i).:'.:i 

-'.70 

.0760 

1.62 

163,300 

May,      .        . 

533,000 

66 

- 

- 

.60 

1.6800 

.3200 

.1920 

.4610 

21.00 

1.78 

.0680 

1.07 

202,500 

June,     . 

438,600 

61 

- 

- 

.66 

1.0600 

.2020 

.1420 

.4296 

19.50 

2.89 

.0400 

1.06 

207,500 

July.     . 

466,000 

70 

- 

3.0 

.62 

0.6600 

.1780 

.1360 

.8248 

20.20 

2.78 

.0860 

1.60 

890.000 

August, 

620,000 

78 

- 

3.0 

.60 

0.4800 

.1760 

.1480 

.3676 

22.00 

2.76 

.0140 

2.18 

862,500 

September,  . 

682.000 

69 

- 

6.0 

.70 

0.7600 

j 

.2760 

.1800 

.4248 

16.70 

2.86 

.0220 

2.01 

361,000 

October, 

467,000 

67 

- 

6.0 

.70 

1.1200 

.3320 

.2480 

.6814 

17.50 

1.88 

.0160 

2.40 

868,800 

November,    . 

469,600 

60 
64 

- 

3.0 
6.0 

.66 
.64 

1.4800 

.8720 

.2640 

.7020 

16.20 
13.66 

1.96 

.0120 

2.47 

288,300 

Average,  . 

407,800 

11.2280 

.2486 

.1840 

.4439 

2.80 

.0478 

1.92 

467,800 
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Average  Solids  in  Effluent  of  Filter  No.  175. 

[Pans  per  100,000.] 


Untiltbbkd. 

1                In  Subpbhsiok. 

Total. 

Ignition. 

Fixed. 

Total. 

Lobs  on 
Ignition. 

Fixed. 

:     Total. 

1 

LoM  on 
Ignition. 

Fixed. 

56.8 

1S.6 

89.7 

60.6 

18.7 

86.8 

4.8 

1.9 

2.9 

Effluent  of  FiUer  No.  176. 
[Parts  per  100,000.] 


Datb. 


1905. 

December, 

Janiuiry, 
February, 
March, 
April, 
MAy. 
Jane, 
July, 
August, 
September, 
October, 
November, 
Average, 


Quantity 
Applied. 

Oallona 
per  Acre 
Daily 
forBU 
Days  in  a 
Week. 


486,000 

660,000 
626,000 
467,000 
465,800 
696,000 
434,600 
463,000 
4»i,000 
61^000 
449,000 
444,200 


490,600 


Tbmpbba- 

TtTBB 

(Dbo.F.). 


66 


Appbak- 

ANCB. 


7.00.76 


7.0 


0.70 


8.00.65 


0.75 
0.72 
1.00 
1.40 
1.00 
1.60 
1.00 
1.60 
1.60 
1.04 


2.4200 


6800 
2800 
8400 
4600 
6200 
4800 
3600 
.0000 


1.6800.2600 
1 


.6000 
.0000 
.7767 


ALBUmNOID 


.1990 

.1800 
.1610 
.2360 
.2820 
.8080 
.2640 
.2160 
.1640 


.2840 
,3660 
2417 


1680 

,1640 
.1420 
.2060 
,2200 
.2880 
.1320 
,0920 
.1000 
.2320 
,2480 
3080 
1904 


.4172 

.8637 
.3626 
,4659 
.6648 
.6724 
.6346 
.4444 
,3788 
.4214 


4676 


6.50 


NrraooBK 


1.01 

0. 

0.83 

1.00 

0.90 

O.U 

0.67 


0, 
0.55 
0.65 
0.40 


0.65 


.0250 

.0160 
.0650 
.0550 
.0160 
.0040 

.doso 


0.66  .0040, 


,0010 
,0020 
,0060 
,0010 


0164 


1.70 

1.66 

1.46 

1.84 

2.11 

1.40 

2.10 

1.80 

1.88 

1 

2.67 

2.85 


1.90 


688,000 

253,300 
282,600 
232,000 
86,000 
410,000 
823,000 
887,500 
507,500 
180,000 
145,000 
202,500 


308,000 


Average  Solids  in  Effluent  of  FiUer  No.  176. 

[Parts  per  100,000.] 


FiLTBBBD. 

In  SUSPBNSION. 

Total. 

Lou  on 
Ignition. 

1 

Fixed.    1 

Ty^.i           LoM  on 
^'^'         Ignition. 

Fixed. 

Total. 

Low  on     1     «,  ^ 
IgniUon.     '     ^"^^' 

47.6 

M.5 

35.0 

45.2 

.11.1 

84.1 

- 

- 

- 
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EjJluerU  of  Fitter  No.  221. 
[Parts  per  100,000.] 


GaDons 

per  Acre 

DaUr 

for  8b 

D^Tsina 

Week. 

TsiinBA- 

Tvas 
(Dm.F.). 

ArPBAS- 

Amxohia. 

s 
f 

o 

Nm 

loaBN 

1 

5 

1 

AKOB. 

i 

1 

ALBITMDIOID. 

5. 

DATS. 

1 

1 

>» 

1 

5 

1 

1' 

1909. 

December,    . 

690,000 

88 

52 

8.0 

0.80 

1.6Ji»o 

.2355 

.1700 

.5648 

7.20 

.07 

.0004 

1.94 

1,010,000 

Jannjuy, 

587,000 

89 

- 

9.5 

0.80 

1.6800 

.2480 

.1940 

.4853 

7.55 

.11 

.0006 

2.06 

215,000 

FebniAiy,     . 

480,000 

88 

- 

9.5 

0.97 

1.6800 

.2260 

.1760 

.4228 

5.90 

.06 

.0860 

1.50 

276,000 

March,  . 

500,000 

89 

- 

9.5 

1.25 

2.1100 

.2885 

.2080 

.5560 

9.00 

.08 

.0020 

2.45 

400,000 

April,    .        . 

490,000 

44 

- 

11.5 

1.30 

2.5600 

.3675 

.2060 

.6822 

10.45 

.05 

.0050 

2.37 

840,000 

M*y.     .       . 

491,000 

56 

- 

- 

1.40 

4.0i2-> 

.4150 

.2900 

.6200 

16.30 

.10 

.0020 

2.05 

226,000 

Jane,    . 

480,800 

61 

- 

- 

1.00 

4.5*)-j:.  .3850 

.2280 

.6296 

18.90 

.06 

.0010 

3.10 

186,000 

July,     .      . 

500,000 

70 

- 

7.0 

1.60 

4.1875 

.3460 

.2450 

.5348 

18.60 

.09 

.0030 

2.55 

866,000 

JLngust, 

422,000 

78 

- 

7.0 

1.00 

2.6500 

.2850 

.1800 

.4328 

18.60 

.06 

.0060 

2.79 

310,000 

September,   . 

360,000 

67 

- 

10.0 

1.20 

2.9000 

.2950 

.1880 

.664« 

16.90 

.13 

.0820 

2.40 

372,500 

October, 

360,000 

59 

- 

6.5 

1.20 

1.6500 

.2760 

.2820 

.4460 

14.40 

.22 

.0800 

2.41 

392,600 

KoTember,    . 

360,000 

54 

- 

5.0 

0.65 

2.0000 

.2800 

.•2-2SO 

.6494 

13.90 
13.14 

.11 

.09 

.0050 
.0102 

2.62 

283,300 

Arerage,    - 

469,200 

53 

- 

8.8 

1.09 

2.6352 

.2997 

.2121 

.5490 

2.35 

364,400 

Average  Solids  in  Effluent  of  Filter  No.  221. 
[Parts  per  100,000.] 


FlLTUtSD.                             ' 

In  BuBPBifsioR. 

^o'*^     1     Ignition. 

Ffaced. 

Total. 

Loss  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

49.8      1         14.7 

36.1 

46.6 

12.5 

34.1 

8.1 

2.1 

1.0 

Digitized  by  VjOOQ IC 


264 


STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 


Effluent  of  Filler  No.  237. 

[Parts  per  100,000.] 


Quantity 
Applied. 

Gallons 
per  Acre 

Daily 

forStc 
Days  in  a 

Week. 

Tempbra- 

1        TUBB 

(Dbo.F.). 

Appkab- 

ANCS. 

A 

MMOHIA. 
ALBUMINOID. 

1 

2 

1 
NrrBOOBK 

1          Al 

o 

1 

Datb. 

1 

1 

o 

O 

J 

1 

S 

52; 

1005. 

December,    . 

1,680,000 

62 

6S 

7.0 

.60 

1 

0.4100 

.1780 

.1000 

.3601 

7.38 

1.14 

.0015 

1.84 

490.000 

1900. 

January, 

1,720,000 

_ 

- 

11.0 

.68 

0.6076 

.3176 

.1410 

.6562 

7.46 

1.03 

.0060 

2.13 

436,000 

February,     . 

1,684.000 

- 

- 

10.5 

.68 

0.4013 

.2026 

.1120 

.3886 

6.20 

0.83 

.0470 

1.47 

70,000 

Mareh,  . 

1,790,000 

- 

- 

8.0 

.63 

jO.OOOO 

.1700 

.1340 

.3424 

9.10 

0.88 

.0070 

1.65 

160,000 

April,    .        . 

1,726,600 

- 

■ 

10.0 

.72 

0.9600 

.2860 

.1410 

.6613 

10.65 

1.29 

.0120 

1.99 

585,000 

May,      . 

1,656,000 

- 

- 

- 

.60 

1.9200 

.3200 

.1820 

.6690 

17.10 

2.43 

.0040 

1.60 

340,000 

June,     . 

1,654,000 

- 

- 

- 

.76 

2.3500 

.2920 

.1814 

.6330 

18.90 

K74 

.0220 

2.27 

190.000 

July.     . 

1,720,000 

- 

- 

- 

.66 

1.8000 

.2720 

.1720 

.4676 

19.60 

2.04 

.0640 

2.08 

166,000 

August, 

1,080,000 

- 

- 

- 

.76 

1.0800 

.1880 

.1620 

.3668 

18.80 

2.36 

.0360 

1.92 

306,000 

September,   . 

1,440,000 

- 

- 

4.0 

.66 

1.1600 

.2480 

.2080  ! 

.4248 

17.00 

1.74 

.0240 

2.06 

286.700 

October, 

1,440,000 

- 

- 

3.0 

.70 

1.1200 

.2040 

.1800 

.4412 

14.60 

1.16 

.0130 

1.67 

267,500 

November,    . 

1,440,000 

- 

- 

3.0 

.60 

0.6000 

.2240 

.2000 

.6002 

18.90 
12.63 

1.28 

.0010 

1.36 

586.700 

Average,   . 

1,621,600 

- 

- 

7.1 

.64 

1.0757 

.2418 

.1647 

.4738 

1.49 

.0198 

1.79 

318,400 

Average  Solids  in  Effluent  of  Filter  No.  237, 
[Parts  per  100,000.] 


Ik  SUSFBlfSIOH. 

Total. 

Loss  on 
Ignition. 

Fixed. 

Total. 

Loss  on 
Ignition. 

Fixed. 

Total. 

LoM  on 
Ignition. 

Fixed. 

62.6 

16.6 

87.0 

46.2 

10.9 

34.3 

7.3 

4.6          '       2.7 
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Effluent  of  Filter  No.  251. 
[Parts  per  100,000.] 


Datb. 


December, 

JanoAiy, 
February, 
March,    . 
April. 
May. 

June. 

July, 

AugiuU  . 
September, 
October, 
XoTcmber, 
Arerage, 


QiumtitT     w 
Applied.     ^ 

Gallon*      £  | 
per  Acre     3  M 

forSk    ,   8^ 

^^elT.*!!^ 


800,000 

800,000 
783,000 
800,000 
784,000 
766,000 
760,200 
800,000 
778,000 
714,000 
760,000 
760,000 


776,400 


66 

66 
64 
60 
63 
66 
70 
78 
79 
74 
66 


66 


ArPBAB- 

ARCB. 


10.0 

13.0 
8.3 
li.O 
10.6 


,71 


Ammonia. 


ALBtTMIHOro. 


i    1  i  ^ 


i2.3375 


.80  I'2.30OO 
.82  j, 1.7760 

.90  ||2.2900 

.67  it2.aooo 

3.3600 

! 

2.6000 
1.6000 
1.2800 
2.6800 
2.1500 
2.4000 


2.2644 


.8060 
.2745 
.2960 
.3140 
.3400 
.3120 
.2640 
.2160 
.8280 
.3660 
.3750 
.2991 


.1460 

.1970 
.2030 
.2670 
.2400 
.2700 
.2160 
.1880 
.1660 
.2620 
.2400 
.2400 
.2171 


.5363 
.6879 
.5806 
.6160 
,5708 
6216 
4896 
4676 
.6232 
.7724 
.6970 
.6602 


8.25 
6.90 
9.86 
10.20 
16.20 
16.26 
17.60 
16.00 
13.70 
18.70 
13.20 
12.88 


0.68 

0.; 

0.24 

0.89 

0.80 

0.90 

1.12 

1.81 

1.21 

1.20 

0.44 

0.81 


.0055 

I 

.1776 

.00301 

.0040 

.0040, 

.0060 

.0150 

.0140; 

.0040* 

.0030 

.0030 


.0200 


2.13 

790,000 

2.51 

350,000 

1.96 

270,000 

2.22 

218,000 

2.86 

700.000 

2.96 

280,000 

e.29 

610,000 

2.18 

146,000 

2.02 

306,000 

2.84 

606,000 

2.40 

290,000 

2.82 

423,300 

2.36 

416,600 

Effluent  ofFiUer  No.  252. 
[Parts  per  100,000.] 


Datb. 


1»05. 

December, 

January,  . 
February, 
Ifarch.     . 
April.! 
Average, 


QuantitT  ll    Tbmpbba- 
Applied.  I        TUBB 

j    (Dio.F.). 

i  OftllonB 

per  Acre 

Daily 

for  Six 

Days  in  » 

Week. 


1,060,000 


I  1,020.000 

.  I  1.020,000 

I 
.  I     896,800 

'  1,008,000 


999,000 


66 


54 


Appbab- 


Ammobia. 


0.1 


.26 


0.0266 

0.1764 
0.8700 
1.0025 


%i 


\^ 


.0188 


.0376 


.0709 


.0600  .0986 
.0470'  .0717 


O.SlicU;    .03821.0787 


NrrBooBH 


6.13 

6.76 
8.60 
7.80 


6.92 


2.26 

2.06 
1.42 
2.06 


1.96 


.0010  :i.46 


II 


.0052 
.0120 
.0011 


.0048 


ll 


950 

8,300 
4,250 
2,200 


2,676 


1  Discontinued  April  7. 
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Sprinkling  or  Trickling  Filters. 

During  the  year  seven  sprinkling  filters  were  in  operation.  Six  of 
these  filters  are  at  the  experiment  station,  and  each  is  34oooo  ot  an  acre 
in  area;  one  filter.  No.  222,  %oo  oi  an  acre  in  area,  is  located  at  the 
Andover  filtration  area. 

Interesting  experiments  were  made  with  Filters  Nos.  136  and  136, 
each  of  which  is  only  20  inches  in  diameter  and  11  feet  10  inches  deep, 
in  regard  to  methods  of  distribution,  etc.,  required  in  order  to  supply 
suflBcient  air  to  the  filters.  These  experiments  are  described  on  page 
244. 

A  new  method  for  the  distribution  of  sewage  on  sprinkling  filters  is 
described  in  connection  with  Filter  No.  222. 

Filters  Nos.  1S5  and  1S6. 
Filters  Nos.  135  and  136  were  first  put  into  operation  on  Nov.  28, 
1899.  Edch  of  these  filters  is  11  feet  10  inches  in  depth,  and  constructed 
of  broken  stone,  all  of  which  will  pass  through  a  screen  with  a  1-inch 
mesh,  40  per  cent,  through  a  screen  witti  a  %-inch  mesh,  and  4  per 
cent,  through  a  screen  with  a  i^-inch  mesh.  Sewage  is  distributed  over 
the  surface  of  these  filters,  as  over  all  similar  filters  at  the  station,  by 
means  of  automatic  tipping  basins.  From  May  1  to  May  30,  the 
perforated  pan  under  these  tipping  basins  was  removed,  and  the  sewage 
was  flushed  directly  upon  the  stone.  On  June  1,  the  perforated  pans 
were  replaced  under  the  tipping  basins,  that  on  Filter  No.  135  being 
placed  14  inches  above  the  surface  of  the  material  and  that  on  Filter 
No.  136  being  placed  directly  upon  the  material,  the  openings  on  the 
side  of  Filter  No.  135  closed,  and  a  large  number  of  openings  made 
near  the  bottom  of  this  filter.  Operating  ttie  filters  in  this  way,  the 
sewage  passing  to  Filter  No.  135  was  aerated  before  reaching  the  filter 
surface,  but  no  air  entered  this  deep  filter  except  at  its  top  and  bottom ; 
on  the  other  hand,  the  sewage  was  passed  directly  to  Filter  No.  136 
without  aeration,  but  air  entered  at  the  sides  of  the  filter  as  well  as  at 
the  surface.  Applying  the  sewage  to  Filter  No.  135  in  the  way  stated, 
as  good  purification  results  were  obtained  as  with  Filter  No.  136,  having 
side  aeration.  It  had  been  proved  in  former  years  that  direct  applications 
of  sewage  to  the  surface  of  these  filters  without  side  aeration  was  not 
successful,  owing  to  the  exhaustion  of  oxygen  within  the  filter  and  the 
accumulation  of  nitrogen,  CO2,  etc.  From  December  1  to  April  7,  the 
filters  were  operated  six  days  each  week,  and  after  April  8  they  received 
sewage  seven  days  a  week.  Filter  No.  135  was  operated  at  a  rate  of 
1,500,000  gallons  per  acre  throughout  the  year,  and  Filter  No.  136  was 
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BROKEN  STONE.  -  Filters  Nos.  135  and  136. 
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operated  at  a  rate  of  2,500,000  gallons  per  acre  from  December  1  to  May 
30,  and  at  a  rate  of  1,500,000  gallons  per  acre  from  June  1  to  September 
30,  when  the  rate  was  again  increased  to  2,500,000  gallons  per  acre. 
From  December  1  until  August  10,  regular  sewage  was  applied  to  both 
filters,  but  beginning  August  11  both  began  to  receive  settled  sewage. 

Filters  Nos.  2SS  and  2S6, 
Filters  Nos.  233  and  235,  constructed  of  clinker,  were  first  put  into 
operation  Jan.  1,  1904.     These  filters  contain  69  inches  in  depth  of 
material.     The  pieces  of  clinker  in  Filter  No.  233  vary  in  size  from 
%  inch  to  1%  inches,  while  in  Filter  No.  235  they  vary  from  i/4  inch  to 
%  inch  in  diameter.    Both  filters  were  operated  at  a  rate  of  1,000,000 
gallons  per  acre  daily  from  December  1  to  September  30.     On  October 
1,  the  rates  were  increased  to  1,500,000  gallons  per  acre  daily.    Regular 
sewage  was  applied  until  August  10,  after  which  settled  sewage  was 
applied.     The  eflBuent  from  the  filter  containing  the  finer  material  con- 
tinued to  be  the  better  throughout  the  year,  although  at  times  the 
effluent  from  the  coarser  material  was  nearly  as  good. 

Filters  Nos.  2Jf7  and  2^8. 
Filters  Nos.  247  and  248  are  constructed  of  the  same  grade  of  material 
as  Filters  Nos.  135  and  136,  Filter  No.  247  containing  about  5  feet 
and  Filter  No.  248  about  8  feet.  They  were  first  put  into  operation 
May  16;,  1904.  From  December  10  to  February  28,  they  were  operated 
with  station  sewage,  at  a  rate  of  about  1,500,000  gallons  per  acre 
daily.  On  March  1,  the  rates  were  reduced  to  1,000,000,  and  this  rate 
was  continued  until  October  1,  when  it  was  increased  to  2,000,000  gal- 
lons per  acre  daily.  Beginning  August  11,  and  continuing  throughout 
the  remainder  of  the  year,  the  filters  were  flooded  with  settled  sewage. 
From  January  30  to  April  30,  varying  amounts  of  strong  soap  solution 
were  mixed  with  the  sewage  applied.  The  material  in  No.  247  became 
so  clogged  that  on  March  3  and  17  it  was-  necessary  to  rake  the  surface 
3  inches  deep.  No  relief  being  obtained  by  this  treatment,  it  was  allowed 
to  rest  from  April  2  to  7,  inclusive,  and,  as  it  still  refused  to  pass  the 
required  amount  of  sewage,  on  April  11  the  material  was  removed, 
washed  and  replaced  as  before.  After  this  time  no  trouble  was  ex- 
perienced with  clogging,  and  no  appreciable  amount  of  clogging  was 
noticed  throughout  the  year  in  the  other  filter. 

Filter  No.  222. 
During  the  early  part  of  April,  Filter  No.  222,  %oo  of  an  acre  in 
area,  and  located  in  Andover,  was  rebuilt,  all  the  stone  being  removed, 


Digitized  by  LjOOQ IC 


268  STATE   BOARD   OF   HEALTH.         [Pub.  Doc. 

6  inches  of  cobblestones  placed  over  Akron  pipe  underdrains,  and  the 
two  grades  of  broken  stone  previously  used  in  the  filter  were  mixed  and 
replaced,  sufficient  new  stone  of  the  same  size  being  placed  thereon  to 
make  a  depth  of  7  feet  of  filtering  material  over  the  cobblestone  under- 
drains,  the  surface  of  the  filtering  material  being  about  1  foot  higher  in 
the  center  than  on  the  edge.  Beginning  April  11,  sewage  was  applied 
at  a  rate  of  1,000,000  gallons  per  acre  daily,  by  means  of  a  large  tipping 
basin.  On  June  2,  the  tipping  basin  was  removed,  the  surface  of  the 
filter  levelled  and  the  rate  increased  to  2,000,000  gallons  per  acre  daily, 
a  new  form  of  sewage  distribution  system  being  installed  as  follows :  — 

At  one  side  of  the  filter  was  placed  an  automatic  flush  tank,  into  which 
a  small  stream  of  sewage  is  kept  flowing  continuously;  and  when  full 
the  tank  empties  itself  through  a  siphon  into  a  grid  containing  seven 
orifices  %  inch  in  diameter.  The  top  of  this  tank  is  41  inches  and  the 
bottom  8  inches  abdve  the  outlets.  One  inch  below  each  outlet,  and 
located  12  inches  above  the  surface  of  the  filtering  material,  were  placed 
dash  plates,  each  2  inches  in  diameter,  with  the  outer  edge  turned  up 
at  an  angle  of  45  degrees,  making  a  slight  rim  about  ^  inch  wide.  As 
the  sewage  flows  from  the  flush  tank  through  the  grid  and  outlets,  it 
strikes  upon  the  dash  plates  and  is  thrown  out  in  a  thin  sheet,  like  an 
umbrella,  and  breaks  into  a  spray  at  the  outer  edge,  covering  a  circle 
about*  6  feet  in  diameter.  As  the  tank  empties,  the  head  operating  on 
the  outlets  is  gradually  reduced,  and  the  circle  covered  by  the  sewage 
becomes  more  and  more  contracted,  imtil  flnally,  when  the  tank  has 
emptied,  the  whole  circle  has  received  sewage.  The  automatic  flush  tank 
is  of  such  size  that,  with  the  filter  operating  at  a  rate  of  2,000,000  gallons 
per  acre  daily,  it  will  flush  about  once  in  nine  minutes,  about  two 
minutes  being  required  for  the  tank  to  empty  itself  through  the  seven 
half-inch  outlets.  By  this  method  the  sewage  is  distributed  over  the 
filter  much  more  uniformly  than  by  the  earlier  methods,  about  90  per 
cent,  of  the  surface  being  sprinkled  each  time  the  flush  tank  operates, 
while  in  addition  the  sewage  is  very  thoroughly  aerated  before  it  reaches 
the  stones.  It  has  been  necessary  to  clean  out  the  outlets  and  the  smaller 
pipes  of  the  grid  at  intervals,  owing  to  the  accumulation  of  growths. 
On  July  27,  a  considerable  growth  had  accumulated  on  that  portion  of 
the  surface  of  the  fllter  which  was  wetted  by  the  sewage,  and  on  this 
date  and  again  on  July  30  a  strong  solution  of  copper  sulphate  was 
applied  to  the  filter  by  placing  the  salt  in  the  flush  taaik,  where  it  was 
dissolved.  This  effectually  destroyed  the  growth  on  the  surface  of  the 
bed,  and  no  further  trouble  was  experienced.  The  effluent  of  this  filter 
is  not  of  such  good  quality  as  those  of  others  of  similar  material  and  rate 
operated  at  the  experiment  station. 
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BROKEN  STONE.— Filter  No.  222. 


Digitized  by  LjOOQ IC 


Digitized  by  LjOOQ IC 


Material  in  Filter  No.  233  after  a  Period  of  Use. 
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EffluetU  ofFiUer  No.  247. 
[Parts  per  100,000.] 


Datb. 


December, 

Janiuuy, 
February, 
Karch,  . 
April.   . 
May,      . 

June,    . 

July,     . 
AngTWt, 
September, 
October, 
November, 
ATerage, 


QoantHy 
Applied. 

OaUona 
perAere 

Dafly 
BlxDays 


1,619,000 

1,478,000 

1,488,000 

1,000,000 

472,000 

904,000 

731,000 

988,000 

965,000 

9V7,000 

1,998,000 

2,000,000 


1,218,000 


TmmrwMJL- 

TVBB 

(Daa.  F.). 


66 


AppaAB- 

▲Kca. 


18.6 

14.6 
14.6 
18.0 


1.00 

1.01 
1.10 
l.U 


18.7 


0.20000.2840 


82600.8740 


8.00.80 
1.10 
0.60 
0.61 
0.61 
0.70 
0.80 
0.60 
0.84 


Ammoxia. 


2.2000 

8.1 

2 

8.1260 

2.16000 

2.4000 

1 

8. 

2.8126 

8.1000 


.64880. 
.60000, 


.67600, 
.40000 


ALBVMDIOm. 


0.8616 
.8876 
8960 

0.0960 
4480 

0.7100 
.8600 
.4060 

0.6600 

0.6500 


2.44960.4642 


1720 

2420 
2060 
.2840 
8780 
,4760 
.2000 
.8040 
.1940 
.2020 
.2640 
.4120 


.2811 


0.6087 

0.6( 
0.0 
0.7787 


0.9120 10. 


1.2086 
0.9480 
1.2482 
0.6264 
0.6866 


0.888014 


1.8612 


0.8748 


6.70 


NrraoaBK 

At 


0.02 

0.06 
0.04 
0.06 
0.26 
1.66 
1.66 


1.97 
1.13 
0.68 
0.64 
0. 


.0000 
0120 
0000 
2800 
0080 
0100 
2.061.0240 


.00>n 

.ooooj 

.0070| 
.0060 
.0800 


9 

P 


2.96 

8.22 
2.97 
4.80 

2.64 
8.14 
4.62 
4.49 
8.89 
8.71 
2.66 
8.44 


626,000 

289,000 
128,000 
187,000 
128,800 

77,800 
168,600 

27,760 
186,600 

69,800 
248,600 
266,800 


186,600 


Effluent  of  Filler  No.  248.  , 


December,    . 

1,624,000 

88 

60 

12.6 

0.80 

2.2488 

0.4110 

.1660 

1.1018 

6.06 

0.58 

.0040 

4.00 

402,000 

January, 

1,622,000 

89 

- 

21.6 

0.80 

1.8700 

0.9646 

.2100 

1.7698 

7.40 

2.44 

.0026 

6.62 

96,260 

February,     . 

1,600,000 

88 

- 

18.6 

0.90 

0.8600 

0.9476 

.2760 

1.8016 

6.10 

1.94 

.8615 

6.40 

69,800 

March, . 

1,000,000 

89 

- 

19.0 

1.06 

0.9676 

1.8676 

.4640 

8.1460 

7.70 

1.87 

.0080 

8.56 

28,800 

April,   .       . 

1,000,000 

44 

- 

18.0 

1.00 

1.1600 

1.2660 

.2940 

2.1720 

9.26 

2.28 

.0160 

6.84 

81,600 

May,     .       . 

1,011,000 

66 

- 

- 

0.90 

2.1600 

1.6100 

.2660 

2. 65T<' 1-2.90 

3.28 

.0060 

6.89 

146,000 

June,     . 

1,010,000 

61 

- 

- 

0.85 

2.4800 

0.8000 

.1760 

1.4474 

18.80 

1.80 

.0090 

6.04 

48,800 

July,     .       . 

1,000,000 

70 

- 

- 

0.65 

2.1600 

0.4000 

.2440 

0.6168 

17.80 

2.00 

.0120 

8.49 

80,500 

Auguat, 

1,011.000 

78 

- 

4.0 

0.76 

1.0000 

0.2660 

.1960 

0.5820 

17.50 

1.69 

.0060 

2.61 

188,500 

September,  . 

984,000 

67 

- 

8.0 

0.80 

1.7000 

0.8710 

.2720 

0.6968 

17.10 

1.76 

.0040 

2.68 

25,700 

October, 

2,000,000 

69 

- 

4.0 

0.80 

1.8760 

0.8900 

.2000 

0.6264 

14.70 

1.79 

.0120 

8.27 

88,100 

November,    . 

2.000,000 

64 
68 

- 

8.  J 
10.9 

0.65 
0.82 

2.1000 

0.8100 

.2120 

0.6740 

14.20 
11.96 

1.87 
1.88 

.0110 
.0868 

2.51 

58.000 

Average,   . 

1,297,000 

1.6672 

0.7471 

.2468 

1.4402 

4.69 

91,000 
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Effluent  of  FUUr  No.  222. 

[Parts  per  lOO.OOO.J 


Appxabancb. 


Dati. 


April, 


190«. 


June,  . 

July.    . 

August 

September, 

October, 

NoTember, 

Average, 


0.1 


2.1 
2.0 
1.1 


1.8 


.40 
.21 
.85 
.47 
.76 
.77 
.68 


.62 


Ammohia. 


0.7200 
1.2400 
0.6140 
0.8676 
1.8480 
4.2062 
6.1600 
8.6300 


2.8882 


ALBUMIHOIO. 


.1320 

.2520 
.0820 
.1126 
.1862 
.2888 
.2467 
.2618 


.1820 


51 


.1240 
.1620 
.0696 
.0886 
.1108 
.2030 
.2187 
.2260 


1490 


I 


^ 


.4167 
.1897 
.1957 
.2125 
.8486 


,2978 


2.60 
4.26 
8.79 
6.85 
6.78 
9.82 
9.68 
7.95 


6.26 


NlTBOOBN 


25 


.0880 
.0024 
.0074 
.<1086 
.0148 
.0020 
.0020 
.0026 


.0097 


0.92 
1.20 
0.68 
0.77 
0.81 
1.67 
2.56 
1.66 


1.28 


6i^ 


84.2 
26.8 
18.0 
11.8 
1.9 
2.8 
10.0 


14.1 


Sprinklinq  Filter  Summary. 
Table  showing  Rates  and  Analytical  Results  from  1892  to  1906,  inclusive. 

Filter  No.  16  B- 
[Parts  per  100,000.] 


Gallons 

Ammonia. 

NrrBOOBM  ab 

n 

Tbab. 

per  Acre 

. 

Q 

DaUy 
for  She 

. 

. 

1 

1 

I 

1 

Days  In  a 
Week. 

1 

1 

1 

Q 

s 

s 

1892,1  . 

206,000 

.90 

0.5273 

.1296 

S.S.I 

0.6684 

.0483 

0.74 

1893     .        .        . 

406,000 

.50 

0.6866 

.1433 

8.47 

0.9427 

.0204 

0.82 

1894,    . 

474,000 

.76 

1.0628 

.2798 

7.76 

1.2460 

.0327 

1.65 

1896,    . 

448,800 

.55 

0.9712 

.1714 

12.21 

1.8900 

.0676 

1.22 

1896.    . 

864,900 

.60 

0.6571 

.1349 

9.66 

2.6000 

.0117 

0.72 

1887,    . 

866.000 

.60 

0.6797 

.1185 

8.30 

1.6700 

.0070 

0.64 

Average,     . 

374,000 

.66 

0.7641 

.1620 

9.12 

1.4677 

.0618 

0.06 

Filter  No.  16  B. 


1892,1  . 

206.000 

.93 

0.4828 

.1209 

8.28 

0.4772 

.0024 

0.72 

1886     ..        . 

432,000 

.66 

0.6416 

.1561 

8.68 

1.0338 

.0761 

0.86 

1894,    . 

468,000 

.61 

1.0000 

.1797 

.  7.74 

1.3817 

.0198 

1.07 

1885,    . 

465,300 

.44 

0.7402 

.1660 

11.87 

1.8900 

.0481 

1.02 

1896,    . 

316,600 

.90 

1.8676 

.2106 

9.66 

1.6000 

.0107 

1.26 

1897,    .        .        . 

828,000 

.63 

1.0917 

.2669 

7.90 

1.9700 

.0112 

1.28 

Average,     . 

367,400 

.68 

0.8680 

.1817 

8.99 

1.2921 

.0366 

1.08 

1  Five  months. 
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Table  shounng  Bates  and  Analytical  Results  from  1892  to  1906^  inclusive -^ 

ContiDued. 

Filter  No.  117. 
[Pans  per  100,000.] 


Tbab. 


1890  (Blay-Nov.). 


Qnantlty 
Applied. 

OaUons 

per  Acre 

Daily 

for  Six 
Daysina 

Week. 


1,897,000 


.43 


Ammokia. 


ALBUMDrom. 


0.7865 


.0063 


5.96 


Nrrmoour  as 


1.88 


.1247 


I 


i.ot 


Filter  Xo.  134. 


1880  (Nov.-Dec  ),       . 

1,000,000 

- 

4.8000 

.1820 

- 

8.64 

0.09 

.0U2 

1.72 

iwo 

1,829.100 

.68 

2.4271 

.1179 

.0974 

9.59 

1.67 

.0295 

0.97 

1901 

1,181,200 

.72 

2.8896 

.1425 

.0988 

11.18 

1.61 

.0141 

1.10 

FUter  No.  131. 


1890(Sept.-Dec.), 
1900.    . 


1,786,000 
864,200 


.52 
.69 


2.8100 
2.4400 


.1067 
.1240 


.0775 


8.79 
7.08 


0.49 
0.61 


.0188 
.0072 


0.95 
0.99 


Filter  No.  189. 


1902  (May-Dec.),       . 

2.801,700 

.90 

2.8184 

.8569 

.1515 

10.64 

0.98 

.0587 

2.21 

1903,    ...        . 

2.642,800 

.94 

2.2450 

.8879 

.1585 

10.27 

0.96 

.0229 

2.65 

1904  (Jan.-April),      . 

1,461,500 

.86 

8.0729 

.6200 

.2168 

7.40 

2.13 

.0222 

2.75 

Effluent  of  Filter  No.  196. 
[Parts  per  100,000.] 


YlAB. 


Quantity 
Applied. 

OaUons 

per  Acre 

DaUy 

for  Sir 
Days  in  a 

Week. 


Ammohia. 


ALBUVniOID. 


* 


NmoaiM 


lfiQ6(JaD.-dept), 


1,142,600 


2.4760 


1170 


1756 


9.62 


0.61 


2.06 


Effluent  of  Filter  No.  233. 


1904,     ...        . 

8b5,000 

.77 

2.7515 

.3247 

.1755 

.1492 

- 

10.09 

1.24 

.0877 

2.18 

1906,     ...        . 

919,400 

.98 

1.7686 

.8147 

.1527 

.1620 

0.6718 

8.76 

1.89 

.0117 

2.22 

1808 

1,087.200 

.57 

1.8540 

.8690 

.1798 

.1802 

0.6708 

11.78 

1.87 

.0468 

2.68 
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Table  ihotoing  Rates  and  Analytical  BesuUs  from  1892  to  1906,  inclusive-- 

CoDclnded. 

Effluent  of  Filter  No,  234, 
[Parts  per  100,000.] 


OaUona 
per  Acre 
Dafly 
for  Six 
Days  in  a 
Week. 

Ammomia. 

5 

J 

NlTBOOBK 

i 

1 

ALBUMINOID. 

At 

1 

Tbah. 

1 

a 

!. 

i      » 

s 

1 

190i 

1905,1    .... 

949,000 
1,100,000 

.88 
.66 

8.4225 
1.9500 

.4707 
.4100 

.2481 

.2880 

.2276 
.1220 

1.0707 

10.16 
9.09 

0.78 
0.02 

.0768 
.0010 

S.80 
S.86 

Effluent  of  Filter  No.  235, 


1904 

896,600 

.67 

1.8169 

.8061 

.1812 

.1789 

- 

11.79 

2.20 

.0791 

1.89 

1906 

911,600 

.89 

1.2044 

.2800 

.1046 

.1264 

0.4458 

8.21 

1.71 

.0058 

1.84 

1906,     .... 

1,086,200 

.66 

1.0899 

.8898 

.1486 

.1968 

0.6705 

11.98 

2.28 

.0287 

2.87 

Effluent  of  Filter  No,  236, 


1904, 
1905.1 


906,900 
840,000 


8.6721 
1.9568 


.44U 
.2950 


,2264 
2120 


.2167 
.0880 


0.6155 


11.18 

8.66 


0.60 
0.02 


.0127 
.0006 


2.48 
8.00 


1  One  month,  January. 

Effluent  qf  Filter  No.  247. 
[Parts  per  100,000.] 


^TaAB. 


1904  (May-Dec), . 

1906,       . 

1906, 


Quantity 
Applied. 

Gallons 

per  Aore 

DaOy 

for  Sue 


^eek. 


925,600 
1,368,200 
1,218,000 


8.6 
8.5 
18.7 


0.68 
1.68 
0.85 


2.8100 
2.2632 
2.4493 


ALBUMnrom. 


.8075 
.3TB7 
.4642 


.1981 
.1986 
.2811 


J_ 


.1144 
.1802 
.1881 


0.7684 
0.8748 


12.01 
8.84 
12.22 


NlTBOOBK 


0.62 
0.49 
0.82 


.0216 
.0091 
.0300 


1.60 
2.52 
8.44 


Effluent  qf  Filter  No,  248. 


1904  (May-Dec.), . 

963,400 

10.0 

0.78 

4.0924 

.6775 

.2818 

.2962 

- 

11.28 

2.12 

.0572 

2.81 

1905,       . 

1,865,800 

8.7 

1.89 

1.9180 

.8666 

.1816 

.1850 

0.8637 

7.78 

1.14 

.0108 

2.71 

1906,       ..       . 

1.297,000 

10.9 

0.82 

1.6672 

.7471 

.2468 

.6008 

1.4402 

11.96 

1.88 

.0663 

4.69 
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Nitrogen  Tables. 

Filter  No.  15  B  —  Regular  Sewage  applied. 

[Parts  per  100,000.] 


YSAJl. 


18S8, 
18M» 
1886, 

law, 

1M7, 


Average, 


QnantitT 
Applied. 

OftUona 

per  Acre 

Daily 

forSk 
Days  in  a 


906,000 
40S,000 
474,000 
440,000 
854,900 
896,000 


874,000 


II 


8.68 
8.60 
8.20 
6.87 
4.96 
4.78 


4.26 


NrrmooBM  nr  BrFLuaiiT. 


0.92 
1.82 
1.78 
8.22 
8.81 
2.46 


2.24 


0.26 
0.96 
1.28 
3.08 
2.61 
1.68 


1.46 


I 


0.66 
0.86 
0.46 
1.19 
0.80 
0.78 


0.79 


2.71 
1.68 
1.66 
2.16 
1.64 
2.83 


2.01 


Pbb  Gnrr.  or  ArrLiaD 
Nmtoenr. 


m  arFLuairT. 


7.2 
27.4 
88.0 
87.8 
60.7 
86.1 


84.1 


I 


18.2 
24.6 
18.7 
22.2 
16.2 
16.8 
18.8 


74.6 
48.0 
47.4 
40.0 
88.1 
48.6 


47.1 


Filter  No.  16  B  —  Regular  Sewage  applied. 

18W.1     .        .        .        . 

206,000 

8.68 

0.48 

0.22 

0.27 

8.14 

6.1 

7.4 

86.6 

1898.      .         . 

482.000 

8.60 

1.81 

1.08 

0.78 

1.69 

80.8 

20.9 

48.8 

18M,      .        . 

468,000 

8.29 

2.61 

1.88 

1.18 

0.78 

40.4 

86.8 

20.8 

1896,      .        . 

466,000 

6.87 

2.36 

1.48 

0.92 

8.02 

26.6 

17.1 

66.8 

1896.      .        . 

81^600 

4.96 

8.08 

1.61 

1.62 

1.92 

80.6 

80.7 

88.8 

W,      .        . 

828,000 

4.78 

8.40 

1.98 

1.42 

1.88 

41.4 

29.7 

28.0 

Arerage, 

867,400 

4.26 

2.28 

1.27 

1.01 

1.97 

20.8 

28.8 

46.4 

FUter  No.  117. 


18B9(May-Nov.). 


1,897,000      8.86         2.77        2.00        0.77         1.09 


62 


20 


28 


Filter  No.  131. 


1899  (Sept.-Dec.), 
ISOO.     .        .        . 


1,786,000 
864,200 


6.17 
8.81 


8.00 
2.84 


0.60 
0.62 


2.60 
2.22 


2.17 
0.97 


10 
16 


48 
68 


42 
26 


Filter  No.  134. 


1899 (Nov.  and  Dec.),. 
1900,  ...  . 
1801,     ...        . 


1,000,000 
1,829,100 
1,181,200 


4.94 
4.84 
4.57 


4.37 
3.91 
4.21 


0.10 
1.70 
1.62 


4.27 
2.21 
2.60 


0.67 
0.48 
0.86 


86 


87 
61 
57 


11 
10 

8 


>  Five  months. 
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Nitrogen  Tables  —  CoDtinned. 

Filter  No.  289, 

[Parts  per  lOO.OOO.] 


Tbas. 


1902  (May-Dec.), 

1906,      . 

1904  (Jan.-April), 


Quantity 
Appltod. 

OaUont 
per  Acre 
Daily 
for  Six 
Daysina 
week. 


2^1,700 
2^2,800 
1,451,000 


6, 

< 

a 


4.81 
4.81 
8.26 


NmooBN  ni  BrrLUurT. 


i 


8.60 
8.64 
6.79 


1.01 
1.00 
2.16 


2.67 
2.64 
8.64 


0.71 
1.27 
2.47 


Fib  Cnnr.  or  Afflibd 
NiraooBK. 


24 
21 
26 


I 


60 
68 
44 


16 
26 
80 


Filter  No.  196. 


1903  (Jan.-Sept), 


1,142,600      8.72         8.19        0.68        2.66 


0.68 


17 


14 


Filter  No.  233, 


1904.   ...   . 

886,000 

8.80 

4.12 

1.28 

2.84 

4.68 

15 

82 

68 

1906,   .... 

919,400 

5.96 

4.88 

1.40 

2.98 

1.62 

24 

49 

27 

1906 

- 

- 

- 

- 

- 

- 

- 

- 

- 

FUter  No.  234, 


1904.   ...   . 

940,000 

8.80 

4.46 

0.81 

8.66 

4.84 

9 

42 

49 

1906,>  .... 

U60.000 

6.49 

8.98 

0.02 

8.96 

1.51 

1 

72 

27 

FUter  No,  235. 


1904,   .... 

896,500 

8.80 

8.91 

2.28 

1.68 

4.89 

26 

18 

56 

1906.   .... 

911,600 

4.87 

8.68 

1.72 

1.96 

1.19 

86 

40 

24 

1906.   ...   . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

FUter  No  236, 

1904 

1906,»  .... 

908,900 
840,000 

8.80 
5.49 

4.24 
2.98 

0.61 
0.02 

8.78 
2.96 

4.56 
2.51 

6 
0 

42 
54 

62 
46 

FUter  No.  247. 

1904  (May-Dec.). 

025.500 

9.08 

8.40 

0.54 

2.86 

5.68 

6 

81 

68 

1906,   ...   . 

1,868,200 

4.68 

4.06 

0.50 

8.65 

0.68 

11 

76 

18 

1906 

- 

- 

- 

- 

- 

- 

- 

- 

- 

>  One  month. 
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Nitrogen  Tables  —  Concluded. 

Filter  No.  248, 

[Parts  per  100,000.] 


YBAm. 


UOI  (May-Dec.). 
1906,      .        . 
J96o, 


Qouitlty 
Applied. 

Gallona 
per  Acre 

Daily 

for  six 

Days  in  a 

Week. 


96S.400 
1,865,800 


4- 


9.08 
5.68 


Nrraoasv  nr  Xvyluikt. 


6.67 
4.60 


S.18 
1.15 


44» 
8.45 


8.51 
0.92 


Pbk  Gbht.  or  Aptlibd 
NrntooBN. 


IV  XTFLUBHT. 


84 

81 


17 


Sewage  appUed  io  FiUer  No,  136, 
[Parta  per  100,000.] 


YBAa. 


1900, 
1901, 
1902, 
W», 
1901, 
190^ 
WW, 


Average, 


AlflfOllIA. 


4.09 
6.41 
6.81 
4.05 
5.15 
2.98 
4.54 


4.65 


▲X.B171IIIIOIO. 


.68 
.86 
.86 
.89 
.95 
.47 
.67 


.54 


.81 


Kjsldarl 

NmoaBM. 


1.87 
0.78 
0.74 
0.80 
1.88 
0.98 
1.18 


1.07 


.65 

.69 
.51 
.49 
.87 
.47 
.68 


.69 


9.08 
9.70 
8.60 
9.96 

18.81 
8.94 

12.99 


10.20 


8.46 


Begolar  sewage. 
Strained  sewage. 

Regnlar  sewa|^. 


Sewage  applied  to  FiUer  No.  136, 

MW, 

4.67 

.88 

.88 

0.68 

.45 

9.74 

2.45 

1801,      ..        , 
190i,      .        . 

5.98 
4.62 

.80 
.48 

.89 
.27 

0.80 
0.88 

.69 
.65 

8.78 
11.85 

2.58 
8.85 

Septic  sewage. 

l«tt,      .        . 

8.80 

.85 

.88 

0.78 

.45 

9.91 

8.98^ 

1904,      .        . 

5.15 

.95 

.47 

1.88 

.87 

18.81 

4.86^ 

1»6,      .        . 

3.94 

.48 

.85 

0.88 

.47 

9.28 

8.86 

Regular  sewage. 

M06,      .       . 

4.46 

.64 

.87 

1.19 

.66 

18.08 

4.60^ 

Average, 

4.60 

.60 

.80 

0.99 

.68 

10.60 

8.86 
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Yearly  Average  Analyses  of  the  Effluents  of  Fillers  Nos  135  and  136, 

Filter  No,  135, 
[Parts  per  100»000.] 


OaUont 

per  Acre 

DaUy. 

Aptsas- 

AHCl, 

Ammowia. 

1 

O 

NirmooBH 

1 

1 

ALBUMINOID. 

At 

1 

TlAB. 

>k 

1 

1 

5 

S 

s 

1 

& 

189»-1900,»    . 

890.900 

- 

1.12 

8.4368 

.1606 

.1049 

.2897 

7.64 

0.28 

.0046 

1.42 

1900.« 

1,804,900 

- 

0.64 

2.6212 

.2080 

.1448 

.8762 

10.64 

0.4A 

.0181 

1.88 

1901, 

1,406,900 

- 

0.81 

3.1646 

.2228 

.1863 

.4019 

9.44 

2.40 

.0182 

1.67 

1902, 

1,817,400 

- 

0.62 

1.7462 

.1892 

.0666 

.2610 

8.61 

2.76 

.0071 

1.08 

1903, 

2,896,600 

- 

0.67 

1.6000 

.1478 

.0968 

.2668 

9.02 

1.47 

.0107 

1.37 

1904, 

1,160.400 

8.0 

0.67 

0.7047 

.2889 

.1148 

.6212 

11.17 

2.96 

.0064 

2.90 

1905, 

l,804.b00 

4.5 

0.86 

0.7173 

.2158 

.1060 

.3663 

8.08 

8.47 

.0064 

1.69 

1906, 

1,460,100 

4.7 

0.50 

0.4487 

.2386 

.1422 

.4128 

12.60 

4.86 

.0061 

2.06 

Ave 

»rage 

» 

1,581,400 

6.7 

0.71 

1.7916 

.2020 

.1168 

.8692 

9.64 

2.26 

.0063 

1.69 

Filter  No,  136, 


1899-1900.1 

747,600 

- 

0.58 

3.4273 

.1646 

.1066 

.2969 

7.58 

0.16 

.0170 

1.20 

1900,« 

1,004,700 

- 

0.68 

2.2280 

.1246 

.1181 

.2246 

10.41 

2.20 

.0179 

1.09 

1901, 

1,402,700 

- 

0.82 

1  3.4163 

.2881 

.1844 

;.4204 

8.62 

2.00 

.0066 

1.67 

1902, 

1,809,100 

- 

0.60 

'  2.8663 

.1980 

.1060 

.8483 

9.06 

2.66 

.0091 

1.86 

1908, 

2,267.800 

- 

0.66 

1.6565 

.2161 

.1027 

.8898 

9.88 

1.91 

.0069 

1.84 

1904, 

1,988,000 

10.6 

0.68 

1.8888 

.3848 

.1609 

.6030 

11.06 

2.06 

.0096 

2.8ft 

1905, 

2,082,000 

6.4 

1.14 

1.2W5 

.2911 

.1266 

.5161 

8^29 

2.19 

.0102 

2.26 

1906, 

2,090.200 

7.5 

0.68 

0.8816 

.3481 

.1952 

.6462 

12.73 

8.65 

.0094 

2.83 

Ave 

rage 

» 

1,667,600 

8.1 

0.70 

2.0728 

.2881 

.1292 

.4805 

9.70 

2.10 

.0113 

1.88 

1  November  28  to  April  16. 


«  April  16  to  December  31. 


Double  Filtration. 

Sand  Filtration  of  Sprinkling  Filter  Effluents  and  Mechanical  Filtration 

of  Such  Effluents, 

Filters  Nos,  22Jf,  249  and  250,  —  Filter  No.  224,  Hoooo  of  an  acre  in 

area  and  eonstrneted  of  64  inches  in  depth  of  sand  of  an  effective  size 

of  0.27  millimeter,  was  first  put  into  operation  Oct.  1,  1903.    It  received 

the  effluents  from  Filters  Nos.  135  and  136  after  they  had  passed  through 
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a  settling  basin.  The  average  rate  of  operation  during  1906  was  573,000 
gallons  per  acre  daily.  It  was  very  diflBcult  to  keep  the  rate  of  filtration 
up  to  this  high  figure,  owing  to  tiie  accumulation  of  organic  matter  in 
its  upper  portion ;  and  in  order  to  do  so  the  filter  was  raked  3  inches  deep 
thirty-seven  times  during  the  year,  and  dug  over  6  inches  three  times. 
On  Dec.  16,  1906,  it  was  necessary  to  remove  6  inches  in  depth  of  sand 
from  the  surface  of  the  filter. 

Filters  Nos.  2^9  and  250,  —  Filters  Nos.  249  and  260,  each  %oooo  of 
an  acre  in  area  and  constructed  of  sand  of  an  effective  size  of  0.41 
millimeter,  were  first  put  into  operation  May  16,  1904,  and  have  re- 
ceived since  that  time  the  eflBuents  of  Filters  Nos.  135  and  136  after 
they  have  passed  through  a  sedimentation  basin.  The  average  rate  of 
operation  of  Filter  No.  249  during  1906  was  685,000  gallons,  and 
of  Filter  No.  260,  755,000  gallons  per  acre  daily.  As  stated  in  previous 
reports,  these  two  filters,  besides  being  used  as  a  study  in  secondary 
filtration,  are  also  intended  to  give  information  in  regard  to  sand 
removal.  It  has  been  the  practice  never  to  dig  over  Filter  No.  249 
to  a  greater  depth  than  3  inches,  and  when  this  upper  3  inches  of  sand 
becomes  so  clogged  with  organic  matter  that  sewage  will  not  pass  through 
it,  it  is  removed.  On  the  other  hand.  Filter  No.  250  is  to  be  dug  over 
to  a  greater  depth  when  necessary,  and  to  be  kept  in  operation  as  long  as 
possible  without  removal  of  sand.  During  1906,  Filter  No.  249  was 
raked  to  a  depth  of  3  inches  fourteen  times;  and  3  inches  of  sand  were 
removed  on  January  31  and  again  on  August  6.  On  September  17,  45 
inches  of  sand  remained  in  the  filter.  Filter  No.  250  was  raked  to  a 
depth  of  3  inches  ten  times  during  the  year,  and  dug  over  to  a  depth  of 
6  inches  on  March  4  and  to  a  depth  of  12  inches  on  May  2.  On  Sep- 
tember 17,  careful  measurements  showed  that  there  were  about  55  inches 
of  material  in  the  filter. 


Effluent  applied  to  FiUera  Nos.  224,  249  and  250. 

[Parts  per  100,000.] 


ATerage, 


Tempera- 
ture 
(Deg.  F.) 


50. 


Appiak- 

AZTCB. 


3.6 


1.8371 


ALBUlinrOID. 


_l_ 

.1684 


1088 


3 


I 

1S.58 


NrrBOOBH 


1.42 


859,400 
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Effluent  of  Filler  No.  224. 
[Parti  per  100,000.] 


Applie/ 
Oallons 

Tbmpbra- 

Tuaa 
(Dao.F.). 

ArPBAB- 

AKca. 

Ammohia. 

1 

NrraoGBK 

AS 

1 

1. 

u  SS 

S. 

J' 

Dati. 

per  Acre 
Delly 
forSk 

Deyaina 
Week. 

1 

1 

►. 

1 

1 

l| 

S 

o 

s 

s 

5 

1 
5 

1M5. 

477.000 

64 

68 

0.0 

.22 

.0146 

.0203 

.0498 

7.10 

2.66 

.0000 

.83 

16,400 

IMC. 

January, . 

eoo,ooo 

6ft 

68 

0.0 

.17 

.0704 

.0269 

•0562 

12.90 

2.66 

.0001 

.35 

860 

February, 

M0,000 

62 

51 

0.0 

.16 

.0490 

.0940 

.0480 

2.40 

1.45 

.0000 

.82 

800 

March,     . 

66S,000 

66 

AS 

0.0 

.18 

.1585 

.0840 

.0608 

8.60 

2.69 

.0000 

.88 

140 

Aprtl.       .        . 

602,000 

67 

67 

0.1- 

.90 

.0808 

.0483 

.0887 

8.40 

2.94 

.0002 

.40 

875 

May,         .       . 

eoo,ooo 

60 

57 

0.1 

.27 

.1445 

.0605 

17.60 

2.94 

.0002 

.51 

8,600 

Jane, 

646,200 

62 

62 

0.1 

.19 

.05U 

.0886 

_ 

18.06 

8.82 

.0001 

.45 

460 

July,        .       . 

698,000 

68 

70 

0.2 

.20 

.0030 

.0415 

- 

16.10 

2.94 

.0002 

.48 

900 

600,000 

60 

70 

0.1 

.18 

.0089 

.0868 

_ 

19.15 

2.74 

.0001 

.89 

1,618 

684,000 

65 

66 

0.1- 

.20 

.0187 

.0602 

. 

12.55 

8.15 

.0003 

.42 

1700 

600,000 

61 

60 

0.1- 

.25 

.0276 

.0425 

. 

14.15 

8.86 

.0001 

.56 

410 

November, 

677,000 

63 
60 

61 

68 

0.2 
0.0 

.43 

.22 

.2600 

.0680 

- 

18.90 

6.04 

.0006 

.78 

8,900 

Average,    . 

678,400 

.0794 

.0380 

.0696 

12.02 

2.97 

.0001 

.44 

2,400 

Effluent  ofFiUer  No.  249. 
[Parts  per  100,000.] 


Quantity 
Ap^. 

Gallon* 
per  Acre 
DaUy 
for  8k 
Dayiina 
Week. 

TBMnBA- 

TUBB 

(Dna-F.). 

Appbab- 

AXCB. 

AMXomA. 

1 

NiTBOeBX 
Al 

1 

.S 
1. 

^1 

Datb. 

i 

i2 

1 

^ 

1 

1 

ii 

1 

Q 

s 

s 

1 

5 

IMS. 

December, 

469,000 

54 

68 

0.0 

.97 

.0066 

.0164 

- 

5.70 

2.27 

.0000 

.43 

260 

190«. 

January,  . 

m,,mi 

68 

62 

0.1- 

.20 

.0222 

.0286 

.0485 

11.10 

8.65 

.0000 

.89 

3,300 

February, 

Tis^.'NM) 

68 

62 

0.1 

.98 

.0275 

.0806 

.0664 

2.80 

1.66 

.0000 

.89 

8.200 

March,      . 

77Ci.4iK) 

65 

54 

0.5 

.64 

.5800 

.0696 

.1402 

7.86 

2.77 

.0008 

.90 

4,<MW 

AS?".': 

71^, i^ 

67 

66 

0.9 

.92 

.1195 

.0666 

- 

8.96 

4.20 

.0010 

.41 

4,iO0 

"A^jm 

60 

58 

0.5 

.60 

.7200 

.0980 

. 

90.60 

4.19 

.0900 

.81 

m,iO0 

June, 

t^l.rtOO 

62 

64 

0.2 

.19 

.028fl 

.0604 

. 

12.86 

4.27 

.0003 

.89 

ll,fiOO 

July, 

fNjTJilO 

68 

68 

0.9 

.86 

.4068 

.0416 

> 

16.05 

2.66 

.0701 

.55 

1,450 

Beptemiier 

'itr.jm 

69 

70 

D.l 

.22 

.0088 

.0268 

- 

19.65 

3.90 

.0000 

.40 

4,ft60 

lyMjm 

66 

65 

0.1 

.20 

.0062 

.0968 

- 

12.05 

8.07 

.0000 

.33 

96J(10 

October. 

"^K^OClO 

61 

61 

0.2 

.84 

.0624 

.0446 

- 

14.30 

4.88 

.0002 

.55 

U.2C0 

November 

t^uA.m 

68 
69 

64 
59 

0.2 

.88 

.0600 

.0720 

.0884 

18.20 
12.05 

4.79 

.0000 

.85 

8.000 

A vera j 

fe, 

684.800 

0.9 

.32 

.1678 

.0468 

8.45 

.oon 

.63 

21,100 
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Effluent  of  Filter  No.  260. 
[Parte  per  100,009.] 


Datb. 


1—9. 

December, 


Jannarj, 
Febmary, 
March,      . 
April, 
May,.       . 
Jone, 

Aagaat,     . 
September, 
October,    .     , 
NoTember, 
Average, 


Quantity 
Applied. 

Galloiui 
per  Acre 
Daily 
for  Six 
Days  in  a 
Week. 


800,000 

S00,000 
788,000 
792,000 
784,000 
748/)00 
660^900 
800,000 
768,000 
618,000 
796,000 
700,000 


764,000 


TBMraaA- 

Tuas 
(Dao.  P.). 


69 


60 


AmAB- 
▲Kca. 


0.1— 

0.1 

0.0 

0.0 

0.1- 

0.6 

0.8 

0.8 

0.8 

0.1 

0.9 

0.8 


0.9 


AaiioiriA. 


.0464 


.9019 


0606.0966 


2970 


s 

r 


.0892 


.0688 


.0466 


.9996.0600 
1610  .0640 
.0470 
.0884  .0474 
.0698.0890 
.0986.0860 
.0668.9468 
1480.0840 
1176  .0464 


.0747 
0068 


.0766 


6.98 

11.76 
9.40 
8.90 
9.66 
17.66 
18.05 
14.45 
19.06 
19.40 
14.16 
18.40 


11.99 


NiraooBK 


9.48 

3.(4 
1.70 
8.28 
8.70 
8.88 
4.00 
3.11 
8.04 
8.U 
4.87 
6.21 


8.46 


.0002 

.0000 
.0001 
.0006 
.0001 
.0000 
.0000 
.0000 
.0001 
.0002 
.0000 


0001 


.48 


9410 

9,060 
9,960 
900 
9,000 
94,600 
11,900 
7,400 
10,460 
68,800 
9,600 
6,900 


11,900 


Coagulation  and  Mechanical  Filtration  of  Effluents  of  Sprinkling  Filters. 

Filter  No.  SOO.  —  This  filter,  %oooo  of  an  acre  in  area,  started  AprU 
20,  1906,  has  been  operated  as  a  mechanical  filter,  receiving  the  settled 
effluents  from  Filters  Nos.  136,  136,  233,  235,  247  and  248. 

The  settled  eflBuents  from  the  various  trickling  filters  were  mixed  in  a 
storage  ^basin,  passed  thence  through  an  outlet  pipe  to  the  bottom  of  a 
coagulation  and  sedimentation  tank,  where  the  chemicals  were  added, 
then  passed  upward  and  overflowed  upon  the  filter,  the  rate  of  filtration 
and  the  depth  of  water  on  the  filter  being  automatically  regulated.  As 
is  usual  with  filters  of  this  type,  when  the  filter  became  clogged  to  such 
an  extent  that  water  would  not  pass  through  at  the  prescribed  rate,  the 
filtering  material  was  washed  by  passing  a  strong  upward  current  of 
clear  water  through  the  sand,  which  was  thoroughly  agitated  at  the  same 
time. 

At  the  start  the  filter  contained  24  inches  of  washed  sand  having  an 
effective  size  of  0.71  millimeter,  and  was  operated  at  a  rate  of  approx- 
imately 50,000,000  gallons  per  acre  daily,  the  applied  effluent  being 
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treated  with  sulphate  of  alurnina  in  amounts  varying  between  1.3  and  3.5 
grailis  per  gallon. 

On  May  20,  the  sand  in  the  filter  was  removed  and  replaced  by  24 
inches  of  beach  sand  having  an  effective  size  of  0.35  millimeter,  following 
which  the  filter  was  operated  until  August  19  at  a  50,000,000-gallon  rate. 
On  August  20,  the  rate  was  reduced  to  25,000,000  gallons  per  acre  daily, 
at  which  rate  the  filter  was  operated  during  the  remainder  of  the 
year. 

From  May  20,  when  the  filtering  material  was  changed,  until  August 
25,  the  coagulants  employed  were  copperas  and  lime  in  varying  amounts. 
On  August  25,  samples  of  a  new  form  of  ferrous  sulphate,  called  "  sugar 
sulphate  of  iron,''  stated  to  contain  less  water  of  crystallization  and  more 
available  iron  than  commercial  copperas,  and  of  a  similar  iron  sulphate 
with  which  was  incorporated  a  small  amount  of  copper  sulphate,  were 
obtained,  and  thereafter  were  used  as  coagulants  during  alternate  weeks 
until  the  end  of  the  year. 

Analyses  of  the  various  coagulants  showed  that  the  commercial  cop- 
peras contained  about  55  per  cent,  available  FeS04,  the  sugar  sulphate 
of  iron  contained  about  64  per  cent,  available  FeS04,  the  copper  iron 
sulphate  contained  about  63  per  cent,  available  FeS04,  and  .2  per  cent, 
of  copper  equivalent  to  about  ^  per  cent,  of  CUSO4,  and  the  sulphate 
of  alumina  contained  about  58  per  cent,  available  Al2(  804)3. 

The  coagulation  and  sedimentation  tank  was  of  such  capacity  that 
the  period  between  the  addition  of  coagulants  and  the  time  the  water 
reached  the  filtering  material  was  about  two  and  one-half  hours  when  the 
filter  was  operated  at  a  50,000,000-gallon  rate,  and  about  five  hours  when 
the  filter  was  operated  at  a  25,000,000-gallon  rate. 

Wash  Water,  —  Mechanical  filter  practice  requires  that  filters  be 
washed  at  a  rate  of  about  6  gallons  per  square  foot,  and  it  usually  requires 
about  fifteen  minutes  to  wash  a  large  filter  of  the  usual  mechanical  filter 
type.  Based  on  the  above  figures,  the  volume  of  water  required  to  wash 
Filter  No.  300  would  have  varied  between  14  per  cent,  and  44  per  cent., 
averaging  about  28  per  cent  of  the  total  volume  filtered. 

The  actual  practice  in  washing  this  filter  was  to  apply  the  wash  water 
at  about  the  theoretical  rate  for  a  period  of  five  minutes  only.  An 
average  of  twelve  determinations  of  the  volume  of  wash  water  required 
by  this  procedure  showed  that  the  actual  amount  was  about  6  per  cent, 
of  the  total  volume  filtered,  the  difference  between  the  theoretical  and 
the  actual  amount  being  probably  due  to  the  more  thorough  agitation 
of  the  filtering  material  during  the  time  of  washing  than  would  be  the 
case  with  a  large  filter  agitated  mechanically. 


Digitized  by  LjOOQ IC 


No.  34.]  PURIFICATION   OF   SEWAGE.  285 

Cost  of  Chemicals.  —  The  cost  of  chemicals  in  the  tables  was  based 
upon  the  following  estimated  values  in  large  lots :  — 

PwrTon. 

Sulphate  of  alumina, $20  00 

Copperas, 10  00 

Sugar  sulphate  of  iron, 10  00 

Copper  iron  sulphate, ^       ...  11  00 

Soda  ash, 20  00 

Lime, 6  00 

The  results  of  chemical  analyses  indicate  that  the  purification  was 
entirely  mechanical,  and  that  no  biological  action  occurred  in  the  filter, 
as  is  shown  by  the  fact  that  the  amoimts  of  free  ammonia,  nitrates  and 
nitrites  were  practically  imchanged. 

With  sulphate  of  alumina  as  a  coagulant,  no  lime  or  soda  ash  was 
required,  and  an  adequate  removal  of  suspended  matter  was  accomplished 
by  the  use  of  2.5  to  3.6  grains  per  gallon.  The  removal  of  bacteria 
was  not  satisfactory,  only  83  per  cent,  of  the  total  bacteria  and  92  per 
cent,  of  B.  coli  being  eliminated  when  3.5  grains  were  used.  It  must  be 
remembered  that  during  this  period  the  filtering  material  was  much 
coarser  than  was  the  case  later  on. 

With  commercial  copperas,  without  lime,  there  was  no  removal  of 
color  or  turbidity,  and  only  a  very  small  removal  of  bacteria,  even  when 
amounts  as  large  as  8.7  grains  per  gallon  were  used.  This  was  un- 
doubtedly due  to  the  fact  that  while  the  raw  water  was  suflBciently  alkaline 
to  more  than  compensate  for  the  copperas  added,  the  presence  of  con- 
siderable free  and  half-bound  carbonic  acid  prevented  the  reaction  from 
taking  place. 

When  commercial  copperas  and  lime  were  added,  the  purification  was 
much  more  satisfactory,  from  90  to  100  per  cent,  of  the  turbidity  and 
from  40  to  60  per  cent,  of  the  total  albuminoid  ammonia  being  removed. 
The  removal  of  bacteria  was  less  satisfactory,  being  at  all  times  less 
than  90  per  cent.  About  8.5  grains  of  copperas  and  about  4  grains  of 
lime  per  gallon  were  used  during  this  period. 

Prom  August  21  to  24,  with  8.5  grains  of  copperas  and  6.0  grains  of 
Ume,  and  with  the  filter  operated  at  the  comparatively  low  rate  of 
26,000,000  gallons  per  acre  daily,  the  removal  of  color,  turbidity  and 
albuminoid  ammonia  was  satisfactory  and  the  removal  of  bacteria  and 
of  B.  coli  was  98.1  and  99.6  per  cent,  respectively. 

During  the  periods  when  the  raw  water  received  "sugar  sulphate  of 
iron  ^'  and  lime  in  the  proportion  of  about  8.0  and  9.0  grains  respectively, 
the  removal  of  turbidity  was  complete,  the  removal  of  color  varied  from 
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56  to  65  per  cent.,  the  removal  of  albuminoid  ammonia  was  between 
54  and  68  per  cent.,  and  the  removal  of  bacteria  and  of  B.  coli  was  about 
99  per  cent. 

During  the  periods  when  the  copper  iron  sulphate  was  used  the 
removal  of  color  and  albuminoid  ammonia  was  slightly  greater  than  when 
the  sugar  sulphate  was  used,  and  the  removal  of  B.  coli  was  practically 
the  same;  but  the  removal  of  turbidity  and  of  total  bacteria  was  less 
satisfactory. 

The  combined  coagulating  and  disinfecting  effect  of  the  salt  containing 
copper  was  less  efficient  in  removing  the  bacteria  than  was  the  case  when 
the  same  salt  without  copper  was  used,  although  the  removal  of  B.  coli 
was  somewhat  better,  the  reduction  in  bacteria  varying  between  64  and 
95  per  cent,  for  the  salt  containing  copper  and  between  70  and  98  per 
cent,  for  the  straight  iron  salt,  while  the  reduction  of  B.  coli  by  the 
copper  salt  was  97  to  99  per  cent,  and  by  the  iron  salt  was  at  all  times 
below  97  per  cent.,  and  during  one  run  averaged  less  than  19  per  cent. 

During  all  the  periods  when  lime  was  used  it  was  added  in  sufficient 
quantity  to  make  the  effluent  of  the  filter  alkaline  to  phenolphthalein  in 
order  to  ensure  the  complete  removal  of  all  added  iron  and  copper. 

The  experiments,  while  largely  preliminary  in  character,  indicate 
clearly  that  the  satisfactory  removal  of  color,  turbidity  and  a  consider- 
able portion  of  the  organic  matter  as  represented  by  the  albuminoid 
ammonia,  may  be  accomplished  by  coagulation  with  sulphate  of  alumina, 
or  with  one  of  the  three  forms  of  ferrous  sulphate  mentioned  combined 
with  lime,  with  subsequent  filtration  at  rates  of  25,000,000  gallons  per 
day  or  somewhat  higher  in  filters  of  the  mechanical  type.  The  removal 
of  90  to  99  per  cent,  of  the  bacteria  occurs  only  when  the  removal  of 
suspended  matter  is  practically  complete. 

The  numbers  of  bacteria  in  the  filtered  water  were  never  less  than 
1,000  per  cubic  centimeter  and  rarely  less  than  10,000  per  cubic  centi- 
meter during  any  portion  of  the  experiments,  while  the  numbers  of 
B.  coli  were  at  all  times  as  large  or  larger  than  in  the  very  polluted 
Merrimack  River  water. 

The  cost  of  coagulants  necessary  to  produce  an  effluent  free  from 
suspended  matter  was  so  large  as  to  render  the  process  apparently  im- 
practicable. The  results  obtained  during  the  early  portion  of  the  ex- 
periments indicated,  however,  that  clarification  might  be  produced  at 
less  cost  with  sulphate  of  alumina  than  with  either  of  the  iron  salts 
tested,  for  the  reason  that  much  larger  amounts  of  the  cheaper  iron 
salts  must  be  used,  and  that  they  also  require  the  addition  of  lime. 

In  the  following  tables  are  shown  the  various  data  regarding  the  opera- 
tion and  work  of  the  filter,  the  results  being  grouped  according  to  the 
rate  of  filtration  and  the  kind  and  amount  of  coagulants  used :  — 
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NiTMSBR  OF  Run. 


1  to  S,  iDcliuive, . 

4  to  6,  IncloBiTC. . 

7,  8  and  12  to  19, . 

9  to  11. 
20  to  21, 
22  to  25, 
26  to  80, 
SI  to  4<5, 

47  to  51,  .  . 
08  to  flO, 
61  to  63, 
64  to  68, 
69  to  72, 
73  to  5, 

76..         .         .        . 
77  to  79.  .         . 

82  to  84, 

87, 88. 90, 91  and  94, 
SOaDddi,       . 
tf5  and  86,       . 
89,  92  and  9S, 


Period  of  OpentUm. 


April  20  to  28,  '. 
April  24  to  80,   . 
May  1,  2,  4  to  11, 
May  2  to  4, 
May  16  to  21,     . 
May  22  lo  29,     . 
May  29  to  Jane  16, 
June  19  to  29,    . 
Jnly  2  to  18,      . 
July  16  to  27.     . 
Jnly  30,  Aognet  1, 
Aoff.  3  to  9, 
Aug.  10  to  17,    . 
Aug.  21  to  24,    . 
Aug.  27,     .        . 
Aug.  28  to  Sept.  7, 
Sept.  17  to  21,    . 
Oct.  1  to  4, 28  to  26, 29  to  81 
Sept.  10  to  14,    . 
Sept.  24  to  28,    . 
Oct.  10  to  12,  Not.  1  to  21 


1 

I" 


6.8 
7.7 
6.2 
4.1 
14.1 
9.6 
11.8 
8.9 
6.7 
6.8 
4.7 
6.9 
6.6 
10.0 
8.2 
19.8 
11.6 
17.0 
16.4 
19.1 
15.8 


MiLLIOM  OAL- 
L0K8  FIB  AORB. 


I 


48.9 
69.9 
49.9 
61.7 
49.1 
50.8 
48.6 
48.7 
61.0 
61.7 
68.0 
68.8 
68.0 
26.6 
27.0 
26.8 
27.0 
27.0 
27.0 
26.6 
26.5 


12.80 
28.17 
10.73 

8.88 
29.12 
20.02 
22.92 

7.86 
12.06 
12.65 
10.80 
12.96 
12.04 
11.06 

9.12 
21.67 
12.98 
18.99 
18.64 
21.08 
17.89 


I  Ghxmicalb  Afplded  (Obaxvs 
!  »«H  Oalloh). 


|-;r 


1.8 
2.0 
2.6 
3.6 


H 


3.1 

4.7 

8.7 

9.4 

8.2 

8.6 

8.6 

7.9 

8.6 

8.6 

7.8  » 

8.8 » 

8.01 

8.01 


If 


8.0 


0.0 
0.0 
0.0 
2.1 
2.4 
8.4 
8.8 
4.2 
6.4 
6.0 
6.5 
8.8 
9.8 
8.9 
12.7 
9.5 
8.9 


1  Sugar  sulphate  of  Iron. 

Sealed  Trickling  Filter  Effluents  applied  to  Filter  No,  300, 

[Parts  per  100,000.] 


AmABAHCB. 

Ammokia. 

NrniooBK 

1 

i 

ALBUMIKOID. 

Q 

5 
1 

i 

KUMBBt  OF  RVH. 

1 

*i 

1 

1 

li 

S 

i 
I 

1 

1  to  8,  IneluslTe.    . 

2.6 

0.0 

.69 

1.79 

.18 

.08 

9.«) 

1.49 

.8000 

0.87 

8.7 

4  to  6,  inclusive,    . 

1.9 

0.0 

.60 

1.83 

.22 

.07 

10.60 

0.92 

.0876 

1.21 

_ 

11.7 

9  to  11,  inclusive,  . 

- 

- 

.62 

1.15 

.21 

.00 

12.60 

1.64 

.1200 

1.66 

_ 

9.4 

7  and  8  and  12  to  19,  in- 

Clnsfve* 

8.1 

0.1 

.69 

2.64 

.26 

.08 

18.11 

0.80 

.0762 

1.22 

_ 

16.0 

20  to  m,  JDrliiilve,  , 

2.9 

-1 

.85 

2.28 

.22 

.08 

14.71 

1.62 

.0682 

1.80 

.3248 

11.1 

SI  to  4*\  tocJnrtlvc,  . 

1.8 

0.4 

.66 

1.68 

.16 

.06 

18.89 

1.68 

.0679 

0.96 

.2129 

9.0 

47  to  51 /Inclusive,  . 

4.0 

0.1 

.64 

1.97 

.11 

.02 

16.20 

1.63 

.0666 

0.85 

.1776 

11.9 

6210WI,  loi  hisSTe,  . 

2.1 

-1 

.60 

1.81 

.11 

.02 

14.28 

1.80 

.0692 

0.82 

.1346 

9.0 

61  to  ^,  Inemaive,  , 

1.8 

-I 

.48 

1.88 

.08 

.01 

18.20 

1.64 

.0400 

0.88 

.1620 

9.4 

tatiOf'S,  liH'laftlve,  . 

0.9 

0.0 

.46 

1.14 

.08 

.01 

14.84 

1.88 

.0410 

0.69 

.1082 

2.7 

69 to  7'i,  ImluelTe^  . 

1.8 

0.0 

.46 

1.17 

.08 

.01 

16.28 

1.68 

.0168 

0.88 

.1093 

2.6 

TSto  7\  Lnclut^tvc?.  . 

1.0 

0.0 

.48 

1.24 

.08 

.01 

20.20 

1.66 

.0225 

0.87 

.0930 

2.8 

77  to  7^,  IntMuKlTe,  . 

1.9 

0.0 

.59 

1.96 

.11 

.02 

20.20 

1.23 

.0287 

1.06 

.1766 

8.0 

8810  t<4.  Snctluplve,  . 

1.9 

-1 

.57 

1.9H 

.13 

.08 

18.40 

1.04 

.0610 

1.18 

.2786 

2.7 

87,  W,  S^W,  91  And  !H, 

2.9 

0.0 

.77 

8.04 

.26 

.07 

14.62 

0.49 

.0708 

1.72 

.4114 

8.8 

80aad?l. 

8.3 

0.0 

.60 

1.98 

.18 

.02 

13.96 

1.00 

.0518 

1.11 

.3000 

3.1 

86fiiicJ*<^, 

2.2 

0.0 

.66 

2.86 

.15 

.08 

17.18 

1.34 

.0280 

1.81 

.34.VJ 

8.7 

6e,y2iindS3,    . 

8.8 

0.0 

.78 

8.38 

.80 

.08 

14.10 

0.81 

.0687 

1.86 

.4160 

8.7 

1  Less  than  0.1. 
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Efflueta  of  Filler  No.  300. 

[Parts  p«r  100,000.] 


AFraAKAMCB. 

Ammonia. 

NlTBOOBH 
AS 

1 

NUMBBft  OF  RVH. 

►» 

0 

1 

1 

1 

<% 

1 

• 

1 

M    • 

i 

1 

^ 

aS 

^ 

H 

o 

% 

% 

o 

K 

1  to  3.  IncluBlTe, 

1.5 

-1 

0.55 

2.05 

.16 

9.95 

1.05 

.8400 

1.11 

10,7 

4  tn  6,  lnclu9lYep 

0.9 

0.0 

0.48 

1.59 

.14 

9.80 

0.76 

.1200 

0.86 

- 

10.9 

9  to  lip  loelUBive, 

0.0 

0.0 

0.12 

1.40 

.08 

11.80 

0.77 

.0800 

0.65 

- 

7.9 

7imaBitndl2t^l9,i 

DCln- 

filTe. 

0.1 

0.0 

0.29 

2.00 

.11 

11.26 

0.88 

.0486 

0.57 

- 

9.1 

90  to  SO,  InolDaK'ti, 

8.4 

0.0 

1.64 

2.15 

.16 

14.06 

1.31 

.0662 

0.86 

1.7200 

9.5 

81  to  46,  lfti:.luslvt^ 

0.1 

0.0 

0.58 

1.49 

.06 

12.00 

1.07 

.0609 

0.39 

0.5820 

9.3 

47  to  fll|  tn(ilu»t¥e, 

0.1 

0.0 

0.00 

1.94 

.06 

18.96 

0.87 

.0880 

0.47 

0.5225 

13.3 

bS  to  (St^  iTiclufltTis 

0.1 

0.0 

0.81 

1.51 

.06 

12.48 

1.20 

.0688 

0.31 

0.0780 

12.4 

81  to  es,  Inr.instvL', 

-1 

0.0 

0.45 

1.60 

.04 

15.90 

1.10 

.0600 

0.80 

0.8620 

11.8 

64  to  oy,  Inc-luj^lvv, 

0.0 

0.0 

0.18 

1.35 

.05 

18.84 

1.06 

.Otf«0 

0.27 

0.0628 

0.2 

«»  to  72,  lDcluelvL\ 

0.0 

0.0 

0.19 

1.27 

.04 

18.18 

1.18 

.0560 

0.80 

0.0167 

0.8 

78  to  7X  tncUislvc, 

0.0 

0.0 

0.18 

1.70 

.04 

14.85 

0.72 

.0718 

0.29 

0.0143 

0.5 

77  to  TA,  JDClOBlvt!, 

0.0 

0.0 

0.21 

1.59 

.05 

15.70 

0.48 

.0568 

0.48 

0.0217 

0.9 

82  to  i»4,  Incluiilve, 

0.0 

0.0 

0.25 

1.84 

.06 

14.60 

0.45 

.0900 

0.48 

0.0176 

2.8 

87,  8H.  W,  ai  and  W, 

0.0 

0.0 

0.27 

2.64 

.09 

11.60 

0.05 

.0341 

0.61 

0.0874 

8.4 

SOanfiSl,     . 

0.0 

0.0 

0.17 

1.88 

.04 

10.78 

0.66 

.0525 

0.80 

0.0175 

2.1 

85  and  8ti,      - 

0.1 

0.0 

0.25 

1.96 

.06 

13.50 

0.51 

.0720 

0.52 

0.0284 

8.3 

89,m£|inilHCJ,        . 

0.2 

0.0 

0.88 

2.76 

.10 

10.90 

0.01 

.0102 

0.67 

0.0690 

8.5 

1  Less  than  0.1. 

Percentage  Beduction  of  Turbidity,  Color  and  Albuminoid  Ammonia. 
Filter  No,  300, 


Number  of  Rvh. 


Turbidity. 


Color. 


Total  Albuxninoid 
Ammonia. 


1  to  8,  InolnsWe, 
4  to  6.  indaslve, 
9  to  11,  inclasWe, 
7  and  8  and  12  to  19,  Inclusive, 
20  to  80  *"ni'n««WPj        ,        , 

81  to  46,  li, 

47  to51»    ITH'HlrilVf, 

52  to  60^  iiiclua^ri?, 
61  to  68f  fcnf  hiBlve, 
64  to 68,  liu'luBhe, 
69  to  72,  liM-Ju^^lve, 
73to75Jrjt!hi^lvi% 
77  to  79^  hyrliirtlvt', 

82  to  84,  lriolu.4Uo, 

87,  88,  9'*.  ^M  'in<U4,       . 
80  and  ^ 

86  and  1  -i7e,     . 

89,  92  ai 


40.0 
62.7 

96.8 
0.0 
92.8 
97.6 
96.2 
94.5 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
100.0 
95.5 
98.9 


6.8 
20.0 
80.6 
58.0 
0.0 
0.0 
0.0 
88.0 
0.0 
60.9 
58.7 
62.5 
64.4 
66.2 
65.0 
71.7 
62.2 
57.7 


10.0 
86.0 
61.6 
57.0 
28.6 
61.9 
45.8 
54.1 
51.2 
40.2 
48.1 
60.3 
56.7 
54.8 
66.7 
70.1 
59.8 
66.4 
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NcKBBa  OF  Run. 

!     AvaaAOB  Bactbria  ram  Cubic 
1                    CairriMrrBB. 

AVBBAOB  B.    COLI  PBB  CUBIO 

Cbntimbtbb. 

1 

Raw 
Water. 

Effluent 

from 

Coairalation 

Basin. 

EfflOMlt 

from. 
FUter. 

Raw 
Water. 

Effluent 

from 

Coagulation 

Basin. 

Effluent 
from 
FUter. 

1  to  8,  Inclusive, 

4  to  6,  inclusive, 

•  toll.  Inclusive,     . 

7  and  8  and  12  to  19,  inclusive, 
SO  to  30,  inclusive,     . 
31  to  46.  Inclusive,     . 
47  to  51,  Inclusive,     . 
0S  to  60,  inclusive,     . 
61  to  68,  inclusive,     . 
64  to  68,  inclusive,     . 
9  to  72,  inclusive,     . 
78  to  75,  inclusive,     . 

7«, 

7no  79,  Inclusive,     . 
81  to  84,  inclusive,     . 
87, 88,  90.  91  and  94,   . 

BOandSl 

85and86, 

89,9Sana98,      .        .        .        . 

878,800 

484,000 

1,810,000 

1,417,500 

1,393,800 

in,300 

506,700 

119,500 

815,000 

184,000 

311,800 

279,000 

1,100,000 

456,000 

576,000 

606,400 

387,500 

260,000 

648,000 

748,800 

586,300 

1,980,000 

2,560,000 

1,079,600 

271,000 

243300 

140,000 

18,500 

21,200 

18,500 

22,900 

18,000 

88,100 

55,400 

180.200 

19.700 

51,800 

296,400 

858,800 

683,000 

825,000 

1.466,600 

931,300 

33,400 

38,000 

19.800 

14.800 

2,700 

4,100 

5,400 

4.000 

8,800 

4,200 

62,700 

6,000 

8.400 

203.900 

4,470 

2,600 

4,700 

14,000 

114,700 

41,800 

187,500 

9.500 

40.000 

6,800 

9,300 

14,400 

4,800 

80,000 

14,800 

54,800 

25.100 

11,400 

100,800 

2,400 

2,500 

2,050 

2,400 

15,100 

60,400 

8,800 

8,000 

2,000 

750 

170 

245 

3,900 

625 

900 

8,800 

185 

270 

8,000 

1,800 

1,700 

175 

1,900 

137,000 

6,100 

2,800 

786 

565 

115 

810 

56 

120 

205 

83 

900 

100 

86 

1,400 

Paa  Cbht.  of 

Bactbbia 

aBMOVBO   , 

Pbb  C»ht.  of  B.  Cou 

RBMOVBD 

NnMBBB  OF  RVH. 

bt 

1 

BY 

Coagulation. 

Filter. 

System. 

Coagulation, 

FUter. 

System. 

1  to  8,  inclusive. 

0.0 

5.5 

52.5 

46.2 

70.9 

45.8 

4  to  6.  Indusive, 

0.0 

0.0 

0.0 

8.8 

84.5 

82.0 

9to  11,  inclusive,     . 

0.0 

75.2 

88.2 

56.8 

98.8 

91.6 

7  and  8  and  12  to  19,  Inclusive. 

0.0 

0.0 

43.6 

82.9 

86.5 

20.8 

10  to  90,  Inclusive,     . 

n.8 

88.2 

18.8 

86.9 

0.0 

0.0 

81  to  46.  Inclusive,     . 

0.0 

81.2 

87.7 

0.0 

85.2 

89.9 

47  to  51,  inclusive.     • 

08.0 

98.5 

86.4 

98.0 

98.5 

25.7 

61  to  60,  inclusive,    . 

0.0 

88.4 

85.9 

68.4 

92.2 

76.4 

61  to  68,  inclusive,     . 

41.8 

95.5 

22.6 

95.0 

85.8 

71.7 

61  to  68,  inclusive,     . 

84.2 

98.0 

87.8 

89.0 

98.8 

84.7 

69  to  72.  inclusive.     . 

95.7 

98.7 

69.6 

98.2 

96.6 

0.0 

78  to  75.  inclusive,     . 

91.8 

76.4 

98.1 

08.3 

77.6 

99.6 

78, 

98.8 

77.8 

99.6 

18.6 

96.9 

97.5 

77  to  79.  inclusive.     . 

92.7 

98.9 

99.2 

97.9 

67.2 

99.8 

81  to  84,  Inclusive,     .               .^ 

90.4 

92.4 

99.8 

9S.9 

90.8 

99.4 

87. 88  and  90, 91  and  94,    . 

70.8 

65.2 

89.7 

96.1 

76.4 

98.4 

80and81, 

94.9 

69.6 

98.5 

99.8 

46.0 

99.6 

»tnd86, 

80.8 

98.4 

96.7 

97.6 

68.2 

99.2 

89,9Sandfl6,      .        .        .        . 

54.0 

81.0 

68.8 

97.0 

68.3 

98.6 
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Cost  of  Chemicals  per  Million  Gallons  filtered. 
Filter  No.  300. 


NuMBBB  OF  Run. 


Salphftte  of 
Ahunina. 


Copperat. 


Copper  Iron 
Sulphi 


iTphate. 


Lime. 


Total. 


1  to  8,  InclnfliTe,     . 

4  to  6,  InoluBlve,     . 

7,  8, 12  to  19,  Inclusive, 

9  to  11,  inclusive,  . 
20  to  21,  inclusive,  . 
82  to  25,  inclusive,  . 
86  to  80,  Inclusive,  . 

81  to  46,  Inclasive,  . 
47  to  51,  inclasive,  . 
52  to  60,  inclusive,  . 
61  to  68,  inclusive,  . 
64  to  68,  inclasive,  . 
69  to  72,  incluslTe,  . 
78  to  76,  inclasive,  . 

76 

77  to  79,  inclasive,  . 

82  to  84,  inclusive,  . 
87, 88,  90, 91  and  94, 
80  and  81, 

86  and  86. 

89, 92  and  93,    . 


$186 
286 
372 
500 


$2  25 
3  41 
680 
682 

5  94 

6  16 
6  16 

5  73 

6  16 
664 

5  401 

6  101 
6801 
5801 


$7  55 
6  15 
622 


$0  90 
106 
146 
168 
1  82 
288 
858 
287 
8  78 
400 
888 
546 
406 
888 


$1  86 
286 
8  72 
5  00 
225 
8  41 
6S» 
778 
697 
76^ 
7  79 
755 
849 
911 
777 
988 
980 
968 
18  01 
10  88 
10  05 


1  Sugar  sulphate  of  iron. 
PUEIPIOATION  OF   INDUSTRIAL  WASTES. 

During  1906,  as  during  many  other  years,  special  investigations  were 
carried  on  upon  methods  for  the  purification  of  wastes  from  various 
manufacturing  industries.  The  results  of  these  investigations  are  pre- 
sented in  the  following  pages. 

A  Carpet  Company's  Works. 
The  wastes  were  principally  from  scouring  and  washing  wool  and  yam, 
and  from  dyeing.  They  were  heavy,  soapy  liquids,  semi-emulsions  of 
fat,  diirt  and  soap,  and  contained  seventy  to  one  hundred  times  as  much 
solid  matter  as  an  ordinary  Massachusetts  sewage.  The  volume  produced 
each  day  varied  from  75,000  to  100,000  gallons. 
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The  following  table  shows  the  amount  of  waate  from  the  various 
machines  at  the  mills :  — 


SouBoi  or  Wastb. 

GsUoni 
per  Day. 

Souacs  OF  Waits. 

OsUons 
psrDsy. 

Strip  waaher, 

Drum  sbeet  tank, 

Sheet  washer  tank,        .       .       .       . 
Sbeet  washer  (continuous  flow) , . 
Hot  washer  and  paste  barrels,     . 
Wool-soonring  machine, 
Brussels  dye  tnbs,         .       .       .       . 

Tarn  rinie  box, 

Tsm  washer  No.  1, 

8,860 

858 

270 

14,600 

160 

1,700 

7,460 

10,500 

1,047 

Yam  washer  No.  S,     •       .       .        . 

Centrifugal  washer,     .... 

Wool-dyeing  machine, 

Brussels  yam  dye  tubs,  blue  and 

black. 
Washing  tank  (continuous  How), 

Blue  dye  washing  machine, 

Tam  dyers  (three),     .... 

Wool-dyer  machine  (rinsing),    . 

1,047 
8,000 
2.860 
1,140 
8,270 
18,780 
15,660 
2,960 

The  waste  dye  liquors  were  densely  colored,  green  and  red  hues  pre- 
dominating, and  generally  acid.  Mixtures  of  the  various  wastes  in  pro- 
portion to  the  amount  of  each  gave  a  liquor  exceedingly  rich  in  organic 
matter  and  of  a  green  color,  but  this  mixed  liquor  was  alkaline,  owing 
to  the  large  volume  of  wool-scouring  liquor  present,  and  this  was  the 
waste  upon  which  the  experiments  upon  sedimentation,  chemical  pre- 
cipitation and  filtration  were  made.  At  times  samples  of  the  waste 
Ufjuors  from  all  the  drains  of  the  works  were  collected  and  forwarded 
to  the  Lawrence  Experiment  Station,  and  at  times  the  average  waste 
from  the  works  was  forwarded ;  but  when  the  different  waste  liquors  were 
received,  they  were  mixed,  in  order  that  an  average  waste  might  be  used. 
It  was  found  that  allowing  the  mixed  or  average  waste  liquor  to  stand 
for  twenty-four  hours  for  sedimentation  to  occur  removed  about  50  per 
cent  of  ihe  total  nitrogenoufl  organic  matter  present,  and  about  60  per 
coit.  of  the  total  organic  matter. 

Ordinary  coagulants,  except  in  excessive  and  costly  amoimts,  had  com- 
paratively little  effect  on  the  organic  matter  remaining  after  sedimenta- 
tion. Copperas  and  lime,  when  applied  at  the  rate  of  2,500  poimds  of 
each  per  million  gallons  of  liquor,  reduced  the  nitrogenous  matter  re- 
maining in  the  supernatant  liquid  after  sedimentation  about  23  per 
cent.,  and  the  total  organic  matter  35  per  cent.  The  same  precipitants 
when  used  at  the  rate  of  5,000  pounds  per  million  gallons  reduced  the 
nitrogenous  matter  34.5  per  cent.,  and  the  total  organic  matter  remain* 
ing  50  per  cent. 

During  1905,  seven  filters,  constructed  of  different  filtering  materials, 
were  started  and  kept  in  operation  for  five  weeks,  for  the  purpose  of 
studying  the  most  suitable  and  efBcient  method  for  the  filtration  of  these 
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wastes.  Three  of  these  were  tube  filters  constructed  of  sand  of  an 
effective  size  of  0.33  millimeter,  and  were  operated  at  rates  varying 
from  100,000  to  500,000  gallons  per  acre  daily.  The  other  four  filters 
were  constructed  of  cinders,  soft  coal,  coke  breeze  and  charcoal,  and  each 
was  operated  at  the  rate  of  500,000  gallons,  with  the  exception  of  the 
cinder  filter,  which  was  operated  at  a  rate  of  1,000,000  gallons  per  acre 
daily.  To  these  filters  was  applied  the  supernatant  liquor  after  twenty- 
four  hours'  sedimentation  of  the  waste.  The  results  of  these  experiments 
showed  that  a  sand  filter  at  a  comparatively  low  rate  gave  the  best  purifi- 
cation; that  by  chemical  precipitation  followed  by  sand  filtration  at  a 
higher  rate  than  that  of  the  filter  receiving  the  supernatant  liquor  from 
simple  sedimentation  more  organic  matter  could  be  removed,  but  not 
enough  to  compensate  for  the  chemicals  used;  that  with  a  cinder  filter 
operated  at  a  1,000,000-gallon  rate  nearly  as  good  purification  could  be 
obtained  as  with  the  low-rate  sand  filter,  but  excessive  clogging  neces- 
sitated frequent  removal  of  filtering  material;  that  a  coke  breeze  filter 
at  a  500,000-gallon  rate  gave  as  good  results  as  a  cinder  filter  at  a 
1,000,000-gallon  rate,  and  neariy  as  good  results  as  the  low-rate  sand 
filter;  and  that  none  of  the  filters  removed  much  of  the  green  color  of 
the  applied  liquor. 

In  December,  1905,  additional  experiments  were  begim  at  the  experi- 
ment station  with  wastes  collected  at  the  works.  Like  the  previous 
samples  shipped  to  the  station,  these  wastes  were  green  in  color,  very 
turbid  and  quickly  putrefied.  Six  filters  were  put  into  operation,  re- 
ceiving the  supernatant  liquor  after  sedimentation  of  the  entire  waste, 
one  being  constructed  of  cinders  and  the  others  of  sand,  and  these  filters 
were  continued  in  operation  for  nearly  seven  months.  A  filter  constructed 
of  18  inches  in  depth  of  cinders  was  operated  at  a  rate  of  500,000  gallons, 
and  its  effluent  was  applied  to  a  filter  constructed  of  27  inches  in  depth 
of  sand  and  operated  at  a  rate  of  100,000  gallons  per  acre  daily.  This 
combination  of  filters  removed  from  ^he  liquid  applied  to  it  62  per  cent, 
of  the  nitrogen  determined  as  albuminoid  ammonia,  62  per  cent,  of 
the  organic  nitrogen,  65  per  cent,  of  the  organic  matter  determined  as 
oxygen  consumed,  23  per  cent,  of  the  total  solids,  and  56  per  cent,  of  the 
combustible  solids. 

A  second  combination,  consisting  of  three  sand  filters  of  equal  areas 
and  each  constructed  of  3%  feet  in  depth  of  sand,  was  put  into  operation 
at  the  same  time,  the  supernatant  liquor  after  sedimentation  being 
applied  to  the  first  of  these  sand  filters  at  a  rate  of  100,000  gallons  per 
acre  daily,  the  effluent  of  the  first  filter  to  the  second,  and  the  effluent 
of  the  second  to  the  third.  As  a  result  of  this  experiment  the  per- 
centage removal  of  the  organic  matters,  etc.,  in  the  applied  liquors  was  as 
follows :  — 
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Per  Cent,  removed. 


Ammokia. 

KJeldahl 
Nitrogen. 

Oxygen 
Consumed. 

Solids. 

FU.TKB  No. 

Free. 

Albcuninoid.  ' 

Total. 

Loss. 

Fixed. 

293,    ...        . 
2S3  and  2U4, 
293, 394  and  295, 

53 
77 

78 

66 
71 
81 

66 

77 
86 

65 
76 

84 

24 
40 
61 

68 
72 
79 

7 

22 
33 

During  the  same  period,  a  filter  of  the  same  depth  of  sand.  Filter  No. 
296,  was  operated  at  one-third  the  rate  of  each  of  the  three  filters  just 
described,  namely,  33,300  gallons  per  acre  daily,  this  rate  giving  the 
same  rate  per  unit  of  surface  as  the  combination  just  described.  The 
percentage  removal  of  matter  present  in  the  applied  liquor  was  as  follows, 
and  was  practically  the  same  as  by  the  three  filters  operated  at  higher 
rates:  — 

Per  Cent  removed. 


Ammokia. 

KjeldahJ 
Nitrogen. 

Oxygen     . 
Consumed. 

Solids. 

PiLTBR  No. 

Free. 

Albnmlnoid. 

Total. 

Loss. 

Fixed. 

»6 

76 

78 

84 

83 

46 

72 

80 

The  efiBuents  of  all  these  filters,  with  the  exception  of  the  shallow 
cinder  filter,  were  clear  and  generally  green  in  color.  They  were  per- 
fectly stable,  no  putrefaction  ensuing  when  kept  in  the  warm  laboratory 
for  weeks,  although  the  waste  quickly  putrefied.  The  work  done  by  all 
these  filters  improved  steadily,  nitrification  taking  place  in  each  of  them 
during  the  last  two  months  of  operation. 

Summary,  —  The  results  from  all  the  work  carried  on  with  these  wastes 
during  the  period  described  proved  that  an  eflBuent  of  good  quality  could 
be  obtained  by  constructing  settling  tanks  holding  one  day^s  flow  from 
the  mill,  followed  by  sand  filtration  of  the  supernatant  liquor  at  a  rate 
as  high  as  50,000  gallons  per  acre  daily,  such  sedimentation  removing 
about  50  per  cent,  of  the  total  organic  matter  present  and  filtration 
removing  about  75  per  cent.,  of  that  remaining. 

Average  analyses  of  average  samples  of  waste  liquor,  supernatant  liquor 
and  filter  eflSuents  follow. 
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Average  Analysis  of  Average  Samples  of  Untreated  Waste  Liquor. 

[Parts  per  100,000.] 


Loss  ON  laNi- 

Ammonia. 

Kjeldahl 
Nitrogen. 

Chlorine. 

TION. 

Free. 

ALBUMINOID. 

Gonsnmed. 

Total. 

Di»- 
■olTed. 

Total. 

Dis- 
solved. 

Total. 

Dis- 
solved. 

425.6 

331.0 

230.1 

141.8 

1.66 

2.62 

0.85 

4.87 

5.06 

49.87 

Average  Analyses  of  Supernatant  Liquor. 

Filter  No.  284.  — Applied  Waste  Liquor, 

Sapernatant  after  twenty.fonr  hours'  Bedimentation. 

[Parte  per  100,000.] 


Tut- 
bidity. 

Color. 

Ammonia. 

1 

NiTBOOBN  AS 

% 

II 

J. 

i»09-oe. 

Free. 

Albu- 
minoid. 

Nitrates. 

Nitrites. 

i 

<s* 

M 

December, 

- 

- 

0.2700 

0.6100 

- 

- 

- 

6.30 

1.3612 

January, . 

- 

- 

0.9920 

0.8600 

8.30 

- 

- 

18.28 

2.3300 

February, 

- 

- 

0.1760 

0.8060 

- 

- 

- 

7.00 

0.8724 

March,     . 

- 

- 

0.4900 

0.4100 

5.60 

- 

- 

8.76 

0.8249 

April, 

- 

- 

0.2400 

2.8600 

- 

- 

- 

29.60 

4.8700 

May.         .        . 

- 

- 

0.8038 

0.7867 

- 

- 

- 

11.68 

- 

June, 

- 

- 

1.4000 

0.7200 

- 

- 

- 

6.60 

- 

Average  solids :  total=200.7;  lo88=89.7;  flxed=111.0. 

FUter  JTo.  284.  — Effluent. 
Started  Dec.  15, 1906.    Two-inch  Alter,  containing  18  inches  of  cinders  passing  a  4-inch  mesh  and 
held  back  by  a  6-inch  mesh.    Rate,  600,000  gallons  per  acre  daily.    January  26,  rate  was  de- 
creased to  250,000  gallons  per  acre  daily. 


December, 

1.0 

Green, 

0.2360 

0.2268 

- 

.00 

- 

2.44 

0.4766 

January,  . 

1.0 

" 

0.8607 

0.6763 

4.74 

.00 

- 

11.95 

1.6068 

February, 

2.0 

" 

0.4460 

0.4607 

1.20 

.02 

.0012 

8.19 

0.9211 

March,     .       . 

1.0 

" 

0.2912 

0.3376 

1.90 

.03 

- 

5.60 

0.7167 

April,       .       . 

2.0 

II 

0.2700 

0.8800 

- 

.01 

- 

18.60 

1.8780 

May,         .       . 

- 

- 

0.6100 

0.4633 

- 

.21 

- 

7.67 

- 

June, 

-' 

- 

0.6660 

0.4090 

- 

.11 

- 

8.25 

- 

Average  soilds:  total=147.1;  loss=42.9;  flxed  =  104.2. 
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Aver<ige  AncUyses, 
Filter  No,  286.  ^Effluent, 

Three-inch  filter,  containing  37  inches  in  depth  of  sand  of  an  effective  size  of  0.28  millimeter. 

Started  Deo.  1ft,  1905.    Operated  at  a  rate  of  100,000  gallons  per  acre  daily,  receiving  the  effluent 

of  PUter  No.  284. 

[Parts  per  100,000.] 


Tnr- 
bldity. 

Color. 

Ammonia. 

O 

NiTROOBH  AS 

1. 

.X 

\—^-%9. 

Free. 

Alba- 
mkioid. 

KitrstM. 

Nitrites. 

5^ 

December, 

January, . 

February, 

March, 

April.        .        . 

May,         .       . 

Jone, 

0 
0 

1.0 
0 
0 

Qreen, 

0.2547 
0.5600 
0.8080 
0.1880 
0.0450 
0.1100 
0.0560 

0.1120 
0.8041 
0.8080 
0.1022 
0.2200 
0.2050 
0.2245 

4.92 
1.00 
2.20 

.18 
.08 
.08 
.08 
.01 
.86 
.52 

.0100 

1.68 
6.92 
4.89 
2.76 
8.20 
8.15 
8.38 

1.2710 
0.5012 
0.2808 
0.4878 

Average  solids :  total  =  129.9;  loss  =  18.2;  fixed  =  111.7. 

Filter  No,  293.  —  Effltient, 

Tturee-inch  filter,  containing  8  feet  in  depth  of  sand  of  an  effective  size  of  0.28  millimeter.  Started 
Jan.  29, 1906.  Operated  at  a  rate  of  100,000  gallons  per  acre  daily  with  sapematant  liquor  after 
twenty  .four  hours'  sedimentation. 

[Parts  per  100,000.] 


Tur- 
bidity. 

Color. 

Ammohia. 

1 

NiTBOOBH  AS 

!•••. 

Free. 

Albu- 
mlnoid. 

NitratM. 

Nitrites. 

P 

Felnnary, 

8.0 

Oreen, 

0.0600 

0.29«8 

2.80 

.01 

.0000 

5.21 

0.5249 

March,     . 

1.0 

•• 

0.1940 

0.2080 

2.40 

.01 

- 

8.06 

0.3386 

April,       .        . 

1.0 

t< 

0.5600 

0.1560 

- 

.03 

- 

8.20 

0.4878 

May.         .        . 

- 

- 

0.7788 

0.2880 

- 

.08 

- 

3.75 

- 

Jone, 

- 

- 

1.0500 

0.2820 

- 

.18 

- 

8.88 

- 

Average  soUds:  toUl  =  187.6;  loss  =  21.8;  fixed  =  116.8. 
Filter  No.  294.  —  Effluent. 

Doplicate  in  construction  of  Filter  No.  208.    Operated  at  a  rate  of  100,000;gallon8  per  acre  daily 
with  the  effluent  of  Filter  No.  298. 


February, 

1.0 

Green, 

0.0689 

0.1900 

3.60 

.02 

.0010 

3.22 

0.8710 

March,     .       . 

0 

«< 

0.0495 

0.1260 

2.40 

.01 

- 

2.19 

0.2460 

April,       .       . 

0 

'• 

0.2080 

0.1280 

- 

.03 

- 

1.70 

0.2574 

May,         .       . 

- 

- 

0.0818 

0.1613 

- 

.57 

- 

1.98 

- 

Juie, 

- 

- 

0.0480 

0.1780 

- 

.98 

- 

2.70 

- 

Average  solids :  totol  =  118.8;  loss  =  12.4;  fixed  =  106.9.        ^  j 
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Average  Analyses — Concluded. 
Filter  Xo,  295.^  Effluent, 

Dapllcate  in  constructioD  of  Filter  No.  293.    Operated  at  a  rate  of  100,000  gallons  per  acre  daily 
with  the  effluent  of  Filter  No.  204. 

[Parts  per  100,000.] 


Tur- 
bidity. 

Color. 

Ammonia. 

K^ 

NlTRO«BK  A8 

s 

lfM>6. 

Free. 

Albu- 
minoid. 

Nititttea. 

Nitrites. 

Kjeldahl 
trogen. 

February, 
March, 
April,       . 
May,         .        . 
Jane, 

0 
0 
0 

Green, 

0.1712 
0.0356 
0.0240 
0.0707 
0.0880 

0.1088 
0.0990 
0.0960 
0.1820 
0.1280 

2.20 

0.08 
0.01 
0.00 
0.68 
1.28 

.0080 

1.86 
1.61 
1.95 
1.47 
1.96 

0.2019 
0.1460 
0.2088 

Average  aolids:  total  =  101.2;  loss  =  10.4;  fixed  =  90.8. 

Filter  No.  296,  — Effluent, 

Duplicate  in  conBtmction  of  Filter  No.  298.    Operated  at  a  rate  of  83,000  gallons  per  acre  dally, 
receiTing  supernatant  waste  after  sedimentation. 


January, . 

0 

Green, 

0.4000 

0.1800 

8.10 

0.12 

- 

8.90 

- 

February, 

0.6 

« 

0.1122 

0.1633 

- 

0.00 

.0100 

2.86 

0.2701 

March,      . 

0 

i« 

0.0470 

0.1020 

1.10 

0.01 

- 

1.61 

0.1662 

April,       .        . 

0 

II 

0.0880 

0.0920 

- 

0.08 

- 

1.45 

0.1764 

May,        .       . 

- 

- 

0.0887 

0.1240 

- 

0.56 

- 

1.78 

- 

June, 

- 

- 

0.0280 

0.1260 

- 

1.09 

- 

1.90 

- 

Average  solids :  total  =  112.7;  loss  =  14.1;  fixed  =  98.6. 

Wastes  from  Woolen  Mill  No.  1. 
The  volume  discharged  from  this  mill  was  from  150,000  to  200,000 
gallons  in  twenty-four  hours.  The  average  waste  was  non-putrescible, 
and  contained  considerable  black  dyestuff  and  suspended  matter,  which 
settled  readily.  This  waste  was  applied  to  two  filters,  Nos.  301  and  303, 
each  containing  3  feet  in  depth  of  sand  of  an  effective  size  of  0.28  milli- 
meter. Filter  No.  301  was  started  July  27,  1906,  and  Filter  No.  303 
was  started  Aug.  10,  1906.  They  were  operated  part  of  the  time  at  the 
rate  of  100,000  gallons  per  acre  daily  and  part  of  the  time  at  a 
rate  of  50,000  gallons  per  acre  daily.  The  average  rate  of  Filter  No. 
301  was  80,000  gallons  per  acre  daily,  and  of  Filter  No.  303,  75,000  gal- 
lons per  acre  daily.  Filter  No.  301  received  waste  which  had  been  treated 
with  from  2,000  to  3,000  pounds  each  of  lime  and  copperas  per  million 
gallons  of  waste.    The  waste  so  treated  was  clear  and  very  nearly  color- 
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less.  Filter  No.  303  received  the  settled  untreated  waste.  The  eflSuents 
from  both  filters  were  non-putrescible.  The  effluent  of  Filter  No.  301 
was  clear  and  colorless,  while  that  of  Filter  No.  303  was  somewhat  turbid 
and  always  contained  considerable  of  the  dyestuflE.  Except  for  the  color, 
the  elBuent  of  Filter  No.  303  was  nearly  as  good,  chemically,  as  that 
of  Filter  No.  301. 

Average  Anali/ses  of  Waste  Liquor,  Filter  Effluents  and  Percentage  Removal  of 
Organic  Matter  of  Wastes  from  Woolen  Mill  No.  1, 

Filter  No.  301, 


WAtT«. 


R*w 

Applied, 

Effluent, 

Percentage  removal :  — 
By  precipitation,   . 
By  precipitation  and  nitration, 
By  flltratfon,  .... 


i 


118.7 
166.4 
121.8 


27 


I. 


47.6 
18.1 

8.7 

72 
82 
84 


.1200 
.0747 
.0616 


.1840 
.OdM 


86 


29 


NiraooBM  as 


.07 


-      I 


.0062 


19.86 
2.90 
1.67 

86 
92 
46 


Filter  No.  303, 


Raw. 

118.7 

47.6 

.1200 

.8900 

- 

- 

19.86 

Applied 

128.9 

28.6 

.1018 

.2960 

- 

- 

11.90 

Effluent, 

106.3 

10.4 

.0211 

.0761 

.00 

.0002 

2.87 

Percentage  removal :  — 

By  sedimenUtlon,         .        .       .       . 

- 

40 

16 

«7 

- 

- 

40 

By  sedimentation  and  filtration, . 

11 

78 

82 

92 

- 

- 

88 

By  filtration, 

16 

64 

79 

76 

- 

- 

80 

1 

Wastes  from  Woolen  Mill  No,  2,  and  Treatment  thereof. 
The  waste  discharged  from  this  mill  was  from  the  processes  of  washing 
and  dyeing  cloth  and  dyeing  raw  stock.  In  cloth  washing,  the  cloth  was 
first  saturated  with  soap  in  the  fulling  machines  and  then  washed  for  a 
period  of  from  twenty  to  thirty-five  minutes.  The  total  amount  of 
wash  water  from  this  process  was  between  30,000  and  40,000  gallons  per 
twenty-four  hours,  and  from  12,000  to  15,000  gallons  of  this  contained 
considerable  soap;  the  remainder  was  practically  clear.  The  dyes  used 
were  heavy  logwood  and  aniline  dyes,  and  the  waste  discharged  consisted 
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of  the  spent  dye  liquor  and  rinse  water  used.  The  total  volume  of  water 
from  dyeing  and  rinsing  amounted  to  about  21,000  gallons  per  day. 
The  worst  wastes  discharged  from  the  mill  consisted  of  from  12,000  to 
15,000  gallons  of  wash  water  used  in  washing  cloth  and  about  12,000 
gallons  of  spent  dye  liquor  per  twenty-four  hours. 

In  October,  1906,  a  filter.  No.  320,  containing  3  feet  in  depth  of  sand 
of  an  effective  size  of  0.26  millimeter,  was  put  into  operation  at  the 
experiment  station,  receiving  a  mixture  of  these  worst  wastes,  and  this 
filter  was  operated  at  the  rate  of  100,000  gallons  per  acre  daily.  The 
waste  as  applied  was  very  turbid,  pinkish  in  color,  noni-putrescible,  and 
deposited  only  a  small  amount  of  matter  when  allowed  to  stand.  The 
effluent  of  the  filter  was  clear,  colorless  and  non-putrescible.  This  filter 
removed  ??  per  cent,  of  the  organic  matter  in  the  applied  waste,  as  shown 
by  the  loss-on-ignition  determinations;  85  per  cent.,  as  shown  by  the 
albuminoid  ammonia  determinations;  and  89  per  cent,  as  shown  by 
the  determinations  of  oxygen  consumed.  Average  analyses  showing  these 
results  follow. 


Average  Analyses  of  Waste  Liquor,  Filler  Effluent  and  Percentage  Removal  oj 
Organic  MatUr  of  Wastes  from  Woolen  Mill  No.  2, 

Filter  No.  320. 


s 

t 
g 

Ammoitia. 

NlTBOOKlff  AS 

1 

1 

1 

Wastb. 

1 

1. 

"d 

1 

m 

8 

1 

|l 

1 

3^ 

■go 

\K 

1 

Raw, 

162.8 

62.4 

.1000 

.5880 

- 

- 

11.40 

Applied, 

150.6 

54.6 

.0700 

.8400 

- 

- 

8.47 

Effluent 

115.8 

12.6 

.0280 

.0614 

.01 

.0028 

0.97 

Percentage  removal ;  — 

By  sedimentation, 

7 

12 

80 

42 

- 

- 

82 

By  sedimentation  and  filtration, . 

29 

80 

72 

91 

- 

- 

91 

By  filtration, 

28 

77 

60 

85 

- 

- 

89 

Wastes  from  a  Shoddy  Mill,  and  Treatment  thereof. 
This  mill  manufactures  goods  from  rags.  Prom  60,000  to  70,000 
gallons  of  waste  liquor  were  discharged  daily.  Processes  for  carbonizing, 
washing  and  dyeing  rags  are  carried  on.  The  wastes  discharged  are  from 
the  process  of  washing  the  rags  after  carbonizing,  and  also  the  spent  dye 
liquor  from  dyeing.  Hematine  dyes  are  used,  and  as  the  amount  of 
dyeing  at  the  mill  during  1906  was  comparatively  small,  the  wastes  from 
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this  process  were  insignificant.  The  carbonizing  process  followed  in 
the  mill  consists  in  treating  the  rags  in  a  solution  of  sulphuric  acid. 
The  waste  water  and  the  wash  water  from  washing  the  rags  after  car- 
bonizing were  dirty,  and  contained  a  considerable  amount  of  sulphuric 
acid.  Prom  260  to  1,200  pounds  of  lime  were  required  per  million 
gallons  of  waste  to  neutralize  it,  or  about  20  to  100  poimds  for  the  volume 
of  waste  discharged.  The  waste  as  received  at  the  station  contained 
considerable  heavy  black  sediment,  but  the  supernatant  liquor  was  fairly 
clear,  and  the  addition  of  lime  caused  still  further  clarification.  The 
supernatant  waste  after  neutralization  was  applied  for  two  months  to  a 
sand  filter.  No.  302,  containing  3  feet  in  depth  of  sand  of  an  effective 
size  of  0.28  millimeter,  and  this  filter  was  operated  at  a  rate  of  100,000 
gallons  per  acre  daily.  The  effluent  of  this  filter  was  clear,  coloriess, 
non-putrescible,  and  nitrification  was- active  in  it,  as  shown  by  the  average 
analysis  of  the  eflBuent  given  beyond. 

The  average  analyses  of  the  waste  as  received,  as  applied  to  the  filter, 
and  of  the  effluent  of  the  filter  are  given  below,  and  it  will  be  seen  that 
by  sedimentation  and  filtration  75,  88  and  86  per  cent,  of  the  organic 
matter  in  the  applied  waste,  as  shown  by  loss-on-ignition,  albuminoid 
ammonia  and  oxygen-consumed  determinations,  respectively,  was  removed. 


Average  Analyses  of  Waste  Liquor^  FtUer  Effluent  and  Percentage  Removal  of 
Organic  Matter  of  Wastes  from  a  Shoddy  Mill. 

Filter  No,  302, 


WAtTB. 


Baw 

AppUed»     

Iffloent 

Percentage  removal :  ~ 

By  sedlmeDtatloo 

By  ■edlmentation  and  filtration,  . 

By  filtration, 


I 


71.7 
58.6 
61. 1 

S5 
15 


86.9 
10.1 
9.4 

72 
75 

7 


Ammonia. 


I 

'1^ 


.6400 
.62t5 
.0176 

8 
97 
97 


.4300 
.1296 
.0584 

70 
88 
59 


Nrntoaaii  as 


I 


1.01 


.0419 


4.89 
1.94 
0.67 

56 

86 
65 


Wastes  from  a  Mill  making  Binders'  Board,  and  Treatment  thereof. 

During  1906,  waste  water  from  the  process  of  making  binders*  board 
was  discharged  from  this  mill.  This  board  was  made  from  old  paper  and 
clay,  and  the  waste  was  very  dirty  and  contained  much  heavy  suspended 
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matter.  The  volume  diecharged  daily  was  from  260,000  to  300,000  gal- 
lons. The  waste  was  generally  light  brown  in  color  and  the  suspended 
matter  present  settled  out  readily.  A  filter,  No.  310,  containing  4  feet 
in  depth  of  sand  of  an  effective  size  of  0.26  millimeter,  was  put  into 
operation  Sept.  21,  1906,  with  the  supernatant  waste  after  sedimentation, 
and  was  operated  at  the  rate  of  200,000  gallons  per  acre  daily.  The 
waste  as  received  putrefied  quickly.  The  eflOiuent  of  the  filter,  however, 
was  fairly  clear,  practically  odorless  and  non-putrescible.  Average  anal- 
yses of  the  waste  as  received,  of  the  supernatant  waste  applied  and  of 
the  eflSuent  follow.  These  analyses  show  that  the  filter  removed  50, 
82  and  81  per  cent,  of  the  organic  matter  in  the  applied  waste,  as  shown 
by  the  loss-on-ignition,  albuminoid  ammonia  and  oxygen-consumed  deter- 
minations, respectively. 

Avertige  Analyses  of  Waste  Liquor,  Filler  Effluent  and  Percentage  RemovcU  oj 
Wastes  from  a  Mill  making  Binders^  Board, 

Filter  No.  310. 


1 

J 
§ 

1. 
|l 

Ammonia. 

NrrRooBN  as 

1 

Waste. 

1 

1 

2: 

S 

1 

Raw, 

67.9 

20.4 

.1800 

.8A50 

- 

- 

7.20 

AppUed 

89.1 

16.0 

.1197 

.1980 

. 

- 

8.72 

Efllnent, 

24.0 

7.0 

.0102 

.0666 

.11 

.0002 

0.70 

Percentage  removal  :  — 

By  sedlmentatioD, 

08 

46 

88 

46 

- 

- 

48 

Bj  sedtmentatioD  and  filtration, . 

68 

78 

94 

90 

- 

- 

90 

By  filtration, 

W 

50 

91 

82 

- 

- 

81 

Wastes  from  a  Mill  bleaching  and  washing  Cloth,  and  Treatment  thereof. 
The  waste  discharged  by  this  mill  was  from  the  processes  of  boiling, 
bleaching  and  washing  cloth.  The  various  processes  in  detail  are  as 
follows:  cloth  is  first  boiled  in  a  dilute  solution  of  soda  ash,  and  the 
waste  from  this  process  is  a  dark-brownish  liquid  containing  considerable 
heavy  suspended  matter.  After  this,  the  cloth  receives  two  separate 
washings,  and  this  waste  as  discharged  is  clear  and  free  from  sediment. 
The  second  process  is  that  of  bleaching,  the  cloth  being  treated  with  a 
solution  of  chloride  of  lime.  This  solution  is  not  wasted,  but  after 
bleaching,  the  cloth  receives  two  separate  washings,  and  this  waste  wash 
water  is  discharged.    This  waste  water  was  fairly  clear  and  free  from 
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sediment.  The  third  process  consists  of  treating  the  cloth  with  weak 
sulphuric  acid.  This  add  is  not  discharged  until  exhausted,  but  after 
this  treatment  the  doth  is  again  washed,  and  this  wash  water  is  dis- 
charged into  the  river.  The  fourth  and  final  process  consists  in  boiling 
the  cloth  again  in  a  solution  of  soda  ash  and  soap.  The  waste  water 
from  this  process  is  soapy  and  turbid.  After  this  there  are  still  three 
washings,  and  in  each  case  the  waste  water  is  discharged.  The  total 
amount  of  waste  discharged  daily  during  1906  was  between  40,000  and 
50,000  gallons,  and  there  was  also  discharged  once  every  two  or  three 
months  a  small  volume  of  waste  dye  liquor. 

A  filter.  No.  311,  constructed  of  3  feet  in  depth  of  sand  of  an  effective 
size  of  0.25  millimeter,  was  put  into  operation  Sept.  26,  1906,  receiving 
a  mixture  of  the  stronger  of  these  wastes,  at  a  rate  of  50,000  gallons 
per  acre  daily.  By  the  mixture  of  these  strong  wastes  considerable 
soap,  was  generally  precipitated,  and  a  fairiy  clear,  supernatant  liquor 
obtained.  The  eflSuent  from  the  filter  was  clear,  colorless  and  non- 
putrescible.  The  average  analyses  of  the  waste  as  received,  of  the  waste 
applied  to  the  filter  and  of  the  eflBuent  of  the  filter  follow.  These 
analyses  show  that  the  filter  removed  73,  89  and  91  per  cent,  of  the 
organic  matter  in  the  applied  waste,  as  shown  by  loss-on-ignition,  albu- 
minoid ammonia  and  oxygen-consumed  determinations,  respectively. 

Average  Analyses  of  Waste  Liquor^  Filter  Effluent  and  Percentage  Removal  of 
Organic  Matter  from  a  Mill  bleaching  and  washing  Cloth, 

Filter  No.  311. 


Wjlstb. 


Baw* 

Apjplled, 

PeroentaRe  removal :  — 
By  sedlinentatlozi, . 
By  fledimentatioii  and  filtration, 
By  filtration 


293.6 
249.4 
182.1 

15 
88 
27 


I 
s 

I 


69.6 
54.8 
14.8 

21 
79 
78 


.lt»87 
.1210 
.0884 

86 
82 
72 


¥ 


.5660 
.0614 

17 
91 
89 


NiTROOlN  AS 


.0046 


I 

I 

I 

& 


10.85 
8.85 
0.84 

18 
92 
91 


Wastes  from  a  Mill  dyeing,  bleaching  and  mercerizing  Cotton  Yam,  and 

Treatment  thereof. 
The  wastes  discharged  from  this  mill  come  from  the  processes  of 
dyeing,  bleaching  and  mercerizing  cotton  yam.     The  total  amount  of 
waste  water  discharged  probably  did  not  exceed  60,000  gallons  per  twenty- 
four  hours  at  any  time  during  the  year.     Of  this  total,  about  25,000 
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gallons  represent  the  worst  of  the  wastes,  namely,  (1)  water  in  wliich  the 
yam  has  been  boiled  with  soda  ash;  (2)  spent  heavy  dye  liquor;  (3) 
heavy  rinse  water  from  dyeing;  (4)  hot  rinse  water  after  mercerizing; 
(5)  hot  soap  bath  after  bleaching;  and  (6)  cold  rinse  after  this  soap  bath. 
A  composite  waste,  representing  a  combination  of  these  six  wastes  in 
the  right  proportion,  was  used  in  the  experiments. 

On  October  6,  two  filters  were  put  into  operation  at  the  station,  to 
which  the  average  waste  from  this  mill  was  applied.  Each  filter  con- 
tained 3  feet  in  depth  of  sand  of  an  effective  size  of  0.26  millimeter.  To 
one  of  these  filters.  No.  318,  the  supernatant  waste  after  sedimentation 
was  applied  at  a  rate  of  50,000  gallons  per  acre  daily.  The  average 
waste  was  brown  in  color,  very  turbid,  and  but  a  small  portion  of  the 
matters  in  suspension  settled  readily.  The  effluent  of  this  filter  was, 
however,  straw-colored,  and  had  but  slight  odor.  Average  analyses  given 
below  show  that  this  filter  removed  66,  87  and  90  per  cent,  of  the  organic 
matter  in  the  applied  waste,  as  shown  by  loss-on-ignition,  albuminoid 
ammonia  and  oxygen-consumed  determinations,  respectively. 

The  second  filter.  No.  319,  received  the  supernatant  waste  after  treat- 
ment with  chemical  precipitants,  and  its  rate  of  operation  was,  also, 
60,000  gallons  per  acre  daily.  Its  effluent  was  only  slightly  better  than 
that  of  Filter  No.  318,  as  shown  by  the  analyses  given.  This  filter 
removed  69,  87  and  89  per  cent,  of  the  organic  matter  in  the  applied 
waste,  as  shown  by  loss-on-ignition,  albuminoid  ammonia  and  oxygen- 
consumed  determinations,  respectively,  in  the  table  of  average  analyses 
below. 


Average  Analyses  of  Waste  Liquor,  Filler  Effluents  and  Percentage  Removal  of 
Organic  Matter  from  a  Mill  dyeing,  bleaching  and  mercerizing  Cotton  Yam. 

FUter  No.  318. 
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Raw. 

468.2 
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.1460 

1.4900 

- 

- 

82.80 

AppUed 

466.8 

104.8 

.2060 

1.6800 

- 

- 

88.10 

Effluent, 

882.4 

46.6 

.1016 

0.2087 

.02 

.0198 

8.46 

Percentage  removal :  — 

ByflltraUon 

27 

66 

60 

87 

- 

- 

90 
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Average  Analyses  of  Waste  Liquor ^  etc.—  Concluded. 
Filter  No.  319. 
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e»w 

Applied, 

Effluent, 

Percentage  remoyal :  — 
By  precipitation,  . 
By  precipitation  and  filtration, 
By  filtration,  .... 
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24 
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WATER  FILTRATION. 


During  1906,  studies  upon  the  purification  of  water  by  sand  filtration 
were  continued,  especial  attention  being  paid  to  the  operation  of  various 
combinations  of  filters  for  the  purpose  of  studying  double  filtration,  to 
the  filtration  of  water  of  varying  degrees  of  pollution  and  to  the  use  of 
coagulants  in  connection  with  the  filtration  of  polluted  river  water.  The 
work  of  the  Lawrence  city  filter  was  also  followed. 

Lawrence  City  Filter  and  B.  Coli  Determinations. 
The  Ijawrence  city  filter  was  constructed  in  1893,  and  dividing  walls 
separating  it  into  three  sections  were  built  during  1902.  The  average 
depth  of  sand  in  the  filter  is  about  4  feet,  and  the  net  filtering  area, 
after  deducting  division  walls,  gate  chambers  and  lateral  carriers,  is 
about  2.2  acres.  As  originally  constructed,  the  filter  contained  sand  of 
two  different  sizes,  the  portions  of  the  filter  immediately  over  the 
collecting  underdrains  being  of  finer  sand  than  that  in  the  remainder 
of  the  filter.  Through  the  operations  of  scraping,  washing  and  re- 
placing sand,  the  two  sizes  of  sand  have  become  quite  thoroughly  mixed 
in  the  upper  layers  of  the  filter,  and  have  at  the  present  time  an 
effective  size  of  approximately  0.25  millimeter.  Following  tables  present 
the  average  chemical  and  bacterial  analyses  of  many  samples  of  the 
MeiTimack  Eiver  water  collected  during  the  year  as  it  flows  upon  the  filter 
and  of  the  filtered  water  collected  at  different  points  upon  the  supply 
system.  During  a  considerable  portion  of  the  year,  bacterial  samples 
were  collected  daily,  and  samples  for  chemical  analyses  twice  each  month. 
Especial  attention  is  called  at  this  time  to  the  determinations  of  B.  coli 
in  samples  of  the  filtered  city  water,  collected  at  different  points  upon 
the  supply  system.  At  the  point  farthest  removed  from  the  reservoir, 
namely,  the  experiment  station,  B.  coli  was  found  in  3.2  per  cent,  of  the 
1  cubic  centimeter  samples  and  in  50  per  cent,  of  the  100  cubic  centi- 
meters samples  examined.  An  examination  of  the  tables  will  show 
that  B.  coli  was  found  with  hardly  more  frequency  in  1  cubic  centimeter 
samples  collected  directly  from  the  filter  than  in  the  samples  collected  at 
the  experiment  station,  although  the  water  at  the  station  must  have 
been  about  two  weeks  on  its  journey  from  the  filter.  These  results, 
together  with  many  others  given  in  this  and  preceding  reports,  both  in 
connection  with  filtration  investigations  and  special  investigations  such 
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as  reported  upon  in  the  article  upon  copper  sulphate  in  the  report  for 
1905,  show  clearly  the  resistant,  or  hardy,  property  of  certain  B.  coli 
that  are  capable  of  living  and  passing  through  sand  filters.  Taken  in 
connection  with  the  vital  statistics  of  a  city  such  as  Lawrence,  using 
polluted  water,  sand  filtered,  but  having  a  low  death  rate  and  low  typhoid 
rates,  these  accumulated  B.  coli  results  are  of  considerable  value,  as 
showing  the  relation  between  the  B.  coli  eflSciency  of  a  filter  and  its 
real  eflBciency  in  disease  prevention.  It  is  evident,  taking  everything 
into  consideration,  that  the  determinations  of  B.  coli  in  100  cubic  centi- 
meters are  of  little  value  in  connection  with  studies  of  the  filtration  of 
water  of  the  character  of  that  flowing  in  the  Merrimack  River  at 
Lawrence.  It  is  undoubtedly  true,  judging  from  the  results  of  many 
years,  that  a  sand  filter  treating  such  water,  and  showing  B.  coli  present 
in  not  more  than  10  per  cent,  of  the  1  cubic  centimeter  samples  of 
effluent  examined,  is  producing  an  efficiently  purified  water  from  a 
bacterial  point  of  view,  assuming  always  that  the  positive  B.  coli  results 
are  not  of  samples  collected  consecutively  or  within  a  shori;  period,  but 
of  samples  scattered  throughout  a  year.  Further  data  showing  the 
resistant  character  of  B.  coli  are  given  in  connection  with  Filter  No.  218 
(see  page  310). 

ChemiccU  Analyses,  —  Merrimack  Biver. 

Intake  qf  the  Lawrence  City  Filter, 

[ParU  per  100,000.] 


Tempenk 

tore 
(Deg.  F.). 

AnsAB- 

▲HOS. 

Ammowia.         1 

g 

5lTB0eBM 

i 

i 



1 

▲LBUMIMOID. 

▲s 

DATS. 

1 

1 

1 

5 

Sz: 

SQ 

1 

1—9. 

December, . 

88 

0.1 

.49 

.0108 

.0212 

.0177 

.84 

.029 

.0000 

.64 

.0845 

1.8 

1—9. 

Jamuurj, 

84 

0.1 

.82 

.0090 

.0199 

.0148 

.80 

.019 

.0006 

.69 

.0660 

0.9 

February,  . 

88 

0.1 

.29 

.0114 

.0210 

.0168 

.88 

.018 

.0008 

.64 

.0806 

1.1 

March, 

84 

0.1 

.87 

.0068 

.0207 

.0166 

.81 

.018 

.0000 

.51 

.0820 

1.0 

April,.       , 

45 

0.1 

.88 

.0087 

.0158 

.0186 

.15 

.017 

.0002 

.47 

.0467 

0.8 

Maj,   . 

60 

0.4 

.46 

.0047 

.0219 

.0172 

.11 

.011 

.0002 

.68 

.1505 

0.8 

June,  . 

68 

0.8 

.62 

.0082 

.0210 

.0188 

.15 

.009 

.0002 

.68 

.0496 

1.0 

July.  . 

80 

0.8 

.40 

.0115 

.0287 

.0200 

.27 

.011 

.0008 

.67 

.0665 

1.8 

August, 

78 

0.2 

.66 

.0164 

.0206 

.0166 

.42 

.008 

.0004 

.60 

.0725 

1.4 

September, 

72 

0.2 

.87 

.0190 

.0188 

.0147 

.51 

.012 

.0008 

.62 

.0700 

1.6 

October, 

66 

0.1 

.81 

.0208 

.0224 

.0186 

.66 

.014 

.0004 

.64 

.0670 

1.8 

November, 

4S 

0.1 

.86 

.0186 

.0281 

.0204 

.48 

.016 

.0006 

.62 

.0680 

1.2 

ATeragi 

9, 

68 

0.2 

.40 

.0118 

.0207 

.0171 

.88 

.015 

.0006 

.68 

.0589 

1.1 
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Effluent  of  the  Lawrence  City  Filler. 
[Parts  per  100,000.] 


Tempera- 
ture 
(Deg.  F.). 

Appbar- 

Ammonia. 

2 

NiTROOBN 

1 

1 

M 

o 

1 

AKCB. 

1 

ALBUMIKOID. 

AS 

1 

1 

1 

1 
5 

S 

1 

1 

Average,    . 

68 

0.1— 

.40 

.0106 

.0089 

.0086 

.36 

.034 

.0001 

.86 

.1072 

1.4 

Water  from  the  Outlet  of  the  Distributing  Eeservoir, 


Ayerage, 


58  0.1—   -86 


0085   .0086   I     .86      .037  1.0001    .85   .0874     1.4 


Water  from  a  Tap  at  Lavorenee  City  Hall. 


ATerage, 


66 


0.1—   .86    .0087   .0087 


.86      .040   .0001    .83 


1.8 


Water  from  a  Tap  at  the  Lawrence  Eocperiment  Station. 


Average, 


64 


0.1—    .32    .0022   .0082 


86      .041   .0000 


1.4 


Merrimack  River  as  it  flows  upon  Lawrence  City  Filter, 
[Average  of  Bacterial  Analyees.] 


Date. 


Average 
Number  of 
Bacteria  per 

Cubic 
Centlmetor. 


Average 
Number  of 
B.  Coli  per 

Cubic 
Centimeter. 


Per  Cent, 
of  Samplea 
contaimng 

B.  Coli. 


December, 


Januarj, 
Febmary,    . 
March, . 
AprU,    . 
May.     .       . 
June,    . 
July,     .       . 
August, 
September,  . 
October, 
November,  . 
Average, 


1»06. 


11,600 

8,600 
6,400 
6,400 
8,200 
1,600 
1,000 
6,200 
4,100 
2,600 
6,200 
1,900 


106 
80 
67 
81 
61 
69 

148 
1,161 
61 
85 
44 


4,800 


167 


100.0 

100.0 
100.0 
100.0 

95.6 
100.0 
100.0 

80.0 
100.0 
100.0 
100.0 
100.0 


98.0 
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Effluent  of  Latorence  City  Filter, 
[Average  of  Bacterial  Analyees.] 


Average, 


Average 
Number  of 
Bacteria  per 

Cabio 
Centimeter. 


24 


Per  Cent. 

removed 

(EiBoienoy). 


Put  Cbmt.  of  Samplbs 

OOKTAUflHO  B.   COLI. 


1  0.0. 


100  0.0. 


69.1 


Water  Jrom  the  Outlet  of  the  Lawrence  Reservoir. 

Average, 

46 

- 

6.4 

68.1 

Water  frotn  a  Tap  at  Lawrence  City  Hall, 

Average, 

46 

- 

4.4 

44.8 

Lawrence  City  Water  from  a  Tap  at  the  Experiment  Station. 

Average, 

81 

- 

8.2 

60.4 

Filter  No.  8A. 
This  filter,  %oo  of  an  acre  in  area,  was  first  put  into  operation  during 
1893.  During  the  first  four  months  of  the  year,  the  filter  contained 
about  20  inches  in  depth  of  sand  of  an  effective  size  of  0.23  millimeter, 
and  was  operated  at  a  rate  of  about  6  million  gallons  per  acre  daily. 
During  April,  the  sand  above  the  underdrains  in  the  filter  was  removed, 
2  feet  6  inches  of  new  sand  of  an  effective  size  of  0.26  millimeter  was 
placed  in  the  filter,  the  old  sand  replaced  above  the  new  sand,  and  old 
and  new  sand  at  the  point  of  junction  thoroughly  mixed.  After  refilling 
there  was  a  total  depth  of  48  inches  of  sand  in  the  filter.  On  May  17, 
the  filter  was  again  started  filtering  Merrimack  River  water  at  a  rate  of 
5,000,000  gallons  per  acre  daily.  The  filter  was  scraped  thiri;een  times 
during  the  year.  Owing  to  low  water  in  the  Essex  Company's  canal,  the 
filter  was  not  operated  for  periods  of  twenty-four  hours  or  less  on  eight 
different  days,  and  on  two  occasions  the  filter  was  out  of  operation  for 
three  and  six  days,  respectively,  on  account  of  high  water  in  the  river. 
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Canal  Water  {Merrimack  River  Water), 

[Porta  per  100,000.] 


Tempera- 

Appbab- 

AKCM. 

Ammonia. 

NlTBOOBN 

5 

5 

^ 

ALBUMIHOm. 

AS 

■a  . 

Date. 

ture 
(Deg.  P.). 

►» 

1 

i 

1 

S 

1 

^ 

s 

1 

1»09. 

December, 

87 

0.8 

.48 

.0091 

.0166 

.0144 

.88 

.014 

.0000 

.72 

101.0 

0.8 

1»06. 

January, 

40 

0.1- 

.87 

.0084 

.0167 

.0148 

.29 

.020 

.0002 

.56 

71.6 

0.8 

February, 

41 

0.1 

.80 

.0096 

.0180 

.0146 

.40 

.016 

.00«2 

.64 

96.6 

1.1 

March, 

86 

O.I 

.37 

.0062 

.0165 

.0137 

.84 

.011 

.0001 

.65 

88.8 

1.0 

^a?> 

46 

0.1 

.86 

.0068 

.0189 

.0118 

.12 

.010 

.0001 

.39 

64.6 

1.0 

00 

0.1 

.41 

.0054 

.0150 

.0127 

.10 

.016 

.0006 

.60 

69.0 

0.9 

June, 

05 

0.8 

.60 

.0068 

.0198 

.0164 

.16 

.082 

.0002 

.68 

29.8 

0.9 

July, 

78 

0.8 

.61 

.0110 

.0196 

.0169 

.27 

.013 

.0004 

.64 

86.9 

1.2 

August, 

76 

0.2 

.49 

.0286 

.0192 

.0172 

.60 

.020 

.0004 

.62 

40.0 

1.4 

September, 

68 

0.2 

.86 

.0339 

.0217 

.0180 

.60 

U)14 

.0018 

.64 

26.4 

1.8 

October,  . 

68 

0.2 

.33 

.0828 

.0226 

.0200 

.60 

.017 

.0010 

.63 

68.2 

1.6 

November, 

42 

0.1 
0.2 

.37 

.41 

.0138 

.0202 

.0190 

.48 

.014 

.0006 

.65 

74.6 

1.2 

Average, 

58 

.0188 

.0181 

.0157 

.86 

.016 

.0006 

.56 

62.6 

1.1 

Effluent  of  Filter  No.  8 A. 
[Parte  per  100,000.] 


'i^^ 

Appbab- 

AHOB. 

Ammonia. 

NrntooBM 

AS 

1 

y 

Gallons 

Tempera- 

s 

1 

^i 

Datb. 

per  Acre 
Daily 
for  Six 

Daysina 
week. 

ture 
(Deg.  F.). 

►» 

1 

1 

1^ 

CJ 

s 

S 

1 

{A 

i 

10O9. 

December, 

2,824,000 

86 

0.0 

.49 

.0026 

.0114 

.88 

.087 

.0000 

.61 

64.2 

0.8 

January,  . 

8,        00 

85 

0.0 

.87 

.0081 

.0118 

.81 

.026 

.0000 

.49 

78.7 

0.9 

February, 

8,        00 

86 

0.0 

.28 

.0104 

.0102 

.40 

.029 

.0002 

.49 

77.2 

1.0 

March,      . 

8         00 

85 

0.0 

.29 

.0026 

.0105 

.85 

.019 

.0001 

.41 

68.1 

1.1 

^.?.''.    :    : 

8.        00 
4,        00 

68 

oTo 

.02 

.0010 

.0046 

,06 

.012 

.0002 

.06 

84T5 

0.9 

June, 

4,4 :»  ."00 

67 

0.0 

.89 

.0016 

.0104 

.17 

.024 

.0001 

.88 

65.6 

0.9 

July, 

4,7lri,f(00 

74 

0.0 

.80 

.0016 

.0106 

.88 

.028 

.0000 

.87 

2.8 

1.0 

August.     . 
September, 

4,<ir^5JiOO 

77 

0.0 

.81 

.0029 

.0110 

.60 

.024 

.0014 

.42 

7.8 

1.2 

4,TOu,iO0 

69 

0.0 

.82 

.0047 

.0124 

.48 

.024 

.0026 

.46 

2.7 

1.4 

October,    . 

4,]Ti]J]00 

69 

0.0 

.28 

.0011 

.0085 

.62 

.048 

.0000 

.89 

86.2 

1.8 

November, 

4.:-lT.%f>00 

48 

0.0 

.28 

.0048 

.0148 

.61 
.86 

.027 
.026 

.0001 

.60 
.42 

56.6 

1.8 

Average,    . 

8,946,800 

54 

0.0 

.28 

.0082 

.0105 

.0004 

43.0 

1.1 

Filter  run  eight  days  In  April;  twelve  days  in  May. 
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Merrimack  River  Water  (E$iex  Company^s  Canal). 
[Ayerage  of  Bacterial  Analyies.] 


Datb. 


Average 
Number  of 
B»cteria  per 

Cubic 
Centimeter. 


Average 
Number  of 
B.  Coli  per 

Cubic 
Centimeter. 


Percent, 
of  Semplea 
containing 

B.  Coli. 


December, 


January, 
Felmiary, 
March,  . 
April,    . 
May.      .       . 
Jnne,     . 
July,      . 
August, 
September,  . 
October, 
Koyember,   • 
Average, 


!•••. 


6,800 

4,700 
4,200 
2,700 
8,400 
5,800 
7,200 
6,900 
5,000 
6,600 
7,600 
1,900 


97 

71 
65 
45 
21 

106 
96 

800 


96.0 

100.0 
100.0 
99.6 
100.0 
100.0 
100.0 
100.0 
100.0 


6,100 


180 


98.7 


Effluent  ofFUUr  No.  8 A. 
[Average  of  Bacterial  Analyses.] 

Average 
Number  of 
Bacteria  per 

Cubic 
Centimeter. 

Por  Cent. 

removed 

(Ef&oiency). 

Pbb  Ckitt.  or  Bamplh 
coKTAnrura  B.  Coli. 

Ice. 

IM  o.c. 

Average 

UO 

98.7 

25.1 

78.4 

Filtration  Experiments  with  Waters  op  Varying  Degrees  of 

Pollution. 

Filters  Nos,  218,  219  and  220. 

These  three  filters  were  started  in  July,  1903,  for  the  purpose  of 
studying  the  chemical  and  bacterial  quality  of  effluents  resulting  from 
filtering  waters  of  three  different  degrees  of  pollution. 

Filters  Nos.  218  and  219  are  Koooo  of  an  acre  in  area  and  Filter 
No.  220  is  %ooo  of  an  acre  in  area.  In  November,  1905,  they  con- 
tained 39  inches,  30  inches  and  37  inches  in  depth  of  sand,  respectively, 
of  an  effective  size  of  0.20  millimeter.  During  December,  all  of  the 
filters  were  operated  at  a  rate  of  2,500,000  gallons,  and  from  January  1 
to  November  30,  at  a  rate  of  5,000,000  gallons  per  acre  daily. 
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Filter  No.  218  has  always  received  the  Lawrence  filtered  water  taken 
from  the  distribution  main  at  the  experiment  station.  The  filter  was 
scraped  fourteen  times  during  the  year,  ten  of  these  scrapings  being 
during  the  months  of  January,  February  and  March,  and  were  neces- 
sary on  account  of  the  removal  of  iron  from  the  water  applied.  On 
February  2,  the  filtering  material  had  become  so  badly  clogged  that  it 
was  impossible  to  relieve  it  by  scraping,  and  the  sand  was  washed  in  the 
tank  in  a  manner  similar  to  that  employed  for  mechanical  filters. 

Filter  No.  219  was  operated  during  a  large  part  of  the  year  with 
Merrimack  Eiver  water  to  which  was  added  2  per  cent,  by  volume  of 
strained  sewage.  From  September  7  to  September  23,  inclusive,  4  per 
cent,  of  strained  sewage  was  mixed  with  the  applied  water,  and  from 
September  24  until  the  end  of  the  year,  6  per  cent,  of  strained  sewage 
was  added.  The  filter  was  scraped  twenty-eight  times  during  the  year, 
and  was  out  of  operation  during  the  whole  or  part  of  seventeen  different 
days  on  account  of  low  water  in  the  Essex  Company's  canal. 

Filter  No.  220  received  Merrimack  River  water  throughout  the  year, 
was  scraped  twenty-one  times  and  was  out  of  operation  on  account  of 
low  water  during  the  whole  or  part  of  eighteen  days. 

Chemical  and  Bacterial  Results.  —  B.  Coli, 
Filter  No.  218,  operating  at  an  average  rate  of  4,747,000  gallons  per 
acre  daily,  produced  a  water  of  an  exceedingly  satisfactory  quality.  The 
point  of  chief  interest  in  the  operation  of  this  filter  is  that  while  it 
produced  an  effluent  containing  on  an  average  but  9  bacteria  per  cubic 
centimeter,  an  effluent  showing  no  B.  coli  when  1  cubic  centimeter 
samples  were  examined  yet  contained  enough  B.  coli  to  be  detected  in 
32  per  cent,  of  the  100  cubic  centimeter  samples  examined,  thus  show- 
ing, as  before  mentioned  in  this  report,  the  hardy  resistant  qualities  of 
such  B.  coli  as  pass  through  the  city  filter.  In  this  instance,  the  B.  coli 
found  in  this  effluent  had  not  only  passed  through  the  city  filter  but  had 
survived  storage  in  the  reservoir,  passage  through  the  supply  mains 
and  a  second  filtration.  Filter  No.  219  gave  during  eight  months  of  the 
year  a  bacterial  efficiency  of  approximately  99  per  cent.,  but  during  these 
months  B.  coli  were  found  in  about  50  per  cent,  of  1  cubic  centimeter 
samples  examined,  and  after  September  7,  when  the  volume  of  sewage 
in  the  applied  water  was  increased,  not  only  did  the  bacterial  efficiency 
of  the  filter  diminish  materially,  but  practically  all  1  cubic  centimeter 
samples  examined  contained  B.  coli.  It  was  evident  from  all  the  results 
that  the  water  applied  throughout  the  year  was  too  badly  polluted  to  be 
rendered  of  a  satisfactory  quality  by  single  sand  filtration  at  the  rate 
followed. 
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Effluent  of  Filter  No,  218. 
[ParU  per  lOO.OOO.j 


Average, 


Quantity 
Applied. 

Oalloiu 
per  Acre 
DaUT 
for  Six 
Dart  in  a 
Week. 


4,747,400 


Tempera- 
tore 
(Deg.  F.). 


47 


Appbas- 

AXOS. 


0.0 


.28 


.0012 


.0076 


.84 


NiTEoasv 


.068 


.0000 


|lj 


80      67.5 


1.4 


Effluent  ofFiUer  No.  218, 
[Average  of  Bacterial  Anaiyees.] 


Datb. 


December,     . 

January, 

February, 

March,    .... 

April 

May 

June,      .... 
July.       .... 
August,  .... 
September, 
October, 
Noyember,     . 

Average, . 


Average 
Number  of 
Bacteria  per 

Cubic 
Centimeter. 


7 
9 
5 
11 
20 
10 
7 

15 
9 
4 
4 


Per  Cent. 

removed 

(Efficienoy). 


98.8 


84.1 
09.1 
79.2 
02.1 
26.0 
72.2 
72.0 
57.2 
71.9 
92.1 
71.4 


70.1 


Peb  Cbxt.  or  Samplbs 
ooifTAnnHo  B.  CoLt. 


1  0.0. 


0.0 


0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 
0.0 


0.0 


lO«  O.C. 


8.8 


14.8 
83.8 
88.4 
41.6 
25.0 
45.4 
46.1 
85.7 


82.0 


Applied  Water.  — Filter  No.  219. 
[Parta  per  100,000.] 


Average, 


Quantity 
Applied. 

Oallone 
per  Acre 
Daily 
for  Six 
Days  in  a 
Week. 


Tempera- 
ture 
(Deg.  F.). 


56 


!    ArPBAB- 
!       AHCB. 


0.7 


.42 


Ammonia. 


I. 

I' 


0937    .0298 


.68 


NiTROOBH 


0007 


.62 


m 


60.3 


1.8 


Effluent  of  Filter  No,  219. 


Average, 


4.565,000 


57 


0.0     .33     .0387   .0126      .52        .081    .0007    .46      35.9       1.1 
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Applied  Water,— FHUr  No.  219. 
[Ayerage  of  Bacterial  Analyses.] 


Average 
Number  of 
Baoterk  per 

Cubic 
Centtmeter. 


Average 
Number  of 
B.  Coli  per 

Cubic 
Centimeter. 


Per  Cent, 
of  Samplea 
containing 

B.  Coli. 


December, 


January, 
February,     . 
March,  . 
April,    . 
May.     .       . 
June,    . 
July,     . 
August, 
September,  . 
October, 
November,   . 
Average, 


1905. 
1»06. 


se.ooo 


82,700 
Sl,200 
19,800 
15,000 
12,000 
11,600 
25,200 
8,400 
47,100 
61.200 
46,900 


26,800 


681 

2,719 

810 

215 

860 

750 

1,075 

1.017 

462 

8.112 

7,000 

8,600 


2.640 


100.0 

100.0 
100.0 
81.8 
92.4 
100.0 
90.0 
100.0 
100.0 
100.0 
100.0 
100.0 


97.0 


Effluent  of  Filter  No.  219. 
[Average  of  Bacteria]  Analyses.] 


Average 
Number  of 
Bacteria  per 

Cubic 
Centimeter. 


Percent. 

removed 

(Ef&oiency). 


Pbb  Cnrr.  or  SAimJH 
coxTAnmfa  B.  Coli. 


1  c.c. 


IMcc 


December,     . 

January. 
February, 
March.    . 
April,     . 
May,       . 
June, 
July,      . 
August,  . 
September,    . 
October, 
November,     . 
Average, . 


1»06. 


185 

800 

190 

200 

80 

140 

180 

75 

270 

4^00 

6,900 

5,000 

1,600 


99.5 

98.7 
99.1 
99.0 
99.5 
96.8 
98.9 
99.7 
96.8 
90.9 
88.7 
89.1 
96.6 


88.4 

50.0 
88.8 
86.4 
68.8 
60.0 
60.0 
81.8 
50.0 
75.0 
100.0 
100.0 
59.9 


76.9 

75.0 
100.0 
81.7 
100.0 
88.8 
57.2 
81.8 
78.6 
91.7 
100.0 
100.0 
85.5 
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Effluent  of  Filter  No.  220} 
[Parte  per  100,000.] 


ATerage,  . 


Quantity 
AppliedL 

OaUona 
per  Acre 
DaUy 
forSb 
Davtbia 
Week. 


4,461,800 


] 
Tampera-  i 

ture 
(Deg.F.). 


66 


Appbax- 

▲  NCB. 


0.0     .80 


■Ammoxia. 


0084 


.0104 


NlTXO«BH 


.086 


,0002 


48       51.8 


1  Canal  water  applied,  lee  table,  page  808. 

EffluetU  of  Filter  No.  220. 
[Average  of  Bacterial  Analyses.] 


Datb. 


Average 
Number  of 
Bacteria  per 

Cubic 
Centimreter. 


Percent. 

remored 

(EiBoieney). 


PxB  Cairr.  or  Sampum 
ooMTADrnre  B.  Coli. 


1  0.0. 


10«c.o. 


December, 

1»06. 

January, 
February, 

March 

April 

May,  .... 
Jane,  .... 
July,  .  .  .  . 
Angnst}  .... 
September, 
October, 
November,     . 

Average, . 


80 


76 
116 
80 
87 
18 
26 
83 
89 
66 
90 
87 


98.4 


98.9 
97.8 
98.8 
98.9 
99.8 
99.7 
99.6 
99.8 
99.0 
98.8 
98.6 


88.4 


42.9 
80.0 
16.4 
7.7 
8.8 
16.4 
88.8 
86.7 


93.8 


86.8 
80.0 
84.7 
93.4 
66.7 
72.8 
88.4 
78.6 


60 


99.0 


86.3 


Double  Filtration. 

Three  filters,  operated  as  secondary  filters  and  jeceiving  the  effluents 
from  other  experimental  water  filters,  were  operated  during  the  year. 
Two  of  them.  Filters  Nos.  244  and  286,  were  operated  at  a  rate  higher 
than  that  of  the  primary  filter  whose  effluent  they  were  receiving,  while 
Filter  No.  281  was  operated  at  a  rate  lower  than  that  of  the  primary 
filter.  Filter  Xo.  218,  previously  described,  may  also  be  considered  as  a 
secondary  filter  in  a  double  filtration  scheme,  since  it  has  always  been 
operated  with  Lawrence  water  which  has  been  filtered  through  the  city 
filter. 

Filter  No.  244,  %oooo  of  an  acre  in  area,  was  first  put  into  operation 
Feb.  16,  1904,  and  during  1906  contained  about  45  inches  in  depth  of 
sand  of  an  effective  size  of  0.23  millimeter.  This  filter  was  operated 
throughout  the  year  with  the  effluent  from  Filter  No.  220,  during  De- 
cember the  rate  being  10,000,000  gallons,  and  after  January  1,  20,000,000 
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gallons  per  acre  daily.  Notwithstanding  the  fact  that  this  filter  was 
operated  with  filtered  water,  it  was  necessary  to  scrape  it  seven  times 
during  the  year.  It  was  out  of  operation  during  the  whole  or  part  of  the 
twenty-four  hours  on  forty-three  different  days  during  the  year. 

Filter  No.  286,  %oooo  <^f  *^  ^^^  ^  area  and  containing  42  inches  in 
depth  of  mixed  sand  of  an  effective  size  of  0.21  millimeter,  was  first 
put  into  operation  Jan.  20,  1906.  This  filter  was  operated  with  Mer- 
rimack Eiver  water  at  a  rate  of  5,000,000  gallons  per  acre  daily  until 
March  31,  in  order  to  establish  a  state  of  biological  activity.  After  April 
1,  the  effluent  from  Filter  No.  219  was  applied  at  a  rate  of  10,000,000 
gallons  per  acre  daily.  During  the  period  in  which  it  was  operated  with 
river  water  it  was  necessary  to  scrape  it  twice,  and  on  November  16, 
after  operating  seven  and  one-half  months  with  filtered  water,  scraping 
was  again  necessary.  Owing  to  an  insufficient  supply  of  filtered  water, 
it  was  out  of  operation  during  the  whole  or  part  of  the  twenty-four  hours 
on  thirty-three  different  days  during  the  year. 

In  the  experiments  on  double  filtration  hitherto  described,  the  prac- 
tice was  to  operate  the  primary  filter  at  a  comparatively  low  rate 
and  the  secondary  filter  at  a  much  higher  rate.  On  December  1,  two 
filters  were  put  into  operation,  in  which  this  practice  was  reversed, 
the  primary  Filter  No.  280  being  operated  at  a  high  rate  to  act  as  a 
sort  of  scrubber  to  remove  the  suspended  matters  from  the  water  and 
concentrate  the  scraping  upon  a  small  proportion  of  the  total  filtering 
area,  the  secondary  filter  No.  281  being  operated  at  a  lower  rate  with  the 
clarified  water. 

Filter  No.  280,  %oooo  of  an  acre  in  area,  contained  24  inches  in  depth 
of  sand  of  an  effective  size  of  0.28  millimeter.  From  Dec.  1,  1905,  to 
Jan.  31,  1906,  it  was  operated  at  a  rate  of  about  5,000,000  gallons 
per  acre  daily  with  Merrimack  Eiver  water.  On  February  1,  the  rate  of 
operation  was  increased  to  10,000,000  gallons  per  acre  daily.  It  was 
scraped  thirty-seven  times  during  the  year.  On  account  of  low  water  in 
the  Essex  Compan/s  canal,  it  was  out'  of  operation  on  seventeen  days  for 
periods  of  twenty-four  hours  or  less. 

Filter  No.  281,  %oooo  of  an  acre  in  area,  contained  44  inches  in  depth 
of  sand  of  an  effective  size  of  0.24  millimeter.  From  Dec.  1,  1905, 
to  Jan.  31,  1906,  the  Merrimack  River  water  was  applied  to  it  at  a  rate 
of  5,000,000  gallons  per  acre  daily,  to  get  it  into  a  condition  of  biological 
activity. 

After  Feb.  1,  1906,  the  effluent  from  Filter  No.  280  was  applied  to 
this  filter  at  a  rate  of  5,000,000  gallons  per  acre  daily.  During  the  period 
when  the  filter  was  operated  with  Merrimack  Eiver  water,  it  was  scraped 
three  times,  but  not  during  the  period  when  it  was  operated  with  the 
effluent  from  Filter  No.  280.     Owing  to  an  insufficient  supply  of  raw 
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water,  it  was  out  of  operation  during  the  whole  or  part  of  the  twenty-four 
hours  on  fifty-eight  different  days  during  the  year. 

Considering  the  various  double  filtration  systems  as  units,  the  com- 
bined rate  of  the  Lawrence  city  filter  and  Filter  No.  218  was  about  one 
million  gallons  per  acre  daily,  and  the  water  passed  through  an  average 
depth  of  sand  of  about  7^  feet ;  the  combined  rate  of  Filters  Nos.  220  and 
244  was  about  two  million  gallons  per  acre  daily  during  December  and 
about  four  million  gallons  per  acre  daily  during  the  remainder  of  the 
year,  the  water  passing  through  a  total  depth  of  sand  of  about  7  feet; 
the  combined  rate  of  Filters  Nos.  280  and  281  was  about  three  and  one- 
third  million  gallons  per  acre  daily,  the  total  depth  of  sand  in  the 
two  filters  was  about  5  feet;  and  the  combined  rate  of  Filters  Nos.  219 
and  286  was  about  three  and  one-third  million  gallons  per  acre  daily, 
with  a  total  depth  of  sand  of  about  7  feet.  Tables  showing  the  chemical 
and  bacterial  analyses  of  the  eflBuents  of  these  filters  and  the  eflSciency 
of  the  individual  filters  and  of  the  various  double  filtration  systems 
follow. 

EffluerU  of  Filler  No.  244} 
[Parts  per  100,000.] 


Average  I 


Quuititv 
Appliea. 

OaUons 
per  Acre 
DftUy 
for  Six 
D^ysina 
Week. 


17,821.000 


Tempera- 
ture 
(Deg.  F.). 


66 


ArnAS- 

AHOB. 


0.0 


.80 


Ammohia. 


.0020 


I. 


.0095 


NrrBoaiM 


.026 


.0001 


08.S 


1.1 


1  For  applied  water  see  efflaent  of  Filter  No.  290. 

Bacteria  in  Applied  Water ^  anil  Effltunt  of  Filter  No.  244. 
[Average  of  Bacterial  Analyses.] 


Datb. 


AvaaAOB  NuMBBB  or 

Baotbria  pbr 
Cubic  Cbntiiibtbb. 


Applied 
water. 


EflBuent. 


Per  Cent. 

remoTed 

(EfBcienoy). 


Pbb  Cbbtt.  or  Samplbs 

COBTAIimiO  B.  COLI. 


1  0.0. 


100  CO. 


i»oa. 

December,  . 

January,     . 
February,  . 
March, 
April, . 
May,    . 
June,  . 
July,   . 
August, 
Septerober, 
October, 
November, . 

Average, 


80 


90 
126 
86 
66 
70 
46 
160 
80 
46 
96 
80 


75 


68 


60 
80 
16 
17 
9 
9 
12 
17 
42 
70 
27 


88.7 


88.8 
86.0 
64.8 
78.8 
87.2 
80.0 
92.6 
78.8 
8.7 
26.8 
10.0 


7.7 


22.2 
8.8 
0.0 
0.0 
0.0 
10.0 
21.4 


92.8 


42.U 
89.0 
76.0 
92.4 
88.3 
62.6 
60.0 
57.1 


34 


61.2 


10.9 


72.7 
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Effluent  of  Filter  No.  286} 

[Parts  per  100,000.] 


Average, 


Quantity 
Applied. 

Oallons 
per  Acre 
DaUy 
for  Six 
Days  in  a 
Week. 


8,880,000 


Tempera- 
ture 
(Deg.  F.). 


66 


Apfbah- 

▲RCB. 


0.0 


.82 


I 

il 

r 


0668   .0180 


NiTBOaBH 


.026 


.0007 


46 


HI 


45.8 


1.4 


^  For  applied  water  see  effluent  of  Filter  No.  219. 


Applied  Water -^Filter  No.  286. 
[Average  of  Bacterial  Analyses.] 


1»0«. 

Average 
Number  of 
Bacteria  per 

Cubic 
Centimeter. 

Number  of 
B.  CoU  per 

Cubic 
Centimeter. 

Per  Cent, 
of  Samples 

B.  ColL" 

April.    . 
May.     . 
June,    . 

J«iy.    . 

Septeniber, 

October, 

November, 

276 

760 

1,800 

2.000 

i,eioo 

6,200 
7.100 
4,800 

21 
88 

4 
46 

100.0 
80.0 
77.8 
92.8 

Average, 

• 

2,900 

89 

87.5 

Effluent  ofFiUer  No.  286. 
[Average  of  Bacterial  Analyses.] 


Average 

Pbb  Csht.  of  Sampus 

190«. 

Number  of 
Bacteria  per 

Cubic 
Centimeter. 

Percent. 

removed 

(Efficiency). 

coRTAnmio  B.  Cou. 

le.c. 

14»0  e.c. 

January,        ......       .       . 

4.000 

16.0 

100.0 

76.0 

February, 

260 

94.0 

60.0 

100.0 

March,    . 

89 

98.6 

8.8 

66.7 

April,     . 

60 

78.2 

28.1 

69.8 

May.       . 

900 

10.0 

80.0 

June. 

680 

66.0 

80.0 

60.0 

July,      . 

1.000 

60.0 

11.1 

89.0 

August  . 

September, 

October, 

2.200 
2,700 

48^1 

88.4 

63.8 

4,000 

48.7 

- 

- 

November, 

8,600 

16.8 

- 

- 

Average, 

• 

1.800 

66.6 

85.1 

78.0 
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Effluent  of  FiUer  No.  280} 
[Parta  per  100.000.] 


Average, 


QoanUtj 
▲ppUed. 

OaUoiui 
per  Acre 
DaUy 
for  Six 
D»7sina 
WMk. 


8,740,700 


Tempenk 

ture 
(Deg.  F.). 


66 


Ajtiab- 


0.0 


.84 


Ammoitia. 


.0080 


jl 


.0180 


.88 


NrrBoesH 


.024 


.0005 


.48 


50.6 


1.1 


1  Blver  water  applied. 

Effluent  of  FiUer  No.  280. 
[Average  of  Bacterial  Analyses.] 


Datb. 


December, 

1»0«. 

January, 

February, 

March,    .... 

April,     .... 

Hay 

June,      .... 
Jnly,       .... 
Angnst,  .... 
September,    . 
October, 
Kovember, 
Average, . 


Average 
Ntimber  of 
Bacteria  per 

Cnbio 
Centimeter. 


4,000 

180 

600 
60 
55 

825 
48 
55 

945 
80 

275 
54 


500 


Per  Cent. 

removed 

(Effloienoy). 


86.5 

87.8 
85.7 
97.8 
87.7 
94.4 
90.8 
99.1 
95.6 
96.8 
96.8 
97.3 


91.8 


Pas  Cnrr.  or  SAMPLas 
coKTAnmo  B.  Coli. 


1  0.0. 


25.0 

86.4 
55.6 
88.8 
10.0 
40.0 
18.2 
42.9 
60.0 


84.6 


14»0  0.0. 


91.7 

81.8 
66.7 
88.5 
70.0 
70.0 
68.7 
85.8 
64.2 


76.6 


Effluent  of  FiUer  No.  281.' 
[Paris  per  100,000.] 


Average, 


Quantity 
Appltod. 

Oalkms 
per  Acre 
DaUy 
for  Six 
Days  in  a 
Week. 


4,781,000 


Tempera- 
ture 
(Deg.  P.). 


54 


Appbab- 

AMCB. 


0.0 


.81 


AMMOirXA. 


.0046 


.0104 


.844 


NrrBo«BM 


.0002 


llj 

m 


48.2 


1.1 


i  Applied  water,  effluent  of  Filter  No.  280. 
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Applied  Water'-' Filter  No.  281. 

[Average  of  Bacterial  Analyses.] 


IINNI. 


Ayerage 
Number  of 
Bftoteria  per 

Cubic 
Centimeter. 


Avenge 
Number  of 
B.  Coli  per 

Cubic 
Centimeter. 


Per  Cent, 
of  Samples 
oontaininff 

B.  CoU. 


February, 
March,  . 
April.    . 
May,     . 
June,     . 
July.     .       . 
August, 
September,  . 
October, 
November,    . 
Average, 


1,000 

65 

90 

375 

85 

110 

190 

96 

276 

485 


260 


10 
26 
11 
20 


17 


89.0 
91.0 
83.8 
100.0 


(10.8 


Effluent  ofFiUer  No,  2S1. 
[Average  of  Bacterial  Analyses.] 


Datb. 


December, 

January, 
February, 
Blarch,    . 
April,     . 
May,       . 
June, 
July, 
August,  . 
September, 
October, 
November, 
Average, 


Avorsge 
Number  <A 
Bacteria  per 

Cubic 
Centimeter. 


475 

140 
110 
28 
90 
26 
16 
250 
29 
15 
18 
11 


96 


Percent. 

removed 

(Efficiency). 


93.5 

97.0 
89.0 
67.0 
66.7 
90.9 
81.2 

84.7 
84.2 
98.6 
97.6 


84.9 


Pbb  Cbht.  of  Samplm 
ooxTTAunno  B.  Coli. 


1  cc. 


54.5 

86.4 
22.2 
0.0 
11.1 
0.0 
0.0 
42.9 
14.8 


20.2 


14»0  0.0. 


91.0 

81.8 
77.8 
91.7 
77.7 
80.0 
76.0 
67.2 
50.0 


75.8 
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Table  showing  Percentctge  Removal  of  Bacteria  by  Double  FiUralion  System, 


Datb. 


Lawrence 
City  Filter  and 
Filter  No.  218. 


Filter  No.  220 

and 
Filter  No.  244. 


Filter  No.  280 

and 
Filter  No.  281. 


Filter  No.  219 

and 
FUter  No.  286. 


IMS. 

December, 

Janoarj,    . 
February, . 
March, 
April, 
May,  . 
Jane, 
July,  . 
Auguitt,      . 
September, 
October,     . 
November, 
ATerage, 


d9.9 

99.9 
99.9 
99.9 
90.7 
99.8 
90.0 
99.9 
99.8 
99.7 
99.9 
90.8 


9.7 


98.7 
98.1 
99.4 
99.8 
90.8 
90.9 
99.8 
99.7 
99.4 
99.1 
98.6 


99.3 


97.4 
99.0 
96.7 
99.6 
99.8 
96.8 
99.5 
99.8 
99.8 
99.4 


98.9 


99.6 
92.5 
94.5 
96.0 
73.8 
94.3 
98.5 
92.2 


92.1 


Mechanical  Filtration. 
Filter  No.  216. 
This  filter,  %oooo  of  an  acre  in  area  and  containing  16  inches  in 
depth  of  sand  of  an  eflEective  size  of  0.60  millimeter,  was  first  put  into 
operation  during  1903,  and  was  continued  in  operation  as  a  mechanical 
filter  during  1906,  receiving  canal  water  after  treatment  with  sulphate 
of  alumina  and  a  period  of  sedimentation.  The  filter  was  not  operated 
during  the  period  from  Dec.  1,  1905,  to  March  1,  1906.  During  Feb- 
ruary, it  was  raised  in  order  to  allow  it  to  be  operated  with  a  greater  loss 
of  head  than  during  previous  years,  and  sufScient  washed  sand  of  an 
effective  size  of  0.71  millimeter  was  placed  in  the  tank  to  make  a  total 
depth  of  sand  of  21  inches.  An  additional  settling  tank  was  also  added 
to  the  system.  Beginning  March  4  and  continuing  throughout  the  year, 
it  was  operated  at  a  rate  of  76,000,000  gallons  per  acre  daily.  During 
past  years,  attempts  have  been  made  to  operate  this  filter  with  the 
addition  of  sulphate  of  alumina  without  soda,  and  to  wash  at  stated 
periods.  During  the  present  year,  suflBcient  soda  has  been  added  to  the 
water  to  maintain  an  alkaline  efSuent  at  all  times,  and  at  all  times  to 
keep  the  amount  of  chemicals  to  the  lowest  possible  amount  consistent 
with  maintaining  an  effluent  of  good  quality.     Sulphate  of  alumina 
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was  added  at  different  times  during  the  year  in  amounts  varying  from 
0.6  of  a  grain  to  2.1  grains  per  gallon,  and  soda  ash  in  amounts  varying 
from  0.3  of  a  grain  to  1.7  grains  per  gallon.  The  cost  of  chemicals, 
given  in  the  tables  below,  has  been  based  upon  sulphate  of  alumina  and 
soda  ash,  each  at  $20  per  ton.  The  filter  was  washed  whenever  the  loss 
of  head  increased  to  such  an  amount  that  a  diminution  of  the  rate 
occurred,  that  is  to  say,  the  practice  of  operation  of  mechanical  filters 
on  a  large  scale  was  followed  as  closely  as  possible. 

With  the  filter  operated  at  the  above  rate,  the  period  which  elapsed 
between  the  addition  of  the  chemicals  and  the  passage  of  the  water  from 
the  sedimentation  tanks  to  the  surface  of  the  filter  was  about  one  hour. 

Good  mechanical  filter. practice  requires  that  the  wash  water  be  passed 
through  the  sand  at  a  rate  of  about  6  gallons  per  minute  per  square 
foot  of  surface  area,  and  the  average  time  required  to  wash  well- 
constructed  filters  is  about  fifteen  minutes.  The  time  required  to  wash 
Filter  No.  216  has  also  been  about  fifteen  minutes,  but  the  filter  has  been 
arranged  in  such  a  manner  that  measurements  of  the  amount  of  wash 
water  could  not  readily  be  made.  For  this  reason,  the  per  cent,  of  wash 
water,  as  given  in  the  tables  below,  has  been  based  upon  the  average 
amount  required  for  filters  in  use  at  other  places. 

The  bacterial  eflBciency  of  the  filter,  even  with  the  larger  amounts  of 
sulphate  of  alumina  and  soda,  was  not  equal  to  that  of  water  filters  of 
other  types. 

TcU>le  showing  RcUe^  Oallons  filtered  between  Washings  and  Amount  of  Coagulant, 

Filter  No.  216, 


Pttriod  of  Operation. 
IINNI. 

Time 
between 
Waahinffs 
(HourtJ. 

MiLLIOK  OaXXOHS  PD 
AOBX. 

(Obaivb  pbb  Oaixov). 

NvMBU  or  Ruin. 

Per 
24  Houn. 

Between 
Waehingt. 

Sulphate  of 
Ahimina. 

SodaAeh. 

Ito     6,  . 

6to   16,  . 
16to  80,   . 
81  to  64,   .        . 
65to  67,   .        . 
68  to  119,   . 
140  to  190,  . 

March  1  to  17, 
Marchl8to29, 
AprUStoll,. 
April  12  to  Jane  22, 
Jane  28  to  80,. 
July  2  to  Sept.  8,    . 
Sept.  U  to  Nov.  80, 

29.96 
10.00 
6.47 
9.86 
17.62 
8.66 
5.75 

78.68 
79.11 
77.61 
79.17 
79.17 
79.47 
72.91 

96.15 
82.99 
17.68 
82.48 
68.12 
28.65 
17.46 

0.68 
0.92 
1.89 
1.89 
1.61 
1.74 
2.14 

0.80 
0.46 
0.94 
1.05 
1.40 
1.56 
1.66 
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Analysei  of  Applied  Water  and  Effluent  during  Different  Buns. 

Merrimack  River  Water  applied  to  filter  No.  216. 

[Pans  per  100,000.] 


^ 

Ammonia.              | 

j 

NiTRoesir  as 

1 

1 

ALBUMDIOm.      1 

^ 

^ 

NuMBXE  or  RVWB. 

1 

a 

1 

1  to      6,       . 

.87 

.0054 

.0174 

.0188 

.29 

.009 

.0002 

.51 

1.0 

6  to    15,      . 

.81 

.0070 

.0186 

- 

.88 

.012 

.0000 

.50 

1.1 

16  CO    90, 

.84 

.0048 

.0126 

.0112 

.11 

.009 

.0000 

.87 

0.9 

81  to    64, 

•42 

.0068 

.0161 

.0185 

.13 

.014 

.0004 

.50 

0.9 

65  to    67, 

.66 

- 

- 

- 

- 

- 

- 

- 

1.1 

68  to  119, 

.49 

.0178 

.0194 

.0171 

.38 

.016 

.0004 

.58 

1.3 

190  to  190, 

.86 

.0268 

.0215 

.0190 

.56 

.015 

.0011 

.61 

1.8 

Effluent  of  Filter  No,  216, 


1  to      6, 

.87 

.0054 

.0188 

- 

.28 

.018 

.0002 

.41 

0.8 

6  to    15, 

.19 

.0062 

.0118 

- 

.46 

.011 

.0002 

.41 

0.9 

16  to    80, 

.06 

.0060 

.0032 

- 

.07 

.007 

.0002 

.18 

0.6 

81  to    64, 

.15 

.0069 

.0091 

- 

.25 

.014 

.0008 

.24 

0.8 

65  to    67, 

.89 

- 

- 

- 

- 

- 

- 

- 

1.1 

68  to  119, 

.18 

.0174 

.0105 

- 

.89 

.018 

.0008 

.28' 

1.1 

120  to  190, 

.08 

.0268 

.0115 

- 

.56 

.017 

.0007 

.22 

1.0 

Removal  of  Coloring  and  Organic  Matter —  Filter  No.  216. 


NlTMBBS  OF 

Ruirt. 

Per  Cent, 
of  Color 
remored. 

P»B   ClHT.  OF  ObOAMIC 

Mattbb  bbmovbd. 

movbd  bt 

Per  Cent. 

ofB.CoU 
remoTedby 
CoeffolAtion 

BndSedi- 

From 

Albmninold 

Ammonia. 

From 

Oxygen 

conmimed. 

CoBffulBtUm 
^Sedi- 

The 
Filter. 

The 
Bytem. 

Ito     5, 
6to   15, 
1610   80, 
81  to   64, 
66to   67, 
68  to  119, 
120tol90, 

0.0 
88.7 
76.5 
64.8 
29.0 
78.5 
77.8 

20.6 
18.2 
74.6 
48.6 

46.9 
46.6 

19.5 
80.5 
64.8 
52.0 

66.6 
68.9 

0.0 
80.5 
48.2 
76.0 
93.6 
80.1 

«■' 

47.6 
74.4 
88.6 
98.8 
86.0 
92.9 
96.9 

47.7 
82.8 
98.5 
98.8 
99.0 
99.2 
98.7 

30.8 
58.3 
85.8 
56.0 
58.4 
84.1 
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Bacterial  BetuUs. 
Filter  No.  216. 


NUMBXB  OF 
RUW8. 

PBB  Cubic  CBMTiimnB. 

Atbsaob  Numbbb  or 

B.  CoLi  PBB  Cinuc 

Cbhtimbtbb. 

ErpLUBNT  or  Filtbb 
(Pbb  Cbitt.  or  Bamplbs 
ooNTAnnNo  B.  Coli.) 

Raw 
Water. 

Effluent 
from 

SetUing 
I^nk. 

Effluent 
from 
Filter. 

Raw 
WBter. 

Effluent 
from 

Settling 
Tank. 

1  0.0. 

14W  C.C. 

1  to      5, 

«  to    16,      . 
16  to    30,      . 
41  to    64,      . 
65  to    67,      . 
68  to  119.      . 
120  to  190.      . 

2,100 
8,600 
8,700 
4,800 
16,700 
15.600 
5,200 

2,100 
2,600 
2,100 
1,200 
1,000 
1,700 
1,700 

1,100 
640 
240 

80 
160 
120 

70 

48 
48 
17 
93 
161 
677 

88 
20 
11 
41 
67 
92 

88.8 
80.0 
11.1 
28.2 
28.6 
42.8 

41.7 
80.0 
66.5 
77.0 
14.8 
67.1 

Cost  of  Chemicals. 
Filter  JTo.  216, 


Per  Gent. 
Waah  Water 

was  of 

Total  Volume 

filtered. 

Cost  or  Chbhicals  pbb  Million  Gal- 
lons riLTBBBI). 

Cost  of 
Chemicala  per 
MUUon  Gal- 
lons Avail- 
able for  Use. 

Numbbb  of  Runs. 

Sulphate  of 
Aluxnina. 

Soda  Ash. 

Total. 

1  to     5  inclasive, 

4.0 

f0  84 

$0  48 

$127 

$182 

6to   15        " 

11.9 

1  83 

064 

197 

224 

16to  30 

22.1 

1  99 

189 

888 

488 

81  to  64        " 

12.0 

1  99 

160 

8  49 

897 

66to  67 

6.7 

280 

200 

430 

4  62 

68  to  119 

18.7 

2  49 

228 

4  72 

546 

120  to  190 

22.4 

806 

288 

544 

7  00 

Relative  Efficiency  of  Mechanical  and  Slow  Sand  Filters. 
It  is  usual,  when  discussing  the  work  of  different  water  filters,  to  hase 
the  relative  eflSciency  of  such  filters  upon  the  percentage  removal  of 
bacteria,  that  removal  being  computed  from  the  averages  of  a  consider- 
able number  of  analytical  determinations.  When  filtering  waters  as 
badly  polluted  as  the  Merrimack  River  water,  a  bacterial  eflSciency  ap- 
proximating 99  per  cent,  should  be  attained,  and  an  average  removal  of 
less  than  97  per  cent,  of  the  bacteria  is  unsatisfactory.  It  may  occasion- 
ally happen,  however,  that,  through  certain  features  in  the  methods  of 
operating  filters,  through  the  agencies  of  scraping  slow  sand  filters  and 
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improper  application  of  chemicals  in  mechanical  filters,  the  removal  of 
bacteria  may  fall  far  below  the  eflSciency  required.  Such  a  lapse,  if  for  a 
few  days  only,  would  not  seriously  affect  the  average  eflBciency  com- 
puted for  a  considerable  period.  Neveriheless,  in  a  water  intended 
for  domestic  consumption,  the  failure  of  the  filter  properly  to  remove 
the  bacteria  for  a  day  might  be  attended  with  serious  injury  to  the 
health  of  the  community  to  which  the  water  is  supplied.  The  element 
of  danger  from  poor  handling  is  less  with  slow  sand  filters  than  with 
mechanical  filters,  the  former  depending  for  their  eflBciency  upon  natural 
agencies  not  likely  to  be  aflEected  by  ordinary  disturbances,  and  the  latter 
depending  on  correct  houriy  treatment.  Some  data  have  been  collected 
in  the  following  table  bearing  on  this  phase  of  the  water  filtration 
problem,  the  results  covering  thiri^en  diflEerent  experimental  filters  and 
two  large  filtration  systems.  In  every  case  the  period  selected  for  com- 
parison has  been  such  that  each  filter  was  being  operated  under  normal 
conditions,  all  analytical  results  obtained  during  the  period  being  in- 
cluded in  the  computations.  From  the  figures  in  this  table  it  is  readily 
seen  that  the  bacterial  eflBciency  of  all  of  these  filters  was  at  times  low. 
The  fluctuations  in  the  daily  eflBciency  were  less,  however,  for  the  slow 
sand  filters  than  for  the  mechanical  filters.  Taking  the  results  of  the 
two  types  of  filters  collectively,  the  slow  sand  filters  had  an  eflBciency  of 
more  than  99  per  cent.,  42  per  cent,  of  the  time;  of  more  than  98  per 
cent.,  64  per  cent,  of  the  time ;  and  below  95  per  cent.,  13  per  cent,  of  the 
time;  while  the  mechanical  filters  had  an  eflBciency  of  99  per  cent.,  or 
more,  32  per  cent,  of  the  time ;  of  more  than  98  per  cent.,  49  per  cent,  of 
the  time ;  and  of  less  than  96  per  cent.,  28  per  cent,  of  the  time. 

Comparison  of  Bacterial  Removed  by  Some  Water  Filters  of  Various  Types. 

Slow  Sand  Filters. 


Filter  No.  8,  before  refilling, 
Filter  No.  8,  after  refilling, 
Lawrence  city  filter,   . 
FUterNo.219, 
Filter  No.  «»0, 

Washington,  Experimental 

Filter  A 
Cincinnati,    Experimental 

Filter  No.  U. 


Period. 


Jan.  1,  1906,  to  April  9, 

1906,  incluBive. 
May  26  to  Aug.  81,  1906, 

inclasive. 
Jan.  1,  1905,  to  Aug.  81, 

1906,  inclasive. 
Jan.  1,  to  Aug.  81,  1906, 

inclusive. 
Dec.  1,  1906.  to  Aug.  81, 

1906,  inclusive. 
Dec,  1899,  to  Feb.,  1900, 

inclusive. 
April  to  Sept.,  1898,  in- 

elusive. 


160 


PSR 


Cbnt.  op  AifALTtn  SHownfo  a 
Bactbbial  EpriciBncT  or 


§£ 

^ 


9| 

u 

Is 


3| 

h 

Is 


3| 
11 


S 


8 
8 
2 
6 

16 
2 
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Comparison  of  Bacterial  Bemoval  by  Some  Water  Filters  of  Variotis  Types  — 

Concluded. 

Mechanical  Filters, 


Filter  No.  216,       . 

Filter  JJ. 

J©w<*ll  Filter. 
Plttfiimt^^    EiEpcil  mental 

Jeweimiter. 
Flttflburg^hj    Experjajentiil 

WnrraD  Filter. 
Kew  Orleaos*  Ejcpcrltnental 

Filter  No.  L 
New  OrlwiUJ*.  EjcperimentJil 

Filter  No.  4. 
Little  Falls, . 


Period. 


Jan.  to  Aug.,  1906,  inchi- 

sive. 
Dec.  to  Feb.,  1900,  inclo- 

slve. 
Oct.  1,  1896,  to  Jan.  25, 

1899,  inclaeive. 
Feb.,  March.  April,  July 

and  Aug.,  1898. 
Feb.,  March,  July   and 

Ane.,  1898. 
Jan.  to  Ang.,  1901,    . 

Jan.  to  Aug.,  1901,    . 

Mar.,  1908,  and  Oct.,  1904, 


I 

114 
61 
201 
141 
106 
290 
SSI 
62 


PSR 


CsMT.  or  Akaltsbs  Showiho  a 
Bactksial  EmcisvoT  of 


II 


si 


s 

It 


22 
15 
8 
8 
5 
81 
SI 
6 


Filter  No.  317. 
This  filter,  34oooo  of  an  acre  in  area,  and  containing  10  feet  in  depth 
of  sand  of  an  eflEective  size  of  0.26  millimeter,  was  started  Oct.  11, 
1906,  to  study  the  effect  of  operating  a  filter  containing  a  considerable 
depth  of  sand  at  a  high  rate  with  a  very  polluted  water.  From  October 
11  to  October  14,  inclusive,  Merrimack  Eiver  water  was  applied,  and 
from  October  16  to  November  30,  inclusive,  the  applied  water  consisted 
of  river  water,  with  8  per  cent,  by  volume  of  strained  sewage.  The  filter 
was  operated  at  a  rate  of  7,600,000  gallons  per  acre  daily,  and  was  scraped 
once  during  the  short  period  of  its  operation. 
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Water  and  Sewage  developing  at  Different 
Temperatures. 


By  Stkphek  DeM.  Gage, 
Biologist  at  the  Lawrence  Experiment  Station. 
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ON  THE  SIGNIFICANCE  OF  THE  NUMBERS  OF  BACTERU  IN 
WATER  AND  SEWAGE  DEYELOPING  AT  DIF- 
FERENT TEMPERATURES. 


By  Stephen  DeM.  Gage, 
Biologist  at  the  Lawrence  Experiment  Station. 


With  the  inception  of  bacterial  methods  of  water  analysis  it  was 
believed  that  a  determination  of  the  numbers  of  bacteria  would  prove  a 
good  index  to  the  character  of  a  water.  As  the  variety  of  bacteria  in 
waters  has  become  better  understood,  however,  it  has  come  to  be  recog- 
nized that  the  counts  of  the  number  of  bacteria  developing  on  gelatin 
or  agar  plates,  while  usually  indicating  in  some  measure  whether  the 
water  is  good  or  bad,  are  occasionally  entirely  at  variance  with  the  facts. 
Determinations  of  specific  types  of  bacteria,  such  as  the  colon,  sporogenes 
and  sewage  streptococcus  groups,  have  proved  of  very  great  value  in 
aiding  us  to  make  a  correct  interpretation  of  our  bacterial  counts,  but 
even  these  tests  are  not  infallible,  and  may  at  times  lead  us  into  error. 

The  chemist  makes  determinations  of  six  or  more  different  factors, 
and  knowing  the  influence  which  pollution  may  exeri;  on  each  factor, 
and  upon  their  relation  to  one  another,  he  is  able  to  make  an  interpreta- 
tion of  the  significance  of  the  complete  analysis  with  a  considerable  degree 
of  accuracy.  On  the  other  hand,  the  bacteriologist  usually  determines 
collectively  the  number  of  bacteria,  and  perhaps  makes  a  qualitative  test 
for  some  one  type.  Should  the  chemist  confine  himself  to  a  determina- 
tion of  the  total  nitrogen  in  a  sample,  instead  of  expressing  that  element 
in  terms  of  albuminoid  ammonia,  free  ammonia,  nitrates  and  nitrites, 
with  perhaps  an  additional  qualitative  test  for  chlorine,  his  interpretation 
would  be  on  much  the  same  plane  as  that  of  the  bacteriologist.  He  would 
still  have  one  advantage,  however,  in  that  he  could  complete  his  analysis 
and  arrive  at  some  sort  of  a  conclusion  within  a  few  hours  after  the 
sample  was  received,  while  the  determinations  of  bacteria  would  require 
some  days.  In  order  that  the  bacterial  determinations  may  reach  the 
same  plane  of  usefulness  as  the  chemical  analysis,  it  is  essential  that  the 
procedures  be  so  modified  that  they  shall  yield  more  complete  information 
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regarding  the  various  kinds  of  bacteria  in  the  water  under  examination, 
and  that  they  shall  yield  that  information  within  a  reasonably  short  time. 

As  in  many  other  water  laboratories,  this  subject  has  received  serious 
consideration  at  the  Lawrence  Experiment  Station  during  the  past 
fifteen  years,  and  the  results  of  many  investigations  bearing  on  one  phase 
or  another  of  the  problem  have  been  repori;ed  from  time  to  time.  It  is 
the  belief  of  the  writer  that  the  ultimate  solution  of  the  problem  will 
come  through  the  classification  of  the  bacteria  in  water  into  groups  by  the 
selective  action  of  different  media  and  different  temperatures,  and  it  is 
proposed  to  repori;  here  the  results  of  some  recent  investigations  upon 
the  value  of  determinations  of  the  numbers  of  bacteria  by  counts  of  agar 
and  litmus-lactose-agar  plates  incubated  for  short  periods  at  temperatures 
of  20%  30%  40**  and  50°C. 

The  determination  of  numbers  of  bacteria  on  gelatin  or  agar  plates, 
incubated  at  room  temperature,  is  the  usual  practice.  Determinations  of 
the  numbers  developing  at  40 '^  are  beginning  to  be  used  as  their  sig- 
nificance becomes  better  understood.  A  few  investigations  have  been 
made  of  the  occurrence  and  numbers  of  bacteria  in  water  and  sewage 
which  are  able  to  develop  at  50  °C.  and  above,  but  up  to  the  present  time 
little  practical  application  has  been  made  of  such  procedure.  No  com- 
prehensive study  of  the  numbers  of  bacteria  in  different  classes  of  waters 
which  are  able  to  develop  on  plates  incubated  at  30 ''C.  has  been  reported, 
although  it  is  reasonable  to  suppose  that  such  a  temperature  would  prove 
favorable  for  the  growth  of  a  large  proportion  of  the  total  bacteria  during 
a  short  period  of  incubation. 

The  use  of  litmus-lactose-agar  in  connection  with,  or  as  a  substitute 
for,  the  ordinary  gelatin  or  agar  in  the  determination  of  numbers  of 
bacteria  is  slowly  gaining  a  foothold  in  many  laboratories,  its  advantage 
being  that  it  permits  a  distinction  to  be  made  between  the  types  of 
bacteria  which  do  and  do  not  produce  acid  fermentation  of  lactose.  In 
the  investigations  recorded  further  on,  both  agar  and  litmus-lactose-agar 
plates  were  incubated  at  all  temperatures,  but  the  total  numbers  of  bac- 
teria were  so  nearly  alike  in  all  cases  that  the  numbers  appearing  on  the 
agar  plates  have  been  omitted  in  many  cases.  Owing  to  the  slow  growth 
of  bacteria  at  20*^0.  it  is  impossible. to  obtain  counts  in  less  than  forty- 
eight  hours  on  plates  incubated  at  that  temperature,  and  it  is  usual  to 
employ  an  incubation  period  of  three  to  four  days;  and  at  Lawrence  it 
has  always  been  the  custom  to  incubate  the  plates  for  four  days. 

With  the  use  of  higher  temperatures,  and  the  more  rapid  growth  of 
bacteria  at  such  temperatures,  it  becomes  possible  to  adopt  a  shorter 
period  of  incubation.  Since  the  aim  of  the  investigation  has  been  to 
make  the  results  of  bacterial  determinations  available  at  the  earliest  possi- 
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ble  moment^  a  xmiform  incubation  of  twenty-four  hours  on  all  plates 
grown  at  temperatures  higher  than  20**  C.  has  been  adopted,  consequently 
the  numbers  of  bacteria  included  in  the  discussion  and  tables  beyond, 
unless  otherwise  stated,  were  obtained  on  plates  incubated  four  days  at 
20**C.,  and  twenty-four  hours  at  30°,  40®  and  60°C.  respectively. 

In  comparing  the  analytical  results  obtained  from  different  waters, 
or  from  different  samples  of  the  same  water,  it  is  usual  to  express  the 
results  of  such  comparison  as  the  proportion  which  exists  between  the 
two.  The  mathematical  expression  of  the  ratios  between  the  results 
of  different  determinations  is  less  common,  and  has  hitherto  been  con- 
fined to  the  chemical  side  of  the  analysis.  That  the  time  required  to 
compute  such  ratios  is  well  repaid  by  the  additional  information  which 
they  may  convey  will  be  shown  further  on. 

The  data  used  in  the  discussion  and  tables  have  been  obtained  in  part 
by  recomputation  of  certain  of  the  routine  residts  obtained  during  the 
past  nine  years  and  in  part  from  special  studies  of  the  relative  coimts 
of  bacteria  obtained  on  plates  incubated  at  different  temperatures.  In 
addition  to  the  incubators  regularly  operated  at  20**  C.  and  40**  C,  we 
have  one  spare  incubator,  which  has  been  operated  part  of  the  time  at 
30®C.  and  part  of  the  time  at  SO^'C.  In  considering  the  significance  of  the 
numbers  of  bacteria  and  the  numbers  of  acid-producing  bacteria  deter- 
mined at  the  different  temperatures,  it  is  therefore  necessary  to  divide 
the  results  into  two  series.  The  two  experiments  covered  much  the  same 
classes  of  water,  and  included  determinations  at  20 ®C.  and  at  40 °C.  of 
bacteria  and  acid-producers  common  to  both  experiments.  No  direct  com- 
parison, however,  was  possible  between  the  results  obtained  at  30  ®C.  and 
50 °C.,  and  we  are  forced  to  make  such  a  comparison  indirectly  through 
the  counts  at  20*'C.  and  40®C.  It  should  be  further  borne  in  mind  that, 
while  the  series  containing  the  50 °C.  counts  covered  a  wide  range  of 
samples,  only  5  samples  were  used  from  each  of  the  several  sources,  and 
these  samples  were  all  collected  within  a  limited  period  of  time.  For 
this  reason  the  results  of  this  series,  while  indicative  of  the  results  which 
might  be  obtained  in  practice,  should  not  be  taken  as  conclusive  evidence 
of  the  value  of  the  50**  counts.  On  the  other  hand,  the  results  obtained 
in  the  30®  series,  while  covering  a  smaller  range  of  waters,  were  obtained 
from  the  examination  of  over  400  samples,  collected  during  a  period  of 
many  months. 

Determinations  of  the  numbers  of  bacteria  producing  acid  fermenta- 
tion of  lactose  at  40®C.  in  twenty-four  hours  have  been  made  a  part  of 
the  routine  analyses  of  polluted  waters  during  the  past  nine  years,  the 
results  of  these  determinations  being  reported  as  the  number  of  B.  coli, 
although  strictly  speaking  only  about  80  to  90  per  cent,  of  such  bacteria 
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are  of  the  colon  type.  During  the  past  two  years,  counts  of  the  total  num- 
ber of  bacteria  developing  in  twenty-four  hours  at  40*'C.  have  been  re- 
corded, and  during  1906  determinations  at  both  20^  and  40®  have  been 
made  on  a  considerable  proportion  of  all  samples.  A  description  of  the 
various  sewages,  waters  and  effluents  from  sewage  and  water  filters  em- 
ployed in  the  investigation  is  contained  in  the  chapters  on  "  Sewage  ^'  and 
"  Water  Purification  ''  and  it  is  unnecessary  that  they  be  reproduced  here. 
Under  the  title  of  "  Ponds ''  are  included  numerous  samples  from  two 
large  ponds,  both  of  which  are  used  for  water  supply.  The  watersheds  of 
both  of  these  ponds  are  under  sanitary  control,  but  both  are  used  more  or 
less  for  pleasure  purposes  in  the  summer,  and  are  subject  to  occasional 
contamination.  The  driven-well  samples  were  from  two  series  of  wells, 
less  than  50  feet  deep,  used  as  water  supply.  Under  "  Shallow  WeUs  ^' 
are  included  samples  from  15  difl'erent  wells,  the  results  from  both  good 
and  polluted  wells  being  averaged.  In  tables  where  results  from  two 
wells  are  given,  "  No,  1  ^^  is  of  excellent  quality,  while  "  No.  2  ^^  is  badly 
polluted.  Samples  from  two  different  springs,  both  of  good  quality,  are 
included. 

Eelative  Numbers  of  Bacteria  at  20**,  SO"*,  40"*  and  50''C. 

In  Table  No.  1  are  shown  the  average  nimibers  of  bacteria  and  of  acid- 
producers  obtained  with  different  waters  on  plates  incubated  at  20 °C., 
30°C.  and  40*'C.  Prom  the  figures  in  this  table  it  is  seen  that  the  num- 
bers obtained  at  the  different  temperatures  agree  in  general  with  the 
character  of  the  water  under  examination.  The  counts  obtained  at  30* 
were  larger  than  those  at  40°  in  every  instance  when  dealing  with  pol- 
luted water,  but  there  was  little  difference  in  these  counts  when  dealing 
with  water  of  good  quality.  This  fact,  however,  would  be  an  advantage 
rather  than  otherwise,  since  the  use  of  30°  counts  would  give  us  a  much 
sharper  distinction  between  good  and  bad  waters  than  would  counts  at 
40°,  and  would  allow  this  distinction  to  be  made  in  a  minimum  time, 
twenty-four  hours,  as  compared  with  two  to  four  days  required  to  obtain 
the  20°  counts. 

The  average  numbers  of  bacteria  and  the  numbers  of  acid-producers 
determined  at  20°,  40°  and  50°  on  5  samples  each  from  26  different 
sources  are  shown  in  Table  No.  2.  In  general  the  numbers  of  bacteria 
at  20°  and  40°,  and  the  numbers  of  acid-producers  determined  at  those 
temperatures,  are  large  or  small  as  the  water  is  polluted  or  non-polluted, 
confirming  the  findings  previously  discussed  under  the  30°  series.  The 
most  significant  results  are  those  obtained  for  the  two  shallow  wells.  The 
number  of  bacteria  determined  at  20°  is  higher  in  Well  No.  1  than  in 
Well  No.  2.    Well  No.  2  is  in  a  thickly  settled  community,  with  vaults 
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and  cesspools  in  close  proximity,  while  Well  No.  1,  situated  in  an  open 
field  upon  the  top  of  a  hill,  is  removed  from  any  chance  of  pollution. 
Chemical  analyses  extending  over  a  period  of  some  years  indicate  that 
Well  No.  1  is  free  from  pollution,  and  that  Well  No.  2  is  seriously  pol- 
luted. The  sanitary  survey  and  chemical  analyses  are  confirmed  by  the 
bacterial  count  at  40®  and  by  the  numbers  of  acid-producers  developing 
at  20°  and  40°,  showing  that  the  large  numbers  of  bacteria  determined 
at  20°  in  Well  No.  1  are  of  a  harmless  character. 

The  numbers  of  .bacteria  and  the  acid-formers  determined  at  50 °C. 
confirm  the  results  of  determinations  at  20°  and  40°,  but  the  distinction 
between  different  classes  of  waters  is  more  marked  than  by  determinations 
at  the  lower  temperatures.  It  is  noticeable  that  the  60°  bacteria  in  the 
effluents  from  the  contact  Filters  Nos.  175  and  176  were  higher  than 
in  the  regular  sewage  which  was  applied  to  those  filters,  and  the  numbers 
in  the  effluent  of  contact  Filter  No.  251  were  larger  than  in  the  septic 
sewage  with  which  it  was  operated.  On  the  other  hand,  the  numbers 
in  the  effluents  from  the  trickling  filters  were  small,  and  this  type  of 
bacteria  was  either  entirely  lacking,  or  present  in  insignificant  numbers, 
in  the  effluents  from  the  sand  filters.  The  distinction  between  the  river 
water  and  the  filtered  waters  is  not  very  well  marked,  but  a  class  distinc- 
tion between  the  river  water  and  the  filtered  river  waters,  and  the  ponds, 
wells  and  springs,  is  indicated  by  the  entire  absence  of  this  type  of  organ- 
isms in  the  latter  class  of  waters.  The  occurrence  of  50°  acid-producing 
bacteria  is  also  significant,  this  type  of  organisms  being  absent  from 
the  effluents  from  three  out  of  four  of  the  intermittent  sewage  filters, 
and  practically  absent  from  the  fourth,  while  they  were  present  in  greater 
or  smaller  numbers  in  the  sewages  and  in  the  effluents  from  the  contact 
and  trickling  filters  through  which  the  sewage  passed  more  rapidly.  The 
presence  of  such  small  numbers  of  this  type  of  bacteria  in  the  polluted 
river  water,  and  of  similar  numbers  in  the  effluents  from  the  primary 
water  filters,  cannot  be  accounted  for  at  the  present  time. 

We  have  learned  by  past  experience  that  nearly  all  of  the  bacteria 
capable  of  forming  colonies  at  20 °C.  will  manifest  themselves  in  four 
days,  this  being  also  true  of  the  acid-producing  bacteria.  In  general, 
sources  which  are  polluted  show  maximxmi  growth  in  two  days  at  20° 
in  20  to  40  per  cent,  of  the  samples,  while  none  of  the  samples  of  purer 
waters  show  maximum  growth  until  the  third  day  or  later.  There  are 
some  exceptions  to  this  rule,  and  a  small  percentage  of  samples  of  both 
classes  may  not  show  maximum  growth  until  the  seventh  day  or  later. 
At  40° C.  and  60° C.  nearly  all  the  bacteria  and  acid-producers  capable  of 
developing  at  these  temperatures  are  shown  by  a  count  made  after  twenty- 
four  hours.    At  30 °C.,  however,  our  twenty-four-hour  counts  show  us  only 
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30  to  50  per  cent,  of  the  bacteria  which  would  be  able  to  produce  colonies 
if  the  period  of  incubation  were  increased  to  two  or  three  days.  The  re- 
sults of  determinations  of  acid-producing  bacteria  at  20**  divide  themselves 
naturally  into  groups.  All  of  the  samples  of  sewage  and  effluents  from 
sewage  filters,  and  over  80  per  cent,  of  the  polluted  waters  and  effluents 
from  sewage  filters,  contained  bacteria  of  this  type,  the  percentage  for 
shallow  wells  dropping  to  70,  for  pond  water  to  60,  and  for  deep  wells  to 
40.  The  springs  differed  from  the  other  relatively  pure  waters  in  that  all 
samples  contained  acid-producing  bacteria.  At  30 °C.  the  percentage  of 
samples  showing  growth  and  acid-producing  bacteria  is  generally  indica- 
tive of  the  quality  of  the  water,  becoming  less  as  the  quality  of  the  water 
improves.  The  same  rule  holds  for  the  determinations  made  at  40**C., 
the  distinction  between  samples  known  to  have  been  polluted  recently, 
even  although  they  have  been  subjected  to  purification,  and  samples 
from  sources  whose  chance  of  pollution  is  more  remote,  being  especially 
well  marked.  The  driven-well  waters  showed  entire  absence  of  bacteria 
growing  at  this  temperature.  The  distinction  between  sewage  and  pol- 
luted water  before  filtration,  and  the  effluents  from  sewage  and  water 
filters,  is  shown  by  the  smaller  per  cent,  of  samples  from  the  filtered 
sources  which  contain  bacteria  and  acid-producing  organisms  capable 
of  developing  at  50**C.  Bacteria  of  these  types  occurred  only  in  a  small 
percentage  of  the  samples  from  ponds  and  shallow  wells,  and  were  entirely 
absent  from  samples  from  springs  and  driven  wells. 


Table  No.  1.  —  Average  Number  of  Bacteria  and  Add- Producers  developing  at 
2(P,  30""  and  4(PG.,  with  Different  Classes  of  Water, 

AOID-PBODUOINO  BaCTBSIA. 

20OC. 
(4  Days). 

30°  C. 
(24  Hours). 

40°  C. 
(24  Hours). 

20°  C. 
(4  Days). 

30°  0. 
(24  Hours). 

40°  C. 
(24  Hours). 

Canal, 

4,100 

450 

81 

940 

142 

44 

Intake,      . 

fi,000 

610 

122 

660 

173 

42 

AppUed216,      . 

2,000 

203 

46 

687 

fi5 

28 

Filter  No.  216,   . 

180 

8 

27 

8 

ft 

niter  No.  29Q,  . 

80 

18 

11 

2 

1 

City  filter, 

23 

2 

6 

1 

2 

Pond  No.  1,       . 

12 

0 

2 

0 

0 

Pond  No.  2,       . 

17 

1 

1 

0 

1 
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Table  No.  i.— Average  Number  of  Bacteria  and  Add-Producen  developing  at 
2(P,  40°  and  SO°C.,  rvith  Different  Olatses  of  Water. 


BAcmuA 

ram  Cubic  Cairrniana. 

20°  C. 

40°  C. 

60°  C. 

.     20°  C. 

40°  C. 

50°  C. 

(4i>*yt). 

(M  Hours). 

(24  Hoars). 

(4Dsy8). 

(24  Hours). 

(24  Hours). 

Regular  sewage, 

!»»*^»5S 

667,600 

7,700 

1,940,000 

846,000 

4,400 

Station  sewage, 

1,676,000 

860,000 

29,500 

1,082,000 

288.000 

24,900 

Septic  sewage, 

486,000 

li6,600 

410 

241,000 

90,000 

240 

Sand  filters:  — 

No.  1.      . 

1,640 

1,876 

2 

2,860 

1,196 

1 

No.  2,      . 

85 

4 

0 

29 

2 

0 

No.  4,      . 

1,800 

180 

1 

846 

119 

0 

No.  9.      . 

670 

170 

2 

1,046 

164 

0 

Trickling  filters:— 
No.  1S6.  . 

15,500 

1,780 

154 

16,200 

1,860 

100 

No.  186,  .       . 

28,800 

2fi80 

64 

16,000 

1,180 

90 

Contact  filters:  — 

No.  17ft,  . 

146,600 

26,100 

8,800 

112,400 

22.700 

8,000 

No.  176,  . 

880,000 

69,800 

8,000 

292,000 

45,000 

8,000 

No.^Kfl.  .        .        . 

806,000 

89,600 

486 

198,000 

46,000 

200 

Canal, 

16,400 

112 

6,700 

87 

2 

Intake,      . 

16,000 

207 

2,600 

.     184 

2 

AppUed  il6,     . 
FHter  No.  8.      . 

^•^ 

212 
8 

1,660 
6 

•       66 

1 

1 
1 

Filter  No.  216,  . 

716 

170 

269 

101 

1 

Filter  No.  243,  .    .  . 

62 

1 

16 

0 

0 

Ciiy  filter. 

160 

22 

14 

17 

1 

City  water,       . 

64 

6 

11 

8 

1 

Pond  No.  1,       . 

27 

1 

8 

1 

0 

Pond  No.  2, 
Brlyen  wells.    . 
ShaUowWellNo.l,. 

71 

8 

80 

6 

0 

41 

0 

0 

0 

0 

1,000 

2 

8 

1 

0 

Shallow  Well  No.  2,. 

607 

72 

82 

66 

0 

Spring  No.  1,    . 

49 

0 

6 

0 

0 

Spring  No.  2,    . 

80 

2 

8 

2 

0 

In  Table  No.  3  are  shown  the  various  bacterial  ratios  for  the  deter- 
minations at  20°,  30**  and  40°C.  Certain  distinctions  between  the  dif- 
ferent waters  are  brought  out  by  these  ratios  which  do  not  appear  in  the 
numbers  of  bacteria.  In  the  first  two  columns  are  shown  the  per  cent, 
which  the  numbers  of  bacteria  determined  at  30®  and  40®  after  twenty- 
four  hours^  incubation  are  of  the  total  bacteria  determined  at  20®  after 
four  days^  incubation.  From  these  figures  we  see  that,  with  one  excep- 
tion, a  much  greater  percentage  of  the  total  bacteria  is  determined  at 
30®  for  polluted  waters  than  for  the  pure  waters;  that  is  to  say,  the 
distinction  between  pure  and  polluted  waters  is  emphasized  by  the  30® 
counts.  On  the  other  hand,  the  distinction  is  less  marked  with  the 
counts  at  40®,  as  is  shown  by  the  fact  that  the  ratios  are  greater  for  the 
good  waters  than  for  the  polluted  waters.  If  we  assume  that  the  presence 
of  bacteria  capable  of  rapid  growth  at  40  degrees  is  an  indication  that  a 
water  contains  sewage  bacteria,  the  fact  that  the  proportion  which  such 
bacteria  form  of  the  total  number  present  is  greater  in  good  than  in 
polluted  waters  might  signify  that  bacteria  of  this  type  are  less  com- 
pletely removed  by  filtration  than  other  bacteria  .present  in  the  imfiltered 
water.  The  efficiency  of  filtration  is  well  proved,  however,  at  the  present 
time. 
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No  such  lesson  is  apparent  in  the  ratios  between  the  total  bacteria  at 
20**  and  the  acid-producing  bacteria  at  30°  and  40**,  the  values  for  the 
raw  waters  and  filtered  waters  being  much  the  same.  A  sharp  distinc- 
tion is  noted  between  the  ponds  and  the  other  samples  in  the  30  **  values, 
although  this  distinction  does  not  appear  in  the  40°  values. 

The  bacterial  ratios  for  the  different  waters  included  in  the  50°  series 
are  shown  in  Table  No.  4.  In  general,  the  20°-40°  bacteria  ratios  and  the 
ratios  between  the  20°  bacteria  and  the  40°  acid-producers  were  much 
greater  for  the  sewage  and  the  eflBuents  from  sewage  filters  than  for  the 
other  waters,  although  there  are  a  few  exceptions  to  this  rule.  The  20°- 
40°  ratios  for  the  polluted  river  water  in  each  case  were  much  less  than 
the  corresponding  ratios  for  Applied  216  and  for  the  eflSuents  from  water 
Filters  Nos.  8  and  216  and  the  city  filter,  indicating  that  the  removal 
of  the  ordinary  water  bacteria  by  coagulation  and  sedimentation,  and  by 
filtration,  is  greater  than  is  the  removal  of  bacteria  capable  of  developing 
at  40°,  as  previously  noted  in  the  discussion  of  the  30°  series.  The 
peculiar  significance  in  the  ratios  between  the  bacteria  and  the  acid- 
formers  at  20°  appears  to  be  in  the  much  larger  ratios  obtained  for 
sewages  and  the  effluents  from  sewage  filters  than  for  the  other  waters 
examined.  This  distinction  does  not  hold  true  for  the  40°  and  50° 
bacteria-acid-producing-organism  ratios,  the  high  and  low  values  being 
distributed  among  all  classes  of  waters. 


Tablb  No.  3  —  Bacterial  Ratios  for  Different  Classes  of  WcUers;  20^,  30°  and 

4(PC,  Series, 


Ratio  bitw«eic  Total 

Bactbria  at  20° 

AMD  Bagtbiua 

DSVSLOPniO  AT  — 

AND    NUKBSB  Or  ACID- 

PBODUOmO  Bactbbia 

AT  — 

TURB  AND  AOID-PBODUCINO 

Baotbsia  at  that  Tbm- 

PSEATUBB. 

ao^c. 

4SPC. 

30°  C. 

40°  C. 

20°  C. 

30°  C. 

40°  C. 

Canal,      . 

12.20 

1.97 

3.46 

1.07 

28 

82 

64 

Intake,     . 

12.88 

2.44 

3.46 

0.84 

13 

28 

84 

AppUed216, 

10.16 

2.30 

2.76 

1.40 

27 

27 

61 

Filter  No.  216, 

4.45 

8.89 

1.67 

2.78 

15 

38 

71 

Filter  No.  220, 

22.60 

6.25 

2.50 

1.26 

14 

11 

20 

City  filter, 

8.70 

17.40 

4.35 

8.70 

26 

50 

50 

Pond  No.  1, 

0.00 

8.33 

0.00 

0.00 

16 

0 

0 

Pond  No.  2, 

5.90 

6.90 

0.00 

5.90 

6 

0 

100 
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Table  No.  4.—  Bacterial  Ratios  for  Diferent  ClasHs  of  Waters  20°,  40°  and 

50°C.  aeries. 


Ratio  BBTwauf  Total 
DBVBLOPiiro  at — 

Ratio  bttwum  Totai. 

Ratio  bktwkbii  NmiBaa  or 

BAcmtiA  AT  20^ 

AHD  NuMBSR  or  Acm- 

TUma  AHD  AciD-PaODDCIXO 

PBODUCIHO 

Bactbbia 

Baotxbia  at  that  Tbm- 

AT 

— 

mATXTBa. 

40PC. 

50°  C. 

40^  C. 

50^0. 

20°  C. 

i 

40PC. 

60°  C. 

Begular  sewage,     . 

19.00 

0.28 

11.60 

0.16 

48 

63 

57 

Station  sewage, 

21.60 

1.80 

16.90 

1.49 

62 

79 

84 

Septic  sewage, 
Sand  Filter  No.  1,    . 

26.00 

0.08 

18.60 

0.06 

60 

71 

59 

83.80 

1.22 

72.80 

0.61 

- 

87 

60 

Sand  Filter  No.  2,    . 

11.40 

0.00 

6.70 

0.00 

88 

60 

00 

Sand  Filter  No.  4.   . 

10.00 

0.08 

9.20 

0.00 

27 

92 

00 

Sand  Filter  No.  9,    . 

26.30 

0.80 

23.00 

0.00 

91 

00 

Trickling  filters:  — 

No.  iss; . 

U.20 

0.96 

8.80 

0.66 

98 

78 

65 

No.  136. .  .     . 
Contact  filters:  — 

8.70 

0.28 

5.10 

0.09 

69 

58 

87 

No.  17ft, 

17.70 

6.70 

16.50 

6.50 

76 

87 

96 

No.  176, 

15.20 

2.10 

11.50 

2.10 

76 

76 

100 

No.  «61, 

29.80 

0.16 

16.00 

0.07 

68 

51 

41 

Canal,       .       .       . 

0.68 

0.06 

0.03 

O.Ol 

41 

78 

40 

Intake,     . 

1.22 

0.02 

0.79 

0.01 

15 

66 

50 

Applied  216,     . 
Fflfer  No.  8,     . 
Filter  No.  216,  . 

7.66 

0.07 

2.86 

0.04 

68 

81 

50 

9.40 

8.12 

8.12 

8.12 

19 

83 

100 

28.80 

0.28 

14.10 

0.14 

86 

69 

60 

Filter  No.  248. . 

1.61 

0.00 

0.00 

0.00 

26 

00 

00 

City  filter. 

14.70 

0.67 

11.85 

0.67 

9 

77 

100 

City  water. 

7.80 

1.66 

4.70 

1.66 

17 

60 

100 

Fond  No.  1.      . 

8.70 

0.00 

8.70 

0.00 

80 

100 

00 

Pond  No.  2,      . 
Driven  wells,  . 

11.26 

0.00 

7.40 

0.00 

42 

63 

00 

0.00 

0.00 

0.00 

0.00 

00 

00 

00 

Shallow  WeU  No.  1, 

0.20 

0.00 

0.10 

0.00 

00 

60 

00 

Shallow  Well  No.  2. 

14.20 

0.00 

10.80 

0.00 

16 

76 

00 

Spring  No.  1,   . 

0.00 

0.00 

0.00 

0.00 

12 

00 

00 

Spring  No.  2,  . 

2.60 

0.00 

2.60 

0.00 

10 

100 

00 

Bacterial  Determinations  at  20°  and  40*^C. 

In  addition  to  the  results  obtained  in  the  30®  and  50°  series  previously 
discussed,  we  have  somewhat  more  extended  information  regarding  the 
relation  between  the  numbers  of  bacteria  developing  at  20°  and  at  40°C. 
Comparative  counts  at  the  two  temperatures  are  available  on  samples 
collected  at  least  three  times  a  week  throughout  the  past  two  years  from 
four  different  polluted  sources ;  these  being  Merrimack  Eiver  at  the  intake 
of  the  city  filter,  and  from  the  north  canal  at  the  Experiment  Station, 
river  water  which  has  been  treated  by  coagulation  and  sedimentation, 
and  river  water  in  which  the  pollution  has  been  increased  by  the  addition 
of  more  sewage. 

The  averages  of  the  determinations  of  bacteria  at  20°  and  40°C.,  and 
the  corresponding  bacterial  ratios  on  samples  of  the  intake,  canal,  Applied 
216  and  Applied  219,  are  shown  in  Table  No.  5.  Comparing  the  canal 
results  with  those  from  Applied  216,  the  yearly  averages  show  us  that 
treatment  of  the  canal  water  by  coagulation  and  sedimentation  removed 
about  one-half  of  the  bacterial  contents  of  the  water.    On  the  other  hand, 
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the  ratios  show  us  that  the  removal  of  bacteria  capable  of  growing  at  40** 
and  of  B.  coli  was  less  than  that  of  the  total  bacteria.  Furthermore, 
while  the  monthly  fluctuation  in  the  numbers  of  total  bacteria,  of  bacteria 
growing  at  40**  and  of  B.  coli  was  less  in  the  Applied  216  than  in  the 
canal,  the  fluctuation  in  the  ratios  between  these  numbers  was  much 
greater. 

Comparing  the  canal  with  Applied  219,  we  find  that  by  adding  a  small 
proportion  of  sewage  to  the  water  we  have  increased  our  bacterial  con- 
tent, as  shown  by  higher  values  on  all  three  determinations ;  but  by  com- 
paring our  ratios  we  find  that  we  have  increased  the  class  of  bacteria 
developing  at  40**,  in  which  must  be  included  the  disease  germs,  in  a  much 
larger  proportion  than  we  have  increased  the  total  bacterial  content. 
The  fluctuation  in  the  numbers  of  the  different  classes  of  bacteria  and 
the  fluctuation  in  the  ratios  between  these  numbers  correspond  fairly 
well  with  the  probable  difference  in  the  character  of  the  two  waters.  In 
other  words,  our  ratios  indicate  that  both  Applied  216  and  Applied  219 
were  more  dangerous  from  a  sanitary  standpoint  than  the  difference 
between  their  total  bacterial  counts  and  the  count  on  the  canal  water 
would  indicate. 

During  1906,  in  addition  to  the  usual  20*^  counts,  and  qualitative  tests 
for  B.  coli,  counts  of  the  bacteria  and  acid-formers  at  40**  have  been 
made  on  a  considerable  proportion  of  samples  of  eflSuents  from  the  ex- 
perimental warter  filters  at  the  station  and  from  the  Lawrence  city  filter, 
and  the  average  results  and  the  corresponding  bacterial  ratios  are  shown 
in  Table  No.  6.  The  ratio  figures  on  these  filtered  waters  are  character- 
istically different  from  those  for  the  unfiltered  waters,  the  ratio  between 
the  20**  bacteria  and  40**  bacteria  and  that  between  the  20°  bacteria  and 
the  B.  coli  for  the  filtered  waters  being  many  times  greater  than  those 
for  the  raw  waters.  Comparing  the  ratios  for  the  different  filters  we 
observe  that  the  effluents  from  the  secondary  Filters  Nos.  218  and  244 
differ  from  those  for  the  primary  filter  in  that  they  contained  a  very 
much  smaller  proportion  of  B.  coli.  The  similarity  between  the  three 
sets  of  ratios  for  the  city  filter  and  Filter  No.  8  is  also  noticeable,  and  in 
this  case  we  are  thoroughly  justified  in  stating  that  the  effluent  from  the 
city  filter  was  the  better,  since  it  contained  smaller  numbers  of  bacteria. 
The  ratios  for  Filters  Nos.  280  and  286  are  abnormal,  agreeing  with 
those  for  neither  the  primary  nor  the  secondary  filters.  The  disagreement 
in  the  ratios  for  Filter  No.  286  can  be  accoimted  for  by  excessively  high 
numbers  of  bacteria  determined  at  20**.  The  variation  in  the  case  of 
Filter  No.  280  cannot  be  satisfactorily  explained  at  this  time,  but  it  must 
be  remembered  that  this  filter  was  operated  more  as  a  strainer  than  as 
a  slow  sand  or  biological  filter. 
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In  Table  No.  7  are  shown  the  average  results  of  determinations  of 
numbers  of  bacteria  at  the  two  temperatures^  and  the  corresponding 
bacterial  ratios  for  sewages  and  the  eflQuents  from  the  various  experi- 
mental sewage  filters  during  1906.  A  certain  similarity  will  be  noted 
between  the  bacterial  ratios  for  the  sewages  and  the  effluents  from  the 
trickling  and  contact  filters.  The  similarity  between  the  effluents  from 
Khers  Nos.  2  and  4  and  the  effluents  from  the  water  filters  in  Table 
No.  6  is  also  noticeable^  both  as  regards  number  of  bacteria  and  bacterial 
ratios,  while  the  effluents  from  the  secondary  filters  appear  to  resemble 
tiie  polluted  waters  shown  in  Table  No.  6.  The  bacterial  ratios  from 
FOters  Nos.  306,  306  and  312  to  316  inclusive  are  quite  different  from 
ihose  for  the  other  sand  filters.  As  these  filters  have  been  operated  only  a 
few  months  it  is  probable  that  a  condition  of  bacterial  stability  has  not 
been  reached,  and  for  this  reason  the  ratios  may  be  abnormal. 

Table  No.  6.  —  Average  Number  of  Bacteria  at  20^  and  4(P  C,  and  Bacterial 
Baliosfor  Polluted  WaUrs,  1905  to  1906  inclusive. 


20°  C. 

Bacteria 

per  Cubic 

Cfentimeter. 

40OC. 

200-40°  C. 

Bacteria 

Bacteria 

Bacteria  per 

B.  Coli  per 

Bacteria 

20O-B.  Coli 

40O-B.  Coli 

Cubic 
Centimeter. 

Cubic 
Centimeter. 

Ratio. 

Ratio. 

Ratio. 

Intake:— 

Average,  . 

7,800 

270 

107 

8.70 

1.46 

40 

Maxlmam, 

19,500 

2,200 

280 

85.20 

6.90 

94 

Minlmom, 

1,000 

47 

81 

1.06 

0.71 

7 

Canal:— 

ATerage,   . 

6,400 

296 

117 

4.68 

1.88 

40 

Maxlronm, 

2ft,e00 

1,200 

896 

24.00 

7.90 

88 

Minimnm, 

1,900 

46 

21 

1.46 

0.68 

10 

Applied  216:- 
ATerage,    . 

2,900 

97 

68 

8.84 

2.00 

00 

Maxim  am, 

8.600 

283 

162 

20.00 

8.42 

79 

Minimum, 

960 

25 

12 

0.96 

0.60 

41 

Applied  219:— 

Average,   . 

27,400 

2,600 

2,000 

9.20 

7.28 

79 

Maximum, 

61,200 

9,600 

8,600 

26.74 

18.62 

97 

Minimum, 

8,400 

260 

196 

1.88 

0.80 

86 

Table  No.  6.  —  Average  Number  of  Bacteria  at  20°  and  40° C ,  and  Bacterial 
Ratios  for  Effluents  from  Water  Filters. 


20°  C. 
Bacteria 
per  Cubic 

40°  C. 

20°-400C. 

Bacteria 

Bacteria 

Bacteria  per 

B.  Coli  per 

Bacteria 

20°-B.  Coli 

40^-B.  Coli 

Cubic 

Cubic 
Centimeter. 

Ratio. 

Ratio. 

Ratio. 

niter  No.  8, . 

116 

19 

11 

16.6 

9.6 

68 

Filter  No  218,» 

18 

18 

1 

86.6 

6.7 

8 

Filter  No.  219, 

150 

66 

88 

41.6 

28.9 

68 

Filter  No.  220, 

48 

18 

7 

80.2 

16.8 

64 

Filter  No.  244,i 

16 

8 

1 

68.4 

6.7 

18 

Filter  No.  280, 

190 

100 

10 

63.6 

6.8 

10 

Filter  No.  281,1 

68 

17 

10 

29.8 

17.8 

60 

FUter  No.  286,1 

1,240 

46 

20 

8.7 

1.6 

44 

City  filter,    .       .       . 

84 

6 

8 

14.7 

8.8 

60 

1  Secondary  filters. 
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tABLE  No.  7.  — Average  Number  of  BacUria  at  20°  and  40°  C,  and  Bacterial 
Ratios  for  Sewages  and  Effluents  from  Sewage  Filters. 


20°  C. 
Bacteria 
per  Cable 

40<^ 

C. 

200-40°  C. 

Bacteria 

Bacteria 

Bacteria  per 

Cubic 
Centimeter. 

B.  Coll  per 

Cubic 
Centimeter. 

Bacteria 
Ratio. 

20O-B.  Coli 
Ratio. 

40°-B.  CoU 

Kegular  sewage,  . 

1,031,000 

388.600 

286,500 

82.4 

27.8 

86 

Lawrence  Street  sew- 
AiidavtT  aewii^*!,. 

1,144,700 

468,800 

440,100 

40.8 

88.4 

94 

629,000 

181.600 

135.100 

28.9 

21.5 

74 

Copetntrattjt!  HHwnge, . 

1,546,200  ' 

568,600 

506,400 

86.0 

82.6 

91 

Sewled  ae\vsi>:;(?»    . 

767,000 
894,400 

220,600 

196.400 

29.4 

25.9 

89 

StTftiTied  ftC^viipo, . 

164,200 

136.300 

41.6 

84.5 

88 

Septirafiwn^^A,. 

537,100 

207,900 

168,600 

88.7 

81.6 

81 

Septic  &cv^  ai^^e  F,  . 

802,600 

116,800 

110,900 

37.9 

86.6 

97 

Sand  Flltor  KtP.  \, 

4^800 

2,600 

2,400 

62.1 

50.0 

96 

Siind  riltor  No    2, 

98 

9 

6 

9.7 

6.5 

67 

Sand  rilti?r  No.  4, 

81 

9 

7 

11.1 

8.6 

78 

Saod  Filter  No.  5C,     . 

1,100 

124 

112 

11.8 

10.2 

90 

Sjicd  niter  No.   R. 

5.600 

3,800 

2,600 

60.0 

44.6 

89 

Sriud  FllUr  No.  VIA,    . 

1,900 

720 

655 

37.8 

29.2 

77 

Bund  Filter  Ncj.  10, 

480 

110 

81 

22.9 

16.8 

74 

SAndFlitorNo.  ItKi,      . 

26,600 

10,800 

7,700 

40.6 

28.9 

71 

Sftod  Filter  No.  !ri2,     . 

124 

87 

84 

29.8 

27.4 

92 

SfiDdFllntrNo.  m\     . 

1,210 

29 

15 

2.4 

1.2 

52 

Sinid  Filter  No.  SOti.      . 

1,806 

16 

7 

1.2 

0.5 

44 

Sdiid  Filter  So. 31£,      . 

620 

10 

10 

1.6 

1.6 

100 

Sju^d  Filter  No,  3 la,      . 

1,480 

220 

186 

14.9 

12.5 

84 

Snnd  rntf^r  No.  3U,      . 

2.120 

143 

28 

6.8 

1.3 

20 

Satid  Filter  No.  »)&,     . 

1,490 

11 

0 

0.7 

0.0 

0 

SiiHd  Fni»/rNci.  310.      . 

740 

21 

0 

2.8 

0.0 

0 

ContKCt  Flit  IT  No   175, 

847,600 

156,400 

124,600 

44.8 

85.9 

80 

Cootnct  FlltPi  Ni*.  176,- 

214,400 

92.600 

82,900 

48.0 

88.6 

90 

Contarl  rilLur  Nn   Wl, 

488,000 

146,700 

109,400 

83.3 

24.9 

76 

Oonlact  Fill^ir  No.  287, 

858.000 

112,000 

95,000 

31.8 

26.5 

85 

Contact  Filter  Ifo.  251, 

456,000 

170,000 

169,000 

87.2 

84.9 

94 

Trickling  filters  :  — 
No.  135,      . 

82,100 

14,100 

12.400 

48.8 

88.6 

88 

No.  186,      . 

28,600 

8.400 

7,600 

85.7 

82.8 

91 

No.  222,       . 

119,600 

86,100 

85,000 

80.1 

29.2 

97 

No.  283,       . 

186,000 

60,000 

47,000 

82.2 

25.2 

78 

No.  285.       . 

148,000 

60,000 

86.600 

88.8 

24.6 

78 

No.  247,       .        .        . 

196,000 

61,700 

40,100 

81.6 

20.6 

65 

No.  248,       . 

89,900 

16,200 

12.400 

40.6 

81.0 

77 

Secondary  filters :  — 

No.  224,       . 

2,400 

200 

180 

8.8 

5.4 

65 

No.  249,       . 

25,800 

6,600 

1,670 

26.6 

6.2 

24 

No.  250,       . 

20,100 

1,470 

760 

7.8 

8.8 

52 

Eelation  between  Bacteria  and  B.  Coli  in  the  Merrimack  River 

Water. 
Routine  determinations  of  bacteria  and  B.  coli  have  been  made  on 
samples  of  Merrimack  River  water  from  the  intake  during  a  period  of 
eight  years,  and  on  samples  from  the  canal  during  a  period  of  nine  years, 
and  the  average  monthly  analyses  of  samples  from  these  two  sources 
have  been  published  annually.  The  ratios  between  the  bacteria  and 
B.  coli,  computed  from  the  monthly  averages  for  these  two  sources,  are 
shown  in  tables  Nos.  8  and  9.  The  use  of  monthly  averages  tends  to 
eliminate  abnormal  values  and  fluctuations,  and  to  give  us  results  which 
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are  nearly  normal,  and  the  fluctuations  occurring  from  month  to  month 
must  be  considered  normal  fluctuations. 

The  numbers  of  bacteria  and  of  B.  coli  in  the  intake  have  usually  been 
somewhat  greater  than  those  in  the  canal.  A  study  of  the  ratios  between 
the  total  bacteria,  and  the  B.  coli  reveals  that  those  ratios  also  have  been 
constantly  higher  for  the  intake  than  for  the  canal,  and  that  there  has 
been  a  greater  uniformity  in  the  bacterial  content  of  the  Merrimack 
Eiver  water  after  it  has  passed  through  the  canal  and  the  distribution 
pipes  to  the  experimental  filters  at  the  Experiment  Station,  taking  the 
results  year  by  year,  and  month  by  month,  than  was  the  case  with  the 
same  water  as  it  was  applied  to  the  Lawrence  city  filter.  In  the  canal 
water  the  greatest  proportion  of  B.  coli  were  usually  found  in  samples 
collected  in  July  and  August,  and  the  smallest  proportion  in  samples 
collected  during  March  or  October,  although  no  such  general  rule  can 
be  stated  with  regard  to  samples  collected  at  the  intake  of  the  city  filter. 

The  average  ratio  on  all  samples  collected  from  the  intake  during  the 
entire  eight  years  was  1.52,  the  lowest  yearly  average  being  0.81,  in  1899, 
and  the  highest,  2.77,  in  1900.  The  lowest  monthly  average  occurred 
in  August,  1899,  and  again  in  December,  1901,  when  the  ratio  was 
0.16,  and  the  highest  monthly  average,  6.30,  occurred  in  March,  1900. 
The  least  variation  in  the  monthly  ratios  for  any  one  year  occurred  in 
1904,  the  difference  between  the  highest  and  lowest  values  in  that  year 
being  1.27.  The  greatest  variation  in  the  monthly  ratios  in  any  year 
occurred  in  1900,  when  the  difference  between  the  highest  and  lowest 
ratios  was  6.08. 

The  average  ratio  on  all  samples  from  the  canal  during  the  entire 
period  of  nine  years  was  1.16,  the  lowest  yearly  average  being  0.80,  in 
1899,  and  the  highest,  3.18,  in  1906.  The  lowest  monthly  ratio  occurred 
in  October,  1901,  when  the  ratio  was  0.08,  and  the  highest  occurred  in 
August,  1906,  when  the  ratio  was  7.90.  The  least  variation  in  the 
monthly  ratios  during  any  one  year  occurred  in  1903,  the  difference 
between  the  highest  and  lowest  values  being  1.01,  and  the  greatest  varia- 
tion in  the  monthly  ratios  occurred  in  1906,  the  difference  between  the 
highest  and  lowest  values  being  7.03. 
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Tablb  No.  8.  —  Average  Monthly  B<^cteria-B.  Coli  Battos  on  Samples  from  the 
Merrimack  River  at  the  Intake  of  the  City  Filter,  1899  to  1906,  inclueive. 


ISfMI. 

lfNK». 

1»#1. 

1»M. 

IMS. 

1904. 

IMNI. 

1M«. 

Atbt- 
•ge. 

Jannary,  . 

0.67 

0.6B 

1.64 

0.29 

0.26 

0.61 

0.71 

1.22 

0.76 

Febrnary, 

0.53 

0.47 

8.28 

0.61 

0.88 

0.71 

0.84 

1.26 

1.00 

Hansh, 

0.80 

6.80 

0.78 

0.44 

0.98 

0.67 

0.96 

1.06 

1.42 

April, 

0.41 

1.80 

2.48 

0.88 

1.09 

0.44 

1.06 

0.97 

1.01 

May.. 

1.10 

1.66 

1.43 

0.86 

1.41 

1.71 

1.87 

8.19 

1.68 

June. 

1.67 

1.48 

0.78 

2.40 

0.78 

1.26 

0.91 

6.90 

1.88 

Jnly. . 

1.97 

1.61 

0.61 

0.48 

1.78 

1.66 

1.46 

2.81 

1.46 

August, 

0.16 

1.81 

1.06 

1.06 

1.66 

0.97 

1.89 

6.88 

1.68 

September 

0.88 

0.98 

0.50 

1.07 

0.87 

0.66 

1.40 

2.84 

1.01 

October. 

0.24 

0.22 

0.58 

0.58 

0.44 

1.66 

1.10 

1.68 

0.79 

Noyember 

0.61 

1.86 

4.07 

1.92 

1.82 

0.70 

1.84 

2.82 

1.88 

I>ecember, 

1.43 

1.98 

0.16 

1.08 

0.66 

0.64 

1.06 

6.28 

1.62 

Average,    . 

0.81 

1.68 

1.44 

0.92 

0.92 

0.96 

1.17 

2.T7 

1.88 

Maximum, 

1.97 

6.80 

4.07 

2.40 

1.78 

1.71 

1.84 

6.90 

6.80 

KlDlroum, 

0.16 

0.22 

0.16 

0.29 

0.26 

0.44 

0.71 

0.97 

0.16 

Table  No.  9. -^  Average  Monthly 
Merrimack  River  from  the 


Bacteria-B.  Coli  Ratios  on 
North  Canal,  1898-1906, 


Samples  from  the 
inclusive* 


1808. 

18fM». 

1»00. 

1901. 

lOOS. 

1008. 

1004. 

1005. 

1000. 

Atot- 
•ge. 

January, 

0.80 

0.88 

0.47 

2.66 

0.52 

0.89 

0.95 

1.21 

1:61 

1.08 

February, 

0.59 

0.46 

0.60 

2.42 

0.61 

0.44 

1.22 

1.00 

1.55 

0.99 

Harch, 

0.45 

0.29 

0.61 

1.41 

.  0.14 

0.61 

0.87 

1.11 

1.67 

0.74 

April,  . 

1.20 

0.65 

0.70 

1.10 

1.86 

1.06 

0.50 

1.43 

0.87 

1.04 

May.    . 

0.79 

0.82 

0.98 

0.83 

1.87 

0.96 

0.81 

1.54 

1.83 

1.10 

June.    . 

0.66 

0.97 

1.96 

0.44 

0.60 

0.66 

0.98 

0.94 

1.88 

0.98 

July.   . 

1.12 

2.50 

2.59 

0.47 

0.43 

0.90 

2.82 

2.26 

5.08 

1.96 

August, 

2.12 

0.78 

1.08 

0.16 

1.94 

0.87 

1.86 

2.66 

7.90 

2.16 

September, 

1.76 

0.41 

0.71 

1.82 

0.97 

0.57 

0.88 

1.09 

- 

0.96 

October, 

0.66 

0.11 

0.46 

0.08 

0.91 

0.70 

1.00 

0.68 

- 

0.66 

Noyember, 

1.07 

0.62 

1.24 

0.27 

0.98 

1.40 

0.86 

1.46 

- 

0.99 

I>eoember, 

0.65 

0.93 

1.53 

0.81 

0.66 

0.49 

0.88 

1.64 

6.91 

1.49 

Average, 

0.97 

0.80 

1.08 

0.96 

0.92 

0.75 

1.01 

1.41 

8.18 

1.16 

Maxim  am 

2.12 

2.60 

2.69 

2.66 

1.94 

1.40 

2.82 

2.66 

7.90 

7.90 

Minimum, 

0.45 

0.11 

0.46 

0.08 

0.14 

0.89 

0.87 

0.68 

0.87 

0.08 
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Influence  op  Temperature,  Oxygen  and  Dilution  upon  the  Bac- 
terial Contents  of  the  Merrimack  River  Water. 
The  volume  of  water  flowing  in  the  river,  the  temperature  of  the 
water  and  the  amoimt  of  dissolved  oxygen  are  the  fluctuating  factors 
which  are  most  likely  to  influence  the  numbers  of  bacteria  and  B.  coli 
in  the  water  from  such  a  source  as  the  Merrimack  River.  It  is  quite 
generally  understood  that  the  amoimt  of  oxygen  dissolved  in  water  varies 
inversely  as  the  temperature,  a  greater  amount  of  oxygen  being  present 
in  the  winter,  when  the  water  is  cold,  than  in  the  summer,  when  the  water 
is  warm.  A  study  of  the  temperatures  of  the  water,  and  of  the  amounts 
of  dissolved  oxygen  at  times  of  high  and  low  water,  reveals  the  fact 
that  the  average  temperature  was  high,  and  the  average  amount  of 
dissolved  oxygen  was  low,  when  the  river  was  low,  these  factors  decreas- 
ing and  increasing,  respectively,  as  the  volume  of  flow  in  the  river  in- 
cieased.  In  Table  No.  10  the  bacterial  contents  of  the  river  samples 
dui-ing  the  past  eight  years  have  been  averaged  according  to  the  amount 
of  dissolved  oxygen  in  the  water  at  the  time  they  were  collected.  The 
numbers  of  bacteria  and  of  B.  coli  were  both  at  a  maximimi  when  the 
dissolved  oxygen  in  the  water  was  between  0.50  and  0.75  parts  per 
100,000.  As  the  amount  of  oxygen  increased  or  decreased  from  these 
limits,  the  numbers  of  bacteria  and  B.  coli  decreased,  but  the  numbers 
of  B.  coli  decreased  much  more  rapidly  with  the  increase  in  dissolved 
oxygen  than  did  the  other  bacteria.  This  is  shown  by  the  bacteria-B.  coli 
ratios  in  the  last  column  of  the  table,  the  ratios  decreasing  in  proportion 
as  the  amount  of  oxygen  in  the  water  increased. 

Table  No.  10. —  BekUion  between  AmourU  of  Dissolved  Oxygen  and  the  Bcicterial 
Contents  oj  Merrimack  Biver  Water. 


DnsoLTBD  Oxranr  (Parts  m  100,000). 

BMteriaper 

Cubic 
C«ntfan6t6r. 

B.  Coli  per 

Cubic 
Centimeter. 

Bacteria-B.  OoU 
Ratio. 

Less  than  0.60, 

Between  0.60  and  0.76, 

Between  0.76  and  1.00, 

Between  1.00  and  1.25, 

More  than  1.26 

6,200 
10,000 
6.000 
4,200 
5,200 

74 
104 
47 
87 
•        SO 

1.42 
1.1ft 
0.8T 
0.8» 
0.69 

It  has  previously  (1902,  report  Massachusetts  Board  of  Health,  page 
250)  been  shown  that  the  average  numbers  of  B.  coli  in  the  Merrimack 
Eiver  water  are  higher  during  the  summer  than  during  the  winter.  A 
similar  variation  can  be  noted  in  Table  No.  11,  in  which  the  bacteria  and 
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B.  coli  and  the  ratio  between  the  two  for  samples  from  the  intake  and 
the  canal  during  the  past  eight  years  have  been  arranged  according  to  the 
temperature  of  the  water  at  the  time  the  samples  were  collected.  The 
maximum  numbers  of  both  bacteria  and  B.  coli  occurred  in  samples 
from  both  locations  when  the  temperature  of  the  water  was  between 
60°  and  70**?.,  and  the  minimum  numbers  of  bacteria  were  found  when 
the  temperature  was  between  40®  and  50°  P.  The  temperature  at  which 
the  minimum  numbers  of  B.  coli  were  foimd  in  samples  from  the  two 
locations  do  not  agree,  being  lowest  in  the  canal  water  when  the  tempera- 
ture was  between  40°  and  50°  P.,  and  lowest  in  the  intake  samples  when 
the  temperature  was  between  30°  and  40°  P.  The  bacteria-B.  coli  ratios 
were  highest  when  the  temperature  was  highest  and  lowest  when  the 
temperature  was  lowest,  although  the  values  for  intermediate  tempera- 
tures appear  to  follow  no  definite  curve. 


Table  No.  U.^-Belaiian  between  Temperature  and  Bacteriai  Contents  of 

Merrimack  River  Water, 

TSMFBRATUUI  OP  WaTSB 

CBHTIMSm. 

B.  Cou  PBB  Cubic 

Bactbbia-B.  Coli 
Ratio. 

(Dmebm  F.). 

GmuO. 

1 
Intake. 

Canal.    . 

Intake. 

Canal. 

Intake. 

Below  40°, 

6,800 

8,800 

48 

66 

0.88 

0.72 

Between  40°  and  6(K>, . 

4,000 

4,500 

86 

68 

0.91 

1.10 

Between  (MF  and  60'', . 

6,400 

9,600 

44 

68 

0.88 

0.99 

Between  60O  and  70°,. 

11,800 

15,800 

100 

110 

1.08 

0.97 

Above  70° 

5,200 

6,700 

70 

82 

1.89 

1.21 

The  averages  of  bacteria  determinations  and  the  bacteriar-B.  coli  ratios, 
arranged  according  to  the  volume  of  water  flowing  in  the  river,  are 
shown  in  Table  No.  12.  Both  bacteria  and  B.  coli  decreased  as  the 
volume  of  the  river  increased.  We  should  expect  this  to  be  the  case  in  a 
river  such  as  the  Merrimack,  in  which  a  large  proportion  of  bacteria  and 
B.  coli  are  contributed  by  the  sewage  entering  that  river,  the  effect  of 
dilution  overbalancing  otiier  factors,  such  as  washings  from  cultivated 
fields,  etc.,  when  averages  of  a  large  number  of  samples  extending  over  a 
considerable  period  are  included.  The  ratios  between  the  bacteria  and 
B.  coli  on  samples  from  the  two  sources  do  not  agree,  the  highest  ratios 
being  obtained  for  the  canal  samples  when  the  river  was  low,  and  the 
lowest  ratios  when  the  river  was  high.  With  the  intake  samples,  how- 
ever, the  lowest  ratios  occurred  at  a  time  of  medium  high  water,  and  the 
highest  at  extreme  high  water. 
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Tabus  No.  18.  —  BeUUion  between  Volume  of  Flow  and  the  Bacterial  Contentt  of 

Merrimack  River  Water. 


Flow  ow  Rivb»  (Cubic  For  m 

8KK>in>  m  Sqvabb  Mils 

ow  Wateuusmd). 

GnriMSTSB. 

B.  CoLi  PSB  Cuno 
CnmiiBTaR.* 

BAoraaiA-B.  Coli 
Ratio. 

GMial. 

IntiaM. 

Canal. 

Intake. 

Canal. 

Intake. 

Less  than  1,        .       .       .       . 

IfiOO 

10,800 

66 

88 

1.07 

0.97 

Between  land  2,        .       . 

6,800 

6.200 

60 

61 

0.78 

0.99 

Between  S  and  4,        .       .       . 

»,eoo 

5,600 

29 

89 

0.88 

0.66 

Above  4, 

8,400 

8,100 

16 

29 

0.68 

1.07 

The  Efficibnoy  of  Watee  Filters  as  shown  by  Counts  at 
Different  Temperatures. 
It  has  already  been  demonstrated  that  the  various  bacterial  ratios  are 
in  many  cases  quite  different  for  a  given  water  before  and  after  filtration, 
and  that  probably  the  filter  removes  a  greater  proportion  of  certain  types 
of  bacteria  than  it  does  of  other  types.  In  Table  No.  13  are  shown  the 
bacterial  removal  by  a  number  of  water  filters  as  estimated  from  counts 
at  diflferent  temperatures,  the  bacterial  counts  from  which  these  results 
have  been  computed  being  given  in  tables  Nos.  1,  2  and  6,  for  samples 
designated  Series  I.,  II.  and  III.,  respectively.  Prom  the  figures  in  the 
table  we  observe  that  there  is  a  certain  similarity  between  the  filter  eflB- 
ciencies  obtained  from  counts  at  20**  and  30°C.,  but  that  the  removal 
of  the  types  of  bacteria  developing  at  40°  and  50**  was  much  less  than 
of  the  other  forms.  The  eflSciencies  for  Filter  N*o.  286  illustrate  the 
value  of  counts  at  40*^0.,  the  20®  count  showing  no  bacterial  removal, 
while  the  40*'C.  count  shows  a  removal  of  between  40  and  50  per  cent, 
of  the  bacteria.  This  condition  of  affairs  was  undoubtedly  caused  by 
growth  of  harmless  types  of  bacteria  in  the  filter  or  in  the  connecting 
pipes  between  the  primary  and  secondary  filter,  with  the  result  that  our 
double  filtration  system  is  actually  doing  better  work  than  the  counts  at 
20**  would  indicate.  So  far  as  we  know,  the  types  of  bacteria  growing 
at  40**C.  do  not  multiply  in  water  under  ordinary  conditions,  while 
growths  of  ordinary  water  bacteria  are  more  or  less  common. 
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Table  No.  13. —  Showing  Bacterial  Efficiency  vf  Water  FiUer$  as  computed  Jrom 
Counts  at  Different  Temperatures, 


Series. 

Pbbcbntaob  Removal  or  Baotsbia  computbo  pbom  Coukts  or  — 

Total  Baotsbia  at 

— 

Acm-FBODUcnie  Bactbbia  at— 

20°. 

30°. 

40°. 

W>. 

20O. 

30°. 

40^. 

50^. 

City  filter.       . 

1. 

99.5 

99.7 

96.7 

- 

99.1 

99.4 

96.2 

- 

Filter  No.  220. 

I. 

98.1 

96.0 

98.8 

- 

98.8 

98.6 

97.7 

- 

FUterNo.216, 

I. 

91.0 

96.1 

82.9 

- 

96.0 

94.6 

82.2 

- 

Filter  No.  8,    . 

II. 

99.8 

- 

97.8 

80.0 

99.1 

- 

98.9 

60.« 

City  filter,       . 

II. 

99.1 

- 

89.4 

75.0 

99.4 

- 

87.8 

60.« 

Filter  No.  216, 

II. 

74.4 

- 

20.0 

0.0 

84.8 

- 

0.0 

O.t 

Filter  No.  248, 

U. 

91.8 

- 

90.4 

100.0 

96.8 

- 

100.0 

100.« 

Filter  No.  8.    . 

III. 

97.8 

- 

98.4 

- 

- 

- 

97.8 

- 

Filter  No.  218, 

III. 

M.7 

- 

0.0 

- 

- 

- 

60.0 

- 

Filter  No.  219, 

III. 

96.9 

- 

96.6 

- 

- 

- 

96.8 

- 

Filter  No.  220, 

III. 

99.0 

- 

99.1 

- 

- 

- 

98.8 

- 

FUter  No.  244, 

III. 

00.0 

- 

42.9 

- 

- 

- 

88.4 

- 

Filter  No.  280. 

III. 

96.6 

- 

84.0 

- 

- 

- 

96.5 

- 

Filter  No. '281, 

III. 

69.5 

- 

88.0 

- 

- 

- 

0.0 

« 

Filter  No.  286, 

III. 

0.0 

- 

40.8 

- 

- 

- 

47.4 

- 

aty  Filter,     . 

III. 

99.1 

- 

98.0 

- 

- 

- 

97.1 

- 

Relation  between  Plate  Tests  for  Aoid-Produoers  and  Fermenta- 
tion Tests  for  B.  Coli. 
In  many  places  in  this  report,  and  in  the  annual  reports  of  the  experi- 
ments on  water  filtration,  the  number  of  bacteria  producing  acid  fer- 
mentation of  lactose  in  eighteen  hours  at  40 °C.  have  been  recorded  as 
the  number  of  B.  coli,  although  strictly  speaking  only  about  80  to  90 
per  cent,  of  such  colonies  are  of  the  true  colon  type.  Hitheri;o,  the  plate 
method  has  been  applied  only  to  waters  containing  relatively  large  num- 
bers of  B.  coli,  the  purer  waters  being  tested  by  the  fermentation  method. 
With  the  application  of  the  plate  method  to  filtered  waters  of  low  bac- 
terial content,  upon  which  B.  coli  tests  are  ordinarily  made  by  the 
fermentation  method,  we  are  confronted  with  the  problem  of  the  relative 
significance  of  the  results  obtained  by  the  two  methods.  In  Table  No.  14 
are  shown  the  proportion  of  samples  from  the  various  water  filters  which 
contained  acid-producing  bacteria  according  to  the  plate  method,  which 
contained  organisms  fermenting  dextrose  and  in  which  B.  coli  were 
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actually  proved  to  be  present  by  complete  confirmatory  tests.  The 
bacterial  counts  and  ratios  for  these  samples  have  already  been  given  in 
Table  No.  6.  In  all,  about  450  samples  of  filtered  waters  are  included 
in  the  computations,  of  which  76  per  cent,  contained  bacteria  of  the  acid- 
producing  type,  46  and  99  per  cent,  contained  bacteria  producing  gas  in 
dextrose  in  1  and  100  cubic  centimeters,  respectively,  and  24  and  62 
per  cent,  contained  B.  coli,  respectively,  in  1  and  100  cubic  centimeters. 
In  general,  the  proportion  of  samples  containing  acid-producers  is  inter- 
mediate between  the  per  cent,  of  fermentation  tests  in  1  and  100  cubic 
centimeters,  and  approximates  more  or  less  closely  the  occurrence  of 
B.  coli  in  100  cubic  centimeters. 

A  study  of  the  individual  results,  from  which  the  totals  in  the  table 
were  taken,  enables  us  to  determine  the  approximate  accuracy  of  the 
presence  of  acid-producers  as  an  index  of  the  presence  or  absence  of 
fermenting  bacteria  and  of  B.  coli.  Among  those  samples  containing 
add-producing  bacteria  a  correct  impression  of  the  presence  of  ferment- 
ing types  would  have  been  obtained  in  1  and  100  cubic  centimeters  in  62 
per  cent,  and  99  per  cent.,  respectively,  and  the  presence  of  B.  coli  would 
have  been  correctly  indicated  in  1  and  100  cubic  centimeters,  respectively, 
in  29  and  67  per  cent,  of  the  samples.  On  the  other  hand,  positive  fer- 
mentations occurred  in  1  and  100  cubic  centimeters  in  39  and  96  per  cent., 
respectively,  of  samples  in  which  acid-producing  bacteria  were  absent, 
and  B.  coli  were  found  in  15  per  cent,  and  57  per  cent,  of  the  1  and  100 
cubic  centimeter  tests  made  on  samples  of  the  same  group.  In  other 
words,  the  presence  or  absence  of  fermenting  organisms  was  correctly 
indicated  by  the  appearance  of  red  colonies  on  the  lactose-agar  plates  at 
40**C.,  for  64  per  cent,  of  the  1  cubic  centimeter  tests,  and  for  75  per 
cent  of  the  100  cubic  centimeter  tests,  while  the  indication  of  the  pres- 
ence of  B.  coli  was  correct  for  42  per  cent,  and  67  per  cent,  of  the  1  and 
100  cubic  centimeter  tests,  respectively. 

The  plate  methods  covered  bacteria  of  the  sewage  streptococcus  type 
which  are  not  shown  by  the  fermentation  tests,  and  it  is  probable  that 
the  results  obtained  by  its  use  will  be  fully  as  significant  as  the  results 
of  the  fermentation  tests  and  B.  coli  determinations  when  once  the 
interpretation  of  the  presence  and  numbers  of  acid-producers  is  more 
fully  understood,  its  chief  advantage  being  that  results  may  be  obtained 
within  twenty-four  hours,  while  at  least  two  weeks  are  required  for  a 
complete  colon  test. 
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Table  No.  14. —  Relative  Occurrence  of  Add- Producers,  Positive  Fermentations 
and  B.  Coli  in  affluents  from  Water  Filters. 


Pbb  GnffT.  OF  Samplm. 

Oontaining 

Aold-Produoer« 

ftt40oc. 

raRimrrxHo  dutbom. 

COMTADmrO  B.  cou. 

1  0.0. 

100  0.0. 

1  0.0. 

100  0.0. 

Filter  No.  8,     . 
Filter  No.  218, 
FUter  No.  219, 
Filter  No.  220, 
Filter  No  244, 
Filter  No.  280, 
Filter  No.  281, 
Filter  No.  286, 
City  Alter.       . 

77 
7 
87 
67 
67 
88 
88 
98 
62 

87 
7 
68 
58 
67 
68 
88 
42 
fi2 

100 
71 
100 
100 
100 
100 
97 
100 
100 

26 

0 

57 

88 

50 
86 
11 
28 

8 

74 
86 
78 
88 

88 
70 
66 
72 
41 

Total, 

76 

46 

99 

24 

62 

Incubation  Tests. 

Some  experiments  made  during  1906  tend  to  throw  some  light  on  the 
relation  between  the  character  of  a  water  and  its  bacterial  content. 
These  tests  were  similar  to  the  incubation  or  putrescibility  tests  quite 
commonly  applied  to  effluents  of  filters  of  coarse  materials,  in  which  the 
samples  are  allowed  to  stand  for  a  definite  period,  either  in  the  laboratory 
or  at  a  somewhat  higher  temperature,  and  determinations  made  to  detect 
any  change  in  the  chemical  constituents.  In  the  bacterial  incubation 
tests,  samples  were  allowed  to  stand  for  twenty-four  hours  at  40**C.,  and 
determinations  were  made  of  the  numbers  of  bacteria  and  of  acid-pro- 
ducers before  and  after  incubation.  The  test  was  applied  to  10  samples 
from  each  of  nineteen  sources,  and  the  results  are  shown  in  Table  No.  16. 

The  polluted  river  water  showed  a  large  increase  in  numbers  on  neariy 
all  samples  after  incubation,  while  the  same  water,  after  being  treated 
with  sulphate  of  alumina  before  being  applied  to  Filter  No.  216,  either 
showed  no  material  change,  or  a  slight  reduction  in  its  bacterial  content. 
The  averages  show  an  enormous  increase  in  the  total  bacterial  content  of 
the  filtered  waters,  as  determined  by  both  20**  and  40**  counts,  but  only  a 
slight  change  in  the  numbers  of  B.  coli.  A  few  individual  samples 
showed  a  decrease  in  total  bacteria,  and  only  a  slight  change  occurred  in 
about  half  of  the  samples.  In  over  90  per  cent,  of  the  filtered  water 
samples  no  change  occurred  in  the  numbers  of  B.  coli. 


Digitized  by  VjOOQ IC 


No.  34,]    BACTERIA  IN   WATER  AND   SEWAGE. 


347 


Very  little  change  in  the  bacterial  contents  of  any  of  the  sewages  was 
noted  during  the  incubation  tests^  a  larger  proportion  of  the  septic  sewage 
samples  showing  a  slight  increase  than  was  the  case  with  the  raw  sewages. 
The  majority  of  samples  from  intermittent  sand  filters  operated  with 
sewage  showed  a  decided  diminution  in  bacteria.  The  majority  of  sam- 
ples from  both  contact  and  trickling  filters  showed  a  slight  increase  in 
both  bacteria  and  B.  coli,  but  a  greater  proportion  of  the  samples  from 
trickling  filters  increased  than  was  the  case  with  the  contact  filter  effluents. 


Table  No.  15.  —  Numbers  of  Bacteria  and  B.  Coli  in  Sewages  and  Waters  brfore 
and  after  Incubation  at  40^  (7. 


ImrxAL  NuMBU  pbb  Oubio  Cavrt- 

MITBB. 

Pn  CavT.  WHICH  Numbbh  Araa  Iv- 

CUBATIOH  WBBB  OP  ImTTIAL  NUMSBa. 

BMt«rlft2(F. 

BMt«rlft40°. 

B.  Coll. 

1 

;  BMteri»20o. 

BMt«ria40°. 

B.  Coll. 

Canal,       .       .       . 

2.400 

70 

44 

7,700 

146,000 

42,000 

Intake, 

4,900 

90 

60 

4,800 

77,600 

17,700 

Applied  216, 

1,660 

28 

18 

2)9 

12,100 

69 

City  Alter, 

27 

6 

2 

9,600 

4,400 

200 

City  water. 

80 

6 

2 

400 

500 

100 

niter  No.  8. 

56 

12 

5 

870,000 

6,800 

160 

Filter  No.  216, 

220 

6 

2 

2,100 

40,000 

50 

Regular  sewage, 

974,000 

178,000 

181.600 

90 

166 

189 

Station  aewage, 

756,000 

92,800 

70,200 

205 

840 

800 

Andover  Bewage,     . 

615,700 

176,700 

112,100 

168 

680 

470 

Septic  sewage, . 

412,000 

84,800 

66,600 

600 

880 

215 

Filter  No.  1,      . 

7,200 

900 

820 

8 

18 

6 

Filter  No.  9,      . 

700 

80 

65 

28 

26 

12 

Filter  No.  186,  . 

20,400 

2,400 

1,700 

4,500 

6,800 

1,870 

Filter  No.  136,  . 

51,100 

6,700 

5,800 

6,800 

7,200 

916 

Filter  No.  222,  . 

182,900 

28,400 

27,000 

760 

1,100 

177 

Filter  No.  175.  . 

280,500 

27,800 

28,700 

500 

188 

164 

Filter  No.  176,  . 

264,600 

60,800 

24.900 

610 

288 

240 

Filter  No.  251,  . 

206,700 

14,600 

18.100 

1,890 

960 

910 

Conclusions. 
Modem  methods  of  bacterial  examination  of  water,  consisting  usu- 
ally of  determinations  of  the  numbers  of  bacteria  by  means  of  plates 
incubated  at  room  temperature,  and  of  tests  for  the  presence  or  absence 
of  one  or  two  specific  tjrpes,  occasionally  lead  to  an  erroneous  interpreta- 
tion of  the  quality  of  a  water,  owing  to  the  fact  that  they  do  not  yield 
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adequate  data  by  which  abnormal  and  inaccurate  results  may  be  sep- 
arated from  those  whidi  are  truly  indicative  of  purity  or  pollution.  Fur- 
thermore, as  several  days  must  elapse  before  the  bacterial  tests  can  be 
completed,  the  results  when  obtained  may  have  passed  their  usefulness. 
If,  however,  we  can  so  modify  our  procedure  that  the  varied  character 
of  the  bacteria  in  waters  of  different  classes  may  be  quickly  and  accu- 
rately recognized,  the  value  of  bacterial  water  analysis  will  be  enormously 
increased.  Much  of  this  information  may  be  obtained  by  the  use  of 
selective  media,  selective  temperatures  or  by  a  proper  combination  of  the 
two. 

By  the  use  of  litmus-lactose-agar  in  place  of  agar  or  gelatin  we  obtain 
similar  counts  of  total  bacteria,  and  in  addition  are  able  to  separate 
those  bacteria  into  two  groups,  which  do  and  do  not  produce  acid  fer- 
mentation of  lactose,  and  the  numbers  of  the  two  classes  of  bacteria  so 
obtained  indicate  more  completely  the  character  of  the  water  than  would 
the  numbers  of  either  class  alone.  By  incubating  our  plates  at  tempera- 
tures of  30*"  or  40 ""C.  we  are  able  to  obtain  counts  in  twelve  to  eighteen 
hours,  which  counts,  while  smaller  than  those  on  plates  incubated  for  a 
longer  period  at  a  lower  temperature,  appear  to  be  fully  as  significant. 
If  we  increase  our  number  of  determinations  by  incubating  duplicate 
plates  at  two  or  more  temperatures,  the  various  results  and  the  ratios 
between  them  furnish  a  check  upon  one  another,  in  addition  to  increas- 
ing the  available  data  upon  which  to  base  an  interpretation. 

The  distinction  between  polluted  waters  and  waters  of  good  quality  is 
more  sharply  marked  by  counts  at  30°C.  than  is  the  case  with  counts  at 
20 ""C.  Determinations  at  this  temperature  appear  to  be  especially  appli- 
cable to  the  control  of  water  filters,  since  the  relative  quality  of  the  raw 
and  filtered  waters  and  the  expression  of  the  removal  of  bacteria  by  those 
filters  are  practically  identical  with  determinations  made  at  20 °C.,  and, 
in  addition,  they  become  available  within  a  few  hours  after  the  sample 
is  collected. 

The  numbers  of  bacteria  determined  at  40 °C.  are  of  great  value,  since 
in  this  class  of  bacteria  must  be  included  the  bacillus  of  typhoid  fever 
and  other  water-borne  diseases.  The  significance  of  the  acid-producing 
bacteria  determined  at  this  temperature,  that  is  to  say,  bacteria  of  the 
colon  type,  is  well  known.  The  evidence  contained  in  this  report  will 
indicate  that  considerable  numbers  of  bacteria  of  the  colon  type  may 
occur  in  waters  which  are  supposedly  of  good  quality  judging  from  its 
total  bacterial  content,  while  on  other  occasions  positive  tests  for  B.  coli 
may  \>e  caused  by  isolated  organisms  of  that  type.  In  such  cases  no  dis- 
tinction could  be  made  between  the  relatively  good  and  the  suspicious 
samples  either  by  the  numbers  of  bacteria  or  by  the  qualitative  colon 
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tests,  but  the  necessary  information  would  be  obtained  by  counts  at 
40**C.  Determinations  of  B.  coli  by  the  plate  method  in  the  eflBuents  of 
water  filters  agree  with  determinations  by  the  fermentation  test  in  about 
half  of  the  Samples,  the  isolation  of  B.  coli  being  prevented  quite  fre- 
quently in  this  class  of  samples  by  the  presence  of  the  sewage  strepto- 
coccus type,  which  would  be  included  in  the  colon  type  under  the  plate 
method. 

The  results  of  determinations  of  the  bacteria  developing  at  50*^0.  are 
too  few  in  number  to  enable  us  to  draw  any  definite  conclusions  as  to 
their  value.  Bacteria  of  this  type  appear  to  be  quite  common  in  sewages 
and  in  the  effluents  from  contact  and  trickling  filters,  while  they  are 
present  only  in  small  numbers  in  the  effluents  from  sand  filters  and 
water  filters,  and  are  entirely  absent  from  well  and  pond  waters  of  good 
quality. 

Determinations  of  bacteria  and  B.  coli  on  the  Merrimack  River  water 
extending  over  a  period  of  some  nine  years  enable  us  to  study  the  bac- 
teria-B.  coli  ratios  and  to  ascertain  with  some  accuracy  the  cause  of 
fluctuations.  In  general,  it  may  be  stated  that  the  proportion  of  B.  coli 
in  the  river  water  is  greater  when  the  water  is  warm  than  when  it  is  cold, 
and  that  the  effect  of  heavy  rains  or  melting  snow,  causing  floods  in  the 
river,  is  to  produce  a  diminution  both  in  the  numbers  and  in  the  pro- 
portion of  B.  coli.  The  effect  of  the  amount  of  oxygen  in  the  water  is 
also  noticeable,  both  bacteria  and  B.  coli  being  at  a  maximum  when  the 
water  contained  between  0.50  and  0.75  parts  of  dissolved  oxygen,  de- 
creasing as  the  oxygen  value  varied  above  or  below  that  amount,  the 
B.  coli  decreasing  much  more  rapidly  in  either  case  than  did  the  total 
number  of  bacteria. 
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In  the  annual  report  of  the  Board  for  1906  was  presented  an  his- 
torical account  of  the  development  of  the  work  of  inspection  of  food  and 
drugs,  and  of  the  laws  relating  thereto,  since  the  passage,  in  1882,  of 
the  general  law.  During  the  year  1906  no  change  was  made  in  the  law, 
beyond  the  restoration  of  the  maximum  fine  of  $600;  but  on  account 
of  the  enactment  of  the  new  law  relating  to  proprietary  medicines  (chap- 
ter 386  of  the  Acts  of  1906),  referred  to  in  the  general  report,  and  of 
additional  demands  on  the  laboratory  for  special  lines  of  work,  it  was 
found  necessary  to  increase  the  laboratory  force  by  the  appointment  of 
an  additional  assistant  analyst. 

The  report  of  the  chief  analyst  presents  a  detailed  account  of  the  work 
of  the  food  and  drug  laboratory  for  the  fourteen  months  ended  Nov. 
30,  1906. 

The  force  employed  by  the  Board  in  this  department  at  the  close  of  the 
period  covered  by  this  report  comprised  the  following  persons :  — 

Albert  £.  Leach, Analyst. 

Hermann  C.  Ltthgoe, Assistant  Analyst. 

Charles  H.  HiCKsr, Second  Assistant  Analyst. 

Lewis  L  Ndrenberg, Third  Assistant  Analyst. 

John  H.  Terry, Inspector. 

Horace  F.  Davis,    •       .       ...       .       .  Inspector, 

Daniel  £.  McCarthy, Inspector. 

Chapter  272  of  the  Acts  of  1902  requires  the  Board  to  publish  as  often 
^^  as  once  each  month  in  the  ofl5cial  publication  of  the  Board  ...  a  cer- 
tificate of  the  examination  or  analysis  made  by  authority  of  the  board 
during  the  preceding  month  of  any  article  of  food  manufactured  or 
offered  for  sale  in  the  Commonwealth,  which  is  adulterated  within  the 
meaning  of  chapter  seventy-five  of  the  Eevised  Laws;  and  the  board 
shall  also  cause  to  be  published,  with  such  certificate  of  examination,  a 
statement  of  the  trade-mark,  brand-mark,  or  name,  with  the  name  and 
place  of  business  of  the  manufacturer,  which  appear  upon  the  package 
or  box  containing  such  adulterated  article,  or  with  the  name  and  place 
of  business  of  the  wholesale  dealer  of  whom  the  goods  were  obtained.^' 
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The  oflScial  publication  referred  to,  the  "Weekly  Bulletin/^  published 
continuously  for  some  twenty  years  and  distributed  principally  to  the 
health  authorities  of  cities  and  towns,  was  changed  in  January,  1906,  to 
a  "  Monthly  Bulletin,"  which  is  sent  regularly  to  all  persons  in  the  Com- 
monwealth desirous  of  receiving  it,  and  which  at  the  close  of  the  year 
had  attained  a  circulation  of  more  than  2,000  copies. 

The  number  of  samples  of  food  and  drugs  examined  during  the  four- 
teen months  ended  Nov.  30, 1906,  is  shown  in  the  following  table,  together 
with  a  summary  of  the  work  done  since  the  beginning  in  1882 :  — 

Food  and  Drug  Inspection  (1S82-1906), 


Tbabs. 

SUMMABT. 

IMM. 

Total 

Number  of  Bam  pies  of  milk  examined, 

Number  of  samples  above  standard, 

Number  of  samples  of  other  kinds  of  food  examined  (not  milk) ,   . 

Number  of  samples  of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  the  statutes,    . 

Number  of  samples  of  druffs  examined, 

Number  of  samples  of  good  quality, 

Number  of  samples  adulterated,  as  defined  by  the  statutes,    . 

Total  examinations  of  food  and  drugs, 

Total  samples  of  good  quality, 

Total  samples  not  conforming  to  the  statutes, 

8,608 
2,816 
1,287 

2,704 

22U 

490 

1,228 
990 
288 

7,580 
5,620 
2,010 

94,071 
69,750 
84,821 

69.689 
48,717 
10,972 

17,280 
10,886 
6,894 

170,990 
119,808 
61,687 

As  stated  in  the  last  preceding  report,  ^^  it  is  impossible  to  draw  any 
conclusions  as  to  the  extent  of  the  practice  of  adulteration  of  food  and 
drugs  from  the  returns  of  the  laboratory,  since  the  aim  of  the  inspectors 
is  not  to  secure  a  large  number  of  samples  to  submit  to  the  analyst,  but 
to  seek  out,  so  far  as  possible,  those  likely  to  be  adulterated.  Therefore, 
the  percentage  of  samples  f oimd  to  be  bad  is  far  above  what  would  be  the 
case  were  discrimination  and  discretion  not  exercised.^^ 

Section  7  of  chapter  75  of  the  Revised  Laws  requires  the  Board  to 
report  annually  to  the  General  Court  the  number  of  prosecutions  made, 
and  an  itemized  account  of  the  money  expended  in  carrying  out  the  pro- 
visions of  the  law.  During  the  fourteen  months  covered  by  this  report 
the  number  of  prosecutions  was  409 ;  of  which,  395  resulted  in  conviction 
and  14  in  acquittal.  The  details  are  presented  below.  The  amount  paid 
in  fines  was  $7,316,  which  sum  brings  the  total  to  $58,230.48. 
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Prosecutions. 
The  following  table  presents  the  statistics  relative  to  the  prosecutions 
which  have  been  conducted  under  the  food  and  drug  acts  since  the  begin- 
ning of  work  in  1883  (Revised  Laws,  chapter  76,  sections  16  to  27) :  — 

yumber  of  ComplairUs  entered  in  Court, 


Tsjot. 


Food  Mid 
other  Artiolet 
(not  inolnding 
Milk). 


MUk. 

Total. 

Conriotions. 

5 

4 

0 

8 

1 

45 

48 

44 

1 

68 

119 

108 

- 

10 

20 

19 

- 

84 

64 

60 

- 

48 

66 

61 

- 

66 

140 

124 

- 

34 

102 

96 

S 

49 

150 

185 

IS 

72 

186 

128 

.   8 

67 

86 

92 

- 

76 

90 

77 

11 

68 

92 

86 

- 

68 

76 

74 

1 

51 

65 

64 

- 

54 

64 

62 

3 

26 

47 

45 

5 

44 

94 

89 

- 

65 

96 

90 

8 

48 

76' 

74 

1 

44 

79 

70 

6 

•  50 

62 

57 

27 

77 

818 

275 

60 

171 

409 

883 

impoMd. 


1883,  . 
1884,. 

1886,t 
1886,s 
1887,. 
1888,. 
1889,. 
1890,  . 
1891.. 
1802,. 
1898,. 
1894,. 


1896,  . 
1897,. 


1809,. 
1900,. 
1901,  . 
1902,. 
1908,. 
1904,. 
1906,. 
1906,« 


2 
50 
10 
80 
22 
74 
78 
96 
52 
26 
14 
18 

7 
18 
10 
19 
45 
80 
25 
84 

6 
209 
177 


$2,042  00 

8.889  00 
8,019  00 
2,668  00 
8,661  70 
2,476  00 
2,625  00 
2,895  80 
2,812  20 
2,756  60 
2,060  96 
1,432  66 

1.890  70 
1,874  70 
2,617  96 
1,297  66 
1,509  00 
8,486  00 
7,816  00 


1  No  record  kept, 
t  To  May  1, 1886. 


s  Four  months  only. 

*  Fourteen  months,  from  Sept.  80, 1905. 


The  following  table  shows  the  nature  of  the  offences  complained  of, 
the  places  where  the  offences  were  committed,  the  dates  of  trial  or  indict- 
ment, and  the  result  of  each  case :  — 
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For  Sale  of  Milk  not  of  Good  Standard 

Quality. 

Naw. 

Place. 

Percentage 
of  Total 
Solids. 

Date. 

Result. 

Jack  E.  Durkee,  .... 

Acton, 

11.88 

Nov.  24, 1906. 

Conviction. 

Wm.  T.  Howland, 

Aoushnet,  • 

10.76 

June  27, 1906. 

Conviction. 

Geo.  L.  AveriU,    . 

Andover,   . 

11.81 

Nov.  12, 1906. 

Conviction. 

Harry  A.  Tashijian, 

Ashland,    . 

7.66  » 

Nov.  23, 1906. 

Aoquittal. 

Sarki8H.Taahijian, 

Ashland,    . 

7.27  > 

Nov.  23, 1906. 

Conviction. 

Wm.E.TWt,       . 

Athol, 

10.80 

Oct.  27. 1906. 

Conviction. 

Orrin  H.  Keith,  . 

Attleborough,     . 

11.40 

Oct.    6.1906, 

Conviction. 

John  E.  Anderson, 

11.26 

Oct.    6,1906, 

Conviction. 

Fred  P.  Cooper.  . 

Attleborough,     . 

11.86 

Oct.     6,1906, 

Conviction. 

Ann  M.  Brown,   . 

Bedford.    . 

11.20 

Oct,  81, 1906, 

Conviction. 

M.  M.  Crafts,       . 

Beveriy,     . 

11.60 

June  26. 1906, 

Conviction. 

Window  P.  Goldsmith, 

Beverly,     . 

11.10 

Blar.    7,1906. 

Conviction. 

John  F.  MarshaU, 

Beverly,     . 

11.43 

Oct.  80, 1906, 

Conviction. 

Fred  P.  Warner, 

Beveriy,     .         . 

10.16  » 

July    6,1906. 

Conviction. 

Henry  F.  Woodbury, 

Beverly,     . 

11.04  » 

Mar.  81, 1906, 

Conviction. 

Henry  F.  Woodbury, 

Beverly,     . 

11.04  » 

Mar.  81. 1906, 

Conviction. 

John  G.  Bailey,   . 

BiUerica,    . 

11.60 

Nov.    4,1906, 

Conviction. 

Charles  Lyons     . 

BUlerioa,   . 

11.00 

Nov.    4,1906. 

Conviction. 

Alexander  Gillis. 

Brockton,  . 

10.82 

Jan.  30, 1906. 

Conviction. 

Geo.  H.  Shurtleff, 

Brockton,  . 

9.87  » 

Jan.  27, 1906. 

Conviction. 

Wayland  H.  Sheafe, 

Charlton,   . 

10.78  » 

Mar.    8.1906. 

Conviction. 

Wayland  H.  Sheafe, 

Charlt<Hi,   . 

10.78  » 

Mar.    8.1906. 

Convictira. 

Fred  L.  Fletcher, 

9.14  1 

Apr.  27. 1906. 

Conviction. 

Fred  L.  Fletcher, 

Chelmsford, 

9.14 

Apr.  27, 1906. 

Conviction. 

Everett  R.Reid,. 

Chelmsford, 

9.84  1 

May  11. 1906. 

Conviction. 

Everett  R.  Reid, . 

Chelmsford, 

9.84 

May  11, 1906. 

Conviction. 

Benjamin  Dine,  . 

Chelsea,     . 

11.88 

Feb.    9,1906. 

Conviction. 

Morris  Goldman,. 

Chel^     . 

11.30 

Nov.    1.1906. 

Conviction. 

John  A.  D.  Schafer, 

Chelsea.     . 

11.77 

Feb.    8.1906. 

Conviction. 

Henry  Smith, 

Chelsea,     . 

11.36 

Feb.    9.1906. 

Acquittal. 

Antonio  Leite,     . 

Cottage  City, 

9.37 

Sept.  21, 1906. 

Conviction. 

Antonio  Leite,     . 

Cottage  aty.      . 

9.37  1 

Sept.  21, 1906. 

Conviction. 

Albert  C.  Batohelder, 

Danvers,    . 

10.82 

Nov.    6.1906. 

Conviction. 

Danvers.    . 

10.84  1 

Nov.  24. 1906. 

Conviction. 

Chas.  H.  Wright, 

Dedham,    . 

11.23 

July  26. 1906. 

Conviction. 

Honoro  Boule,     . 

FaU  River, 

11.20 

Nov.   9.1906. 

Conviction. 

John  N.  BurseBBf 

FaU  River, 

10.06  1 

Nov.   9,1906, 

Conviction. 

1  Addition  of  water  alleged  in  complaint. 
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Theodore  Gamaohe,     . 

FalliRiver, 

11.26 

Nov.   9,1905, 

Conviction. 

Alfred  LoieeUe,    . 

FaU  River, 

11.60 

Nov.   9,1905, 

Conviction. 

Heori  Tureotte,  . 

FaU  River. 

10.85 

Nov.   9,1905. 

Conviction. 

Fred.  D.  Shattuok, 

Fitchburg,. 

11.40 

Nov.  28, 1905. 

Conviction. 

Zoeth  R.  HigginB, 

Franklin,   . 

11.00 

Mar.  29. 1906, 

Conviction. 

Thoe.E.  Spittle,. 

Gloucester, 

11.67 

July    5,1906, 

Conviction. 

Geo.  E.  Waldron, 

Gloucester, 

11.19 

July    5,1906, 

Conviction. 

Hannah  Wheeler, 

Grafton,     . 

11.66 

Nov.  21, 1905, 

Acquittal. 

Bennie  F.  Darlinc, 

* 

Greenfield. 

11.52 

May  17,  1906. 

Conviction. 

Alexander  F.  Hodgen, 

Greenfield. 

11.70 

May    7,1906, 

Conviction. 

Bobert  J.  Hodden, 

Greenfield, 

11.52 

May    7,1906, 

Conviction. 

E.  C.  Eldridge.    . 

Haverhill, 

11.60 

Feb.    6,1906, 

Conviction. 

Merry  C.  Oxnard, 

Haverhill, 

11.65 

Feb.    6,1906, 

Conviction. 

Geo.M.Wa8on,  . 

Haverhill, 

11.60 

Feb.    6,1906, 

Conviction. 

Geo.M.Wa8on,  . 

Haverhill, 

11.12 

May  12, 1906. 

Conviction. 

Geoige  W.  BuiseaB, 

Hingham,  . 

11.24 

Sept.  25, 1906, 

Conviction. 

George  W.  Burgess, 

Hingham,  . 

11.24» 

Sept.  25, 1906. 

Conviction. 

Charlee  A.  Howard, 

HoUiston,  . 

10.98 

Mar.  17, 1906, 

Conviction. 

Walter  E.  Bates,. 

Hyde  Park, 

9.90» 

Sept.  12, 1906, 

Conviction. 

Jesse  H.  Whipple, 

Ipswich,     . 

11.00 

Mar.  24, 1906, 

Conviction. 

Richard  Bourgeois, 

Lawrence, 

11.70 

Mar.  10, 1906. 

Conviction. 

Michael  F.  Donovan, 

Lawrence,  ' 

11.46 

May  16, 1906, 

Conviction. 

Joseph  Lamontagne, 

Lawrence, 

11.97 

Mar.  10. 1906, 

Conviction. 

James  L.  McAvoy, 

Lawrence, 

11.30 

Mar.  10, 1906, 

Conviction. 

Wm.  E.  Ralton,  . 

Lawrence, 

10.89 » 

Aug.  22. 1906, 

Acquittal. 

Wm.  E.  Ralton,  . 

Lawrence,. 

10.80» 

Aug.  29, 1906. 

Acquittal. 

Wm.  E.  Ralton,  . 

Lawrence. 

7.60» 

Aug.  29, 1906, 

Conviction. 

Wm.  F.  Trauskke, 

Lawrence, 

11.48 

June  22, 1906. 

Conviction. 

Almon  0.  Welch, 

Leominster, 

10.54 

July  28, 1906. 

Conviction. 

Herbert  Dalrymple,      . 

Lexington, 

11.15 

Sept.  29, 1906, 

Conviction. 

Ernest  £.  McPhee, 

Lexington, 

10.71 

Sept.  29, 1906, 

Conviction. 

John  F.  Bums,    . 

LoweU,       . 

10.74 

Jan.  24,1906, 

Conviction. 

Joseph  A.  Ferron, 

LoweU.       . 

11.77 

Apr.  27, 1906, 

Conviction. 

James  J.  MoCausland,  . 

LoweU.      . 

11.40 

Jan.  24. 1906, 

Conviction. 

Peter  Mawn, 

LoweU,       . 

11.80 

Jan.  24, 1906. 

Conviction. 

John  J.  Meagher, 

LoweU,       . 

11.27 

Jan.  24, 1906, 

Conviction. 

Peter  F.  Sullivan, 

LoweU,       . 

11.06 

Jan.  24, 1906, 

Conviction. 

>  Addition  oi  water  aUeged  in  complaint. 
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Wm,McNiff 

Marlborough, 

11.43 

June    2,1906. 

Conviction. 

Edward  P.  Gilley, 

Medfield,    . 

8.76  » 

June    7,1906, 

Conviction. 

Edward  P.  Gilley. 

Medfield,    . 

8.76 

June    7,1906. 

Conviction. 

Jeremiah  Doody, 

Melrose,     . 

11.04 

Dec.  20, 1906, 

Conviction. 

Nasareth  Boomoxiaii» 

Methuen,   . 

11.20 

Bfay  16, 1906, 

Conviction. 

Robt.  Morgan,     . 

MeUiuen,   . 

11.88 

Apr.  11, 1906. 

Conviction. 

Napoleon  F.  Roy, 

Methuen,   . 

11.38 

Apr.  11. 1906. 

Conviction. 

Manuel  S.  SUva.  . 

Methuen,   . 

10.83 

June  26. 1906. 

Conviction. 

Patrick  J.  Twomey. 

Methuen.   . 

10.70 

Aug.  29. 1906. 

Conviction. 

8.  Weeley  Young, 

Methuen.   . 

11.17 

Apr.  11. 1906. 

Conviction. 

Walter  I.  Coffin, 

MiUord,      . 

11.00 

June  19. 1906. 

Conriction. 

Lewis  W.  Chamberlain 

Millis, 

11.66 

Mar.    6.1906. 

Conviction. 

PhUip  Friedman, 

Millis. 

9.23 

Mar.    6,1906. 

Conviction. 

Philip  Friedman, 

MUIis, 

9.23  1 

Mar.    6,1906. 

Conviction. 

Thomas  L.  Andrews, 

New  Bedford,     . 

10.06  » 

June  27. 1906. 

Conviction. 

Frank  E.  Childs. 

Newton,     . 

11.31 

Sept.  26. 1906, 

Conviction. 

Michael  J.  Roulston, 

Newton,     . 

11.18 

Sept.  26. 1906. 

Conviction. 

Wm.  H.  Freeman, 

North  Adams. 

11.22  1 

Nov.    3,1906. 

Conviction. 

Joseph  H.  Geddis, 

North  Adams.    . 

11.40 

June  29. 1906. 

Conviction. 

Joseph  H.  Geddis, 

North  Adams, 

f  »11.26\ 

t»11.84/ 

Nov.   3.1906. 

Conviction. 

Gordon  L.  Parris. 

North  Adams, 

11.22 

Nov.    3.1906, 

Conviction. 

North  Andover, 

11.40 

May  16. 1906, 

Conviction. 

Jesse  M.  James.  . 

North  Brookfield 

8.24  1 

Aug.  31, 1906. 

Conviction. 

Jesse  M.  James,  . 

North  Brookfield 

9.06  » 

Aug.  31. 1906. 

Conviction. 

GiUiian  P.  Young, 

North  Grafton, 

11.06 

Apr.  21, 1906, 

Conviction. 

Harry  P.  Young, 

North  Grafton, 

10.88 

Apr.  21, 1906, 

Conviction. 

Harry  P.  Young, 

North  Grafton. 

9.70  » 

Apr.  21. 1906, 

Acquittal. 

Hosea  M.  Brown, 

North  New  Salen 

1.         9.04  1 

Nov.  24, 1906, 

Conviction. 

Frank  W.  Bateman, 

Norwood.  . 

11.60 

Sept.  12, 1906, 

Conviction. 

Arthur  P.  Bodge, 

Peabody,   . 

11.69 

Mar.    7,1906. 

Conviction. 

Chas.  E.  Holden,. 

Peabody,  . 

f    11.40  \ 
1    11.60/ 

July  20. 1906, 

Conviction. 

Baptisto  AUession, 

Pittsfidd,  . 

10.31 

Dec.  14. 1906, 

Conviction. 

Wm.  N.  Coe,        . 

Pittsfield,  . 

9.86 

Dec.  14, 1906, 

Conviction. 

Frank  Loehr, 

Pittsfield,  . 

10.96  1 

Dec.  14, 1906, 

Conviction. 

C.  A.  Cook, 

Provincetown, 

10.70 

Sept.  22, 1906, 

Pending. 

A.  A.  Francis,      . 

Provincetown, 

11.36 

Sept.  22, 1906, 

Pending. 

1  Addition  of  .water  alleged  in  complaint. 
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Wm.  L.  Chase,     .... 

Quincy, 

11.37 

Feb.    3,1906, 

Conviction. 

John  G.  MoGrecor, 

Quincy, 

9.86 

Deo.  17. 1906, 

Conviction. 

(%•«.  L.  Pftrker.  . 

Quincy, 

11.14 

Mar.  12,  1906, 

Conviction. 

Albert  a  Batehelder. 

Salem. 

10.62 

Dec.     1,1906, 

Conviction. 

Albert  C.  Batchelder, 

Salem, 

10.52 » 

Dec.     1.1906. 

Conviction. 

Frank  8.  Breimen, 

Salem, 

11.45 

Mar.    7,1906. 

Conviction. 

Patrick  J.  Flyim, 

Salem. 

11.90 

Nov.  23, 1906, 

Conviction. 

leaao  Wineapple, 

Salem. 

11.40 

Apr.    6,  1906, 

Conviction. 

Redmond  Welah. 

Sherbom,  . 

11.43 

Mar.  17,  1906. 

Conviction. 

Anelious  0.  Chiokermg 

Spencer,     . 

9.73 

Mar.    8,1906, 

Conviction. 

Howard  D.  Porter, 

Springfield, 

11.51 

July    3,1906. 

Conviction. 

WaiardE.  Tufts. 

Springfield, 

11.88 

Jan.  23, 1906, 

Conviction. 

Frank  A.  Walters, 

Springfield, 

11.87 

Jan.  23, 1906, 

Conviction. 

Martin  L.  Poole, 

Wakefield,. 

11.51 

July  24, 1906, 

Conviction. 

Edward  G.  Gould, 

Waltham.  . 

11.44 

Dec.  19, 1906, 

Conviction. 

PaulJ.  Polaski,  . 

Waltham,  . 

11.12 

Nov.  11, 1905, 

Conviction. 

Geo.  W.  RusseU. 

Waltham,  . 

10.60 

Oct.  10,1906, 

Conviction. 

Gardner  A.  Teelle, 

Waltham,  . 

11.40 

Oct.  10,1906, 

Conviction. 

Willard  Warren, 

Waltham,  . 

11.42 

Oct.  10, 1906, 

Conviction. 

John  Smith, 

Ware, 

9.84< 

July  30, 1906, 

Conviction. 

James  H.  Colby, 

Wareham, 

10.95 

Sept.  21, 1906. 

Conviction. 

C.  Allen  Brown,  . 

Watertown, 

11.29 

Nov.    2.1905. 

Conviction. 

C.  Allen  Brown,  . 

Watertown, 

11.31 

Dec.  22. 1905, 

Acquittal. 

Dominick  Raymond, 

Watertown, 

11.31 

Dec.  22.  1905, 

Conviction. 

Chas.  Woodlin,    . 

Watertown, 

11.31 

Dec.  22. 1905, 

Conviction. 

Samuel  D.  Bryden, 

Wayland,  . 

10.50 

Sept.  12. 1906. 

Conviction. 

Dana  H.  Elkins, 

WayUind.  . 

11.40 

Apr.  11.  1906, 

Conviction. 

Robt.  A.  Watson, 

West  Andover,   . 

11.77 

Apr.     6.1906, 

Conviction. 

Wm.  T.  Rioe. 

West  Newton,     . 

11.50 

Nov.  10,  1906. 

Conviction. 

Michael  J.  Roulston, 

West  Newton,    . 

11.20 

Nov.  10, 1905, 

Conviction. 

Wm.  H.  Bagg,     . 

West  Springfield, 

11.32 

Oct.  16,1906. 

Conviction. 

John  DeFem, 

Westwood, 

9.96  1 

Oct.  25, 1906, 

Conviction. 

John  DeFem, 

Westwood, 

10.241 

Oct.  25. 1906. 

Conviction. 

P.H.Doherty,    . 

Wobum,    . 

11.60 

Feb.  23, 1906, 

Acquittal. 

Wm.  F.  Estabrook,       . 

Wobum,    . 

11.231 

Feb.  20. 1906. 

Conviction. 

John  C.  Finnegan, 

Wobum,    . 

11.39 

Feb.  20. 1906, 

Conviction. 

John  A.  Porter,   . 

Wobum,    . 

10.24 » 

Nov.    6.1906, 

Conviction. 

1  Addition  of  water  alleged  in  complaint. 


>  Removal  of  cream  alleged  in  complaint. 
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John  A.  Porter.  .... 
Chas.  L.  El^redse. 
Joshua  T.  Durfee. 
Edward  W.  Hicks,       . 

Wobum,    . 
Wrentham, 
Tiverton,  R.  I.,  . 
Tiverton,  R.  I..  . 

11.14 
10.33 » 
11.11 
11.70 

Nov.    6.1906, 
Nov.  26. 1906. 
Nov.   9,  1906. 
Nov.   9,  1906. 

Conviction. 
Conviction. 
Conviction. 
Conviction. 

1  Addition  of  water  alleged  in  complaint. 


For  Sale  of  Milk  containing  Added  Foreign  Matter, 

Namb. 

Place. 

Adulterant. 

Date. 

Result. 

Robt.  J.  Murray,. 

Arlington, 

Formaldehyde, 

Oct.     6.1906, 

Conviction. 

Mansfield  M.  Crafts.     . 

Beverly.     . 

Formaldehyde, 

June  26, 1906, 

Conviction. 

Chas.  H.  Dodge,  . 

Beverly,     . 

Formaldehyde. 

June  26, 1906, 

Conviction. 

Chas.  H.  Wright, 

Dedham,    . 

Boron  compound,     . 

July  26, 1906, 

Conviction. 

Geo.  F.  Hamilton, 

Everett,     . 

Formaldehyde. 

July  26. 1906, 

Conviction. 

Ernest  E.  McPhee, 

Lexington, 

Coloring  matter,  ^ 

Sept.  29, 1906, 

Conviction. 

Peter  F.  Sullivan, 

Lowell,       . 

Coloring  matter. 

Jan.  24. 1906. 

Conviction. 

Fred  L.  Cook,      . 

Newton,     . 

Coloring  matter, »     . 

Sept.  26. 1906. 

Conviction. 

Arthur  J.  Green, 

North  Adams,     . 

Formaldehyde, 

July    9,1906. 

Conviction. 

Nelson  Marlowe, 

North  Adams,     . 

Formaldehyde. 

Aug.  14. 1906. 

Conviction. 

Frank  W.  Bateman,     . 

Norwood,  . 

Formaldehyde, 

Sept.  12, 1906, 

Conviction. 

Chas.  H.  Wright, 

Norwood,  . 

Coloring  matter. 

Nov.  30, 1906, 

Discharged. 

Chas.  H.  Wright, 

Norwood,  . 

Coloring  matter, 

Nov.  30, 1906. 

Conviction. 

»  Addition  of  w« 

Iter  alleged  in  complaix 

It. 

For  Sale  of  Adulterated  Cream. 


Name. 

Place. 

Adulterant. 

Date. 

Result. 

Frank  F.  Este,     . 

Marlborough, 

Formaldehyde, 

June    2,1906, 

Conviction. 

Dana  H.  Elkins. 

Wayland,  . 

Formaldehyde, 

Mar.  30,  1906, 

Conviction. 

Dana  H.  Elkins. 

Wayland.  . 

Formaldehyde, 

Mar.  80, 1906, 

Conviction. 

Dana  H.  Elkins, 

Wayland.  . 

Formaldehyde, 

Mar.  80, 1906, 

Conviction. 

Dana  H.  EUkins, 

Wayland.  . 

Formaldehyde, 

Apr.  11, 1906, 

Conviction. 

Dana  H.  Elkins, 

Wayland,  . 

Formaldehyde, 

Apr.  11, 1906. 

Conviction. 

Dana  H.  Elkins, 

Wayland,  . 

Formaldehjrde, 

Apr.  11,  1906, 

Conviction* 
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Fw  Sale  of  Unmarked  Renovated  Butter, 


Namc. 


PUoe. 


Data. 


Remit. 


John  J.  O'Hara,  . 
Wm.  C.  Gearvifl,  . 
Qeorse  TalUuioo,  . 
Geo.  D.  Lamberton, 
Fimnk  C.  Rumery, 
Thos.  8.  litohfield. 


Middleborough,  , 
North  Adjum,    , 
North  Adami,     , 
Pittafield,  . 
Rockland, 
Wobum,    . 


Deo.  22. 1906, 
Nov.  15. 1006. 
D«s.  14. 1006. 
D«s.  14, 1006. 
Jan.  20, 1006, 
Feb.  28, 1006, 


Conviction. 
Conviction. 
Conviction. 
Conviction. 
Conviction. 
Conviction. 


For  Sale  of  AdttUerated  Foods  other  than  Milk  and  Milk  Products. 
Hambubo  Stkax. 


Nam*. 

Place. 

Adulterant. 

Date. 

Result. 

Hoonmino  Oataldo,      . 

Boston,      . 

Sodium  sulphite. 

Mar.    1,1006. 

Conviction. 

Chas.  H.  Dempeey, 

Boston,      . 

Sodium  sulphite. 

July    6,1006. 

Acquittal. 

Erther  Ooldkrand, 

Boston,      . 

Sodium  sulphite, 

Apr.    4,1006. 

Conviction. 

Ifannri  D.  Johnson, 

Boston,      . 

Sodium  sulphite, 

Jan.  23. 1006, 

Conviction. 

Geo.T.KeUy,      . 

Boston,      . 

Sodium  sulphite,      . 

Mar.    1,1006, 

Conviction. 

Ifatthew  Kniakem,      . 

Boston.      . 

Sodium  sulphite.      . 

Jan.  28, 1006. 

Conviction. 

Ifardios  M.  Martin,       . 

Boston,      . 

Sodium  sulphite,      . 

Jan.  28, 1006, 

Conviction. 

Boston,      . 

Sodium  sulphite,      . 

Mar.  30, 1006, 

Conviction. 

PwdP.Purdy,    . 

Boston.      . 

Sodium  sulphite,      . 

Nov.  16, 1006, 

Conviction. 

BeoJ.  W.  Rodman, 

Boston,      . 

Sodium  sulphite. 

Nov.  16, 1006. 

Conviction. 

Isaac  F.  Row,      . 

Boston,      . 

Sodium  sulphite. 

Dec.  13. 1006. 

Conviction. 

Henry  F.  Qre^ore, 

Chelsea,     . 

Sodium  sulphite. 

Feb.    7,1006. 

Conviction. 

Chariee  D.  Johnson, 

Chelsea.     . 

Sodium  sulphite. 

Feb.    7.1006. 

Conviction. 

Arthur  F.  Pease, 

Holyoke,    . 

Sodium  sulphite,      . 

Mar.  15. 1006. 

Conviction. 

John  R.  Harris,  . 

Lawrence, 

Sodium  sulphite. 

June  22. 1006. 

Conviction. 

Herbert  R.  Bateman,  . 

North  Adams,     . 

Sodium  sulphite, 

Dec.  22. 1005. 

Conviction. 

Herbert  L.  King, 

Pittsfield,  . 

Sodium  sulphite, 

Dec.  14.  1005, 

Conviction. 

Waiter  E.  Barry, 

Quincy,      . 

Sodium  sulphite, 

Jan.  20. 1006. 

Conviction. 

Edw.  L.  Chamberlain,  . 

Reading,    . 

Sodium  sulphite, 

May  17. 1006, 

Conviction. 

William  May,      . 

Springfield, 

Sodium  sulphite. 

Jan.  28. 1006. 

Conviction. 

Fred  K.  Rood.     . 

Springfield. 

Sodium  sulphite. 

Apr,    6.1006, 

Conviction. 

Milo  K.  Woodbury,      . 

Springfield. 

Sodium  sulphite, 

Apr.    6.1006, 

Conviction. 

Chariee  A.  Wright, 

Springfield. 

Sodium  sulphite. 

Apr.    0,1006. 

Conviction. 

James  R.  Gardner, 

Taunton,    . 

Sodium  sulphite. 

Jan.  15,1006. 

Conviction. 

George  B.  Lawton, 

Taunton,   . 

Sodium  sulphite. 

Dec.  20. 1005. 

Conviction.1 

John  E.  Janes,    . 

Waltham.  . 

Sodium  sulphite, 

June  12. 1006. 

Conviction. 

Appealed. 
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Name. 

Place. 
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Result. 

Wilbert  H.  Clark, 

Attleborough,     . 

Boron  compound,     . 

Dec.    8,  1006. 

Conviction. 

liaroellian  Sirvian, 

Boston,      . 

Sodiimi  sulphite,      . 

Jan.  21, 1906. 

Conviction. 

Paul  Varlanina,  . 

Boston,      . 

Boric  acid, 

Dec.  23. 1005. 

Conviction. 

Christian  Wolfnim.       . 

Boston,      . 

Boron  compound,     . 

Mar.  23, 1006. 

Conviction. 

Vinoent  H.  Fairey. 

Brockton.  . 

Boron  compound,     . 

May    8,1006, 

Conviction. 

Joseph  A.  Robidoux,    . 

Brockton,  . 

Boron  compound,    . 

May    6,1006. 

Conviction. 

Walter  T.  Mams, 

Chelsea.     . 

Boron  compound,    . 

Feb.    7,1006, 

Conviction. 

Benjamin  E.  Strout,     . 

Chelsea,     . 

Boron  compound,     . 

Feb.  14,  1006, 

Conviction. 

Michael  Blake,    . 

Fall  River, 

Boric  acid. 

Deo.    6.1005, 

Conviction. 

Joseph  A.  Dennis, 

Fall  River, 

Boric  acid,      . 

Dec.    6.  1005. 

Conviction. 

Joseph  Harrison, 

Fall  River, 

Boric  acid. 

Deo.    5,  1006. 

Conviction. 

Michael  T.  Hudner,      . 

Fall  River, 

Boron  compound,     . 

Dec.  12, 1005, 

Conviction. 

James  Newsome, 

FaU  River, 

Boron  compound,     . 

Dec.    5,1005. 

Conviction. 

Fred  S.  Reed,      . 

Fall  River, 

Boron  compound,     . 

Dec.  12, 1005, 

Conviction. 

Fred  S.  Reed,      . 

FaU  River, 

Boron  compound,     . 

Dec.  12. 1005, 

Conviction. 

Mello  Bausa. 

Fall  River, 

Boron  compound,     . 

Dec.    5, 1005, 

Conviction. 

Chas.  F.  Coates,  . 

Greenfield, 

Boron  compound,     . 

May  17, 1006. 

Conviction. 

John  J.  Boudreau, 

Holyoke,    . 

Boric  acid. 

Mar.  24. 1006. 

Conviction. 

Gifford  J.  Gray,  . 

Holyoke,    . 

Boric  acid. 

Mar.  24, 1006, 

Conviction. 

Aleck  Muchlbutt, 

Holyoke,    . 

Boric  acid. 

Mar.  15, 1006, 

Conviction. 

John  Curtin, 

Lawrence, 

Boron  compound,     . 

June  22.  1006. 

Conviction. 

Vital  Lessard,      . 

Lawrence, 

Boron  compound,     . 

June  22,  1006, 

Conviction. 

C.  Henry  Schoenland,  . 

Lawrence, 

Boron  compound,     . 

June  22,  1006. 

Conviction. 

Charles  H.  Schoenland. 

Lawrence, 

Boron  compound,     . 

June  22,  1006. 

Conviction. 

Henry  C.  Schoenland,  . 

Lawrence, 

Boron  compound,     . 

June  22.  1006, 

Conviction. 

Elnathan  C.  Brownell,. 

New  Bedford.     . 

Boric  acid. 

Feb.  20.  1006. 

Conviction. 

Wm.  A.  Perry,     . 

New  Bedford.     . 

Boron  compound,     . 

Feb.  20, 1006, 

Conviction. 

Jacob  H.  Schmidt, 

New  Bedford,     . 

Boric  acid. 

Mar.  15. 1006. 

Conviction. 

Jacob  H.  Schmidt, 

New  Bedford,     . 

Boric  acid, 

Mar.  15, 1006. 

Conviction. 

Peter  D.  Plats,    . 

North  Adams,     . 

Boric  acid, 

Dec.  22,  1005. 

Conviction. 

Daniel  J.  Cashman, 

Springfield, 

Boron  compound,     . 

Jan.  23,  1006, 

Conviction. 

Harvey  B.  Frost, 

Springfield. 

Boron  compound,     . 

Jan.  23, 1906. 

Conviction. 

Herman  Isenberg, 

Springfield. 

Boric  acid, 

May  24,  1906. 

Conviction. 

Thomas  E.  Kins. 

Springfield, 

Boric  acid. 

Apr.    0,1006, 

Conviction. 

Wm.  0.  Sheldon, 

Springfield. 

Boron  compound,     . 

Apr.    6,1006, 

Conviction. 

Chas.  E.Wood,    . 

Tatmton.    . 

Boric  acid. 

Dec.  20, 1005, 

Conviction. 

Walter  E.  Dickerman,  . 

Whitman, 

Boron  compound,    . 

Feb.  21, 1006, 

Acquittal. 
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Namc. 

Place. 

Adulterant. 

Date. 
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Fayette  A.  Amidon,     . 

Woroester, 

Boron  compound,    . 

Apr.    9,1906. 

Conviction. 

B.  Joseph  Bertelfl, 

Woroester, 

Boron  compound,    . 

May    1,1906, 

Conviction. 

B.  Joseph  Berteb, 

Worcester, 

Boron  compound,    . 

Hay    1,1906. 

Conviction. 

Geo.  M.  Keegan, 

Worcester, 

Boron  compound,    . 

Hay    1,1906. 

Conviction. 

Hoos' 

Head  Chxbbb. 

HaroelUan  Sirvian, 

Boston,      . 

May    2,1906. 

Conviction. 

Henry  C.  Sohoenland,  . 

Lawrence, 

Boron  compoimd,    . 

June  22, 1906, 

Conviction. 

Henry  C.  Schoenland,  . 

Lawrence, 

Boron  compound,    . 

June  22, 1906, 

Conviction. 

B.  Joseph  Bertels. 

W^orces  ter , 

Boron  compound,     . 

May    1,1906, 

Conviction. 

Lambs'  Tonoue 


Albert  F.  Hajrward,      . 

Quincy, 

Bone  acid, 

Feb.    8.1906. 

Conviction. 

John  Q.  Fuller,    . 

Rockland, 

Boric  acid.      . 

Mar.  22, 1906. 

Conviction. 

Charles  R.  Cox,   . 

Whitman,  . 

Boron  compound,    . 

Mar.  22, 1906. 

Conviction. 

Potted  Ham. 


Wm.  C.  O'Connor, 


Boston, 


Borax,    . 


Nov.    6, 1906,     Conviction, 


Tripe. 


Edw.  L.  Brigham, 
William  B.  Cary, 


AtUeborough. 
Lowell, 


Boron  compound. 
Boron  compound. 


Nov.  26, 1906, 
July    3,1906, 


Conviction. 
Conviction. 


Shrimp. 


Bert  M.  Qove,      . 

Boston,      . 

Boron  compotmd,     . 

Oct.  26.  1906. 

Conviction. 

Herberts.  Litchfield.   . 

Boston.      . 

Boron  compound,     . 

Oct.  26,  1906. 

Conviction. 

BmaUoff  F.  Mollins.      . 

Boston.      . 

Boron  compound.     . 

Oct.  26. 1906. 

Conviction. 

Benj.  F.  Thomas. 

Boston. 

Boron  compound.     . 

Oct.  12.1906. 

Conviction. 

Albert  A.  White.. 

Boston,      . 

Boron  compound.     . 

Oct.  30. 1906. 

Conviction. 

Ward  D.  Prescott, 

Roslindale, 

Boron  compound,     . 

Oct.  30.  1906. 

Conviction. 

Wm.  Stopford.     . 

Salem, 

Boron  compound,    . 

Oct.  27.  1906. 

Conviction. 
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Namb. 
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Adulterant. 
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Result. 

HarryP.Hftle,    . 
Henry  Siegel  Company, 

Boston,      . 
Boston,      . 

Boron  compound,    . 

July    6.1906. 
April  tenn,  > 

Conviction. 
Conviction. 

Blood  Pttddino. 


B.  Joseph  Bertels, 


Worcester, 


Boron  compoimd, 


May    1, 1906»     Conviction. 


Lard. 


Wm.  D.  Halward, 

Boston,      . 

Decomposed,  . 

Jan.  12. 1906, 

Conviction. 

Eayajan  A.  Simon, 

Chelsea.     . 

Cotton  seed  oil. 

Feb.    7,1906, 

Conviction. 

Lawrence  Loiwa, 

Holyoke.    . 

Cotton  seed  oil. 

Mar.  16, 1906, 

Conviction. 

Robert  C.  Laberge,       . 

Lawrence, 

Cotton  seed  oil. 

Feb.  23, 1906. 

Conviction. 

Frank  N.  McQure. 

Taunton,    . 

Cotton  seed  oil. 

Jan.  29. 1906, 

Conviction. 

MmcE  Meat. 

Harry  P.  Hale,    . 

Boston.      . 

. 

Bensoio  acid.  . 

July    6,1906. 

Conviction. 

Wm.  A.  Smith,    . 

Cambridge, 

. 

Benzoic  add.  . 

June  23, 1906, 

Conviction. 

Daniel  F.Lyons.. 

Somerville. 

. 

Benzoic  add.  . 

Mar.  29. 1906, 

Conviction. 

Chas.  L.  Hatch.  . 

Winthrop. 

• 

Bensoic  add,  . 

June  20, 1906. 

Conviction. 

Tomato  Ketchup. 


Oliver  C.  Adams. 

Boston.      . 

Bensoic  acid,  . 

June  21, 1906, 

Conviction. 

Guregh  Q.  Baboian.      . 

Boston.      . 

Benzoic  acid,  . 

Jan.  23. 1906. 

Conviction. 

James  J.  Cgan.    . 

Boston,      . 

Benzoic  add,  . 

Mar.    1.1906, 

Conviction. 

Henry  Siegel  Company, 

Boston,      . 

Benzoic  add.  . 

April  term. » . 

Conviction. 

Henry  Siegel  Company, 

Boston,      . 

Bensoic  add.  . 

April  term, » . 

Conviction. 

Lewis  L.  Partridge,      . 

Maiden,      . 

Benzoic  add,  . 

Mar.  19. 1906, 

Conviction. 

"Tomato  Toner." 


Patrick  Ees^es, 


Boston, 


Benzoic  add,  . 


June  21, 1906,     Conviction, 


Tomato  Okra  Soup. 


Edwin  8.  Watson, 


Boston. 


Bensoic  add.  . 


Oct.  24, 1906,     Conviction. 


>  Indictment  by  grand  jury. 
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CSani  Sauce. 


NAIfV. 

Place. 

Adulterant. 

Date. 

Result. 

Henry  Siegel  Company, 
Henry  Siegel  Company, 
Wm. H.Smith,    . 
B.  Joeeph  Bertele, 

Boeton,      . 
Boston,      . 
Boston,      . 
Woroestar» 

Benzoic  acid,  . 
Bensoic  acid,  . 
Bensoie  add,  . 
Bensoic  add,  . 

April  term,  i  . 
April  term,  > . 
Oct.  24,1906. 
May    1,1906. 

Conviction. 
Conviction. 
Conviction. 
Conviction. 

••ROTAL 

"  Tabtab  Saucb. 

Joel  H.  Holton,   . 

Boston,      . 

Benioic  add,  . 

Oct.  80, 1906, 

Conviction. 

"PlCCALnX." 

Henry  Siegel  Company, 

Boston,      . 

Bensoic  add,  . 

April  term,  *  . 

Conviction. 

SWXKT  PiCKLSS. 

Henry  Siegel  Company. 

Boston,      . 

Bensoic  acid,  . 

April  term,  >  . 

Conviction. 

Cm 

ER  Vinegar. 

Horatio  Peaaley,  . 
John  T.  Twombly, 
Wm.  Farrell, 
Samuel  Goldenberg,     . 
Geo.  H.  Hadley,  . 
Qeo.  H.  Hadley,  . 

Boston,      . 

Boston,      . 

Cambridge, 

Cambridge, 

Lawrence, 

Lawrence, 

Coloring  matter. 
Coloring  matter. 
Coloring  matter. 
Coloring  matter. 

Distilled,    color- 

ing  matter. 
Distilled,    color- 

ing  matter. 

June    6,1906, 
June    6,1906, 
June  14, 1906, 
Oct.     6,1906, 
May  16, 1906, 
May  16, 1906, 

Conviction. 
Conviction. 
Conviction. 
Conviction. 
Conviction. 
Conviction. 

BucKWHBAT  Flour. 

Henry  Siegel  Company, 

Boston,      . 

Admixture   of   com 
and  wheat  flour. 

April  term,  i  . 

Conviction. 

Spzcbs. 
Clove9. 

Qeo.  A.  Knowlee, 

Boston,      . 

Clove  stems,    , 

May    8,1906, 

Conviction. 

Muttard, 

Qenhtaa.  Rndnick, 

North  Adams,    . 

Wheat  and  turmeric. 

Dec.  14, 1906, 

Conviction. 

^  Indictment  by  grand  jury. 
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Result. 

Samuel  F.  Davis, 
Saml.  S.  Lightbody,      . 
Horace  S.  Lowell, 
John  E.  Jeffers,   . 
Fred  S;  Reed,      . 

Boston,      . 
Boston,      . 
Boston,      . 
Boston,      . 
FaU  River, 

0.5  per  cent,  lemon 

oil;  no  formula. 
No  lemon  oil, 

0.9  per  cent,  lemon 

on. 

1.6  per  cent,  lemon 

oil. 
Water,    . 

May    8,1906, 
May    3,1906, 
May  10, 1906, 
June  21, 1906, 
Deo.  12, 1906, 

Conviction. 
Conviction. 
Conviction. 
Conviction. 
Conviction. 

Extract  of  Vanilla. 


Saml.  S.  Lishtbody, 


Boston, 


Coumarin, 


May    3, 1906,     Conviction. 


EXTBACT  OF   StBAWBBRBT. 


George  A.  Knowles, 


Boston, 


Entirely  artificial 
and  not  so  mariced. 


May    8,1906, 


Conviction. 


Jamb  and  Jellies. 

Thomas  W.  McEee,      . 

Boston, 

.     Bensoic  acid.  . 

June  21, 1906, 

Conviction. 

Thomas  W.  McKee,      . 

Boston, 

.     Benzoic  acid,  . 

June  21, 1906, 

Conviction. 

Horace  E.  Sherman,     . 

Boston, 

.     Bensoic  acid,  . 

Apr.  26, 1906, 

Conviction. 

Wm.  Y.  Wadleigh, 

Boston, 

.     Bensoic  add,  . 

June  21. 1906, 

Conviction. 

Joseph  Robidaux, 

Brockton, 

.     Benzoic    acid    and 

Feb.    9,1906. 

Conviction. 

Joseph  Robidaux, 

Brockton, 

coloring  matter. 
.     Apple  stock,  coloring 

matter,  glucose. 
.     Admixture  of  apples, 

bensoic  add. 
.     Admixture  of  apples, 

benzoic  add. 
.     Admixture  of  apples, 

bensoic  acid. 

Feb.    9.1906. 

Conviction. 

MarshaU  P.  Newman,  . 
MarshaU  P.  Newman,  . 
MarthaU  P.  Newman,  . 

Cambridge 
Cambridge 
Cambridge 

June  19. 1906, 
June  21,  1906, 
June  21. 1906, 

Conviction. 
Conviction. 
Conviction. 

Apple  Butteb. 


Henry  Siegel  Company, 
Henry  Siegel  Company, 


Boston, 
Boston, 


Benzoic  add,  , 
B^izoic  acid,  , 


April  term,  ^ 
April  term,  ^ 


Conviction. 
Conviction. 


Maple  Sugar. 


Bartholomew  Marchetti. 
Gaetano  Orsi, 


Hyde  Park, 
Taunton,   . 


Refined  cane  sugar.  . 
Refined  cane  sugar.  . 


June    7, 1906, 
Mar.  20, 1906. 


Conviction. 
Conviction. 


Indictment  by  grand  jury. 
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Haplb  STBtxr. 


Njlmx. 

Place. 

Adulterant. 

Date. 

Result. 

Wm.  C.  O'CSonnor. 

Boston,      . 

Deo.  13, 1905, 

Conviction. 

Wallftce  F.  StaplM, 

Chelsea,     . 

Cane  sugar  syrup,    . 

Feb.    1,1906, 

Conviction. 

Arthur  R.  Pitts,  . 

Hyde  Park, 

Mar.  26, 1906, 

Conviction. 

John  A.  Seaman, 

New  Bedford,     . 

Cane  sugar  sjmip,    . 

Feb.  20, 1906, 

Conviction. 

George  Tallarioo, 

North  Adams,    . 

Cane  sugar  tynxp,    . 

Deo.  14, 1906, 

Acquittal. 

John  A.  Radoliff. 

Rookland, 

Oane  sugar  syrup,    . 

Feb.  21, 1906, 

Acquittal. 

Cocoa. 


Geo.  A.  Knowles,  Boston, 


Cane  sugar,     .  May    8, 1906,     Conviction. 


Ckkam  of  Tabtab. 


Horace  S.  Lowell,         .     Boston, 


Com  stareb,  calcium 
acid  phosphate,  cal- 
cium sulphate,  alum. 


May  10, 1906, 


Conviction. 


GiNOKR  Wine. 


Arthur  E.  Cox, 


Boston, 


Salicylic  add,  July  12, 1906,     Conviction. 


Gbape  Juics. 


Henry  H.  Robinson,     .     Boston, 


Sulphurous    acid, 
sodium  sulphite. 


May    2,1906, 


Conviction. 


CiDB 


Wm.  C.  O'Connor,  Boston, 


Benzoic  acid, 


Dec.  18, 1906,     Conviction. 


BXBR. 


Wm.  H.  Hennessey  A 
Co. 


Lsmn, 


Salicylic  acid. 


May    8, 1906,     Conviction, 


Ale. 


Wm.J.MolterACo.,   . 

Clinton,      . 

SalicyUc  acid. 

Apr.  10. 1906, 

Conviction. 

Patrick  H.  Morrison,    . 

Qinton,      . 

SaUcylic  acid. 

Apr.  10, 1906, 

Conviction. 

Wm.  C.  O'Malley, 

Clinton,      . 

Salicylic  acid. 

Apr.  10, 1906, 

Conviction. 

Thomas  Coyne,   . 

Haverhill,  . 

Salicylic  acid. 

Apr.  21,  1906, 

Conviction. 

Glide  Leger. 

Haverhill,  . 

Salicylic  acid. 

Apr.  21, 1906, 

Conviction. 
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Miles  A  JoboBon. 

Lynn, 

SaUoylie  acid. 

May    8,1906, 

Conviction. 

Fred  C.  Rice,       . 

Pittsfield,  . 

Sodium  sulphite,      . 

Jan.  12,1006, 

Conviction. 

Cbndon  A  McAuliffe.    . 

Salem, 

SalioyUo  acid. 

Auff.  24, 1906. 

Conviction. 

Joseph  Murmy,   . 

Taunton,   . 

SalicyUo  acid. 

Mar.  20, 1906, 

Conviction. 

John  a.  Bieberbaoh,     . 

Worceeter, 

SalicyUc  acid, 

Apr.  16, 1906, 

Conviction. 

For  Sale  of  AduUerated  Drugs, 
Alcohol. 


Name. 

Place. 

Adulterant. 

Data. 

Result. 

Samuel  Appell,    . 

Boston,      . 

Wood  alcohol. 

Sept.  6,1006. 

Conviction. 

David  Bonner,     . 

Boston,      . 

Wood  alcohol. 

Sept.  6,1006, 

Conviction. 

Reuben  Federman. 

Boston,      . 

Wood  alcohol. 

Sept.  6,1006, 

Conviction. 

Saml.  Z.  Gk)ldberg, 

Boston,      . 

Wood  alcohol. 

Sept.  6,1006, 

Conviction. 

Albert  0.  Smith, 

Brockton.  . 

Wood  alcohol, 

May  26, 1006, 

Conviction. 

Chas.  B.  Stevens, 
Allyn  E.  Howe,   . 

Brockton,  . 
Stoughton, 

60.04  per  cent,  alco- 
hol by  weight;  76.06 
_per  cent,  by  volume. 
Water,    . 

Sept.  20, 1006, 
May  14, 1006, 

Conviction. 
Defaulted. 

Wm.  H.  Jackson, 

Stoughton, 

Water.    . 

May  14. 1006, 

Conviction. 

Borax. 


Calvin  F.  Qibbs, . 


Boston, 


Sodium  bi-carbonate; 
no  borax  in  sample. 


Oct.  24, 1006, 


Conviction. 


Brandt. 


Theodore  Metcalf  Co.,  . 

Boston,      . 

Rectified  spirits. 

Feb.    6.1006. 

Conviction. 

Archibald  Dakin, 

Randolph, 

Rectified  siprits. 

Feb.  10, 1006, 

Conviction. 

Lee  H.  Porter,     . 

Randolph, 

Rectified  spirits. 

Feb.  10, 1006. 

Conviction. 

BSBSWAX. 


Edwin  R.  Fiske. 


Qreenfield. 


00  per  cent,  paraffine. 


June  27. 1006. 


Conviction. 


Cocaine. 


Charles  F.  Wright, 
Charles  F.  Wright, 


Boston, 
Boston, 


Without  prescription, 
Not  labelled,   . 


Sept.  7,1006, 
Sept.  7,1006, 


Conviction* 
Conviction. 
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Namb. 

Place. 

Adulterant. 

Date. 

Result. 

Theodore  Metcalf  Com- 
pany. 

Boston,      . 

Coumarin, 

Feb.    6,1906. 

Conviction. 

ExTBACT  OF  WrrcH  Hazbl. 


Calvin  F.  Gibbs, . 

Boston,      . 

Formaldehyde, 

Oct.  24, 1906, 

Conviotion. 

F.  James  McCarthy,     . 

Boston,      . 

Formaldehyde, 

Aug.  17, 1906, 

Conviction. 

Joseph  M.  Sisonsky,     . 

Boston, 

Wood  alcohol. 

July  27, 1906, 

Conviction . 

Joseph  M.Si8onsky,     . 

Boston,      . 

Formaldehyde, 

July  27. 1906, 

Conviction. 

Rosooe  A.  Smith, 

Boston,      . 

Formaldehyde, 

Aug.    8.1906, 

Conviction. 

Beneoin  G.  Wemiok,    . 

Boston,      . 

Formaldehjrde, 

July  27. 1906, 

Conviction. 

Geo.R.  Hinkley,. 

Brookline, 

Formaldehyde, 

Aug.    4.1906, 

Conviction. 

Wm.  FarreU, 

Cambridge, 

9.54  x>er  cent,  alco- 
hol; formaldehyde 

9.29  per  cent,  alcoho 
by  weight;  formal- 
dehyde. 

9.43  per  cent,  alcohol 
by  weight;  formal- 
dehyde. 

Formaldehyde, 

■     Sept.  28. 1906. 

Conviction. 

Chas.  L.  Curtis,    . 
FredH.Taloott, 
W.  W.  Miner,      . 

South    Framing- 
ham. 

South    Framing- 
Ware, 

Oct.  22. 1906. 
Oct.     9,1906. 
Aug.    9,1906, 

Conviotion. 
Conviction. 
Acquittal. 

Olivx  Oil. 


J.  WeUs  Thompson,      . 

Adams, 

Cotton  seed  oil. 

Dec.    7.1906. 

Conviction.^ 

Henry  Arsenault, 

Athol, 

Sesame  oil, 

Oct.  27. 1906, 

Conviction. 

Benj.  F.  Bradbury, 

Boston,      . 

Cotton  seed  oil. 

Dec.  19, 1906, 

Conviction. 

Arthur  L.  Green, 

Boston,      . 

Cotton  seed  oU, 

Mar.    9.1906, 

Conviction. 

Theodore  Metcalf  Com'- 

Boston,      . 

Cotton  seed  oil. 

Feb.    6,1906, 

Conviotion. 

Joseph  F.  O'DonneU,    . 

Cambridge, 

Cotton  seed  oU, 

Dec.  11, 1906. 

Conviction. 

Charles  H.  Howard,     . 

Everett,     . 

Cotton  seed  oil. 

Dec.  16, 1906. 

Conviction. 

Alfred  Robinson, 

FaU  River, 

Cotton  seed  oil, 

Dec.    6,1906, 

Conviction. 

Qeoige  G.  Leathe, 

Gardner,    . 

Cotton  seed  oU. 

Nov.  14. 1906, 

Conviction. 

Garry  W.  Russell, 

North  Adams,     . 

Sesame  oil.      . 

Nov.  17, 1906, 

Conviction. 

Walter  A.  DeWire, 

Pittsfield,  . 

Cotton  seed  oU, 

Jan.  12.1906, 

Conviction. 

Robert  K.  Willard, 

Pittsfield,  . 

Cotton  seed  oil. 

Jan.  12,1906, 

Conviction. 

Joseph  H.  Beauvais,     . 

Springfield, 

Cotton  seed  oil. 

July    3,1906, 

Conviction. 

Andrew  F.  Feams, 

Taunton,    . 

Cotton  seed  oil. 

Jan.  29, 1906. 

Conviction. 

SpnuTB  OF  Camphor. 


Jacob  AppeU,      . 

Gardner,    . 

Deficiency  in  strength. 

Nov.  14, 1906, 

Conviction. 

George  G.  Leathe, 

Gardner,    . 

Deficiency  in  strength. 

Nov.  14. 1906, 

Conviction. 

Eugene  A.  Benjamin,  . 

North  Adams,     . 

Deficiency  in  strength. 

Nov.   8,1906, 

Conviotion. 

Edward  J.  Lamone,      . 

North  Adams,     . 

Deficiency  in  strength. 

Nov.    8,1906, 

Conviction. 
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For  Sale  of  Adulterated  Drugs — Concluded. 

TiNCTCBB  OF  Iodine. 


Name. 

Place. 

Adulterant. 

Date. 

Result. 

Benj.  F.  Bradbury. 

Boston. 

Low  in  iodine, 

July    7,1906, 

Ck>nviction. 

Ernest  C.  Mains, 

South  Boston,     . 

Low  in  iodine, 

May  18, 1906, 

Conviction. 

Oeo.  H.  Malley.    . 

Boston, 

Low  in  iodine, 

Aug.    1,  1906, 

Ck>nviction. 

FrankJ.Gilday,  . 

Everett.     . 

Low  in  iodine. 

Dec.  15. 1905. 

Conviction. 

Harry  P.  Elsey,  . 

Spring6eld, 

Low  in  iodine. 

Oct.  16.  1906, 

Conviction. 

Sidney  A.  Richards,      . 

Spring6eld. 

Low  in  iodine, 

Oct.  16.  1906. 

Conviction. 

Whiskey. 


Joseph  H.  Hart,  . 

Canton. 

Coloring  matter. 

May  14, 1906. 

Conviction. 

Archibald  Dakin, 

Randolph, 

Rectified  spirits. 

Feb.  10. 1906, 

Conviction. 

Lee  H.  Porter.     . 

Randolph, 

Rectified  spirits. 

Feb.  10,  1906, 

Conviction. 

Catabrh  Remedies. 


J.  Willard  Hayden. 

Boston, 

Cocaine. . 

Nov.  16. 1906, 

Conviction. 

Wm.  T.  Holland. 

Boston,      . 

Cocaine, . 

Oct.  30. 1906. 

Conviction. 

Frank  E.Hurd,   . 

Boston, 

Cocaine, . 

Oct.  12.1906. 

Conviction. 

Prank  E.Hurd,    . 

Boston, 

Cocaine, . 

Oct.  12.1906, 

Conviction. 

Prank  E.Hurd,   . 

Boston.      . 

Cocaine, . 

Oct.  12,1906, 

Conviction. 

Peter  McNiflf.       . 

Salem.        . 

Cocaine, . 

Nov.  26. 1906, 

Conviction. 

Of  the  cases  reported  as  pending  in  the  last  preceding  report,  1  for  the 
sale  of  adulterated  cider  vinegar  resulted  in  conviction  and  fine;  2  for 
the  sale  of  adulterated  beer  and  8  for  the  sale  of  adulterated  ale  were  nol. 
prosed.    Other  eases  then  pending  are  still  to  be  tried. 

The  amount  paid  in  fines  was  $'^,266,  as  follows :  — 

\ 

Milk  and  milk  products, *       .  $2,735  00 

Foods  other  than  above, 3,384  00 

Drugs, 1,147  00 


$7,266  00 
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The  expenditures  for  the  year  were  as  follows:  — 

ExpendUvres  wider  the  Provisions  of  the  Food  and  Drug  Acts  from  Oct,  1,  1905, 

to  Nov.  SO,  1906. 
Appropriation,  1905,  three  months,  October  1  to  De- 
cember 31, $3,898  95 

Appropriation,  1906,  eleven  months,  January  1  to  No- 
vember 30, 11,458  33 

$15,357  28 

Salaries  of  analysts, $6,377  95 

Salaries  of  inspectors,      ......  4,762  35 

Travelling  expenses  and  piu-chase  of  samples,     .         .  2,501  56 

Apparatus  and  chemicals, 254  10 

Printing, 12  65 

Services,  cleaning  laboratory,  .         .         .         .         .  147  00 

Express  and  telegrams, 5  88 

Simdry  laboratory  supplies, 103  14 

Typewriting  supplies  and  stationery,          .         .         .  17  50 

Books, 6  00 

Extra  services, 1,159  22 

Miscellaneous, 8  75 

Total, $15,356  10 
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REPORT  OF  THE  ANALYST. 


By  Albert  E.  Lbaoh. 


Dr.  Charles  Harrington,  Secretary,  State  Board  of  Health. 

Dear  Sir  :  —  I  herewith  submit  my  report  on  the  analysis  of  food  and 
drugs  for  fourteen  months  ending  Nov.  30,  1906. 


Milk. 
The  usual  tabular  statistics  follow,  showing  the  localities  visited  from 
time  to  time  by  the  inspectors  for  the  collection  of  milk. 

Milk  from  Cities. 


Nmnber 

above 

Standard. 

Nnmber 

below 

Standard. 

Total 
Samples 

Total 
Solids  in 
Lowest 
Sample. 

Number 

of 
Skimmed 
Samples. 

NUMBU  OP 

Samplis 
coLoaan  with— 

Number  of 
Samples( 

with 
Formalde- 
hyde. 

Annatto. 

Aniline 
Orange. 

Boston,    . 
Brockton, 
Cambridgo, 
Cbelsea,  . 
Everett,  . 
Fall  River, 
Fltchburg, 
Oloocester, 
Haverhill, 
Holyoke, 
Lawrence, 
Lowell,    . 
Maiden,  . 
Marlborough, 
Medford,  * 
Melrose,  . 
New  Bedford, 
Ncwburyport, 
Newton,  . 
North  Adams, 
Plttsfield, 

iffe-Sf  • : 

SomervlUe, 

Springfield, 

!niiinton, 

Waltham, 

Wobnrn, 

Worcester, 

44 

16 
6ft 
68 
68 
17 
48 
84 
48 
89 
80 
48 
7 
67 
13 
82 
18 
27 
47 
86 

129 
26 
46 

114 
66 
88 
76 
96 
21 
84 

84 

6 

41 

60 

48 

18 

86 

10 

17 

24 

26 

29 

17 

26 

1 

11 

8 

8 

7 

82 
88 
11 
18 
66 
62 
82 
12 
42 
37 
20 

78 

20 

106 

118 

106 

80 

84 

.  44 

60 

63 

66 

77 

24 

88 

18 

43 

26 

86 

64 

67 

162 

87 

60 

180 

128 

70 

88 

188 

48 

64 

10.16 
11.86 

9.97 
U.14 
10.80 
11.72 
10.06 

9.71 
11.02 
11.12 

9.00 
11.17 
11.06 
11.86 

9.80 
10.88 
11.04 
10.06 
11.26 
10.80 
11.22 

9.86 

9.86 
10.62 
12.06 
11.82 
10.88 
10.96 

9.00 

9.72 

1 

8 
2 

i 

6 

1 

1 

1 
1 

1 

8 

2 

2 

Summary, 

• 

1,876 

771 

2,146 

- 

- 

- 

- 

- 
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Milk  from  Towns. 


* 

Towns. 

Number 

above 

Standard. 

Number 

below 

Standard. 

Total 
Samples 
collected. 

Total 
SoUdsin 
Lowest 
Sunple. 

Number 

of 
Skimmed 
Samples. 

Number  of 
Samples 
colored 

with 
Annatto. 

NUMBBB 
OF  Samplm  PRB- 
8BBTBD  WITH  — 

Formalde- 
hyde. 

Boric 
Acid. 

Abington, 

5 

1 

6 

12.00 

- 

- 

- 

Adams»  . 

22 

8 

25 

12.10 

- 

- 

2 

1 

Amesbury,     . 

16 

2 

17 

11.78 

- 

- 

- 

- 

Andover, 

13 

11 

24 

11.81 

- 

- 

- 

- 

Arlington,      . 

18 

9 

2-2 

12.00 

- 

- 

2 

- 

Athol,     . 

6 

1 

7 

10.80 

- 

- 

- 

- 

AUIeboroQgh, 

80 

28 

108 

10.38 

- 

- 

- 

- 

Bralntree, 

9 

1 

10 

11.80 

- 

- 

- 

- 

Brookfleld,     . 

9 

8 

17 

8.24 

- 

- 

- 

- 

Brookllne, 

46 

14 

60 

11.78 

- 

- 

- 

-' 

CarUsle, . 

7 

- 

7 

12.11 

- 

- 

- 

- 

Concord, 

6 

22 

28 

11.65 

- 

- 

- 

- 

Cottage  City, . 

10 

6 

15 

9.87 

- 

- 

- 

- 

Danvers, 

12 

1 

13 

11.47 

- 

- 

- 

- 

Dedham, 

20 

- 

20 

12.87 

- 

- 

- 

- 

Easton,  . 

9 

- 

9 

18.00 

- 

- 

- 

- 

Falrhaven,     . 

1 

6 

6 

12.26 

- 

- 

- 

- 

Pramingham, 

22 

6 

27 

11.48 

- 

- 

- 

- 

Greenfield,     . 

16 

2 

17 

11.62 

- 

- 

- 

- 

Hlngham, 

9 

1 

10 

11.24 

- 

- 

- 

- 

Hyde  Park.    . 

29 

26 

64 

9.90 

- 

- 

- 

- 

Ipswich, 

6 

6 

12 

10.20 

- 

- 

- 

- 

Leominster,  . 

U 

8 

17 

10.64 

- 

- 

- 

- 

Lexington,     . 

- 

6 

6 

10.71 

- 

1 

- 

- 

Mansfield, 

9 

2 

7 

12.68 

- 

- 

- 

- 

Marblehead,  . 

6 

6 

12 

12.23 

- 

- 

- 

- 

Methuen, 

9 

7 

16 

11.60 

- 

- 

- 

- 

MlddleboroQgh,     . 

9 

2 

11 

9.58 

2 

- 

- 

- 

Mllford, . 

86 

14 

49 

io.76 

2 

- 

- 

- 

Montague,     . 

17 

- 

17 

12.(J0 

- 

- 

- 

- 

Nantucket,     . 

U 

- 

14 

18.07 

- 

- 

- 

- 

Natlck,    .       .       . 

46 

16 

61 

9.80 

2 

- 

- 

- 

Needham,       . 

9 

- 

9 

12.12 

- 

- 

- 

- 

Norwood, 

12 

7 

19 

11.23 

- 

1 

1 

2 

Orange,  . 

16 

1 

17 

9.60 

- 

- 

- 

- 
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MUkfrom  Touma — Concluded. 


Towns, 

Number 

above 

Standard. 

Number 

below 

Standard. 

Total 
Samples 

Total 
Solids  in 
Lowest 
Sample. 

Number 

of 
Skimmed 
Samples. 

Number  of 
Samples 
colored 

with 
Annatto. 

NUMBBB 

or  Sampum  paa- 

SBBVSD  WITH  — 

Formalde- 
hyde. 

Boric 
Aoid. 

Palmer,  . 

8 

1 

4 

11.88 

- 

- 

- 

- 

Peabody, 

34 

10 

44 

10.58 

- 

- 

- 

- 

Plymouth, 

14 

4 

18 

11.48 

- 

- 

" 

- 

Provincctown 

»       * 

28 

6 

84 

10.70 

- 

- 

- 

- 

Beading, 

6 

6 

10 

12.38 

- 

- 

- 

- 

Bevere,  . 

81 

14 

45 

8.87 

- 

- 

- 

- 

Bockport, 

10 

1 

11 

11.80 

- 

- 

- 

- 

Saugas,  . 

S 

1 

6 

11.18 

- 

- 

- 

- 

Spencer, 

17 

2 

19 

11.60 

2 

- 

- 

- 

Stonebam, 

16 

8 

19 

9.54 

- 

- 

- 

- 

Stoughton, 

1 

9 

10 

10.84 

- 

- 

- 

- 

Swampecon,  . 

18 

1 

9 

11.62 

- 

- 

- 

- 

Wakefield. 

18 

o 

15 

11.61 

- 

- 

- 

- 

Ware,     . 

18 

2 

20 

9.84 

- 

- 

- 

- 

Wareham, 

10 

4 

14 

10.95 

- 

- 

- 

- 

Watertown, 

40 

41 

81 

10.47 

- 

- 

- 

- 

WayUnd, 

7 

8 

10 

10.60 

- 

- 

- 

- 

Webster, 

11 

1 

12 

11.60 

- 

- 

- 

- 

Wellesley,      . 

8 

- 

8 

12.20 

- 

- 

- 

- 

Weymooth, 

28 

8 

81 

11.22 

- 

- 

- 

- 

WllllamBtown, 

11 

2 

18 

11.70 

- 

- 

- 

■      - 

Wlnthrop, 

14 

- 

14 

12.07 

- 

- 

- 

- 

Summary, 

• 

888 

882 

1,215 

- 

- 

- 

- 

- 
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MUk  from  Suspected  Prodttcers, 


LOOALITT. 


Number 

aboTe 

Standard. 


Number 

below 

Standard. 


Total 
Samples 
collected. 


Total  SoUda 
in  Lowect 
Sample. 


ActoD,      . 
Ashland, 
Blllerlca, 
Bedford, 
Charlton, 
Chelmsford,    . 
Dedbam, 
Franklin, 
Grafton,  . 
Holllston, 
Lexington, 
Lincoln,  . 
Medfield, 
Methuen, 
Minis,     . 
Orange,  . 
Spencer,  . 
Topsfleld, 
Wayland, 
Weston,  . 
Snmmarf, 


6 
10 
6 
8 
7 


14 
8 


9 
11 
18 

8 

6 
!I2 
17 

7 
28 

6 


1 
4 

17 
8 
3 

11 
6 
6 


9 
11 
18 

8 

6 
23 
17 

8 
32 
13 
10 

4 

11 
17 
10 
3 
86 
8 
6 


61 


179 


380 


11.43 
7.56 
11.00 
U.30 
10.78 
9.14 
11.30 
11.00 
9.70 
10.98 
12.10 
12.11 
8.75 
10.66 
9.28 
9.94 
6.80 
12.24 
10.50 
7.50 


Summary  of  Milk  Statistics, 

Number 

above 

Standard. 

Number 

below 

Standard. 

Total 
Samples 
collected. 

Cities, 

1,876 
888 

61 
7 

771 

882 

179 

5 

2,146 

1,216 

280 

12 

Towns,  ...>....... 

Miflcellaneoafl.       ......... 

2,816 

1.287 

3,608 

The  number  of  towns  from  which  milk  was  collected  will  be  found  to 
be  larger  than  in  former  years.  The  ratio  of  samples  below  standard 
for  the  period  reported  was  found  to  be  35.4  per  cent.,  showing  a  marked 
improvement  over  that  of  previous  years.    Milk  artificially  colored  was 
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found  in  Lexington,  Lowell,  Newton  and  Norwood.  Milk  preserved 
with  formaldehyde  was  found  in  Adams,  Arlington,  North  Adams  and 
Norwood. 

The  following  table   shows  the  quality   of  the  milk  examined,   by 
months :  — 

Quality  of  Milk,  by  Months, 


Nninber  haviiig  more  than  15  per  cent. 

toUlsoUdi, 

Number  hayiiiff  between  14  and  15  per 

cent,  total  londs,  .... 
Number  taayinff  bet#een  18  and  14  per 

cent,  total  souda,  .... 
Number  bayinr  between  12  and  18  per 

cent,  total  soUds,  .... 
Number  baTincr  between  11  and  13  per 

cent,  total  Bonds 

Number  harinff  between  10  and  11  per 

cent,  total  eoDdB,  .... 
Number  baring  between  9  and  10  per 

cent,  total  soudB,  .... 
Number  baring  between  8  and  0  per 

cent,  total  solids,  .  .  .  . 
Number  haying  leas  than  8  per  cent. 

total  solids 


Number  above  standard. 
Number  below  standard. 
Total, 


1—9. 


Ill 


214 


72 
71 
24 

2 

4 

2 

8 
104  112 


71 


188 


l—€. 


298 


I 


250 


281 


278 


4 
U 
78 
168 
20 
8 
2 
1 


260 
84 


296 


248 


i 


811 


268 


92 
106 


196 


18 
40 
141 

in 

10 
9 
2 


196 
188 


Milk  Fraudulently  adulterated. 


Dbaxjb. 

Looality. 

|| 

i 

2 

p 

II 

Foreign 
Substances. 

Joshua  T.  Durfee,    . 

Tiverton,  R.  I.,      . 

11.11 

8.40 

7.71 

88.7 

' 

J.N.  Burgess,  . 

Fall  Birer, 

10.06 

8.86 

6.71 

84.8 

Harry  A.  Tashjian,  . 

Ashland, 

7.00 

2.70 

6.20 

81.0 

Harry  A.  Tashjian, . 

Ashland, 

7.66 

2.40 

6.15 

80.8 

Harry  A.  Tashjian, . 

Ashland, 

7.87 

2.20 

5.67 

81.8 

Harry  A.  Tashjian, . 

Ashland, 

7.76 

2.10 

6.66 

81.8 

LarkisJ.TaslUian,  . 

Ashland, 

6.26 

2.86 

6.40 

81.0 

Larkis  J.  Tashjian,. 

Ashland, 

7.80 

2.60 

6.80 

81.8 

Larkis  J.  Tashjian,  . 

Ashland, 

0.20 

2.90 

6.80 

84.2 

liarkls  J.  Tashjian,.       . 

Ashland, 

7.70 

2.40 

5.80 

81.8 
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Milk  Fraudulently  aduUeraUd — Continned. 


Looality. 

i 
1 

1^ 

Foreign 
SabstMces. 

Larkis  J.  TashJUn,  . 

Ashland, 

7.27 

2.20 

6.07 

30.8 

Larkis  J.  Tashjian,  . 

Ashland, 

7.6S 

2.00 

6.00 

81.0 

Larkis  J.  Tashjian,  . 

Ashland, 

8.36 

2.30 

6.06 

82.6 

Wm.  Coe,  .... 

Pittofleld, 

9.86 

2.60 

7.26 

87.8 

Frank  Loch, 

Plttsfleld, 

10.»5 

8.50 

7.46 

38.4 

G.  R.  ShnrtlefF, 

Brockton, 

9.87 

8.16 

'  6.72 

36.0 

P.  F.  Sullivan, . 

LoweU.  . 

11.06 

8.10 

7.96 

89.8 

Annatto. 

W.  F.  EftUbrook,     . 

Wobum, 

11.28 

4.00 

7.28 

38.0 

Otis  D.  Horn,    . 

Charlton, 

10.78 

8.40 

7.88 

37.4 

Minnie  Chlckerlng,  .       . 

Spencer, 

10.69 

8.40 

7.29 

38.6 

Minnie  Cblckering,  . 

Spencer, 

9.78 

2.96 

6.80 

88.7 

Minnie  Chlckerlng.  . 

Spencer, 

10.32 

8.86 

6.97 

86.7 

Henry  F.  Woodbury, 

Beverly, 

11.08 

8.60 

7.68 

88.6 

Henry  F.  Woodbury, 

Beverly, 

11.09 

8.60 

7.69 

88.6 

Henry  F.  Woodbury, 

Beverly, 

11.12 

8.40 

7.72 

88.7 

Hugh  F.  Duggan,     . 

Lowell,  . 

9.97 

8.20 

6.77 

86.6 

Aniline  orange. 

Everett  R.  Reld, 

Chelmsford, 

9.84 

8.10 

6.74 

86.8 

Harry  P.  Young,      . 

North  Graftoi 

^ 

9.70 

2.46 

7.24 

87.6 

Philip  Friedman,      . 

MllUs,     . 

10.01 

2.70 

7.81 

87.4 

Philip  Friedman,      . 

Millis,     . 

9.66 

2.80 

6.86 

87.2 

Philip  Friedman,     . 

Millis,     . 

9.23 

2.40 

6.88 

37.0 

Philip  Friedman, 

MlUis,     . 

10.10 

2.90 

7.20 

37.6 

Philip  Friedman,     . 

Millis,     . 

9.80 

2.80 

6.60 

86.4 

PhiUp  Friedman,     . 

MllUs,     . 

lO.U 

8.00 

7.14 

87.6 

Fred  L.  Fletcher,     . 

Chelmsford, 

10.07 

8.40 

6.67 

86.8 

Fred  L.  Fletcher,     . 

Chelmsford, 

9.99 

8.26 

6.74 

36.6 

Fred  L.  Fletcher,     . 

Chelmsford, 

10.11 

8.80 

6.81 

36.9 

Fred  L.  Fletcher,     . 

Chelmsford, 

10.82 

8.05 

7.27 

88.0 

Fred  L.  Fletcher,     . 

Chelmsford, 

10.49 

8.60 

6.89 

37.1 

Fred  L.  Fletcher,     . 

Chelmsford, 

9.62 

2.76 

6.87 

36.7 

Fred  L.  Fletcher,     . 

Chehnsford, 

9.86 

2.70 

6.66 

86.2 

Fred  L.  Fletcher,     . 

Chelmsford,  . 

9.82 

2.70 

6.62 

86.2 

Fred  L.  Fletcher,     . 

Chelmsford,  . 

9.88 

2.75 

6.68 

86.3 

Fred  L.  Fletcher,     . 

Chelmsford,  . 

9.14 

2.60 

6.64 

86.8 

Fred  L.  Fletcher,     . 

Chelmsford,  . 

9.88 

2.70 

6.68 

86.2 
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Milk  FraudulenUy  aduUeraUd  —  ConWmaeA. 


Dbaleb. 

Locality. 

P 

1 
2 

1 

Refraction  of 
Serum  at  20^0. 

Foreign 
Substanoea. 

Edward  p.  Glllef.    . 

Medford, 

8.75 

2.66 

6.10 

84.4 

T.  L.  Andrews, 

New  Bedford, 

10.05 

8.00 

7.06 

37.6 

Fred  P.  Warren, 

Ipswich, 

10.15 

2.76 

7.40 

86.9 

Albert  Davenport,   . 

ReadTiUe, 

9.90 

8.00 

6.90 

87.7 

Luke  L.  Walden,     . 

North  Adams, 

12.18 

- 

- 

- 

Formaldehyde. 

A.J.Green,     . 

North  Adams, 

13.87 

- 

- 

- 

Formaldehyde. 

M.M.  Crafts,    . 

Beverly, 

11.68 

8.00 

8.68 

42.S 

Formaldehyde. 

Charles  H.  Dod|re.   . 

Beverly, 

12.60 

- 

- 

- 

Formaldehyde. 

Charles  H.  Dodge,   . 

Beverly, 

12.54 

- 

- 

- 

Formaldehyde. 

W.  S.  Dabrowsky,    . 

Adams,  . 

12.70 

- 

- 

- 

Formaldehyde. 

W.  8.  Dabrowsky,    . 

Adams,  . 

12.50 

- 

- 

- 

Formaldehyde. 

Wm.  F.  Card,   . 

Adams,  . 

14.06 

- 

- 

- 

Boric  acid. 

Frank  W.  Bateman, 

Norwood, 

11.60 

8.20 

8.40 

- 

Formaldehyde. 

Charles  H.  Wrljrbt,  . 

Norwood, 

11.28 

8.30 

7.98 

39.8 

Boric  acid. 

Charles  H.  Wright,  . 

Norwood, 

15.42 

- 

- 

- 

Boric  acid. 

Nelson  Marlow, 

North  Adams, 

18.01 

- 

- 

- 

Formaldehyde. 

Nelson  Marlow, 

North  Adams, 

13.80 

- 

- 

- 

Formaldehyde. 

George  F.  Hamilton, 

Everett, . 

12.56 

- 

- 

- 

Formaldehyde. 

George  F.  Hamilton, 

Everett, . 

12.30 

- 

- 

- 

Formaldehyde. 

.       . 

Peabody, 

10.58 

8.60 

6.98 

87.5 

Wm.  E.  Balton, 

Lawrence, 

10.80 

8.20 

7.60 

38.5 

Wm.  E.  Balton, 

Lawrence, 

10.89 

8.25 

7.64 

88.6 

Jesse  M.  James, 

North  Brookfield, . 

9.06 

2.60 

6.46 

35.6 

Jesse  M.  James, 

North  Brookfield, . 

8.24 

2.25 

5.99 

83.5 

Jeese  M.  James, 

North  Brookfield, . 

8.80 

8.10 

5.70 

82.8 

J.  A.  C.  Lndemann, 

Revere,  . 

8.87 

2.80 

6.07 

84.5 

Robert  J.  Murray,    . 

Arlington, 

12.21 

8.60 

8.61 

- 

Formaldehyde. 

Robert  J.  Murray,    . 

Arlington, 

12.50 

8.80 

8.70 

- 

Formaldehyde. 

Antonio  Lelte,  . 

Cottage  City, 

9.87 

2.80 

6.57 

84.9 

George  Burgess, 

Hlngham, 

11.24 

8.70 

7.54 

88.2 

Wm.  J.  Lamb,  . 

Orange,  . 

9.60 

8.00 

6.60 

34.4 

John  D.  Fern,  . 

Westwood, 

9.96 

8.20 

6.76 

86.3 

John  D.  Fern,  . 

Westwood, 

10.24 

3.00 

7.24 

87.4 

John  D.  Fern,  . 

Westwood, 

10.50 

8.20 

7.80 

87.6 

John  D.  Fern,  . 

Westwood, 

10.63 

8.00 

7.62 

88.2 
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MiUe  Fraudulently  aduUeraled  —  Condnded. 


Locality. 

P 

1 
2 

1^ 

Foreign 

John  T>.  Fern,  . 

Westwood,     . 

9.85 

8.00 

6.85 

86.7 

John  D.  Fern,  . 

Westwood,     . 

7.50 

2.80 

5.20 

81.8 

Fred  L.Cook,   . 

Newton, . 

10.80 

8.80 

7.00 

86.8 

Annatto. 

Ernest  E.  McPhee,   . 

Lexington,     . 

10.71 

8.80 

6.91 

36.4 

Annatto. 

Jos.  A.  Geddis, 

North  Adams, 

11.26 

8.00 

7.66 

88.8 

W.H.  Freeman, 

North  Adams, 

11.22 

8.80 

7.42 

88.2 

John  A.  Porter, 

Wobnm, 

10.24 

2.80 

7.42 

87.9 

Hosea  M.  Brown,     . 

Orange,  . 

10.11 

8.40 

6.71 

86.8 

Hosea  M.  Brown,     . 

Orange,  . 

9.94 

8.00 

6.94 

86.4 

Hosea  M.  Brown,     . 

Orange,  . 

10.37 

8.50 

6.87 

86.9 

Hosea  M.  Brown,     . 

Orange,  . 

10.26 

8.30 

6.96 

36.8 

Hosea  M.  Brown,     . 

Orange,  . 

10.20 

8.60 

6.60 

86.7 

Hosea  M.  Brown,     . 

Orange,  . 

10.27 

8.50 

6.70 

86.7 

Hosea  M.  Brown,     . 

Orange,  . 

10.44 

8.60 

6.84 

86.9 

Hosea  M.  Brown,     . 

Orange,  . 

10  40 

8.60 

6.90 

86.9 

James  Wolahan, 

Danvers, 

10.84 

8.20 

7.64 

38.6 

Albert  C.  Batchelder,      . 

Danvers, 

10.82 

8.00 

7.82 

88.8 

Albert  C- Batchelder,       . 

Danvers, 

10.52 

8.20 

7.22 

87.6 

Charles  L.  Eldredge, 

Wrentham, 

10.33 

3.30 

7.08 

86.6 

Atwood's  New  Market,   . 

Stoughton, 

11.66 

3.66 

8.10 

88.6 

Thomas  P.  Cronan,  . 

Milford, . 

10.92 

8.76 

7.17 

86.8 

James  W.  Fletcher, . 

Mllford, . 

10.76 

3.40 

7.86 

86.0 

Jesse  Doody.    . 

North  Sangus 

'11.04 

8.80 

7.24 

87.2 

N.Shaw 

Plymouth,      . 

11.48 

8.88 

7.68 

88.1 

Charles  H.  Wright,  . 

Norwood, 

- 

- 

- 

- 

Annatto. 

Milk  with  Added  Water. 
The  accompanying  table,  showing  the  cases  of  fraudulently  adulterated 
samples  of  milk  during  the  period  of  the  report,  indicate  an  unusually 
large  proportion  of  watered  milk.  All  the  samples  recorded  in  the  table 
contained  added  water,  with  the  exception  of  a  few  samples  of  good 
standard  qualit}'  adulterated  with  an  added  preservative.  Before  the 
refractometric  method  of  examining  milk  serum  was  devised,  it  was 
impossible  to  allege  positively  the  addition  of  water,  unless  the  sample  as 
analyzed  was  found  to  stand  lower  in  total  solids  or  in  solids  not  fat  than 
the  minimum  limit  for  Holstein  milk  of  known  purity;  it  being  a  well- 
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known  fact  that  of  all  breeds  of  cows  the  Holstein  can  give  the  poorest 
quality  of  milk.  This  limitation  allowed  us  to  place  in  the  watered  class 
extreme  cases  only,  so  that  formerly  many  samples  that  were  actually 
watered  were  necessarily  passed  by  as  simply  below  the  standard. 

In  view  of  the  fact  that  $50  is  the  minimum  fine,  if  the  milk  can  be 
proved  to  be  actually  watered,  while  the  fine  for  milk  simply  below  the 
standard  may  be  made  as  low  as  the  judge  sees  fit  to  impose,  the  im- 
portance of  being  able  to  distinguish  between  the  two  classes  and  to 
prove  the  presence  of  added  water  is  evident. 

The  refractometric  method  as  first  published  in  the  annual  report  of 
the  analyst  in  1903  has  since  been  thoroughly  tested  in  a  number  of 
laboratories,  and  its  reliability  has  been  established.  As  now  embodied 
in  the  provisional  methods  of  the  Association  of  Official  Agricultural 
Chemists  the  method  is  as  follows :  — 

Detection  of  Added  Water.  —  To  100  cubic  centimeters  of  milk  at  a  tem- 
perature of  about  20 °C.  add  2  cubic  centimeters  of  25  per  cent,  acetic  acid  (sp. 
gr.  1.0350)  in  a  beaker,  and  heat  the  beaker,  covered  with  a  watch  glass,  in  a 
water  bath  for  twenty  minutes  at  a  temperature  of  70°  C.  Then  place  the 
beaker  in  ice  water  for  ten  minutes  and  separate  the  curd  from  the  serum  by 
filtration  through  a  12.5  centimeter  plaited  filter. 

Transfer  about  35  cubic  centimeters  of  the  serum  to  one  of  the  beakers  that 
accompanies  the  control-temperature  bath  used  in  connection  with  the  Zeiss 
immersion  refractometer,  the  bath  being  of  the  type  with  openings  in  the  top 
for  ten  beakers.  Place  the  beaker  in  one  of  the  openings,  use  the  ground  glass 
strip  at  the  bottom  of  the  bath,  and  by  means  of  the  regular  refractometer 
heater  or  similar  device  maintain  a  constant  temperature  of  exactly  20°  C.  in 
the  water  surrounding  the  beaker,  using  a  delicate  thermometer,  reading  to 
tenths  of  a  degree.  Immerse  the  end  of  the  refractometer  in  the  serum  in  the 
beaker,  and  when  the  temperature  is  exactly  20°  take  the  reading  on  the  scale. 

If  the  temperature  varies  from  20°,  the  reading  may  be  calculated  on  that 
basis  by  means  of  a  correction  table.  A  reading  below  39  indicates  added 
water;  between  39  and  40  the  same  is  suspicious. 

To  any  one  not  familiar  with  the  possibilities  of  the  Zeiss  immersion 
refractometer  the  difference  in  refraction  between  the  sera  of  pure  and 
watered  milk  is  surprising,  but  it  is  this  physical  characteristic  that 
will,  in  most  cases,  give  a  positive  clue  as  to  whether  or  not  the  milk, 
is  pure.  Data  on  as  many  samples  of  milk  of  known  purity  as  possible 
have  been  collected,  with  a  view  to  establishing  the  minimum  refracto- 
metric reading  for  the  serum  of  pure  milk.  Most  attention  has  been 
paid  to  milk  from  Holstein  cows.  In  fact,  we  have  sought  out  as  far 
as  possible  particular  cows  which  gave  low-standard  milk,  and  it  has 
been  our  fortune  to  find  a  good  many  such.  At  first  we  were  inclined 
to  adopt  40  as  the  minimum  refractometric  reading  of  the  serum  of  pure 
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milk  at  20°  C,  but  since  occasional  samples  were  found  to  nm  below 
this  figure,  we  have  later  been  inclined  to  adopt  39.  If  milk  is  found  to 
give  a  refraction  reading  lower  than  39,  it  is  safe  to  allege  watering, 
especially  if  in  addition  to  this,  the  solids  not  fat  stand  below  7.3  per 
cent. 

The  following  tables  are  of  interest,  as  they  show,  in  summarized 
form,  refractometric  and  analytical  results  from  a  large  number  of  milk 
samples  from  three  widely  separated  localities,  namely,  Massachusetts, 
New  Jersey  and  Great  Britain :  — 

Milk  of  Knoum  Purity, 


Glabbivioa- 

TIOM 
ACOORDinO 
TO  TOTAL 

Solids 
(PbbCbnt.). 


Above  16, 
14  to  15, 
18  to  14, 
13  to  18, 
11  to  12, 
10  to  11, 


Limits. 


\  Highest ) 
I  Lowest  i 

1  Highest  j 
I  Lowest  j 

\  Highest  I 
}  Lowest  j 

I  Highest ) 
}  Lowest  i 

\  Highest  I 
\  Lowest  S 

\  Highest  I 
}  Lowest  S 


MABSACHXTBvrrs  Stati 
Board  of  Hbalth. 


It 


lfi.14 
15.10 


6.608.5443.2 


6.00 


18.434.85 


12.964.50 
12.11 


11.9S 
11.08 


10.88 
10.45 


II 


9.1048.5 


2.60 


8.45 
2.55 


9.04 


8.558.16 
3.608.49 


7.48 


7.99 
7.43 


9.0843.6 


44.4 

41.4 


44.1: 
39.9; 


41.8 
0 


Nbw  Jkbbst  Statb  Lab- 

ORATOBT  OF  HTOISirB. 


r 


14.72 
14.01 


13.21 
18.16 


12.42 


11.96 
11.74 


5.85 
5.20 


3 
8.00 


I! 


4.25 
4.108.91 


3.808.62 


8.96 
8.14 


9.16  48.6 
8.8742.5 

9.11 


43.7 
48.8 


42.2 


42.5 
40.6 


LivmPooL,  Enolamd. 


[88] 
T8J 

H 
7! 


1^ 


15.125.90 


14.87 
14.00 


13.98 
18.08 


12.92 
12.05 


11.97 
11.10 


10 
10.23 


982 


6.14 
4.26 


5.20 
3.68 


4.54 
2.84 


5.36 
2.80 


.86 
2.18 


9.22 


42.62 


10.25 

8.66 


9.48 
8.45 


9.94 
7.82 


9.40 
7.80  8H 


8.63 
7.46 


g^ 


48.60 
41.62 


44.15 
40.65 


48.60 
40.00 


48.00 
.18 


41.60 
40.60 


Milk  collected  from  Dealers. 


OLASSIFIOATIOir. 


Above  standard  of 
solids  (12  per  cent. ) . 

Below  standard  of 
solids  (12  per  cent.) 
bat  not  watered. 

Milk  with  added  water, 


Limits  and 
Average. 


Highest  ) 
Lowest  } 
Average ) 

Highest 
Lowest 
Average 

I  Highest 
>  Lowest 


MABiACHUBvrra  Statb  Board 
OF  Hbalth. 


u 


84 


81 


68 


14.54 
12.00 
18.14 

11.65 
10.27 
U.04 

11.86 
4.60 


5.16 
8.10 
4.02 

8.66 
1.60 
2.86 

4.00 
0.26 


10.06 
7.90 
9.12 

9.20 
7.77 
8.19 

7.77 
4.44 


-oh 

S13 


46.0 
40.0 
42.9 

48.9 
89.0 
40.7 

88.8 
28.7 


Nbw  Jbrbbt  Statb  Labora- 
tory OF  HTomnt. 


48 


88 


15.37 
12.00 
12.97 

11.97 
9.12 


12.80 
9.64 


6.60 
8.00 
4.17 

4.00 
0.85 


6.80 
2.60 


n 


9.20 

7.61 
8.80 

9.90 
7.85 


7.27 
6.80 


44.6 
89.6 
42.5 

48.8 
89.0 


88.7 
85.8 
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At  first  it  was  thought  that  a  definite  relationship  existed  between  the 
solids  not  fat  in  milk  and  the  refraction  of  its  serum.  It  has  even 
been  claimed  that  the  variation  between  these  two  factors  in  milk  from 
various  sources  is  proportional. 

The  accompanying  chart  has  been  prepared,  which  shows  quite  clearly 
the  relationship,  if  any,  between  the  two  factors.    The  lower  curve  shows 


M/Lff  FMUOULENTLY 
iVJIT£R£D 

M/LH  BELOIV  LEGAL  STAND/IRD 

^/ 

39 
38 
31 
36 
35 
3^ 
33 
32 

/O 

9 

a 

7 
6 

.  u 

k 

1 
1 

1 

i 

1 
1 
1 
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w 
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h 

vW 
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T 
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N^ 

u(^ 

yj 

v 

Vv 

hft- 

V 

A 

r^ 

-^ 

■J*\ 
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— 
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r' 

^ 

' 

f 

f 

i^^^^ 

the  percentage  of  solids  not  fat,  while  the  higher  curve  shows  the 
refraction  of  milk  serum  of  the  same  samples.  Samples  are  arranged 
in  the  order  of  the  solids  not  fat,  the  refractometric  reading  corre- 
sponding with  the  solids  not  fat  in  each  sample  being  readily  apparent, 
as  it  is  placed  along  the  same  ordinate  in  the  chart.  The  first  37 
samples  were  pronounced  watered,  being  below  the  minimum  of  39  in 
refraction.  Even  if  7.3  per  cent,  could  be  safely  adopted  as  the  minimum 
for  solids  not  fat  for  pure  milk,  it  will  be  seen  by  reference  to  the 
chart  that  only  25  samples  of  milk  could  have  been  condemned  as 
watered  from  the  solids  not  fat  alone,  and  that  12  samples  actually 
watered  would  escape  detection.  It  is  also  apparent  that  there  is  no 
fixed  proportion  by  any  means  between  the  two  constants,  since  in 
some  cases  a  milk  low  in  solids  not  fat  has  a  high  refraction,  and 
vice  versa. 
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Cream. 
Seven  samples  of  cream  were  this  year  found  to  contain  formaldehyde 
as  a  preservative,  out  of  104  samples  examined.  No  other  preservative 
was  found  this  year,  nor  were  any  samples  found  to  contain  calcium 
sucrate.  Adulterated  samples  of  cream  were  taken  from  D.  H.  Elkins  of 
Cochituate,  and  from  the  Est^  Creamery  Company  of  Marlborough. 

"  Evaporated  Cream  "  and  Condensed  Milk. 
The  following  table  shows  the  analyses  in  full  of  new  brands  of  these 
products  examined,  while,  in  the  case  of  brands  reported  in  previous 
years,  determinations  only  of  total  solids  and  of  ash  were  made,  with  a 
view  to  indicating  the  fat  in  the  original  milk  by  calculation.  The 
latter  factor  was  in  each  case  calculated  from  the  percentage  of  ash  by  the 
method  published  in  the  report  of  last  year. 

Condensed  Milk. 


Brand. 


I 

1^ 


il 

3 


1^ 

r 


1^ 


I 


Autocrat,  . 
Brookslde, 
Commander, 
Darling,    . 
Defiance,  . 
Empire  State, 
Empress,  . 
Fort  Orange, 
Glen  Islana, 
Gray, 
Ideal, 
Jersev, 
Middlesex, 
None  Such, 
O'Keefe's, 
Bob  Rot.  . 
Smith's  Elk, 
Table, 
White  Top, 


74.15 
77.14 
75.32 
86.90 
72.06 
76.04 
76.00 
76.62 
74.79 
72.15 
76.60 
75.87 
69.56 


75.60 
76.52 
76.80 


25.85 
22.86 
24.68 
18.70 
87.96 
28.96 
24.00 
28.38 
25.21 
27.85 
28.40 
24.18 
80.44 


24.40 
28.48 
28.70 


84.15 
81.81 
80.97 
82.48 

82.21 
81.04 
28.96 
80.62 
29.74 
28.97 


82.76 
87.49 
82.21 


40.00 
45.83 
44.85 
58.82 

48.88 
44.96 
47.66 
44.17 
48.41 
47.68 


42.84 
89.08 
44.09 


18.52 
14.38 
18.46 
14.80 

15.70 
12.06 
11.42 
12.64 
14.80 
12.28 


12.86 
16.60 
12.76 


12.81 
10.42 
9.66 
9.67 

loToo 

8.84 
7.44 
10.12 
8.84 
9.17 


11.18 
12.02 
9.90 


1.69 
1.61 
1.65 
1.51 
1.47 
1.84 
1.68 
1.70 
1.86 
1.80 
1.52 
1.27 
1.29 
1.68 
1.69 
1.80 
1.42 
1.52 
1.75 


5.40 
6.30 
6.00 
8.40 
6.17 
8.46 
8.40 
6.00 
4.80 
6.10 
7.20 
6.90 
7.20 
8.10 
7.60 
7.80 
7.85 
7.80 


2.65 
2.85 
2.85 
8.08 
4.00 
2.68 
8.16 
8.45 
2.25 
1.87 
2.04 
8.95 
8.71 
8.10 
8.60 
2.92 
2.96 
8.88 
8.12 


'  Evaporated  Cream." 


AAP 

. 

68.48 

81.52 

. 

12.18 

9.81 

1.58 

7.80 

8.57 

Borden's  Peerless, 

- 

69.15 

80.85 

- 

11.40 

9.21 

1.62 

8.40 

8.66 

Gilt  Edge, 

- 

61.04 

88.96 

- 

12.88 

9.04 

1.40 

7.26 

8.65 

Gold  Brand,     . 

- 

70.68 

29.87 

- 

11.24 

8.98 

1.42 

8.70 

4.20 

HlghUnd, 

- 

74.97 

25.08 

. 

10.22 

6.81 

1.15 

7.80 

4.78 

Hustler,  '.       . 
Silver  Cow, 

- 

68.75 

81.25 

. 

18.64 

9.88 

1.78 

6.60 

2.66 

- 

69.50 

80.60 

_ 

12.80 

9.75 

1.86 

7.05 

8.66 

St.  Charles,       . 

.. 

71.00 

29.00 

. 

11.14 

8.88 

1.22 

7.60 

4.85 

Van  Camps  Top  Notch,  . 

" 

72.80 

27.20 

"■ 

10.48 

7.21 

1.26 

8.40 

4.70 
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All  9  brands  of  evaporated  cream  were  placed  in  the  adulterated 
dass^  being  in  no  case  entitled  to  be  called  cream.  They  were  in  every 
instance  simply  milk  condensed  without  cane  sugar^  and  in  no  sense 
resembled  cream,  excepting  in  consistency.  Indeed,  in  one  instance  the 
so-called  cream  was  apparently  condensed  from  skimmed  milk.  A  num- 
ber of  brands  of  condensed  milk  are  shown  which  were  condensed  from 
skimmed  milk.  The  Brookside,  Glen  Island,  Gray^s  and  Ideal  brands 
were  thus  classed  as  adulterated. 

Butter. 
One  hundred  and  twenty-three  samples  were  examined,  7  of  which  were 
adulterated.    Six  of  these  samples  were  found  to  be  renovated  butter  and 
one  consisted  of  oleomargarine. 

Foods  exclusive  of  Milk. 
The  table  on  page  399  presents  a  summary  of  foods  examined  during 
the  year.     Under  the  following  headings  only  such  cases  as  call  for 
special  comment  are  cited. 

Canned  Fish,  Fruits  and  Vegetables. 

Under  this  heading  are  included  a  number  of  samples  of  canned 
salmon,  the  fat  of  which  was  examined  by  the  refractometer  to  de- 
termine whether  or  not  other  fish  had  been  substituted.  In  all  cases 
no  other  fish  than  salmon  was  found. 

Upwards  of  20  samples  of  asparagus,  blueberries,  beans,  com,  rasp- 
berries and  spinach  were  examined  for  preservatives,  and  all  were  found 
to  be  free  therefrom. 

Van  Campus  Tomato  Soup,  manufactured  by  the  Van  Camp  Packing 
Company  of  Indianapolis,  Ind.,  was  found  to  contain  benzoic  acid,  also 
the  tomato  soup  of  Libby,  McNeil  &  Libby.  The  same  preservative 
was  found  in  Seal  Brand  Okra  and  Tomato  Soup,  made  by  P.  J.  Ritter 
Conserve  Company  of  Philadelphia. 

Samples  of  com  and  other  vegetables  were  examined  for  saccharin, 
which  in  some  instances  was  found  present. 

Cereal  Flours. 
The  single  sample  classed  as  adulterated  was  buckwheat  flour,  found 
to  contain  an  admixture  of  com  and  wheat  flours.    This  was  the  Hazel 
Brand,  sold  by  the  Henry  Siegel  Company  of  Boston. 
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Cider. 

Pour  samples  were  found  to  be  adulterated,  eontaming  added  pre- 
servatives. A  sample  of  Duffy^s  eider,  put  up  by  the  American  Pruit 
Product  Company  of  Rochester,  N.  Y.,  was  found  to  contain  benzoic 
acid.  A  sample  of  the  same  brand  afterwards  examined  was  found  to 
be  free  from  this  preservative.  Russet  Apple  Cider,  manufactured  by 
J.  R.  Magullion  Company  of  Boston,  was  found  to  contain  salicylic 
acid. 

Cocoa. 

A  sample  of  Challenge  Lunch  Cocoa,  product  of  the  Importers'  Tea 
and  Coffee  Company  of  Boston,  was  found  to  contain  an  admixture  of 
sugar,  but  to  have  the  label  obscurely  marked. 

Coffee  Substitutes. 

A  number  of  these  preparations,  variously  styled  **  Coffee  substitutes,'* 
'^  Cereal  coffees,''  etc.,  were  examined  during  tiie  year.  One  brand,  the 
Old  Grist  Mill,  made  by  Potter  &  Wrightington  of  Boston,  purporting 
to  be  made  from  entire  wheat  only,  and  to  be  "  the  best  substitute  for 
coffee,"  was  found  to  contain  wheat,  peas,  pea  hulls,  and  a  large  ad- 
mixture of  coffee  itself. 

Confectionery. 

"Upwards  of  40  samples  were  examined  for  the  presence  of  paraflBn. 
The  persistence  with  which  complaints  were  received  concerning  the 
wide-spread  use  of  paraflBn  in  caramels  and  so-called  molasses  kisses 
resulted  in  a  very  careful  examination  of  all  available  brands.  Li  no 
case  was  paraflSn  found  in  caramels.  Li  two  instances  ^*  kisses "  were 
found  to  contain  from  3  to  5  per  cent,  of  paraflSn. 

Li  examining  the  paraflBn,  a  weighed  portion  of  the  sample  was 
dissolved  by  prolonged  treatment  with  hot  water.  The  insoluble  portion 
floating  at  the  top,  consisting  in  most  instances  of  fat,  was  mechanically 
removed,  dissolved  iu  petroleum  ether  and  filtered.  The  residue  on 
evaporation  of  the  petroleum  ether  was  afterwards  examined  by  the 
refractometer.  If  the  refraction  corresponded  to  butter  or  any  of  the 
common  fats  used  in  confectionery,  no  further  examination  was  made. 
If,  however,  the  refraction  indicated  the  presence  of  paraflSn,  the  residue 
was  further  subjected  to  the  usual  process  of  saponification,  and  the 
purified  unsaponifiable  residue  submitted  to  examination  with  the  re- 
fractometer. 

Several  samples  of  confectionery  suspected  of  containing  poison  were 
examined  but  in  no  iustance  was  any  injurious  ingredient  found. 
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Flavoring  Extracts. 
The  following  brands  of  flavoring  extracts  were  pronounced  adul- 
terated :  — 

Analyses  of  Adulterated  Brands  of  Flavoring  Extracts, 


BXTKAOT. 


Brand. 


ManofMturer  or  WbolMaler. 


R«tuH  of  AiuJ7tl«. 


Lemon, 

Liemon,       . 

Lemon, 

Lemon, 

liOmon, 

Lemon, 

Lemon, 

Lemon, 

I^emon, 

Lemon, 

Lemon, 

Lemon, 

LemoD, 

VanilUi, 

TanillA, 
VaniUa, 
VanlUa,  . 
Yanilla, 
Yanilla, 
Vanilla,       . 

TanUla,      . 
Strawberry, 


Standard, 
Eagle, 
Continental,    . 

Harold's, 

FaTorlte, . 

Royal, 

Delmonleo, 

Regal, 

Lexington, 

Water  White, . 

Ck>lonlal, . 

Ten  Cent, 

Kidder's  Concentrated, 

Ragas, 

Dbne, 

Royal,      . 

Mexican  Vanola,    . 
Challenge, 


St.  John  A  Co.,  New  York, 


Pembroke    Manafactnrinj 

npi    _  

Atlantic  and  Pacific  Tea  Com 


Company,  Providence,  R. 


f. 


pany,  New  York, 

A.  B.  Jackson  A  Co.,  New 
York. 

Eagle  Extract  Company,  Bos- 
ton. 

Continental  Extract  Company, 
Chelsea. 

Horace  I.  Lowell,  Boston, 

Harold  A  Co.,  Cambridge, 
John  T.  Connor  Co.,  Boston,  . 
John  Burnett  A  Co.,  Boston, . 

Fnlton  Chemical  Company, 
Boston. 

Royal  Extract  Company,  Bos- 
ton. 

Wason  A  Co.,  Boston,     . 

Theodore  Metcalf  Company, 
Boston. 

Pitts,  Kimball  Company,  Bos- 
ton. 
Parker's 


Kidder  A  Co.,  Boston,     . 

Ragns  Tea  and  Coffee  Com- 
pany, New  York. 

Highland  Extract  Company, 
Boston. 

John  Burnett  A  Co.,  Boston, . 

Oritz  A  Jaoquln,  Mexico  City, 

Importers'  Tea  and  Cofllee 
Company,  Boston. 


0.1  per  cent,  lemon  oil; 

erroneous  formula. 
0.88  per  cent,  lemon  oil. 

S.94  per  cent,  lemon  oU. 

0.6  per  cent,  lemon  oil. 

Trace  only  of  lemon  olL 

Trace  only  of  lemon  oil. 

0.9  per  cent,  lemon  oU. 

0.9  per  cent,  lemon  oil; 

no  formula. 
0.8  per  cent,  lemon  oil; 

no  formula. 
0.8  per  cent,  lemon  oil; 

no  formula. 
1.0  per  cent,  lemon  oil; 

no  formula. 
0.8  per  cent,  lemon  oil; 

no  formula. 
0.2  per  cent,  lemon  oil; 

no  formula. 
Admixture   of   couma- 

rin:  absence  of  vanilla 

resin. 
Contains  coumarin. 

Contains  coumarin;  er- 
roneous  formula. 

Contains  coumarin;  er- 
roneous formula. 

Contains  coumarin;  er- 
roneous formula. 

Erroneous  formula. 

Entirely  artificial;  col- 
ored  with  a  coal  tar 
dye. 

A  preparation  contain- 
Ing  coumarin. 

Artificial;  not  marked. 


In  many  cases  brands  of  flavoring  extracts  classed  as  adulterated  in 
the  above  table  could  have  been  legally  sold  except  for  the  lack  of  the 
formula  stating  the  ingredients,  and  in  some  cases  where  the  formula 
was  present  it  was  found  not  to  agree  with  the  actual  analysis  of  the 
goods. 

Oluten, 

There  is  a  great  tendency  toward  improvement  in  the  preparations 
now  foimd  on  the  market  variously  styled  gluten,  diabetic  flour,  etc., 
intended  for  the  use  of  diabetic  patients.    Formerly  the  patient  was  led 
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to  believe,  by  the  label  on  the  package,  that  the  preparation  in  question 
contained  no  starch,  and  consisted  for  the  most  part  or  entirely  of 
nitrogenous  material.  Now,  however,  most  brands  contain  on  the  label 
either  the  percentage  of  starch  or  of  proteids  present.  Pour  brands 
were  examined,  all  marked  on  the  label  with  the  percentage  of  proteids. 
These  were  classed  as  adulterated  because  the  proteids  found  on  analysis 
were  below  those  stated  on  the  label,  but  in  nearly  every  case  the 
difference  between  the  label  and  the  result  shown  on  analysis  was  slight. 

Orape  Juice. 
Two  brands  of  this  preparation  were  classed  as  adulterated.  One  the 
product  of  John  C.  Meier  of  Silverton,  0.,  H.  H.  Eobinson  &  Company 
being  the  Boston  distributers.  This  was  found  to  be  preserved  with 
sulphurous  acid.  The  other  was  put  out  by  Adolph  Prince  of  New 
York,  and  was  found  to  contain  salicylic  acid. 


Jams  and  Jellies. 

In  this  class  of  goods,  as  usual,  the  ratio  of  adulteration  is  high.  Adul- 
terants, as  in  past  years,  consisted  for  the  most  part  of  apple  stock 
colored  with  coal  tar  dyes,  and  of  preservatives,  generally  benzoic  acid. 
An  incomplete  or  erroneous  formula  and  in  some  instances  entire  absence 
of  formulas,  render  many  of  the  brands  illegal  that  otherwise  might  be 
sold  under  the  law. 

The  following  brands  were  those  condemned :  — 

Published  Results  of  Analyses  of  Adulterated  Brands  of  Jams  and  Jellies, 


Samflb. 

Brand. 

Manufaotnrer  or  Wholeaator. 

Result  of  Analysis. 

Damson  preserve,  . 

Currant  jelly,  . 

Baspberry  jam. 
Strawberry  preserve,     . 
Strawberry  jam,     . 
Raspberry  jam. 

Strawberry  jam,     . 
Currant  jelly,  . 
Strawberry  jam,     . 

Yankee, . 
Yankee, .       . 

Schimmel's,   . 
Our  Triumph, 

Althaus  &  Co.,  Providence, 
B.I. 

Althaus  A  Co.,  Providence, 
R.  I. 

Webster  Preserving  Com. 
pany,  Webster,  N.  Y. 

American  Preserving  Com- 
pany, Philadelphia,  Pa. 

T.  W.  McKee,  Boston, 

T.  W.  McKee,  Boston, 

Lutz  &  Schramm  Co.,  Alle- 
gheny, Pa. 

Webster  Thomas  Co.,  Bos- 
ton. 

Bitter  Conserve  Company, 
Philadelphia,  Pa. 

American  Preserve  Com- 
pany,  Philadelphia,  Pa. 

Apple  stock;  colored  with 

coal  tar  dye,  preserved 

with  benzoic  acid. 
Apple  stock ;  colored  with 

coal  tar  dye,  preserved 

vrtth  benzoic  acid. 
Preserved   with   benzoic 

acid. 
Apple  stock:    preserved 

with  benzoic  add. 
Preserved   with  benzoic 

acid;  no  formula. 
Preserved   with   benzoic 

acid;  no  formula. 
Preserved  with   benzoic 

acid;  no  formula. 
Preserved  with   benzoic 

acid;  no  formula. 
Preserved  with  benzoic 

acid;  no  formula. 
Preserved  with   tienzoic 

add;  no  formula. 

Digitized  by  VjOOQ IC 


No.  34.]         FOOD  AND  DRUG  INSPECTION. 


391 


Lard. 
Five  samples  were  condemned  as  adulterated,  4  by  reason  of  the  pres- 
ence of  cotton-seed  oil  or  stearin,  and  1  being  badly  decomposed,  showing 
an  "acid  value ^^  of  3.36.  Limits  of  "acid  value ^^  for  pure  lard  are 
fixed  by  Lewkowitsch  at  0.54  and  1.28.  In  the  examination  of  lard  for 
adulterants,  all  samples  submitted  are  melted  and  the  fat  examined  by 
the  refractometer.  In  nearly  every  instance  adulteration  will  be  proved 
by  the  refraction,  taken  in  connection  with  the  odor  and  consistency  of 
the  fat.  Presence  of  cotton-seed  oil  is  confirmed  by  the  Halphen  test, 
while  beef  stearin  is  best  shown  by  the  microscopical  appearance  of  the 
crystals  according  to  the  Belfield  method. 

lAme  Juice, 
Brands  of  lime  juice  condemned  as  adulterated  were  those  of  the 
Blue  Hill  Preserving  Company  of  Boston  (which  contained  20  per  cent, 
of  added  water  and  had  no  formula)  and  J.  P.  W.  von  Lear  of  Boston 
(containing  60  per  cent,  of  added  water,  not  stated  in  the  formula). 

Malt  and  Barley. 
Six  samples  of  these  preparations,  believed  to  be  of  known  purity,  were 
examined  for  the  natural  presence  of  fluoride,  which  was  found  in  the 
merest  traces  in  5  of  them. 

Malt  Liquors. 
These,  as  usual,  were  examined  for  preservatives,  particular  attention 
being  naturally  given  to  bottled  goods.    The  following  brands  were  classed 
in  the  "  Monthly  Bulletin  '^  as  adulterated :  — 


Published  Analyses  of  AduUeraied  Brands 

of  Malt  Liquors. 

Beahd.               '                   Manufactarer  or  Wholesaler. 

1 

Preserratiye. 

Cream  ale,     . 
Ale.       .       .       .       . 
Ale,       ...       . 
iDdia  pale  ale,      . 

Old  stout  porter,  . 

E.  8.  Pierce  A  Co.,  Worcester, 

Thos.  J.  Donaher  &  Co.,  Worcester 

D.  .J.  Donaher  A  Co.,  Worcester. 

J.  W.  McKraa  A  Co.,  Worcester, 

P.  McLaugWlD,  Worcester,      . 

M.  P.  0»  Day,  Worcester,  . 

C.  H.  Evans  A  Sons, 

W.  H.  Hennessey,  Lynn, . 

Miles  A  Johnson,  Lynn,  . 

C.  H.  Evans  A  Sons,  Hudson,  N.  Y. 

A.  G.  Van  Nostrand, 

> 

Salicylic  acid. 
SallcyUc  acid. 
SHllcyllo  acid. 
Salicylic  acid. 
Salicylic  acid. 
Salicylic  acid. 
Salpnorous  add. 
Salicylic  acid. 
Salicylic  add. 
Erroneous  formula;  sail. 

cylic   and    sulphurous 

acid. 
SallcyUc  add. 
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Maple  Products. 

Maple  sugar  and  maple  syrup,  mixed  with  varying  amounts  of  refined 
cane  sugar,  are  frequently  sold  with  formulas  which  state  erroneously 
the  percentage  of  the  mixture.  Formerly  the  determination  of  a  num- 
ber of  constants,  including  the  total  ash,  water-soluble  ash  and  the 
so-called  Hortvet  number,  were  considered  necessary  in  judging  the 
amount  of  cane  sugar  present  Experience  has  shown  that  the  simple 
determination  of  the  total  ash  is  for  the  most  part  sufficient,  assimiing 
ash  of  pure  maple  sugar,  expressed  on  a  dry  basis,  to  be  0.8  per  cent 

The  following  are  brands  of  maple  sugar  and  maple  syrup  classed  in 
the  "  Monthly  Bulletin  ^*  as  being  adulterated :  — 


Published  BesuUs  of  Analyses  of  Adulterated  Brands  of  Maple  Syrup  and 

Maple  Sugar, 


BaxRD. 


M»nafaoturer  or  Wholesaler. 


CftneSogw 

Syrup 
(Per  Cent.). 


Milford,  Vermont,  Syrnp, 

Victor,      .       .       .       . 

Victor 

Pentucket, 
Adirondack  Sugar, . 
Pore  Maple  Cream, 
Pure  Maple  Cream, 

Rocky  Ridge,  . 


Henry  Slegel  Company,  Boston,  agents,   . 
Vermont  Syrap  Refining  Company,  Brooklyn,  X.T 
SuTiUe,  Somes  &  Co.,  Boston,     . 
Simpson  Spring  Co.,  South  Easton,  Mass., 
SavUle,  Somes  &  Co.,  Boston,     . 
Adirondack  Sugar  Company,  Utlca,  N.  Y., 
Adirondack  Sugar  Company,  Utlca,  N.  T., 
Haskell,  Adams  &  Co.,  Boston,  . 
Ayer  Preserving  Company,  Ayer,  Mass., . 
Rocky  Ridge  Maple  Syrup  Company,  Boston, 


80 

861 

8)1 

821 

801 

60> 

50> 

60« 

871 

80 


1  Erroneous  formula. 


s  Cane  sugar;  no  formula. 


Meat  Products, 
Special  attention  was  paid  to  canned  and  preserved  meats,  with  refer- 
ence to  their  composition  and  to  the  presence  of  preservatives.  A  large 
part  of  this  work,  necessarily  histological  in  character,  was  done  by 
Dr.  George  B.  Magrath.  The  following  brands  were  condemned  as 
adulterated :  — 
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Published  Results  of  Analyses  of  Adulterated  Brands  of  Canned  Meals, 


CHAftAcns  or  Samflb. 


Bruid,  or  Nune  of  Manufaotorer,  Whole- 
mler  or  Producer. 


Retulta  of  Analytet. 


*<  Bex '*  Tlenna  Bansage,  . 

'*  Bex  '*  German  lunch  sausage, 

Canned  com  beef  ,     . 

Canned  ham 

Canned  hamroll, 

*' Palace  "lunch  tongue,    . 

**  Bine  Bibbon  '*  chipped  beef, 

"Verlbest"  ham  loaf, 

'*  Veribest'*  sliced  smoked  beef, 

**  Coin  Special "  chicken  loaf,  . 

Chipped  dried  beef ,  . 

Potted  tongne,    .... 

Potted  tongoe,   .... 

'*  Yeribeat "  potted  chicken,     . 

Devilled  chicken, 

DeTilled  tnrkey, 

••  Veribest "  devlUed  ham, 

**Bex'»  devilled  bam.    "The 

taste  tells." 
Devilled  ham,     .... 

**  Lawson  Pink  "  devilled  ham, 

"  Eureka  "  devilled  ham, . 


Devilled  ham, 


deviUed 


"Advanced  Brand 

ham. 
''Veribest*'  potted  ox  tongue, 

Potted  ham,  .  .  .  . 
Boned  chicken,  .  .  .  . 
Potted  ham,       .       .       .       . 

"Veribest "potted ham,  . 
"Iowa's  Pride"  potted  ham,    . 


Cudahy  Canning  Company,  Chicago,  . 
Cudahj  Canning  Company,  Chicago,   . 

Oriental  Packing  Company,  Abattoir 

No.  17. 
Oriental  Packing  Company,  Abattoir 

No.  17. 
Nelson,  Morris  A  Co.,  Chicago, 

Inter  Ocean  Packing  Company,  Abat- 
toir No.  17. 

German -American  Provision  Company, 
Chicago. 

Armour  A  Co.,  Chicago, 

Aimour  &  Co.,  Chicago, 

C.  H.  Hammond  Co.,  Chicago, 

Nelson  Morris  A  Co.,  Chicago, 

Libby,  McNeil  ft  Libby,  Chicago, 

Van  Camp  Packing  Company,  Indian. 

apolis,  Ind. 
Armour  A  Co..  Chicago, 

Libby,  McNeil  &  Libby,  Chicago, 

Libby,  McNeil  A  Libby,  Chicago, 

Armour  A  Co.,  Chicago, 

Cudahy  Canning  Company,  Chicago,  . 

Jacob  Dold  Packing  Company,  Buffalo, 

Boger  I.  Sherman  Co.,  Boston, 

Ottumwa  Packing  Company,  Abattoir 
No.  17,  U.S.A. 

Potter  A  Wrightlngton,  Boston,    . 

Schwarzschlld  A  Sulzberger,  Chicago, 

Armour  A  Co.,  Chicago, 

Jacob  Dold  Packing  Company,  Buffalo, 
N.Y. 

Van  Camp  Packing  Company,  Indian- 
apolis. Ind. 

Columbian  Conserve  Company,  Indian- 
apolis, Ind. 

Armour  A  Co.,  Chicago, 

John  Morell  A  Co.,  Ottumwa,  la.,      .  . 


Preserved  with  a  com- 
pound  of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound  of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound of  boron. 

Preserved  with  a  com- 
pound  of  boron. 

Contained  com  meal. 

Contained  com  meal. 
Contained  corn  meaL 
Contained  corn  meal. 
Contained  com  meal. 

Contained  much   corn 

meal. 
Contained  kidney  and 

com  meal. 
Contained  corn  meal. 

Contained  a  boron  pre- 
servative. 

Contained  a  boron  pre- 
servative and  com 
meal. 

Contained  a  boron  pre- 
servative. 

Contained  a  boron  pre- 
servative. 

Contained  much  corn 
meal  and  salivary 
gland. 

Contained  com  meal. 

Contained  a  boron  pre- 
servative. 

Contained  corn  meal 
and  a  boron  preserv- 
ative. 

Contained  a  compound 
of  boron. 

Contained  a  compound 
of  boron. 


Non-alcoholic  Beverages, 
Samples  of  temperance  drinks  were  examined  for  preservatives,  and 
the  following  were  condemned  as  adulterated:  Ginger  Champagne,  the 
product  of  the  Boonville  Mineral  Springs  Company,  Boonville,  N.  Y., 
and  Ginger  Wine,  made  by  J.  P.  W.  von  Laer;  both  found  to  contain 
salicylic  acid. 
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Pickles, 
Pour  samples  of  pickles,  including  "  The  Crubro  Conserved  Sweet  and 
Mixed  Pickles/^  manufactured  by  Cruikshank  Bros.  Co.  of  Pittsburg, 
Pa.,  were  found  to  be  adulterated  with  benzoic  acid,  used  as  a  preservative. 

Salad  Dressings. 
The  following  brands  of  salad  dressing  were  found  to  be  adulterated : 
"RoyaV^  made  by  the  Horton-Cato  Manufacturing  Company,  Detroit, 
Mich. ;  "  Sniders,^'  by  T.  A.  Sniders  Preserve  Company,  Cincinnati,  0. ; 
''Campbells,*^  by  the  Joseph  Campbell  Company,  Camden,  N".  J.,  were 
all  found  to  be  preserved  with  benzoic  acid.  The  "  Yacht  Club  '^  salad 
dressing,  manufactured  by  Tildesley  &  Co.,  Chicago,  111.,  was  found  to 
be  preserved  with  boric  acid.  One  sample  of  mayonnaise  "made  from 
pure  Lucca,^^  the  product  of  E.  S.  Fielding  Company  of  Haverhill,  had  for 
a  basis  cotton-seed  oil  instead  of  pure  Lucca. 

Salt. 
Two  samples  were  found  to  be  adulterated  by  the  admixture  of  calcium 
carbonate. 

Shrimps. 
Six  of  the  7  samples  examined  were  found  to  be  preserved  with  boric 
acid. 

Spices. 
Adulterated  Brands  of  Spices. 


Sficb. 

Bruid. 

Result  of  Analysis. 

Cloves,   . 
Cloves,    . 
Cloves,    . 
Mace,      . 
Mace,      . 
Mace,      . 
Mustard, 
Mustard, 
Mustard, 

Gold  Medal,      . 
Challenge, 

Hatchet,    . 

Royal  Standard, 

Eastern  Tea  and  Coffee  Company,  Bos- 
ton. 

Importers'  Tea  and  Coffee  Company. 
Boston. 

B.  Pisher  &  Co.,  New  York,     . 

Twltchell,   Champlln  Company,    Port- 

land,  Me. 
B.  Fisher  &  Co.,  New  York,     . 

Knickerbocker    Milk    Company,    New 

York. 
B.  Fisher  A  Co.,  New  York,     . 

Mills  Tea  and  Butter  Company,  North 

Adams. 
Berry,  Dodge  A  Co.,  Newburyport, 

Clove  stems  and  ex- 
hausted cloves. 
Chiefly  stems. 

Admixture  of  stems. 

Large  admixture  of  wild 

mace. 
Large  admixture  of  wild 

mace. 
Large  admixture  of  wild 

maoe. 
Admixture  of  turmeric. 

Admixture  of  turmeric. 

Admixture  of  wild  seeds. 
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Syrup. 
Under  this  heading  are  included  a  nnmber  of  preparations  forming  the 
basis  for  stimmer  beverages,  mainly  fruit  syrups  used  in  soda  fountains. 
"True  Fruit  Easpberry  Shrub/^  made  by  J.  Hungerford  Smith  Com- 
pany, Rochester,  N.  Y.,  was  found  to  be  preserved  with  benzoic  acid. 


Table  Sauce. 
Of  62  samples  of  these  preparations  examined,  23  were  found  to  be 
adulterated.    The  following  brands  were  condemned :  — 

Fuhlished  results  <jf  Analyses  of  Table  Sauces. 


Bbahd. 


D«Uer  or  H»nafMtarer. 


R«tuH  of  AnalTtis. 


Woroestanhire,   . 

Woroestershlre,  . 

Westminster  Sauce,    . 

Imperial  Tomato  Ketchup, . 

Bordeaux  Tomato  Ketchup, 

Middlesex  Tomato  Ketchup, 

Hazel  Brand  Chili  iSauce,  . 

Hasel  Brand  Tomato  Cat. 

sup. 
Cruikshank's  Chili  Sauce,  . 

Gem  Tomato  Ketchup, 

Sunnydde  Chili  Sauce, 

"  Royal "  Tartar  Sauce, 


Lea  A  Perrins,  Worcester,  Eng.,  and  New 

York. 
Lancashire  Preserving  Company,  Liver. 

pool,  Eng. 
T.  T.  Grossmith,  London;  Alart  A  Mc. 

Gulre,  agents,  U.  S.  A. 
Winsor  Fruit  Company,  West  Virginia,     . 

Standard  Packing  Company,  Indianapolis, 

Ind. 
P.M.  Bill  A  Co.,  Lowell,     . 

Henry  Slegel  Company,  Boston, 

Henry  Slegel  Company,  Boston, 

Cruikshank  Bros.,  Allegheny,  Pa., 

Mrs.  Bradley,  Odessa,  Del., 

Tip  Top  Ketchup  Company,  Cindnnatl,  C, 

Horton  Cate  Company,  Detroit,  Mich., 


Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 
Contains 


salicylic  acid, 
salicylic  acid, 
benzoic  acid, 
benzoic  acid, 
benzoic  acid, 
benzoic  acid, 
benzoic  acid, 
benzoic  add. 
benzoic  acid, 
benzoic  add. 
benzoic  acid, 
benzoic  acid. 


Vinegar, 
Fifty-four  of  201  samples  of  vinegar  were  foimd  to  be  adulterated. 
The  table  which  follows  gives  the  analjrtical  data  of  samples  of  cider 
vinegar  found  to  be  below  the  standard,  arranged  in  the  order  of  their 
acidity.  These  samples  were  all  undoubtedly  made  exclusively  from 
apple  stock,  but  failed  to  conform  to  the  standard, 
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Gider  Vinegar  below  Standard. 


AoetioAoid 
(Per  Cent.). 

Bolidt 
(Per  Gent.). 

Ash 
(Per  Cent.). 

Alkalinitj 

of 

Aah.i 

Polaritttion 

Degrees 

(Ventike 

200mm.Tahe). 

Lead 

Aoetate 

(pyt 

Color. 

Bemarkt. 

6.45 

1.48 

0.27 

81.2 

-0.9 

0.88 

Natnral. 

6.60 

1.64 

0.26 

- 

-0.8 

0.48 

Natural. 

6.20 

1.42 

0.82 

- 

-1.0 

0.75 

Natural. 

6.12 

1.72 

0.22 

- 

--0.2 

0.66 

Natural. 

6.06 

1.78 

0.24 

- 

-1.8 

0.68 

Natnral. 

6.04 

.1.76 

0.29 

82.7 

-0.7 

0.65 

Natural 

4.96 

1.90 

0.80 

- 

— l.l 

0.50 

Natural. 

4.88 

1.80 

0.80 

- 

—2.7 

0.70 

Natural. 

4.82 

1.76 

0.27 

- 

—1.1 

0.78 

Natural. 

4.82 

1.76 

0.26 

- 

—1.4 

0.76 

Natural. 

4.78 

1.80 

0.22 

22.2 

-2.8 

0.60 

Natural. 

4.70 

1.56 

0.29 

- 

—1.1 

0.62 

Natural. 

4.60 

1.90 

0.28 

- 

—1.2 

1.00 

Natural. 

4.68 

1.77 

0.28 

26.9 

-1.1 

0.66 

Natural. 

4.60 

1.88 

0.28 

- 

—1.0 

0.55 

Natural. 

4.60 

1.77 

0.20 

- 

-1.1 

0.66 

Natural. 

4.48 

1.96 

0.15 

80.8 

-1.7 

0.65 

Natural. 

4.44 

2.41 

0.18 

- 

-2.7 

0.60 

Natural. 

4.42 

1.66 

0.80 

28.8 

-0.7 

1.20 

Natural. 

4.40 

2.82 

0.17 

- 

-2.8 

0.75 

Natural. 

4.88 

2.20 

0.28 

- 

-1.8 

1.18 

Natural. 

4.82 

1.86 

0.80 

- 

—1.0 

0.60 

Natural. 

4.28 

2.48 

0.88 

- 

-1.8 

0.82 

Natural. 

4.27 

2.46 

0.16 

- 

-2.8 

1.10 

Natural. 

4.26 

2.22 

0.82 

- 

-0.7 

1.90 

Natnral. 

4.22 

2.60 

0.40 

- 

-0.7 

1.00 

NaturaL 

4.20 

8.86 

0.80 

81.7 

-8.1 

1.15 

Natural. 

4.12 

2.62 

0.20 

- 

—1.0 

0.40 

Natnral. 

4.02 

1.54 

0.85 

- 

—1.1 

0.48 

Natnral. 

4.00 

2.81 

0.28 

- 

-1.2 

0.67 

Natnral. 

8.86 

2.88 

0.49 

- 

-0.8 

0.68 

Natural. 

8.64 

2.00 

0.80 

- 

-0.6 

0.84 

Natural. 

8.60 

1.28 

0.29 

80.9 

-0.9 

0.62 

Natural. 

8.46 
8.26 

2.88 
1.81 

0.84 
0.15 

80.6 

-2.0 
-0.6 

1.20 
0.90 

NaturaL 
Natural. 

2.50  per  cent, 
alcohol. 

2.51 

2.88 

0.21 

15.2 

-8.6 

0.75 

Natural. 

2.17  per  cent, 
alcohol. 

1  Phenolphthalein  used  as  indicator. 
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The  following  table  shows  similar  data  in  regard  to  samples  sold  for 
cider  vinegar,  and  which  were  not  exclusively  the  product  of  cider :  — 

Vinegar  not  made  exclusively  fr(nn  Pure  Apple  Cider, 


Aoetie  Add 
(Per  Cent.). 

Solids 
(Per  Cent.) 

Ash 
(P*r  Cent.). 

Polarisation  in 

200  nun.  Tube 

(Ventske  Scale). 

Lead  Acetate 
(ppt.  c.o.»s). 

Color. 

6.S4 

1.64 

0.09 

-0.6 

0.50 

Caramel. 

5.16 

0.76 

0.14 

-fO.5 

0.40 

Caramel. 

6.04 

0.88 

0.15 

+0.4 

0.40 

Caramel. 

4.96 

2.29 

0.20 

-8.2 

0.68 

Caramel. 

4.88 

2.49 

0.82 

-8.0 

1.67 

Caramel. 

4.88 

0.24 

0.04 

+0.2 

0.60 

Caramel. 

4.74 

0.26 

0.04 

40.6 

trace 

Caramel. 

4.06 

1.96 

0.82 

-1.6 

0.86 

Caramel. 

4.68 

0.81 

0.07 

+0.8 

- 

Caramel. 

4.56 

0.81 

0.06 

+1.0 

0.10 

CarameL 

4.56 

0.66 

0.04 

+1.0 

0.02 

Caramel. 

4.64 

2.02 

0.26 

+0.4 

0.70 

Caramel. 

4.54 

1.47 

0.40 

+0.4 

0.15 

Caramel. 

4.62 

0.29 

0.04 

+0.6 

- 

Caramel. 

4.50 

2.12 

0.06 

-1.4 

0.50 

Caramel. 

4.50 

0.87 

0.06 

+0.8 

- 

Caramel. 

4.84 

1.10 

0.09 

-fO.4 

- 

Caramel. 

8.84 

0.29 

0.04 

+0.8 

0.15 

Caramel. 

The  quantitative  determination  of  the  precipitate  formed  with  lead 
acetate  or  sub-acetate  has  been  found  to  be  of  considerable  importance. 
The  value  of  this  test  made  qualitatively  has  for  many  years  been  appre- 
ciated. Even  though  the  precipitate  formed  with  lead  acetate  may  not 
be  due,  as  was  long  thought,  to  malic  acid,  but  may  be  largely  due  to 
phosphoric  acid  (though  this  has  not  been  fully  proved),  it  nevertheless 
remains  a  fact  that  the  qualitative  test  is  one  of  the  most  important  of 
all,  and  that  xmless  a  characteristic  precipitate  comes  down  with  the  lead 
salt,  a  sample  may  always  be  condemned  as  not  being  pure  cider  vinegar. 

The  quantity  of  the  lead  precipitate  has  been  measured  in  much  the 
same  way  as  is  recommended  by  Hortvet  for  maple  syrup  in  circular  23 
of  the  Bureau  of  Chemistry.  To  26  cubic  centimeters  of  the  vinegar,  add 
2.5  cubic  centimeters  of  IT.  S.  P.  sub-acetate  of  lead  solution ;  shake  and 
whirl  in  a  graduated  Hortvet  tube  in  the  centrifugal  machine,  and  read 
the  volume  of  the  precipitate  in  the  bottom  of  the  tube.  This  constant, 
expressed  in  cubic  centimeters,  is  given  in  the  above  tables,  and  it  will  be 
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seen  to  be-  of  considerable  importance,  taken  in  connection  with  other 
data.  It  is  not  yet  practicable  to  set  a  minimum  figure  for  the  lead 
acetate  precipitate  of  pure  cider  vinegar. 

In  determining  the  lead  acetate  number  according  to  the  above  method, 
one  pours  oflE  the  clear  solution  from  which  the  lead  precipitate  has  settled, 
and  uses  this  for  the  polarization,  adding  one-tenth  to  the  reading  to 
compensate  for  the  dilution. 

Another  constant,  which  will  undoubtedly  prove  to  be  of  great  impor- 
tance in  determining  the  purity  of  vinegar,  is  the  alkalinity  of  the  ash. 
In  determining  this  constant  much  depends  upon  the  uniformity  of 
the  method  employed,  since  very  widely  differing  results  are  obtainable 
by  the  use  of  different  methods,  and  especially  of  different  indicators. 
H.  C.  Lythgoe  of  this  laboratory  has  embodied  the  results  of  some  work 
done  in  this  direction  in  a  separate  paper  following  this  report. 

Miscellaneous  Foods. 

Samples  of  the  following  were  examined  and  found  free  from  adul- 
teration: ^^  Apple  Jack,^^  biscuit,  malt  extract,  peanut  butter,  scallops 
and  sugar. 

A  sample  of  ^'Coffee  Pinish,^^  a  liquid  solution  intended  to  improve 
the  appearance  of  whole  coffee  beans,  was  found  to  depend  largely  for  its 
eflBciency  on  the  presence  of  dextrin  and  caramel. 

A  sample  of  'liquid  rennet,^^  manufactured  by  James  T.  Shinn  of 
Philadelphia,  Pa.,  was  found  to  contain  boric  acid. 

An  egg  substitute  known  as  the  *^  Economic  Wonder,^^  sold  by  the 
Economic  Powder  Company  of  Providence,  R.  I.,  each  package  purport- 
ing to  contain  the  equal  of  36  fresh  eggs,  was  found  to  consist  largely  of 
com  starch.  By  actual  analysis  it  showed  ether  extract,  3.48  per  cent. ; 
alcohol  extract,  6.13  per  cent. ;  starch,  74.25  per  cent. ;  proteids,  6.43  per 
cent. ;  moisture,  10.35  per  cent.,  and  ash,  0.85  per  cent. 

A  new  product  has  recently  come  to  light,  for  sale  by  liquor  dealers,  for 
the  alleged  purpose  of  steadying  the  nerves  and  counteracting  the  effects 
of  prolonged  indulgence  in  alcoholic  beverages.  This  is  put  up  in  large 
bottles,  under  various  names,  but  in  all  cases  the  composition  of  the 
so-called  " bracer'*  or  "toner*'  is  almost  identical  with  that  of  tomato 
ketchup,  containing  besides  the  tomato  pulp  as  a  base  red  pepper  and 
other  spices,  and  generally  a  liberal  dose  of  salicylic  or  benzoic  acid  as  a 
preservative. 

Three  samples  of  this  variety  are  listed  among  the  adulterated  foods 
examined  during  the  year,  as  follows :  — 

"  Tomato  Flip,  a  bracer  for  a  weak  stomach,  to  be  taken  freely  in  large 
draughts.'*  This  was  found  to  be  preserved  with  both  salicylic  and 
benzoic  acids. 
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*' Tomato  Toner,  a  hot  one,  assists  over-worked  stomachs  caused  from 
excesses  of  any  kind/^    Found  to  contain  much  benzoic  acid. 

"  Nerver,  prepared  for  fine  bar  trade,  a  pure  extract  of  tomato,  par- 
ticularly intended  to  soothe  the  nerves  and  regulate  the  stomach  of  all 
suffering  from  the  effects  of  excessive  drink.  It  is  a  great  bracer  after  a 
'  hot  night.*  **    Largely  dosed  with  benzoic  acid. 

Summary  of  Food  Statistics^  exclusive  of  Milk, 


1 

j 

1 

1 

1 

^ 

BftkiiiK  powder, 

9 

9 

Lard, 

92 

6 

97 

Butter.     . 

116 

7 

128 

Lime  Juice,     . 

1 

5 

6 

Cake.        .       . 

. 

4 

- 

"    4 

Malt  and  barley,    . 

4 

2 

6 

Caniked  fruit  and  v 

Bgetables, 

86 

6 

41 

Malt  liquors  :  — 

Cereal  floors.  • 

u 

1 

15 

Ale.     . 

47 

2 

49 

Ob0686                  • 

18 

18 

'*•'*'»     •       •       • 
Beer,    . 

88 

22 

60 

Cider,       . 

, 

15 

4 

19 

Porter, 

16 

1 

17 

Clams.      . 

. 

20 

- 

90 

Maple  prodacU.    . 

5 

8 

18 

Cocoa, 

. 

88 

2 

85 

Maple  sugar. 

22 

9 

81 

Cocoanut, 

. 

17 

- 

17 

Maple  syrup, 

21 

21 

42 

Coflfee.      .       . 

. 

28 

29 

Meat  products:  — 

Coffee  sabsfcitates. 

. 

2 

4 

Bacon, 

2 

- 

2 

Condensed  milk. 

. 

17 

25 

Blood  pudding. 

8 

1 

4 

Confectionery, 

. 

65 

67 

Canned  meats,    . 

186 

45 

281 

Cream, 

97 

104 

Ham.  ... 

48 

26 

69 

Cream  of  tartar, 

. 

72 

78 

AAAJU.     ... 

Hamburg  steak. 

8 

8 

Dessert  preparations,    . 

7 

- 

7 

Head  cheese, 

81 

6 

87 

l!Yaporated  cream. 

- 

U 

11 

Lambs'  tongues. 

18 

6 

19 

Flavoring  extracts  ■ 

- 

Meat  jellies. 

7 

4 

11 

Almond, 

4 

- 

4 

Mince  meat. 

17 

14 

81 

Lemon, 

16 

24 

40 

Miscellaneous,   . 

6 

- 

6 

Pineapple,    . 

1 

- 

1 

Sausages,    . 

281 

69 

280 

Raspberrj,   . 

1 

- 

1 

Tripe,. 

15 

9 

24 

Strawberry, 

1 

2 

Molasses.       .       . 

81 

- 

81 

YaniUa, 

40 

11 

51 

Non-alcoholic  beverage 

s,     . 

86 

2 

87 

Wintergreen, 
Ghiten,  .       . 

_ 

1 

Oysters.  .        .        . 

86 

86 

- 

4 

Pickles, .       .       . 

86 

4 

89 

Grape  jnice,  . 

24 

28 

Salad  dressing,      . 

24 

6 

30 

Honey,  . 
Jams  and  jellies, 

85 

85 

Salt. 

3 

2 

70 

21 

91 

k?«»<i>.        >       •       • 
Shrimps, 

1 

6 

7 
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Summary  of  Food  Statistics,  exclusive  o/'JIfiM;— Concluded. 


Splcos:  — 
Allspice, 
Cassia,  . 
Cayenne, 
CloTes, . 
Ginger, 
Mace,  . 
Mastard, 
Natmeg, 


Spices  — Con. 

Pepper, 
Syrups,  . 
Table  sauces, 
Tea, 
Vinegar, 
Wine,     . 
Miscellaneous, 
Total, 


62 
6 

89 

1 

144 

8 

18 


2,214 


490 


64 
7 

62 

1 

201 

5 

16 


1,704 


Drugs. 
The  general  scope  and  character  of  the  drugs  examined  is  shown  in  the 
summary  on  page  406.     Only  such  drugs  as  for  any  reason  call  for 
special  comment  will  be  otherwise  mentioned. 

Alcohol. 
Among  the  ten  samples  of  this  drug  classed  as  adulterated  several 
were  found  bad  enough  for  prosecution.  The  poorest  sample  contained 
only  48.43  per  cent,  of  alcohol.  Four  others  were  found  to  stand  below 
80  per  cent.  Three  samples,  purchased  for  alcohol  in  paint  shops,  were 
found  to  consist  of  wood  alcohol,  without  the  required  poison  label.  A 
sample  of  so-called  chafing-dish  alcohol  was  found  to  consist  of  wood 
alcohol,  without  the  poison  label,  and  was  the  subject  of  prosecution  in 
Brockton. 

Aqua  Hamam^elidis  Spirituosa. 

A  large  number  of  samples  of  hamamelis  were  collected  from  drug 
stores  throughout  the  State  and  examined  for  the  presence  of  formalde- 
hyde and  of  wood  alcohol.  Out  of  235  samples  analyzed,  24  were  pro- 
nounced adulterated. 

The  following  is  a  list  of  dealers  from  which  the  adulterated  samples 
were  purchased,  together  with  the  results  of  the  analyses :  — 
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Published  Results  of  Analyses  of  Adulterated  Samples  oj  Witch  Hazel  Extract. 


F.  L.  Woolworth,  Boston,  . 
Dr.  Miner's  Drug  Store,  Ware, 
HanoTer  Drag  Company,  Boston, 
Lloyd  L.  Walker,  Lowell, . 
James  O'Brien,  Lowell, 
Lyceum  Hall  Pharmacy,  Brookllne, 
Dartmouth  Drag  Company,  Boston, 
McCarthy's  Pharmacy,  Boston, 
J.  P.  Slsonsky,  Boston, 


Harvard  Kxtract  Company,  Cambridge- 
port. 
Frank  E.  Harris,  Binghamton,  N.  T., 

C.  8.  Stearns,  North  AndoTer,   . 

George  H.  Perkins,  Norih  Andorer, 

O.  W.  Rnseell,  North  Adams,    . 

T.  C.  Farley,  North  Adams, 

W.  A.  Little  ft  Co.,  Boston, 

Thomas  B.  Nichols,  Salem, 

Clereland  Pharmacy,  Holyoke, 

H.  T.  Matthewson,  Brookfleld,  . 

Wm.  B.  Mahcm,  South  Framlngham, 

Davis   A   Hatch   Spice  Company,  New 

Bedford. 
Charles  L.  Curtis,  South  Framlngham,    . 


4.09  per  cent,  alcohol.  Contained  formaldehyde. 

10.00  per  cent,  alcohol.  Contained  formaldehyde. 

7.98  per  cent,  alcohol.  Contained  formaldehyde. 

8.60  per  cent,  alcohol.  Contained  formaldehyde. 

8.57  per  cent,  alcohol.  Contained  formaldehyde. 

9.86  per  cent,  alcohol.  Contained  formaldehyde. 

6.28  per  cent,  alcohol.  Contained  formaldehyde. 

6.28  per  cent,  alcohol.  Contained  formaldehyde. 
4.75  per  c-ent.  wood  alcohol.   Contained  formaldehyde. 
9.00  per  cent,  wood  alcohol.  Coutalned  formaldehyde. 
9.54  per  cent,  alcohol.  Contained  formaldehyde. 

10.00  per  cent,  alcohol.  Contained  formaldehyde. 

9.04  per  cent,  alcohol.  Contained  formaldehyde. 

7 .00  per  cent,  alcohol.  Contained  formaldehyde. 

10.02  per  cent,  alcohol.  Contained  formaldehyde. 

6.64  per  cent,  alcohol.  Contained  formaldehyde. 

8.14  per  c<ent.  alcohol.  Contained  formaldehyde. 

9.57  per  cent,  alcohol.  Contained  formaldehyde. 

12.38  per  cent,  alcohol.  Contained  formaldehyde. 

9.43  per  cent,  alcohol.  Contained  formaldehyde. 

7.98  per  cent,  alcohol.  Contained  formaldehyde. 

9.29  per  cent,  alcohol.  Contained  formaldehyde. 


In  testing  for  formaldehyde,  all  samples  were  first  subjected  to  a  quali- 
tative test  by  adding  a  few  drops  of  the  original  sample  to  some  milk 
previously  found  to  be  free  from  formaldehyde,  and  applying  the  regular 
hydrochloric  acid  and  ferric  chloride  test.  If  formaldehyde  was  indi- 
cated, the  confirmatory  test  was  made  in  the  regular  manner  by  distilla- 
tion, testing  the  distillate.  The  amount  of  formaldehyde  was  determined 
in  all  samples  found  to  contain  it  by  the  hydrogen  peroxide  method  of 
Blank  and'  Pinkenbeiner.^  The  amount  foimd  present  varied  from  0.06 
to  0.25  per  cent.  Since,  as  a  rule,  commercial  wood  alcohol  contains 
traces  of  formaldehyde,  those  samples  which  were  found  to  contain 
formaldehyde  were  further  examined  for  wood  alcohol  by  the  following 
method :  to  55  cubic  centimeters  of  the  sample  10  grams  of  sodium  bisul- 
phite were  added,  and  the  mixture  allowed  to  stand  for  two  hours.  Under 
this  treatment,  as  a  rule,  the  formaldehyde  was  used  up.    The  mixture 

1  Berlchte,  31,  p.  2979;  Bur.  of  Chem.,  Bui.  62,  p.  143. 
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was  next  distilled,  and  the  distillate  a  second  time  treated  with  an 
excess  of  sodium  hydroxide,  to  remove  the  sulphurous  acid.  The  second 
distillate,  free  from  formaldehyde  and  from  sulphites,  was  then  examined 
in  the  usual  manner  for  wood  alcohol  by  the  refractometric  method. 
Two  samples  were  found  to  contain  respectively  4.75  and  9  per  cent,  of 
wood  alcohol. 

Calx  Chlorata. 
One  new  brand  examined  this  year  was  found  to  contain  74  per  cent, 
of  the  required  strength.    This  was  the  product  of  Larkin  of  BuflEalo, 
N.  Y. 

Capsicum^ 

A  marked  improvement  is  shown  of  late  in  the  quality  of  powdered  red 
pepper  as  sold  in  the  drug  stores.  Only  2  samples  were  found  to  be 
adulterated  with  the  usual  admixture  of  com  or  wheat  starch. 

The  apparent  reason  why  red  pepper  and  other  spices  purchased  from 
drug  stores  was  formerly  foimd  to  be  of  much  lower  grade  than  that 
purchased  of  grocers  is  the  fact  that  in  nearly  every  case  druggists  pur- 
chased their  spices  in  bulk,  with  no  reputable  manufacturer's  name  as  a 
guarantee  on  the  package,  a  practice  which  no  careful  grocer  would  follow. 

Liquor  Formaldehydi, 
Fifty-four  samples  were  examined,  all  but  1  of  which  were  found  to 
contain  from  36  to  40  per  cent,  of  formaldehyde.    The  sample  classed 
as  adulterated  contained  but  29.68  per  cent.    Formaldehyde  was  deter- 
mined by  means  of  the  immersion  ref ractometer. 

Methyl  Alcohol, 
All  samples  of  wood  alcohol,  purchased  as  such,  were  found  to  be 
properly  marked  with  the  poison  label  in  accordance  with  the  law. 

Oleum  OlivcB, 

The  ratio  of  adulteration  of  olive  oil  is  still  high.  While  cotton-seed 
oil  is,  as  formerly,  the  favorite  adulterant,  3  samples  were  this  year  found 
to  contain  large  admixtures  of  sesame  oil.  The  worst  sample  contained 
as  high  as  80  per  cent,  of  this  adulterant. 

The  following  is  a  list  of  dealers  from  whom  adulterated  brands  were 
purchased,  together  with  the  result  of  the  analyses :  — 
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Published  BesulU  of  Analy 

ms  of  Olive  Oil. 

Thompson  Pharmacy,  Adams 

Largely  cottonseed  oil. 

Alfred  Robinson.  PaU  River,    . 

Cotton-seed  oil. 

Kimball  &  Ck>.,  Everett,     . 

Cotton-seed  oil. 

B.  F.  Bradbury,  Boston,    . 

Cotton-seed  oil. 

J.  P.  O'Donnell,  Cambridge,     . 

Cotton-seed  oil. 

D.  Amones  ft  Co.,  Boston, 

Cotton  seed  oil. 

J.  W.  Patch  ft  Co.,  Boston, 

Cottonseed  oil. 

Dunbar's  Drug  Store,  Taunton, 

Cotton-seed  oil. 

B.  E.  Wlllard  ft  Son,  Pittsfleld, 

. 

Cotton-seed  oil. 

Walter  A.  Dewlre,Plttsfleld,    . 

. 

Cotton-seed  oil. 

J.  M.  Nelson,  Lynn,    . 

Cotton.seedoll. 

Theodore  Metcalf  Company,  Boston 

Large  admixture  of  cotton-seed  oil. 

Copley  Square  Pharmacy,  Boston, 

Large  admixture  of  sesame  oU. 

Albert  W.  Kidder,  Cambridge, 

Large  admixture  of  cotton- seed  oil. 

Arthur  L.  Green,  Boston,  . 

Large  admixture  of  cotton-seed  oil. 

Davis  A  Young,  Lynn, 

Cottonseed  oil. 

J.  H.  Beauvals,  Springfield,      . 

Cotton-seed  oil. 

G.  W.  Russell  A  Co.,  North  Adams, 

80  per  cent,  sesame  oil. 

Henry  Are^ault,  Athol,    . 

40  per  cent,  sesame  oil. 

Geo.  G.  Leathe,  Gardner,  . 

Fourth  St.  Pharmacy,  South  Boston, 

Cotton-seed  oil. 

Sodii  Boras, 
One  brand  labeled  "  Smithes  Powdered  Bicarbonate  Borax/'  sold  by 
T.  L.  Woolworth  of  Boston,  was  found  to  consist  entirely  of  sodium 
bicarbonate  and  to  contain  no  borax  at  all.  The  '^  Crescent "  brand  of 
borax,  sold  by  Charles  L.  Hirsch  &  Co.  of  New  York,  also  consisted 
entirely  of  sodium  bicarbonate. 

Spiriius  Gamphoroe. 
A  number  of  samples  of  spirits  of  camphor  were  found  to  vary  con- 
siderably from  the  pharmacopoeial  standard.     All  samples  were  exam- 
ined by  the  polariscope  and  refractometer.    Three  cases  published  during 
the  year  were  the  following :  — 

Published  Results  of  Analysis  of  Spirits  of  Camphor, 


Geo.  G.  Leathe,  Gardner, 

Wilson  House  Drug  Store,  North  Adams, 

C.  A.  Pinsonbault,  North  Adams,   . 


36  per  cent  of  the  required  strength. 
50  per  cent,  of  the  required  strength  > 
45  per  cent,  of  the  required  strength. 
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Spiritus  Frumenti. 
In  spite  of  the  fact  that  two-thirds  of  the  whiskey  samples  purchased 
from  drug  stores  were  found  not  to  conform  to  the  standard  of  the 
Pharmacopoeia,  even  this  showing  is  an  improvement  over  past  years. 
Druggists  are  gradually  becoming  alive  to  the  fact  that  they  are  expected 
to  sell  whiskey  of  at  least  as  good  a  grade  as  that  dispensed  in  saloons. 

Spiritus  Vini  Oallici, 
All  samples  examined  were  found  to  be  below  the  standard,  being  arti- 
ficially colored  in  all  cases,  and  having  residues  consisting  largely  of  sugar. 

Tinctura  lodi. 
The  quality  of  tincture  of  iodine  as  sold  to-day  in  the  average  drug 
store  is  far  higher  than  formerly.  While  nearly  a  third  of  the  samples 
examined  failed  to  conform  to  the  standard  of  the  Pharmacopoeia,  all  but 
3  stood  so  near  the  required  strength  as  to  be  fairly  satisfactory ;  in  fact, 
the  average  strength  of  all  samples  examined  during  the  period  of  this 
report  is  well  above  90  per  cent,  of  that  required  by  the  Pharmacopoeia. 
The  5  worst  cases  were  the  following :  — 

Published  Results  of  Analyses  of  Tincture  of  Iodine, 


Broadway  Pharmacy,  Everett, 
Ceo.  H.  HaUey.  Forest  Hills,     . 
H.  P.  Elsey,  Springfield,    . 

Richards,  Springfield, 

BenJ.  F.  Bradbury,  Boston, 


12  per  cent,  of  the  United  States  PbarmacopoBia  strength. 
8.2  per  cent,  of  the  United  States  Pharmacopoeia  strength. 
68  per  cent,  of  the  United  States  Pharmacopoiia  strength. 
65  per  cent,  of  the  United  States  Pharmacopceia  strength. 
49  per  cent,  of  the  United  States  Pharmacopoeia  strength. 


Proprietary  Preparations, 

Under  this  heading  are  included  a  large  variety  of  "  patent "  remedies. 

Bromo  Seltzer,  Emerson's,  —  This  preparation  was  found  to  contain 
potassium  bromide,  sodium  bicarbonate,  tartaric  acid,  citric  acid  and 
acetanilid. 

Catarrh  Remedies.  —  Sixty-seven  samples  of  various  proprietary  reme- 
dies for  catarrh,  asthma,  colds,  etc.,  were  examined,  of  which  18  were 
found  to  contain  cocaine.  Under  chapter  386  of  the  Acts  of  1906  dealers 
selling  such  preparations  containing  cocaine,  without  the  written  pre- 
scription of  a  physician,  do  so  unlawfully.  The  following  preparations 
were  found  to  contain  cocaine :  — 
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Published  BesuUs  of  Analyses  of  Catarrh  Remedies. 


Dr.  Agnew*8.    Anglo  American  Medicine  Company,  Chicago, 

Crown.    Crown  Catarrli  Powder  Company,  New  York, 

Instant  Catarrh  Relief.    I.  C.  R.  Medicine  Company,  Boston, 

Prent2inger*8  Catarrh  Balm.    R.  Prentsinger  &  Bro.,  Dayton,  O.,. 

Dr.  Cole*8  Catarrh  Care.    The  Cole  Medicine  Company,  London,  N.Y., 

Speciflc  for  asthma,  hay  fever  and  all  catarrhal  diseases  of  the  respiratory 

organs.    Nathan  Tucker,  M.D.,  Mt.  Oilead,  O. 
The  Allenbory's  Throat  Pastilles,  Allen  A  Hanborys,  Ltd.,  London,     . 


Contained  cocaine. 
Contained  cocaine. 
Contained  cocaine. 
Contained  cocaine. 
Contained  cocaine. 
Contained  cocaine. 
Contained  cocaine. 


In  examining  powdered  preparations  for  presence  of  cocaine  the  sample 
is  treated  with  water,  acidified  with  acetic  acid  and  filtered.  The  filtrate 
is  then  made  ammoniacal  and  extracted  with  benzol,  the  residue  from  the 
benzol  being  examined  for  the  presence  of  cocaine. 

"  Chevalla/'  —  A  rheumatism  cure,  was  found  to  contain  morphine, 
potassium  iodine  and  60  per  cent,  by  volume  of  alcohol. 

Dr.  Arnold's  Cough  Killer.  —  This  preparation  contained  11%  per 
cent,  of  alcohol  by  volume. 

Dr.  Shoop's  Restorative.  —  This  contained  11.96  per  cent,  by  volume 
of  alcohol. 

Electric  Bitters.  —  This  was  found  to  contain  18.48  per  cent,  by  volume 
of  alcohoL 

Essenza  di  China  China.  —  This  preparation  contained  34.6  per  cent, 
by  volume  of  alcohol. 

Headache  Powders.  —  Half  a  dozen  samples  of  these  preparations  were 
examined,  and  all  were  f  oimd  to  contain  acetanilid. 

Eerlal  Dew.  —  *'A  positive  cure  for  asthma,  hay  fever,  etc.''  This 
was  sold  by  the  Brenner  Extract  Company  of  Boston.  It  contained 
51.01  per  cent,  of  alcohol  by  volume ;  in  fact,  its  basis  was  rum,  containing 
a  bitter  non-alkaloidal  principle. 

Hood's  Sarsaparilla.  —  This  contained  17.92  per  cent,  by  volume  of 
alcohol. 

Eostetter's  Stomach  Bitters.  —  This  was  found  to  contain  43.75  per 
cent,  of  alcohol  by  volume. 

Kingsbury's  Freckle  Remover.  —  Found  to  contain  corrosive  sublimate; 
prepared  by  W.  T.  &  J.  S.  Kingsbury  of  Randolph. 

Liquor  Adulterants.  —  Under  this  head  were  included  several  high- 
priced  preparations  for  the  manufacture  of  distilled  liquors.  These 
were  sold  under  the  names  of  *^  Wiscoline,''  "  WiscoV  "  Brandol ''  and 
"Jamaica  Bum  Essence.''  They  were  all  made  up  of  artificial  fruit 
essences,  chiefly  fusel  oil  derivatives,  colored  with  caramel. 
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Paine' s  Celery  Compound.  —  Containing  19.96  per  cent,  alcohol  by 
volume. 

Peruna,  —  This  was  found  to  contain  23.18  per  cent,  of  alcohol  by 
volume. 

"  Phenoid  Paste."  —  A  paint  and  varnish  remover. 

Swift's  Specific.  —  Containing  16.07  per  cent,  by  volume  of  alcohol. 

Vegetable  Hair  Tonic.  —  Foimd  to  contain  a  lead  salt. 

White  Ribbon  Remedy  for  Alcoholism.  —  This  was  found  to  consist 
of  8.02  per  cent,  of  ammonium  chloride  and  91.98  per  cent,  of  milk 
sugar. 

Miscellaneous.  —  Twelve  preparations,  chiefly  negative  in  character. 


Summary  of  Drug  Statistics. 


1 

1 

1 

^ 

1 

< 

1 

JEther 

1 

1 

2 

Oleum  carophylll, . 

6 

- 

6 

Alcohol.   .... 

20 

10 

80 

Oleum  cinnamomi, 

7 

- 

7 

Aqua  ammonia, 

4 

2 

6 

Oleum  limonis,      . 

18 

4 

17 

Aqua  ammonia  fortis,   . 

6 

1 

7 

Oleum  morrhuse,  . 

5 

- 

5 

Aqua  distiUata,       . 

1 

- 

1 

Oleum  oHtsb,  .... 

149 

28 

172 

Aqua  bamamelidis  spiritnosa 

.    211 

24 

286 

Oleum  ricini, 

18 

1 

19 

»        « 

- 

2 

Opiipulvis,    .       .       .       . 

1 

2 

8 

Calx  chlorata. 

2 

8 

6 

Proprietary  preparations,    . 

69 

18 

87 

Capsicum, 

44 

2 

46 

Santonin,        .       .       .       . 

1 

- 

1 

Cera  alba,        .       . 

8 

5 

8 

Sodii  boras 

6 

2 

8 

Cera  flava, 

.      18 

5 

18 

Sodii  phosphas,     . 

6 

- 

6 

Cetaceum, 

2 

- 

2 

Spiritus  camphorae. 

66 

19 

84 

Chloroformum, 

6 

- 

6 

Spiritufi  frumenti, . 

6 

10 

16 

Cinnamomum  cassia,     . 

1 

- 

1 

Spiritus  menthae  piperita?,    . 

10 

2 

12 

Kxtractum  glycyrrhizse. 

2 

6 

7 

Spiritus  Tini  gallid,     . 

- 

7 

7 

Ferri  et  quinlnse  citras,  . 

1 

- 

1 

Sulphur  lotum. 

8 

- 

8 

Fluid  extractum  zingiberis, 

6 

18 

18 

Sulphur  preci pi tatum,  . 

1 

- 

1 

Glycerinum,    . 

44 

- 

44 

Syrupus,         .       .        .       . 

- 

1 

1 

Liquor  formaldehyde,    . 

68 

1 

54 

Tlnctura  iodi, 

165 

64 

229 

Magnesi  sulphas,    . 

1 

- 

1 

Tinctura  opii  camphorata,  . 

8 

- 

3 

Methyl  alcohol. 

6 

- 

6 

Tlnctura  rhei. 

4 

1 

6 

Bfiscellaneous, 

21 

5 

1 

26 
1 

Tinctura  zingiberis. 

Total 

4 

1 

6 

Oleum  amygdalae  dulcis, 

990 

228 

1,228 
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General  Summary. 


GenuiiM. 


Adulterated  or 
below  Standard. 


Total. 


Milk,     .... 
Foods  exclQsiye  of  milk, 
Drugs,  .... 
Total,     . 


2,816 

2,214 

900 


1,287 
490 
288 


2,010 


8,608 
2,704 
1,228 


7,fi80 


Kerosene  Oil. 

Numerous  samples  of  kerosene  oil  were  collected  and  examined  for 
their  flash  point,  imder  chapter  102,  section  106,  of  the  Revised  Laws, 
which  requires  that  petroleum  illuminating  oil  to  be  sold  legally  must 
not  evaporate  a  gas  under  100  ^F. 

Twelve  samples  purchased  in  Plymouth  were  found  to  flash  between 
95°  and  96**.  The  flash  point  was  determined  by  means  of  a  standard 
Tagliabue  oil  tester. 

Inspection  of  Liquors. 

Samples  of  liquors  were  sent  in  for  the  determination  of  alcohol  by 
oflScers  of  31  towns  and  cities.  The  following  table  shows  the  character 
of  the  samples  examined :  — 


Summary  of  Liquor  Statistics, 

CrriBS  AHD  Toinra. 

It 

|t 

Il 

11 

ft 

^1 

U 

laneouB  Samples. 

Arlington,. 

- 

1 

- 

- 

- 

Ashland,    . 

- 

- 

1 

- 

- 

Avon, 

- 

- 

- 

1 

2 

Boston,      . 
Braintree, . 

1 

" 

1 

1 

- 

1,  essence  of  whiskey;  2,  essences 
of  rum;  1,  orange  bitters. 

Brockton,  . 

- 

- 

- 

- 

10 

Cambridge, 

2 

- 

1 

- 

- 

Cottage  City, 

1 

- 

- 

- 

- 

1,  cherry  rum. 

Danyers,   . 

- 

2 

- 

- 

- 

East  Brldgewater,   . 

- 

- 

- 

- 

1,  ginger  ale. 

Falmouth, . 

1 

- 

- 

- 

- 
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Summary  of  Liquo 

r  Statistics^ 

Concluded 

CiTKB  AK©  Towns. 

li 

h 

fa's 

It 

11 

J| 

It 

Number  snd  Character  of  MiMel- 
laneoua  Samples. 

Fitchbarg, 
FoxboroQgh,    . 

8 

1 
1 

18 

- 

1 

- 

8,  "champagne  ciders »•;  1.  "Sliv- 
erwltz'^  liquor,  a  Grecian 
drink. 

Franklin,  . 

- 

1 

1 

- 

HayerhlU, . 

- 

- 

- 

1 

- 

2,  gins. 

Hyde  Park.       .       . 

- 

- 

- 

- 

- 

12, "  Jamaica  gingers." 

Leominster, 

- 

7 

1 

- 

- 

Maynard,  . 

- 

I 

I 

- 

- 

Newton,     . 

- 

- 

- 

- 

- 

2,  "malt  extracts." 

North  Attleborongh, 

- 

1 

- 

- 

- 

1."  Jamaica  ginger." 

Norwood,* . 
Peabody,  .       . 

1 

1 

: 

1,  **Thielman*sdroppar,"  contains 
essential  oil  similar  to  pepper, 
mint;  1,  **  Jamaica  ginger." 

Severe, 

- 

- 

5 

- 

- 

Salem, 

1 

- 

~ 

- 

- 

2,  "malt  extracts." 

Southbrldge,     . 

- 

- 

- 

1 

- 

Stoughton, 

- 

2 

- 

1 

1 

l,gin. 

Qulncy, 

- 

8 

- 

1 

- 

1, "  malt  extract " ;  2,  brandies. 

Randolph, . 

- 

- 

- 

2 

Waltham,  . 

- 

4 

1 

- 

- 

Wellesley,. 

1 

1 

- 

- 

- 

Westminster,    . 

- 

- 

2 

- 

Total,  .       . 

11 

29 

29 

10 

18 

88 

The  majority  of  these  samples  figured  in  court  cases,  but  in  most 
instances  the  certificate  of  analysis  was  used  in  evidence.  Attendance 
of  the  chemist  was  necessary  in  the  lower  courts  of  Boston,  Concord, 
Salem  and  Waltham,  and  in  the  superior  court  of  Suffolk  County. 

Among  the  preparations  brought  in  by  liquor  oflBcers  was  a  so-called 
essence  of  rum  seized  in  Boston  from  an  Italian  druggist.  This  purported 
to  be  sold  as  a  simple  flavoring  essence,  but  was  found  to  be  similar  in 
character  to  the  regular  liquor  adulterants.  It  was  labeled  ^^Essenza 
di  Ehum  Inglese,^'  and  was  contained  in  five  small  bottles.  Analjrtical 
data  on  this  preparation  are  as  follows :  solids,  1.89  per  cent. ;  ash,  0.06 
per  cent. ;  mineral  or  organic  acid,  0.0  per  cent. ;  fusel  oil,  9.02  per  cent. ; 
alcohol,  71.67  per  cent. ;  water,  17.18  per  cent. 
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A  nrnnber  of  "malt  extracts ^^  were  also  included,  which  were  found 
to  contain  about  the  same  amoimt  of  alcohol  as  ordinary  beer,  and  to 
have  none  of  the  diastatic  powers  characteristic  of  genuine  malt. 

Another  favorite  beverage  was  the  so-called  Jamaica  ginger,  12  sam- 
ples of  which  were  seized  in  Hyde  Park.  These  preparations  contained 
from  18  to  48  per  cent,  of  alcohol  by  volume,  and  were  for  the  most  part 
contained  in  what  are  commonly  known  as  picnic  flasks,  being  sold  obvi- 
ously as  a  beverage  and  not  for  use  as  a  medicine. 

Respectfully  submitted, 

.  ALBERT  E.  LEACH. 
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A  COMPARISON  OF  METHODS  FOR  THE  DETERMINATION  OF 
ALKALINITY  OF  ASH. 


By  Hermann  C.  Ltthgob. 


The  alkalinity  of  ash  is  recognized  as  an  important  constant  in  deter- 
mining the  purity  of  many  food  products,  but  unf ortimately  there  is  but 
little  uniformity  in  the  procedure,  and  consequently  varied  results  are 
reported  by  different  analysts  on  the  same  class  of  substances. 

The  work  here  outlined,  which  is  not  yet  completed,  was  undertaken 
with  a  view  of  securing  uniformity  and  of  arriving  at  a  method  which  will 
give  as  nearly  as  possible  the  true  alkalinity. 

The  methods  employed  are  as  follows :  — 

One  hundred  grams  of  the  sample  were  evaporated  to  dryness  in  a 
platinum  dish  and  burned  in  a  mufHe.  The  ash  was  treated  with  cold 
water,  rubbed  well  with  a  piece  of  rubber  on  the  end  of  a  glass  rod,  and 
washed  upon  a  filter  with  cold  water.  If  any  carbon  remained  the  filter 
was  placed  in  a  dish  and  burned,  the  ash  treated  as  above,  and  washed 
until  the  combined  filtrate  measured  200  cubic  centimeters.  In  the 
second  method  the  ash  was  treated  in  the  same  way  with  boiling  water, 
and  in  its  third  method  it  was  boiled  for  five  minutes  with  50  cubic  centi- 
meters of  water  before  filtering  and  washing. 

The  resulting  solutions  were  titrated  with  ^^j^  sulphuric  acid,  using 
phenolphthalein,  methyl-orange,  cochineal  and  litmus  as  the  indicators. 
When  using  phenolphthalein,  an  excess  of  acid  was  added,  the  solution 
was  boiled  until  the  carbon  dioxide  was  expelled  and  the  excess  of  acid 
determined  by  titrating  with  ^^^  alkali. 

The  following  are  the  results  obtained  on  one  sample  each  of  vinegar, 
lime  juice  and  raspberry  syrup :  — 

Alkalinity  of  Ash. 
[Cubic  centimeters  ^j^  acid  reqalred  to  neutralize  the  soluble  ash  of  100  grams  of  substance.] 


Chabactsb  or  Samplb. 


Vinegar, 
Vinegar, 
Vinegar. 
Lime  juice,     . 
Baspberry  eyrup, 


Method. 


IMDICATOK. 


Phenolph- 
thalein. 


33.1 
82.9 
34.0 
15.8 
16.6 


Methyl 
Orange. 


40.9 
41.1 
40.9 
18.8 
20.8 


Cochineal. 


87.9 
88.8 
39.1 
17.6 
17.1 


LitninB. 


24.9 
24.6 
24.9 
12.2 
11.0 
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These  varying  results  are  no  doubt  caused  by  the  phosphate  present, 
as  the  following  experiments  show.  Solutions  of  0.25  gram  of  sodium 
phosphate  in  150  cubic  centimeters  of  water  were  titrated  with  -^  acid, 
and  required  for  neutralization  0.65  cubic  centimeters  when  phenolph- 
thalein  was  used,  9.20  cubic  centimeters  with  methyl-orange,  8.70  cubic 
centimeters  with  cochineal  and  about  2  cubic  centimeters  with  litmus, 
there  being  considerable  difficulty  in  getting  an  end  point  with  the  latter 
indicator  in  the  presence  of  such  a  large  quantity  of  phosphate. 

It  would  seem  from  the  above  experiment  that  phenolphthalein  gives 
more  nearly  the  correct  figure. 
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msPEcnoN  OF  dairies. 


By  THE  Segbetaby  of  the  Board. 


During  the  fourteen  months  ended  Nov.  30,  1906,  3,421  dairies  have 
been  examined  by  the  veterinarian  employed  by  the  Board  for  this  pur- 
pose, and  the  attention  of  2,367  proprietors  has  been  called  by  letter  to 
a  total  of  8,822  objectionable  conditions,  the  great  majority  of  which 
were  of  such  a  nature  as  to  be  susceptible  of  correction  at  little  or  no 
expense.  In  each  instance  the  producer  was  advised  as  to  what  changes 
were  deemed  necessary  in  the  interest  of  a  wholesome  milk  supply,  with 
the  information  that,  if  the  suggestions  were  disregarded,  it  would  become 
necessary  to  take  steps  to  cause  his  product  to  be  excluded  from  public 
sale.  At  the  same  time,  the  local  health  authorities  of  the  city  or  town 
wherein  the  milk  was  being  produced  or  sold  were  notified,  and  they  were 
requested  to  lend  their  assistance  in  securing  improved  conditions;  and 
if  the  milk  were  being  handled  by  contracting  concerns,  similar  letters 
were  sent  thereto. 

The  results  of  the  communications,  while  not  all  that  could  be  wished, 
have  been  very  encouraging.  The  great  majority  of  the  producers  who 
have  sent  replies  have  shown  a  commendable  desire  to  do  all  in  their 
power  to  bring  about  improvement;  many  have  expressed  their  thanks 
for  the  suggestions,  and  more  have  acknowledged  having  been  careless  in 
the  matter  of  general  cleanliness  and  proper  handling,  and  have  an- 
nounced their  determination  never  again  to  be  subject  to  criticism  in  any 
particular.  The  attitude  of  many  local  authorities  in  this  most  important 
movement  for  the  reduction  of  infantile  mortality  has  been  most  grati- 
fying; they  or  their  agents  have  made  personal  iuvestigation  of  the 
dairies  brought  to  their  notice,  and  have  caused  owners  disincliaed  to 
improve. their  premises  or  methods  either  to  comply  with  the  suggestions 
or  to  cease  selling  withia  their  respective  jurisdictions.  In  order  to  be 
able  to  exclude  from  sale  the  milk  of  insanitary  dairies,  they  have  estab- 
lished regulations  under  their  general  authority  to  conserve  the  public 
health,  and  have  enforced  the  same.  It  is  a  regrettable  fact,  however, 
that  not  a  few  local  authorities  have  evinced  a  total  lack  of  interest  in  the 
improvement  of  the  milk  supply,  and  some  have  even  manifested  a  hostile 
spirit. 
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Ab  a  rule,  the  large  dealers  have  co-operated  in  the  movement  for 
cleaner  milk;  they  have  sent  veterinarians  or  other  agents  to  visit  the 
farms  from  which  they  draw  their  supply,  and  have  refused  to  continue 
their  contracts  with  those  whose  premises  have  been  found  to  be  kept  in 
such  condition  or  whose  habits  and  methods  were  such  as  to  be  incom- 
patible with  the  obtaining  of  a  wholesome  product. 

The  following  table  shows  the  number  of  dairies  examined  in  the  cities 
and  towns  visited,  and  the  percentage  found  in  each  place  to  be  free  from 
objectionable  conditions.  It  is  proper  to  remark  that  the  returns  from 
the  places  visited  during  the  warmer  months  would  have  been  less  favora- 
ble in  many  instances,  since  the  cows,  being  out  at  pasture  during  the 
greater  part  of  the  working  day,  could  not  be  examined  as  to  their  con- 
dition of  cleanliness  or  of  health. 

It  will  be  noted  that  not  all  the  dairies  inspected  were  situated  in  Mas- 
sachusetts. In  examining  the  sources  of  the  supply  of  Springfield,  it  was 
found  necessary  to  go  over  the  line  into  Connecticut,  to  inspect  the  cows 
and  premises  of  154  producers,  only  16  of  whom,  or  10.4  per  cent.,  were 
foxmd  to  be  conducting  their  business  in  a  commendable  manner.  The 
product  of  those  who,  after  due  warning,  failed  to  adopt  the  suggestions 
offered,  was  excluded  from  sale  within  the  limits  of  Springfield,  by  order 
of  the  local  board  of  health.  As  soon  as  practicable,  it  is  intended  to 
inquire  into  the  conditions  obtaining  at  the  farms  in  other  States  from 
which  the  Massachusetts  supply  is  in  part  derived.  This  is  proper  and 
necessary,  not  only  from  the  point  of  view  of  protection  of  the  public 
health,  but  in  justice  to  our  home  producers,  who  otherwise  might  fairly 
complain  that,  whereas  they  are  compelled  by  local  regulations  to  practice 
cleanliness  and  maintain  sanitary  conditions,  their  competitors  beyond 
the  borders  of  the  Commonwealth  are  under  no  restraint  whatever,  and 
hence  have  an  undue  advantage. 


City  ok  Town. 


Total  Number 

of 

DairiM 

exMoined. 


Number  of  Dairiea 
where  One  or 

More  Objection- 
able Features 

were  obaerred. 


Number  of  Dairies 

found  to  be 

without  Objeo- 

tionable  Feature. 


Per  Gent. 

Glean 

Dairies. 


Agrawam, 
Amesbury,  . 
Amherst* 
Andover, 
Arlington,    . 
Ashbumbam, 
Aubnrn, 
Barre,  . 


27 
12:S 
16 
12 
IS 
S7 
87 


81 
10 
98 


12 

U 


2 
17 
24 
10 
5 
1 
IS 
8S 


2.41 
62.96 
19.67 
62.50 
41.67 

7.69 
S5.14 
87.9S 
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Cmr  OB  Toww. 


Total  Number 

of 

Dftlriot 

examined. 


Number  of  Dairies 

where  One  or 
More  Objection- 
able Features 
were  obeerred. 

Number  of  Dairies 

found  to  be 

without  Objeo- 

tionable  Feature. 

Percent. 

Glean 

Dairies. 

8 

6 

66.67 

20 

16 

44.44 

18 

8 

18.75 

SO 

6 

28.08 

19 

2 

9.52 

88 

22 

40.00 

48 

10 

18.87 

15 

5 

25.00 

11 

1 

8.88 

27 

28 

46.00 

7 

8 

53.88 

46 

17 

26.08 

22 

10 

81.25 

8 

8 

72.78 

89 

21 

85.00 

28 

11 

28.21 

7 

9 

56.26 

28 

8 

11.54 

10 

5 

88.88 

28 

8 

9.68 

67 

102 

64.15 

29 

15 

84.09 

20 

8 

28.57 

86 

18 

26.68 

10 

1 

9.09 

15 

6 

28.57 

47 

29 

88.16 

12 

5 

20.41 

19 

- 

- 

45 

10 

18.18 

11 

11 

50.00 

17 

20 

54.05 

22 

6 

18.52 

18 

9 

88.88 

9 

84 

79.07 

6 

8 

57.14 

14 

11 

44.00 

69 

61 

46.92 

Belmont, 

Beverly, 

Bozford, 

Burlington,  . 

Chelsea, 

Danyers, 

Draeat, 

East  LoDgmeadow, 

Enfleld, 

Essex,  . 

Everett, 

Fltchbnrg,    . 

Gardner, 

Georgetown, 

Gloucester,  . 

Grafton, 

Groveland,  . 

Hadley, 

Hamilton,     . 

Hampden,    . 

Haverhill,    • 

Holden, 

Holyoke, 

Ipswich, 

Lanesboroagh,    . 

Leicester, 

Leominster, 

Lowell, 

Ladlow, 

Lunenburg, . 

Lynn,    . 

Lynnfleld,    . 

Maiden, 

Marblehead, 

Medford,      . 

Melrose, 

Merrlmac,    •       • 

Methuen, 


9 
86 

16 
26 
21 
65 
68 
20 
12 
50 
15 
63 
82 
11 
60 
88 
16 
26 
15 
81 

180 
44 
28 
49 
11 
21 
76 
17 
19 
55 
22 
87 
27 
27 
48 
14 
25 

180 
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Crrr  ob  Town. 


Total  Number 

of 

DftlriM 

ozAmined. 


Number  of  Dairiee 
where  One  or 
More  Objection- 
able Features 
were  obeenred. 


Number  ci  Dairlee 

found  to  be 

without  Objeo- 

tionable  Feature. 


Percent. 

Clean 

Dairies. 


Middleton,    . 
Millbury,      . 
Natlck, . 
Newbury,     . 
Newburyport, 
Newton, 
Northampton, 
North  AndoTer, 
North  Reading, 
Oxford, 
Paxton, 
Peabody, 
Plttsfleld,     . 
Beading, 
Berere, 
Bockport,     . 
Bowley, 
Butland, 
Salem,  . 
Salisbury,     . 
Saugus, 
South  Ha<lley, 
Southwlck,  . 
Springfield,  . 
Stoneham,    . 
Sutton,  . 
Swampsoott, 
Templeton,  . 
Tewksbury, 
Topsfield,     . 
Tyngsborough, 
Wakefield,    . 
Waltham,     . 
Watertown, . 
Wenham, 
Westfield,     . 
Westminster, 
West  Newbury, 


17 
61 
15 
46 
80 
70 
81 
48 
19 
11 
29 
42 
88 
21 
13 
20 
88 
40 
10 
87 
87 
60 
18 
17 
22 
47 
12 
18 
40 
40 
17 
28 
85 
16 
29 
88 
28 
60 


8 
29 
10 
86 
28 
47 
28 
15 

6 

9 
21 
20 
28 

6 
11 
17 
26 
26 

6 
29 
88 
60 
18 
16 
17 
89 

9 
18 
25 
28 

9 
18 
20 

9 
18 
81 
18 
68 


22 

5 

10 

7 

28 

8 

28 

18 

2 

8 

22 

10 

16 

2 

8 

7 

14 

4 

8 

4 

10 

1 
6 
8 
8 
5 
15 
12 
8 
10 
15 
7 
11 
2 
5 
7 


52.94 
48.14 
88.88 
21.74 
28.88 
82.86 
9.6a 
65.12 
68.42 
18.18 
27.59 
62.88 
80 .3(^ 
71.4S 
15.8a 
15.00 
21.21 
85.0» 
40.0& 
21.02 
10.8L 
16.67 

5.8a 
22.78 
17.0-1 
26.00 
27.7a 
87.50 
80.00 
47.06 
48.4a 
42.86 
48.75 
87.98 

6.06 
21.74 
11.67 
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CiTT  OB  TOWV. 


TotelNunlMr 

of 

Dftlrlos 

oxaminod. 


Number  of  Dairies 
where  One  or 

More  Objeotioii- 
ebleFeetoree 


Number  of  Dairies 

found  to  be 

without  Objeo- 

tionable  Feature. 


Percent. 

Glean 

Dairies. 


We8t8i»ring:fleld, 
Whately, 
Wilbraham, 
Wilmington, 
Wlncbendon, 
Winchester, 
Wobnrn, 
Woroeater,   . 
MlsceUaneoiis, 
Baft  Gmnbj,  Conn., 
Enfleld^Gonn.,    . 
SomenTCoim.,    . 
SomenTllle,  Conn., 
Snffleld,  Conn.,    . 
West  Stafford,  Conn., 


16 
U 
86 
fl 
U 
U 
U 
106 
66 

4 
17 
47 

8 
81 

% 


18 
18 
8S 

9 
• 

18 
19 
88 
44 

4 
16 
86 

8 
79 

8 


8 

6 
4 
18 
4 
1 
8 
19 
18 

r 

8 

11 
1 
9 


18.76 
26.00 
11.11 
67.14 
80.77 
7.14 
14.88 
17.60 
91.49 

11.76 

88.40 

88.88 

2.47 


8,481 


8,867 


1,064 


81.10 


Under  Miscellaneoiifl  are  included  dairies  situated  in  the  following 
towns,  in  no  one  of  which  were  more  than  8  inspected,  the  examinations 
having  been  made  for  some  special  reason  and  not  as  a  part  of  a  general 
investigation :  — 


Belchertown. 
Canton. 

Easthampton. 
Granville. 

Nahant 
Petersham. 

Charlton. 

Hatfield. 

Scituate 

Dalton. 

Dedham. 

Danstable. 

Lenox. 

Longmeadow. 

Manchester. 

Washington 
Westwood. 

As  is  shown  by  the  above  table,  the  percentage  of  dairies  found  to  be 
without  objectionable  conditions  was  31.10.  While  this  is  very  far  from 
satisfactory,  it  is  at  least  a  considerable  and  gratifying  improvement  on 
the  results  presented  in  the  annual  report  for  1906,  in  which  year  the 
work  of  inspection  was  begun.  During  the  period  covered  by  that  report, 
only  20  per  cent,  of  the  dairies  inspected  were  found  to  be  in  satisfactory 
condition.  The  improvement  is  doubtless  due  in  part  to  a  growing 
demand  on  the  part  of  the  public  for  a  more  wholesome  supply  and  in 
part  to  a  better  understanding  by  the  producers  of  the  commercial  ad- 
vantage of  more  cleanly  methods  of  production  and  of  proper  cooling  and 
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handling.  It  has  repeatedly  been  stated  by  a  number  of  the  leading 
contractors  that  during  the  past  unusually  hot  summer  the  amount  of 
milk  received  in  sour  condition  and  returned  in  consequence  to  the 
producer  was  never  so  small. 

Nature  of  the  defects  to  which  Attention  was  called. 
The  letters  sent  to  2,367  producers  called  attention  to  a  total  of  8,822 
objectionable  conditions.    These  were  as  follows :  — 

Condition  of  Cows. 

As  stated  above,  in  a  very  large  number  of  instances  the  cows,  being 
at  pasture  during  the  visit  of  the  inspector,  could  not  be  examined.  Of 
those  that  were  seen  and  examined,  a  far  smaller  number  were  found  to 
be  diseased  than  during  the  seven  months  covered  by  the  previous  report. 
The  period  covered  by  the  present  report  is,  moreover,  just  twice  as  long. 

A  marked  improvement  was  observed  also  in  the  matter  of  cleanliness, 
for  whereas  in  the  year  1905  a  majority  of  the  herds  were  reported  as 
dirty  to  filthy,  during  the  period  covered  by  this  report  far  less  than  half 
were  so  returned  (965). 

One  of  the  contributing  causes  of  uncleanliness  of  cows  is  the  use  of 
horse  manure  as  bedding.  During  seven  months  of  1905  this  practice 
was  reported  182  times;  during  the  fourteen  months  ended  November, 
1906,  it  was  reported  but  87  times. 

Condition  of  Bams. 

Light,  —  In  1906  more  than  one-fourth  of  the  cow  bams  were  reported 
as  badly  lighted  or  not  lighted  at  all.  Of  the  3,421  bams  included  in 
this  report,  less  than  one-fifth  (638)  were  deficient  in  this  respect. 

Ventilation.  —  In  137  cases  increased  provision  for  entrance  of  fresh 
air  was  recommended.  In  1906  the  proportion  of  cases  of  inadequate 
ventilation  was  practically  the  same. 

General  Cleanliness.  —  More  than  one-sixth  of  the  bams  (690)  were 
found  to  need  cleaning  in  every  part,  and  more  than  one-half  of  the  tie- 
ups  (1,881)  were  filthy  and  needed  to  be  whitewashed.  In  10  instances 
deposits  of  human  excrement  were  observed  on  the  bam  floor,  and  in 
69  the  privy  was  situated  near  the  tie-up.  Accumulations  of  cow  manure, 
in  some  instances  immediately  behind  the  cows,  were  noted  on  more 
than  one-eighth'  (441)  of  the  bam  floors;  and  in  a  fairly  large  number 
of  instances  pools  of  liquid  manure  filled  large  depressions. 

Other  objectionable  conditions  reported  included  80  cases  of  lack  of 
proper  drainage,  33  of  foul  condition  of  the  cellar,  17  of  old  accumula- 
tions of  manure  in  the  cellar,  17  of  broken  floors,  14  of  stabling  cows 
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in  foul  cellars,  7  of  the  use  of  the  bam  floor  for  slaughtering  purposes, 
52  of  storage  of  city  swill,  44  of  storage  of  sour  brewers^  grains,  9  of 
storage  of  rotting  vegetables,  and  3  of  presence  of  decomposing  dead 
fowls. 

The  keeping  of  swine  in  pens  near  the  tie-up,  the  stabling  of  horses 
in  the  cow  bam  without  separation  by  suitable  partitions,  and  permitting 
poultry,  sheep  and  goats  to  wander  freely  in  the  tie-up,  are  practices  not 
compatible  with  the  production  of  clean,  wholesome  milk.  The  separa- 
tion of  horses  was  recommended  in  291  instances,  the  removal  of  swine 
in  318,  and  the  restraint  of  poultry,  sheep  or  goats  in  11. 

Condition  of  Cow  Yards.  —  In  nearly  700  instances  the  cow  yard  was 
found  to  be  in  a  most  objectionable  state,  principally  on  account  of  the 
presence  of  large  pools  of  liquid  manure,  or  of  accumulated  filth  of 
various  kinds.  In  1  instance  a  putrefying  carcass  of  a  cow  added  its 
stench  to  that  of  the  foul  manure  with  which  it  was  surrounded. 

Water  Supplies.  —  In  135  instances  attention  was  called  to  the  neces- 
sity of  protecting  the  well  from  ordinary  surface  drainage,  or  from  the 
overflow  of  cesspools. 

Milk  Rooms.  —  The  place  where  milk  is  handled  and  stored  should  be 
kept  in  a  scrupulously  clean  condition  and  free  from  all  influences  of  an 
objectionable  nature.  In  126  cases  the  milk  room  was  found  to  be  very 
dirty ;  in  7,  it  was  dark  or  un ventilated ;  in  1,  it  was  used  also  as  a  kennel, 
and  in  2,  dead  animals  were  lying  near  by.  The  construction  of  a  proper 
milk  house  or  milk  room  was  recommended  in  182  cases. 

Care  of  Milk  and  Milk  Utensils.  —  The  wholesomeness  of  milk  and  its 
commercial  life  period  are  greatly  influenced  by  all  the  conditions  under 
which  it  is  drawn,  handled  and  stored.  It  is  not  sufficient  that  the  cows 
and  the  milkers  and  their  clothing  are  clean.  The  condition  of  the  milking 
pails  and  other  utensils;  the  absence  of  dust  and  dirt  where  the  processes 
of  straining,  cooling  and  handling  are  carried  out;  immediate  cooling 
and  proper  storage,  are  alike  important.  In  32  instances  the  pails  and 
mixing  vessels  ready  for  use  were  obviously  unclean;  in  696,  the  pails 
and  cans  were  kept  exposed  to  the  dust  of  the  bam;  in  13,  they  were 
stored  near  swill,  the  privy,  foul  hen  houses,  or  in  the  cow  yard;  in  2, 
they  were  washed  close  by  overflowing  privies,  and  in  1,  in  the  tub  used 
for  the  family  washing.  In  1,115  cases  the  milk  was  handled  wholly  in 
the  more  or  less  dusty  bam,  chiefly  directly  behind  the  cows ;  in  65,  it  was 
cooled  under  various  other  objectionable  conditions,  as  near  the  privy, 
in  the  manure  cellar  and  in  foul  tubs  of  dirty  water;  and  in  a  consid- 
erable number  of  instances  the  place  of  final  storage  was  used  as  well 
for  storage  of  swill,  fish,  kerosene,  rotting  vegetables  and  other  malo- 
dorous materials. 
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Illustrations  of  GtoOD  and  Bad  Conditions. 

The  criticism  is  not  infrequently  heard  that  under  present  conditions 
the  profitable  production  of  clean,  wholesome  milk  is  practically  impossi- 
ble; that  the  cost  of  feed  and  of  labor  and  the  unwillingness  of  the  con- 
sumers and  contractors  to  pay  a  reasonable  price  per  quart  or  can,  together 
with  the  requirement  of  cleanly  kept  premises  and  animals,  will  drive 
the  producer  out  of  business.  While  it  may  be  conceded  that  the  profits 
of  tiie  producers  are  small,  it  can  hardly  be  admitted  that  this  may 
properly  be  advanced  as  an  excuse  for  the  grossly  filthy  conditions  that  are 
so  often  found  to  obtain.  The  assertion  that  reasonable  cleanliness  is 
incompatible  with  reasonable  profit  may  be  answered  by  the  fact  that 
during  the  period  covered  by  this  report  nearly  one-third  of  the  3,421 
dairies  examined  were  found  to  be  conducted  in  a  commendable  manner, 
and  that  a  very  large  proportion  of  those  where  objectionable  conditions 
of  one  sort  and  another  were  noted  have  been  put  in  proper  order  and 
have  continued  to  supply  the  market.  Indeed,  in  a  number  of  instances 
where  the  cow  bams  were  absolutely  unfit  for  the  proper  housing  of  cattle 
and  the  production  of  wholesome  milk,  and  could  not  be  made  so,  the 
owners  have  built  new  ones,  and  have  demolished  the  old,  and  with  great 
satisfaction  to  themselves. 

It  is  proper  to  remark  that  in  the  business  of  milk  production  are 
many  whose  fixed  habits  of  general  and  personal  uncleanliness  are  such 
that  they  are  a  menace  to  the  public  health  and  should  not  be  allowed  to 
market  their  unwholesome  product,  which  should  be  placed  in  the  same 
class  with  tainted  meats  and  fish  and  dangerously  adulterated  foods  of  all 
kinds.  Indeed,  the  public  health  suffers  vastly  more  from  diriy  milk 
than  from  all  the  adulterated  foods  concerning  which  so  many  national 
and  State  laws  have  been  enacted. 

Illustrative  of  some  of  the  objectionable  conditions  observed,  and  of  the 
fact  that  clean  bams  need  not  be  expensively  constmcted  model  dairies, 
the  following  reproductions  of  photographs  taken  during  the  progress 
of  this  investigation  are  presented :  — 

Figure  1.  —  It  is  sometimes  said  by  captious  critics  of  the  milk  law 
and  its  enforcement  that  the  whole  profit  of  the  milk  producer  is  the 
manure  which  his  cattle  yield.  If  this  be  true,  there  are  many  who  appear 
to  be  disinclined  to  utilize  this  valuable  product  to  best  advantage.  In- 
stances have  been  reported  in  which  the  accumulation  of  years  has  been 
left  untouched  in  the  cellar.  In  Figure  1  is  shown  an  example  of  lack 
of  thrift  and  of  general  shif tlessness.  The  pool  in  the  f oregroimd  repre- 
sents the  rich,  watery  extract  of  many  tons  of  manure  that  might  have 
been  spread  to  great  advantage  over  acres  of  land.    It  will  be  noted  that 
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the  bam  is  practically  unprovided  with  windows.  The  condition  of  the 
interior  may  be  judged  by  that  of  the  surroundings. 

Figure  2.  —  Figure  2  is  another  example  of  generally  filthy  conditions 
and  lack  of  thrift.  The  black  areas  in  the  foreground  represent  the  valu- 
able extractive  matters  which  have  accumulated  in  liquid  form  in  de- 
pressions. The  markings  on  the  side  of  the  bam  indicate  the  height  of 
some  preceding  accumulations^  showing  that  the  present  condition  is  not 
an  exceptional  one.  The  character  of  the  surface  of  the  ground  in  the 
immediate  vicinity  of  this  bam  is  easily  surmised^  and^  as  is  the  case  with 
Figure  1^  the  conditions  obtaining  inside  the  bam  may  be  judged  by 
those  of  the  exterior. 

Figure  S.  —  The  general  character  of  the  entire  structure  is  evident 
from  the  defects  shown  in  the  part  included  in  the  figure.  The  cows 
occupy  the  shed  on  the  rights  which  is  ventilated  through  cracks  and 
holes  in  the  sides  and  roof.  No  light,  other  than  that  which  penetrates 
these  cracks  and  holes^  reaches  the  interior,  excepting  when  the  door  is 
open.  The  bin  on  the  left  is  a  wagon  body  containing  sour,  fermenting 
brewers*  grains,  which  are  given  to  the  cows  in  lieu  of  proper  food  in  the 
dirty  tubs  standing  near  by.  On  the  day  when  the  photograph  was  taken 
the  foul  odor  from  this  material  was  perceptible  at  a  distance  of  several 
hundred  feet. 

Figure  U,  The  enclosure  shown  in  this  figure  receives  its  light  and 
fresh  air  only  through  the  cracks  in  the  walls  and  roof.  It  shelters  four 
cows  and  a  considerable  number  of  hens,  which  are  not  confined.  The 
condition  of  the  floor,  only  part  of  which  is  boarded,  and  the  cobwebs 
on  the  roof  indicate  the  degree  of  attention  paid  to  cleanliness  of  the 
cows  themselves  and  of  the  milk  utensils. 

Figure  5.  —  Figure  5  illustrates  a  not  uncommon  condition.  The 
tie-up  has  a  very  defective  floor,  and  overhead  are  seen  overhanging  hay, 
cobwebs  and  accumulated  dirt.  The  wall  is  encmsted  with  manure,  and 
the  window  is  seen  to  be  a  wooden  slide  which,  when  closed,  excludes  the 
light  as  well  as  the  air. 

Figure  6.  —  In  Figure  6  is  illustrated  the  common  practice  above 
referred  to  of  housing  horses,  cows  and  pigs  in  the  same  part  of  a  bam. 
The  position  of  the  horse  collar  on  the  left  marks  the  division  line 
between  the  horses  and  the  cows.  The  cows  are  lying  in  filth,  which  has 
not  been  removed  for  many  weeks.  Beyond  them  is  a  pig  sty  containing 
a  sow  and  five  young.  On  the  right  are  swill  tubs  for  the  use  of  pigs  and 
cows,  as  well  as  the  house  slop  pail  and  other  utensils.  Before  the  photo- 
graphs were  taken  the  milk  cans*  were  standing  next  to  the  swill  tubs, 
but  they  were  removed  by  a  member  of  the  household.  Overhead  one 
sees  hay  and  com  fodder,  overhanging  the  entire  tie-up. 
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Figure  7.  —  Figure  7  is  presented  to  illustrate  the  statement  that  clean 
bams  are  not  necessarily  expensive  in  construction  or  management.  The 
interior  here  shown  is  that  of  an  old  bam  which  has  been  put  in  proper 
repair,  and  which  is  kept  clean  and  frequently  whitewashed.  On  the 
extreme  right  is  seen  a  bale  of  shavings,  which  material  is  excellent  bed- 
ding for  the  cows.  Each  cow  has  access  to  a  trough  of  running  water, 
and  in  front  of  each  is  deposited  daily  a  fresh  portion  of  rock  salt.  The 
proprietor  of  this  place  has  no  difficulty  in  disposing  of  every  quart  of 
milk  that  he  can  raise,  at  a  price  which  yields  him  a  very  good  and  well- 
deserved  profit. 

Figure  8.  —  Generally  speaking,  a  basement  tie-up  is  somewhat  objec- 
tionable, but  in  the  instance  shown  in  this  figure  the  conditions  are  not 
only  unobjectionable,  but  are  far  superior  to  those  which  obtain  in  most 
bams  on  the  floor  above.  The  walls  and  timbers  are  frequently  white- 
washed. The  light  and  ventilation  are  excellent,  and  the  atmosphere  is 
as  free  from  disagreeable  odors  as  could  be  wished. 

Figure  9.  —  Herewith  is  presented  the  interior  of  a  model  dairy  of 
inexpensive  but  first-class  construction.  It  is  well  lighted,  adequately 
ventilated  and  kept  scrupulously  clean.  The  manure  is  removed  at  fre- 
quent intervals  during  the  day,  and  the  cemented  floor  is  frequently 
washed  down  with  clean  water. 

Figure  10.  —  As  stated  above,  the  conditions  under  which  milk  is 
handled  and  stored  are  of  quite  as  much  importance  as  those  under  which 
it  is  produced.  In  Figures  10  to  14,  inclusive,  are  shown  good  examples 
of  most  objectionable  milk  rooms.  In  the  comer  of  Figure  10  is  seen  a 
primitive  sink  in  which  bottles  and  cans  are  given  what  cleaning  they 
receive,  and  which  is  also  used  as  a  washing  place  for  the  proprietor 
himself.  The  floor  and  walls  are  thoroughly  dirty,  as  is  also  everything 
else  in  the  room. 

Figure  11.  —  In  Figure  11  is  shown  a  combination  milk  room,  harness 
room  and  storage  place  for  feed  of  various  kinds.  While  the  interior  is 
not  as  filthy  as  many  others  observed,  its  use  as  a  place  for  handling  and 
storing  milk  is  not  commendable. 

Figure  12,  —  The  white  areas  on  the  floor  to  the  right  of  the  centre, 
and  the  white  drops  on  the  lower  edge  of  the  shelf  under  the  window, 
indicate  recent  use  in  the  handling  of  milk,  and  from  their  presence  and 
the  cluttered  condition  of  the  room  may  be  inferred  the  degree  of  care 
which  is  bestowed  upon  the  premises,  the  cows,  the  milk  utensils  and  the 
milk  itself. 

Figure  IS.  —  Figure  13  shows  a  milk  room,  situated  in  the  basement 
of  a  tenement  house  in  a  crowded  quarter.  On  the  right  is  a  large 
tub  of  dirty  water  in  which  are  immersed  cans  of  milk,  over  which  is 
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a  piece  of  very  dirty  carpet.  The  sink  and  the  tub,  to  the  left  of  the 
centre,  are  used  for  the  washing  of  cans  and  bottles.  The  tub  is  filled 
with  dirty  water,  and  its  sides  are  covered  to  a  depth  of  from  one-fourth 
of  an  inch  to  a  half  inch  with  grease.  The  proprietor  of  this  place  raises 
part  of  his  supply  and  buys  the  rest.    He  dispenses  it  in  quart  bottles. 

Figure  I4.  —  Figure  14  shows  the  milk-room  end  of  a  place  which  is 
part  milk  room  and  part  wagon  shed.  On  the  left  is  a  boiler  in  which 
the  wooden  stoppers  of  the  cans  are  heated.  On  the  right  are  two  tubs 
in  which  the  bottles  and  cans  are  washed.  The  sides  of  both  of  these 
tubs  are  covered  thickly  with  grease,  and  the  water  which  they  contain 
is  very  foul  in  all  respects.  In  the  left  upper  portion  of  the  figure  are 
seen  a  number  of  cans  over  which  is  hanging  a  very  dirty  cloth  which, 
on  inquiry,  was  found  to  be  the  recently  washed  cloth  which  is  used  as  a 
strainer  for  the  milk.  Its  condition  when  washed  indicates  that  which 
obtains  while  it  is  in  use. 
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REPORT 


UPON  THK 


Production,  Distribution  and  Use  of  Diphtheru 

Antitoxin 

FOB  THE 

FouBTEEN  Months  ended  Not.  80,  1906. 


The  production  of  diphtheria  antitoxin  has  continued  under  the  direc- 
tion of  Dr.  Theobald  Smith,  at  the  Bussey  Institute.  The  distribution 
has  been  conducted,  as  before,  at  the  oflBce  of  the  Board. 

The  total  number  of  packages  issued  by  the  Board  during  the  eleven 
years  and  eight  months  ended  Nov.  30,  1906,  was  as  follows :  — 


Id  1896-1»96  (year  ended  March  31), 
In  1896-1897  (year  ended  March  81), 
In  1897-1898  (year  ended  March  81), 
In  1898-1899  (year  ended  March  31), 
In  1899-1900  (year  ended  March  31), 
In  1900-1901  (year  ended  March  31), 
In  1901-1902  (year  ended  March  31), 
In  1902-1903  (year  ended  March  81), 
In  1903-1904  (year  ended  March  81), 
During  6  months  ended  Sept.  30, 1904, 
Daring  12  months  ended  Sept.  30, 1905, 
During  14  months  ended  Nov.  30,  1906, 


The  serum  was  distributed  to  local  boards  of  health,  to  hospitals,  and 
to  practitioners  in  194  cities  and  towns,  61  of  which  used  more  than  100 
bottles  each.    The  following  table  shows  the  distribution :  — 

1  These  nambers  have  reference  to  the  actual  noinber  of  boitlea  Issued  in  packages  of  about 
l,fiOO  uDlts  each.  In  order  to  make  this  comparable  with  the  figures  of  the  first  three  years  (189.V 
98),  a  package  of  1,000  units  should  be  employed  as  a  standard,  so  that  the  269,847  bottles  distrib- 
uted since  that  time  would  be  equivalent  to  about  406,000  of  the  strength  at  first  employed. 


1,724  bottles. 

8,819  botUes. 

4,668  bottles. 

12,491  bottles. 

81,997  bottles.^ 

63,389  bottles.^ 

40,211  bottles.* 

83,475  bottles.' 

41,133  bottles.* 

22,256  bottles.* 

47,387  bottles.* 

.      70,424  bottles.* 

362,873  bottles. 
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Number  of  BoUles  of  Diphtheria  Antitoxin  distributed  from  Oct,  1, 1905,  to 

Nov.  30,  1906. 


CRT  OK  Toinr. 


Number 

of 
BottlM. 


AblDgton, 

Acton, 

Adams,     ....*.. 

Agawam, 

Amesbnry, 

AndOTer 

Arlington, 

Ashby, 

Athol, 

Attleborough, 

Atod, 

Ayer 

Barnstable, 

Barre, 

Bedford 

Belchertown, 

Belllngham, 

Belmont, 

Beverly, 

Blackstone, 

Boston:  — 

Children's  Hospital 

City  Hospital,       .... 

Deer  Island  Hospital,  .       .       .       . 

General  supply, 

Infants'  Hospital,        .       .       .       . 

Long  Island  Hospital, .... 

Massachusetts  Charitable  Eye  and 

Ear  Infirmary. 
Massachusetts  General  Hospital, 

Massachusetts  Homoeopathic  Hospi- 

Massachusetts  Infant  Asylum,  . 

Saint  Mary's  Hospital, 

Training  ship  "  Enterprise," 

Bourne, 

Boylston, .       . ' 

Braintree, 


43 
12 

120 
27 
86 
60 

197 
6 
18 

eo 

6 
46 

6 
42 

7 

6 

12 

48 

102 

86 

2,188 

16,876 

18 

8,479 

84 

84 

28 

176 

75 

26 

160 

12 

12 

6 

24 


CiTT  OK  Toinr. 


Brldg^ewater,    . 

Brockton, 

Brookfleld, 

Brookline, 

Cambridge, 

Hospital, 

StiUman  Infirmary, 
Canton,  . 
Chelsea,  . 
Cheshhne,  . 
Chesterfield,  . 
Chicopee, . 
CUnton,  . 
Cohasset,  . 
Colrain,  . 
Coneord,  . 
Cottage  City,  . 
Dalton,  . 
Danvers,  . 
Dedham,  . 
DightoD,  . 
Douglas,  . 
Dux  bury. 

East  Bridgewater,  . 
East  Longmeadow, 
Basthampton,  . 
BastOD, 
Brving,     . 
Essex, 
Everett,     . 
Fall  River, 
Falmouth, 
Fitchburg, 
Foxborough,    . 
Framinghara,  . 
Gardner,  . 
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Number  of  BotUes  of  Diphtheria  AntUoxin  diaiributed  from  Oct.  1, 190S,  to 
Nov.  30, 1906--  CJontinued. 


Grrr  ok  Towh. 


Georgetown,    . 

Gloacester, 

Great  Barrington, 

Greenfield, 

Groton,     . 

Hadlcy,     . 

Hanover,  . 

Hanson,    . 

Hardwick, 

Haverhill, 

Hingham, 

Hinsdale,  . 

Holbrook, 

Holden,     . 

HollUton, . 

Holyoke,   . 

Hopedale, 

Hopklnton, 

Hudson,    .       • 

Hull, 

Hyde  Park,      . 

Lanesborougb, 

Lawrence, 

Lee,  . 

Leicester, . 

Lenox, 

Leominster, 

Lexington, 

LlUleton,  . 

Lowell,     . 

Ludlow,    . 

Lynn, 

Maiden,     . 

Manchester, 

Mansfield, 

Marblehead,     . 


Number' 

of 
Bottles. 


24- 

1,667 

42 

42 

8 

14 

10 

8 

185 

l,0ft8 

24 

12 

78 

12 

80 

586 

61 

80 

71 

61 

802 

12 

1,808 

12 

72 

6 

437 

12 

4 

1,967 

12 

1,627 

375 

83 

109 

184 


CiTT  OK  Towir. 


Marlborough,  . 
Marsh  field, 
Maynard, . 
Medfield,  . 
Medford,  .       . 
Medway,  . 
Melrose,   . 
Mwrlmac, 
Methuen,  .       • 
Middleborongh, 
Milford,    . 
Mlllbury,  . 
Mlllis, 
Milton,      . 
Monson,    . 
Nantucket, 
Natick,      . 
Needham, 
New  Bedford,  . 
Newbury, 
Newburyport,  . 
Newton,    . 
North  Adams,  . 
North  Andover, 
North  Attleborougb, 
North  Brookfleld,    . 
North  Beading, 
Northampton,  . 
North  bridge,    . 
Northfield, 
Norton, 
Norwell,    . 
Norwood, . 
Orange,     . 
Oxford,     . 
Palmer,     . 


Number 

of 
BoUles. 


63 
80 

126 
60 

204 
18 

156 
61 

120 
6 

819 
24 
13 
70 
54 
34 

184 

118 

2,143 

18 

145 


54 

108 
14 
12 
66 
80 
18 
8 
80 
66 
18 
6 
13 
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Number  of  BoUles  of  Diphtheria  AfUUoxin  distributed  from  Oct.  2, 1905,  to 
Nov.  30, 1906 — Concluded. 


Cmr  OK  Toinr. 


Palmer—  Con. 

State  Hospital, 

Peabody 

Pembroke, 

Plttefleld,  .... 

Plymouth, 

Princeton, 

Provlncetown, 

Qolncy,     .... 

Bandolpb, 

Beading,  .... 

Beveie,     .... 

Bockland, 

Bockport, 

Rowley,    .... 

Salem,       .... 

SaagroB,     .... 

Sdtuate,   .... 

Shelbume, 

Shirley,     .... 

SomerTlUe, 

Hospital, 
Southbiidge,    . 
Spencer,    .... 
Springfield, 
Stockbridge,    . 
Stoneham, 
Stonghton, 

Stow,        .... 
Starbridge, 

Sutton,      .... 
Swampseott,    . 
Swansea,  .... 
Taunton,  .... 
Tewksbury,  State  Hospital, 


Number 

of 
Bottlet. 


6 

886 

22 

642 

80 

Id 

61 

1,001 

18 

228 

906 

18 

12 

14 

1,918 

222 

42 

6 

48 

2,260 

460 

287 

86 

926 

26 

86 

80 

6 

16 

64 


62 


CiTT  OK  Toinr. 


Tisbury,    . 
Topsfield, . 
Townsend, 
Uxbrld^, 
Wakefield, 
Walpole,  . 
Waltham, . 
Hospital, 
Ware, 
Wareham, 
Warren,    . 
Warwick, . 
Watertown, 
Wayland, . 
Webster,  . 
Wellesley, 
West  Bridgewater, 
West  Brookfleld, 
West  Springfield, 
Westfleld, 
Westford, 
Westport, 
Weymouth, 
Whitman, 
Wllbraham, 
Wllllamstown, 
Wilmington, 
Wlnchendon, 
Winchester, 
Wlnthrop, 
Wobum,  . 
Worcester, 
Worthlngton, 
Total,  . 


Number 
of 
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The  vaccine  viruB  was  distributed  as  shown  in  the  following  table :  — 
NunOfer  of  Tubes  of  Vacdne  distributed  fnmi  Oct,  1, 1905,  to  Nov.  SO,  1906. 


GiTT  OK  Toirv. 


Ablngton, 

Adon 

Amesbnry, 

Arlington, 

Attieborouffh, 

Ayer, 

Bedford, 

Boston :  — 

Children*!  Hospital, 

Cit  J  Hospital,       .       .       .       . 

General  supply,    .... 

Intento' Hospital, 

Long  Island  Hospital, 

Massachusetts  General  Hospital, 

Penal  Institutions, 

St.  Elizabeth's  Hospital,     . 

Bralniree, 

Brldgewater, 

Brockton, 

Brookfleld, 

BrookUne, 

Cambridge, 

Chelsea, 

Clinton, 

Cohasset, 

Colrain, 

Concord, 

State  Reformatory, 

Dedham,  

Dnxbnry, 

Bast  Brldgewater,  .... 

Everett, 

FallBlTer, 

Fitchborg, 

Foxborongh, 

State  Hospital,     .... 
Gardner, 


Nomber 

of 
Tubes. 


49 

8 

00 

f70 

182 

8 

IS 

15 

710 

8,812 

202 

6 

U6 

4,076 

90 
101 

61 
100 

10 
648 
728 
100 
809 

96 
6 

60 
800 


80 

181 

2,886 

762 

20 
126 

80 


GiTT  OK  Toinr. 


Georgetown,    . 
Groton, 
Hlngham, 
Holbrook, 
Holden,    . 
HaU, 

Hyde  Park, 
Lawrence, 
Lee,  . 
Lexington, 
Lincoln,    . 
Lowell,     . 
Mansfield, 
Marshfleld, 
Medfleld,  . 
Medford,  . 
Medway,  . 
Melrose,    . 
Methnen,  . 
Mllford,    . 
MlUbnry,  . 
Milton,      . 
Needham, 
Newton,    . 
North  Adams,  . 
North  Attleborougb 
Norwood, . 
Orange,     . 
Oxford,     . 
Palmer,     . 

State  Hospital, 
Pembroke, 
Plymouth, 
Provlncetown, 
Qulncy,  . 
Bandolph, 
Rockland, 


Nomber 

of 
TubM. 


06 

10 

174 

91 

21 

20 

29 

1,826 

26 

78 

9 

25 

86 

16 

96 

9 

12 

181 

166 

000 

86 

96 

80 

625 

26 

269 

140 

6 

6 

90 

189 

6 

66 

26 

771 

16 

^16 
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Number  of  Tubes  of  Vaccine  distributed  from  Oct.  1, 1905 ^  to  Nov,  30, 1906  — 

Concluded. 


CiTT  OB  Town. 


Salem; 

SharoD, • 

Sherbom, 

Somerrille, 

SpriDgfleld, 

Stoaghton, 

Taxmton,  ...... 

Tlsbury, 

Townsend, 

Wakefield, 

Walpole, 

Waltham, 

Ware, 

Warren, 

Watertown, 


Number 

of 
Tube*. 


10 
11 
70 

739 

960 
80 

646 

6 

26 

171 


CiTT  OB  Town. 


Waverley :  — 

McLean  Hospital, 
Wayland, 
Wellesley, 
West  Springfield, 
Westfield, 
Westford, 
Westport, . 
Weymouth, 
Whitman, 
Wilmington,     . 
Woburn,  . 
Worcester, 
Total,  . 


Ntimber 

of 
Tabes. 


90 
20 

11& 
34 

1B& 
18 
58 

2S2 
46 

24 

5oa 

31,805 
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Eeport  upon  Diphtheru  Cultures  examined  during 
THE  Fourteen  Months  ended  Nov.  30, 1906. 


From  Oct.  1,  1905,  to  Nov.  30,  1906,  4,133  cultnreB  were  received 
from  145  cities  and  towns  in  the  State.  Of  these  cultures,  1,919  were 
for  the  purpose  of  diagnosis,  2,209  were  for  release  from  quarantine  and 
5  were  unclassified.  The  following  table  gives  the  number  of  cultures 
received  from  the  different  towns  and  cities  and  the  results  of  the  exam- 
inations :  — 


GiTT  OB  Tomr. 


Wbole 
Number 

of 
CnHuTM 
examined. 


Abiogton, 
ActoD,     . 
AdJiiiiB,  . 
Aroesbnry,     . 
Andoyer, 
Arlington,      . 
Ashby,  . 
Athol,     . 
Attleborough, 
Ayon,     .       • 
Ayer,     . 
Barnstable,    • 
Belmont, 
BeTcrly. 
Bolton,   . 
Boston,  . 
Bonme, . 
Boxford, 
Braintree, 
Bridgewater, . 
BrookUne,     . 
Cambridge,   . 


1 
2 
4 
3 
10 
90 
1 

18 

26 

4 

4 

4 

5 

181 

1 

8 

7 

3 

10 

10 

2 

7 


CULTXTRM  BXAMnraD  FOB 

DiAovoeu. 


PotitiTe. 


I 
I 
I 

2 
20 

1 
18 

1 

1 
82 


KegatiTe. 


1 
2 
2 
8 
15 

9 
11 
2 
4 
2 
1 

80 
1 
2 
8 


DoabtfaL 


CoHnree 
examined 

for  Release 
ttcm 

Qoaiantine. 


66 
1 
8 
2 
1 

1 

4 
68 

1 
8 
2 
8 
6 
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CiTT  OB  TOWH. 


CantoD,  . 
Carlisle, . 
Chelsea, . 
Cheshire, 
CllntOD,  . 
Concord, 
Danyers, 
Dartmoath,    . 
Dedham, 
Dennis,  . 
Dover,    . 
Dnxbury, 
East  Bridgewater, 
Easton,  . 
Edgartown,    . 
JBverett,  . 
Fahnoath,      .  -    . 
Florida, . 
Foxborongh, . 
Framlngham, 
Gardner, 
Gloocester,    • 
Great  Barrlngton, 
Groton,  . 
Hamilton, 
Hanover, 
Hanson, . 
Hardwick, 
Haverhill, 
Hingham, 
Holbrook, 
HolUston, 
Hopedale, 
Hopklnton,     .  -    . 
Hnbbardston, 
Hudson, . 
Hnll,       . 
Hyde  Park,    . 


Whols 
Number 

of 
Ctiltares 
examfaied. 


33 
3 

80 

28 
2 

20 

88 
2 

82 
2 
2 

48 

2 

2 

5 

218 

64 
1 

28 
8 
2 
8 

14 

14 
4 
1 
2 

61 
4 

96 

14 
4 
1 
5 
I 
1 

29 

80 


CULTITUB  HXAMIirBD  rOB 
DlAOVOSU. 


Positive.      Negative.      Doubtful. 


8 

4 

8 
14 
2 

5 


1 
41 

8 

8 
2 

1 

4 
2 

1 


10 
4 
8 
8 

1 
1 
2 


8 
12 


8 
2 
24 

1 
1 

10 
81 


2 
9 
.2 
2 

1 

41 
7 

18 
1 

2 

4 
6 

1 
1 
11 

21 
8 
2 

8 

1 

1 
15 
22 


Digitized  by  VjOOQ IC 


No.  34.] 


DIPHTHERIA  CULTURES. 


439 


ClIT  OB  TOWM. 


Whole 
Nombar 

of 
ColtnrM 


CuLTinun  BXAicniBD  worn 
D1AOVO01B. 


PodtiTe.       NeffAtiTe.      Doubtful, 


Culture* 
examined 

for  Releaee' 
from 

QuATftDtine. 


Ipswicb,. 

Lancaster, 

Lawrence, 

LltUeton, 

Ludlow, . 

Lynnfleld, 

Maiden, . 

Mancbester,  . 

Mansfield, 

Marblebead,  . 

Marlborongfa, 

Marsfafleld,     . 

Medfleld, 

Medfdrd, 

Medway,- 

Melrose, 

Mendon, 

Methnen, 

Millis.     . 

Milton,   . 

Natick,    . 

Needham, 

Hewbnry, 

Kewboryport, 

North  Adams, 

North  Andover,     . 

North  Attleborongh, 

North  Brookfleld, . 

North  Beading,     . 

Northfleld,     . 

Korwell, . 

Norwood, 

Peabody, 

Pembroke, 

Pepperell, 

Plymoath, 

Princeton, 

ProTincetown, 


8 
9 
18 
8 
8 
2 

m 

17 
79 
186 
80 
18 
11 
178 
1 

98 
2 
1 

10 

66 

87 

38 

4 

15 

105 

1 

10 
1 
6 
6 
5 
9 
68 
5 
2 
7 
1 
U 


85 

8 

21 

28 

5 

1 

86 

16 
1 

8 

4 
16 
11 

4 

26 

5 
1 
1 

1 
1 

8 
1 
2 

1 


2 

1 

10 
2 
1 

54 

4 

18 

48 

20 

7 

5 

66 

1 

88 
1 
1 
2 
24 
16 
4 


1 
6 
1 

1 

2 
184 

5 
40 
66 

5 
10 

6 
71 

42 


6 
28 
6 
8 
4 
2 
180 


42 
2 
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CiTT  OB  TOWH. 


Quincj,  . 
Randolph, 
Reading, 
Revere,  . 
Rockland, 
Rockport, 
Salem,    . 
Sandwich, 
SaugoB,  . 
Sdtaate,. 
Sheffield, 
Shelbume,     . 
Sherborn, 
Shirley,  . 
Sonthbridge, . 
Spencer, . 
Siockbridge, . 
Stoneham, 
Stoughton,     . 
Storbridge,    . 
Sutton,   . 
Swampscott,  . 
Tannton, 
Tewksbury,  . 
Tlsbnry, . 
Upton,    . 
Wakefield,     . 
Walpole, 
Ware,     . 
Warren, . 
Watertown,    . 
Wayland, 
Wellesley,      . 
Wenham, 
Weet  Brookfleld, 
Westfleld, 
Weetwood,     . 
Weymouth,    . 
Whitman, 


Whole 
Number 

of 
Cultures 
examined. 


53 

12 

1 

414 

1 

88 

80 

6 

2 

1 

83 

181 

1 

17 

7 

30 

7 

89 

28 

87 

1 

4 

1 

19 

24 

2 

6 

124 

8 

17 

1 

1 

87 

1 

22 

8 


CuLTUBBB  BXAMnran  roK 
Diagnosis. 


PositiTe.       Negatire.      Doubtful. 


18 
2 

18 
6 
1 
1 

48 

13 
6 
1 


6 
2 
1 
3 
12 


3 
6 
1 
2 
IS 
2 
2 


41 
2 
IS 
17 
10 

40 
1 

80 
12 

2 

1 
9 
19 


5 
15 

8 

1 
IS 
20 

1 

1 
11 
4 
1 
2 
23 
S 
13 
1 
1 
9 

14 
2 


Cultures 
examined 

for  Release 
from 

Quarantine. 


80 

1 

826 

45 
18 
6 


16 
155 

1 
17 


2 

87 
7 

4 


6 
18 

2 

88 
8 
2 


16 
1 
6 
2 
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CiTT  OB  TOWH. 


WilUamfitown, 
WilmiDgton,  . 
WiDobendon, 
Winchester,  . 
Wfnthrop, 
Wobum, 
Wrentham,    . 
Tarmonth, 
Unclassified, . 
Total, 


Wliole 
Number 

of 
Cultures 
ezsmined. 


2 
IS 
2 

102 
00 
U 

I 
2 
5 


4,1S8 


CULTUBBS    BZAMIKBD  VOB 

DiAoirosis. 


Podttre.      NegBtite.      Doubtful. 


15 
12 


2 
6 
2 
41 
18 
10 
1 
2 


1,202 


18 


Cultures 
exsmined 

for  Belesse 
from 

QnBrBntine. 


46 
80 

4 


2,209 


SUMMAKY. 

The  whole  number  of  cultures  examined  since  the  bacteriological 
diagnosis  of  diphtheria  was  undertaken  by  the  Board  is  as  follows : 


In  1896-1897  (year  ended  March  31, 1897),  . 
In  1897-1898  (year  ended  March  81, 1898),  . 
In  1898-1899  (year  ended  March  81, 1899),  . 
In  1899-1900  (year  ended  March  31, 1900),  . 
In  1900-1901  (year  ended  March  31, 1901),  . 
In  1901-1902  (year  ended  March  31, 1902),  . 
In  1902-1903  (year  ended  March  31, 1908),  . 
In  190^1904  (year  ended  March  31, 1904),  . 
In  1904  (from  April  1  to  Sept.  SO,  inclnsive), 
In  1904-1905  (year  ended  Sept.  SO,  1905),  . 
In  1905-1906  (fourteen  months  ended  Nov.  30, 1906), 

Totol, 


1,469 
2,204 
1,591 
3,258 
5,173 
4,119 
2,904 
3,632 
1,014 
3,382 
4,133 


32^79 


Digitized  by  LjOOQ IC 


442 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc. 


REPORT  UPON  THE  EXAMINATION  OF  SPUTUM  AND  OTHER 

MATERIAL  SUSPECTED  OF  CONTAINING  THE  BACILLI 

OF  TUBERCULOSIS. 


From  Oct.  1,  1905,  to  Nov.  30,  1906,  microscopical  examination  has 
been  made  of  1,576  lots  of  sputum  and  other  material  suspected  of  con- 
*  taining  the  bacilli  of  tuberculosis.  This  material  has  been  received  from 
163  different  cities  and  towns  in  the  State.  The  following  table  gives 
the  places  from  which  the  material  has  been  received  and  the  residts  of 
the  microscopical  examinations :  — 


OiiT  OB  Town. 


AbingtOD, 

Acton,  . 

Adams, 

Amesbury, 

Andover, 

Arling^n, 

Ashland, 

Athol,  . 

Attleborongh, 

Ayon,  . 

Ayer.    . 

fiamstablo, . 

Barre,  . 

Bedford, 

Belmont, 

Beverly, 

BlUerica, 

Blackstone, . 

Boston, 


u 

I 


Pbimabt 
bxaxikatiov. 


CiTT  OB  TOWM. 


Bourne, 

Boxford, 

Bralntree,    . 

Bridgewater, 

Brockton, 

Bnrlington, . 

Cambridge,  . 

Canton, 

Carver, . 

Chelmsford, 

Chelsea, 

Chesterfield, 

Clinton, 

Concord, 

Concord,     Massachu- 
setts B^ormatory, 
Danyers, 

Dartmouth,  . 

Dedham, 

East  Bridgewater, 


Pbimabt 

EXAMniATIOV. 
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PaXMAKT 
EXAMUIATIOV. 

|i 

Pbimabt 

EXAMIVATIOV. 

CiTT  OK  Town. 

1 

^ 

1 

Cmr  OB  TowH. 

1 

^ 

1 

EgremoDt,   . 

1 

- 

1 

- 

Mansfield,    . 

2i 

\          6 

18 

- 

ETorett, 

02 

16 

85 

1 

Marblehead, 

L 

1 

- 

FaUBlver,  . 

818 

88 

184 

1 

Marlborough, 

21 

L           8 

18 

- 

Foxboroughi 

20 

17 

- 

Marshfleld,  . 

1 

- 

Framingbam* 

12 

10 

- 

Maynard,     . 

2 

- 

Fnmkllii,     . 

- 

Medfleld, 

- 

- 

Gardner, 

- 

Medford,     . 

it 

16 

- 

GUI.      .       .       . 

- 

Medway,      .       .       . 

2 

- 

Gloucester,  . 

- 

Melrose,       . 

8C 

i         12 

28 

- 

Great  Barringtoo 

- 

Merrlmac,    . 

2 

- 

Greenfleld,  .       . 

13 

- 

Methnen,     . 

2 

- 

Groton, 

- 

Mlddleborongh,  . 

.  4 

- 

Groyeland,  . 

- 

Middleton,  . 

- 

- 

Hallfiix,       .       . 

- 

Mllford, 

4 

- 

Hamilton,    . 

- 

MiUls,  .       .       .       . 

1 

- 

Hanover, 

- 

Milton 

2 

- 

Hanson, 

- 

Natick 

2( 

18 

1 

Harvard,      . 

- 

Needham,    . 

15 

9 

- 

Haverhill,    . 

- 

New  Bedford,      . 

2 

- 

Hlngham,     . 

15 

8 

- 

Newburyport, 

- 

- 

mnsdale,     . 

- 

- 

Newton, 

- 

- 

Holbrook,    . 

- 

- 

Norfolk,       .       .       . 

- 

- 

Holden, 

n 

4 

18 

- 

North  Adams,     . 

7( 

)         27 

42 

1 

Hopkinton,  . 

1 

- 

North  Attleborongh,  . 

81 

26 

- 

Hudson, 

- 

- 

Northboroogh,     . 

- 

- 

Hnll,     .       . 

- 

- 

Northfleld,   . 

1 

- 

Hyde  Park, . 

86 

11 

25 

- 

Norton, 

8 

- 

Ipswich, 

2 

- 

Norwood, 

21 

14 

- 

LakevUle,    . 

1 

- 

Orange, 

- 

- 

Lawrence,   . 

90 

88 

60 

3 

Oxford, 

- 

- 

Lee,      .       .       . 

- 

- 

Palmer, 

1 

-' 

Lexington,  . 

16 

4 

11 

- 

Peabody, 

8( 

21 

- 

Littleton,     .       . 

- 

- 

Pembroke, 

- 

- 

Lynn,  . 

11 

5 

- 

Petersham, 

L 

1 

- 

Lynnfleld,   . 

1 

- 

PltUfleld, 

)          2 

7 

- 

Maiden, 

90 

7 

18 

- 

Plalnfield, 

I 

8 

- 

Manchester,         .       . 

1 

8 

- 

Plymouth, 

I 

2 

- 
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^8^ 

I 

Pbimabt        1 
examihation.    { 

Ij 

EXAMIHATIOir. 

City  ob  Town. 

1 

^ 

^ 

Cmr  OK  TowH. 

1 

^ 

^ 

|i 

» 

1 

» 

1 

QulDcy, 

» 

)         15 

42 

2 

Tyngsborough,   . 

8 

- 

- 

Randolpb,    . 

U 

I           6 

9 

- 

Wakefield,  . 

10 

1 

- 

Raynham,    . 

I 

1 

- 

Walpole, 

- 

- 

Reading, 

1] 

I 

11 

- 

Waltham, 

- 

- 

BeTore, 

« 

I         10 

12 

- 

Ware,   . 

1 

- 

Rockland,    . 

1] 

L           8 

8 

- 

Watertown, 

- 

- 

Rutland, 

I 

1 

- 

Wayland, 

- 

- 

Salem,  .       . 

» 

i        18 

28 

- 

Wellesley, 

16 

8 

U 

1 

Salisbury,    . 

L           1 

- 

- 

Westborongh, 

1 

- 

SaugUB. 

r 

L          8 

8 

- 

West  Brookfleld, 

1 

- 

Soitoate,      . 

)          1 

2 

- 

West  Bridgewater,     . 

- 

- 

Sharon, 

I 

1 

- 

Westfleld,    : 

27 

7 

20 

- 

Sheffield, 

I 

2 

- 

Westford,    . 

- 

- 

Shelbnme,  . 

I 

1 

- 

Weston, 

1 

- 

Sherbom, 

I          1 

3 

- 

Westport,     . 

- 

- 

Shb-ley, 

I          1 

1 

- 

Weymouth,  . 

10 

2 

- 

Somervllle, 

I          1 

1 

- 

Whitman,     . 

2 

- 

Soutbamptoi 

'» 

I          1 

1 

- 

Williamstown, 

2 

- 

Spencer, 

i          3 

1 

- 

Wilmington, 

12 

2 

10 

- 

Springfield, 

~ 

1 

- 

Winchendon, 

- 

- 

Stonehara,   . 

1           1 

8 

- 

Winchestor, 

16 

8 

13 

- 

Sturbrldge,  . 

1 

8 

- 

Winthrop,    . 

12 

8 

- 

Sutton, . 

I 

1 

- 

Wobum, 

8 

- 

Swansea,     . 

I           1 

- 

Wrentham,  . 

1 

- 

- 

Taunton, 

» 

)         23 

28 

1 

- 

Unclassified, 
Total,     . 

- 

1 

- 

Topsfleld, 

1,676 

612 

1,064 

10 

Townsend, 

1           3 

1 

- 
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Summary. 
The  number  of  samples  of  sputimi  and  other  material  examined  for 
the  bacilli  of  tuberculosis  since  these  examinations  were  undertaken  by 
the  Board  is  as  follows :  — 

In  1896-1897  (year  ended  March  31, 1897), 124 

In  1897-1898  (year  ended  March  81, 1898) 236 

In  1898-1899  (year  ended  March  31, 1899), 414 

In  1899-1900  (year  ended  March  31, 1900), 671 

In  1900-1901  (year  ended  March  31, 1901), 746 

In  1901-1908  (year  ended  March  31, 1902), 797 

In  1902-1903  (year  ended  March  31, 1903), 928 

In  1903-1904  (year  ended  March  31, 1904),  .        .       ,        .        .  1,006 

In  1904  (from  April  1  to  Sept.  30,  inclasive),        ....  494 

In  1904-1905  (year  ended  Sept.  30, 1905), 1,090 

In  1905-1906  (fourteen  months  ended  Nov.  30, 1906),  .        .        .  1,576 

Total, 7,982 
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TYPHOID    FEVER. 


WiDAL,  Agglutinative  or  Serum  Test. 
During  the  fourteen  months  ended  Nov.  30,  1906,  the  Widal  test  was 
carried  out  with  820  specimens  of  blood.  In  6  instances  the  result  was 
not  decisive.  Of  the  814  cases  in  which  the  result  of  test  was  definite, 
296,  or  36.3  per  cent.,  gave  a  positive  reaction.  Specimens  were  sent  in 
from  91  cities  or  towns.  These  facts  are  shown  in  detail  in  Table  I. 
In  a  second  table  (Table  II.)  the  specimens,  positive  and  negative,  are 
classified  according  to  the  day  of  the  disease  on  which  thejr  were  col- 
lected. The  table  .shows  that  a  fair  percentage  of  positive  results  is 
obtained  during  the  first  week  of  the  disease,  but  this  is  probably  due  to 
the  uncertainty  as  to  exact  length  of  time  the  patients  have  been  ill.  A 
moderate  number  of  second  and  third  specimens  from  the  same  case 
were  examined  so  that  the  total  number  of  tests  made  is  somewhat  over 
the  number  of  cases  of  disease  concerned.  The  methods  used  during  the 
year  were  the  same  as  those  previously  in  use  in  the  laboratory,  and  they 
have  been  amply  described  in  the  reports  of  the  year  1900  and  the  years 
following. 

Table  I  —  WicUU  Test,  Oct,  i,  1905,  to  Nov.  30, 1906,  inclusive.    Classified 
according  to  the  City  or  Town  from  which  the  Specimen  was  sent. 


Number 

Number 



Cmr  OK  TowM. 

of 
Gasae. 

Positive. 

Negative. 

Crrr  oa  Towh. 

of 
Gases. 

Positive. 

Negative. 

Arlington, 

SO 

10 

10 

Framingham, . 

Attleborough, 

3 

Glonoester, 

_ 

Ajer,       . 

8 

2 

Hanover, 

— 

Barnstable, 

8 

Hanson.  . 

1 

Belmont, 

1 

i 

Haverhill. 

Beverly,  . 

6 

2 

Hlngbam, 
Holbrook; 

Boston.    . 

2 

1 

Boxford, 

1 

Holden,   . 

Brewster, 
Brimfleld, 

1 
I 

,    - 

Hooedale, 

Brookline, 

1 

1 

Hyde  Park. 
Kingston, 

18 

Cambridge, 

7 

8 

Canton,   . 

8 

- 

Lawrence, 

Chelsea,  . 

12 

6 

Leominster, 

Chllmark, 

2 

2 

Lincoln,  . 

Concord, 

6 

• 

Lynn,      . 
Maiden.  . 

100 

41 

60 

Danyers, 

18 

1 

11 

Dedbam, 

8 

1 

Marblebead, 

Dlghton, 

1 

Marlborongb, 

Easton,    . 

1 

. 

Marshfleld, 

1 

Everett,  . 

88 

10 

28 

Medford, 

16 

11 

Foxborongb,  . 

1 

~ 

1 

Medway, 

15 
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Table  I.—  Widal  Test, 

Oct.  1, 1905,  to  Nov.  30, 1906,  inclusive  —  Concluded. 

Number 

Number 

CfTT  OB  Tomr. 

of 
Gmm. 

PodUre. 

KegatlTe. 

Crrr  ob  Towm. 

of 
Cases. 

PositiTe. 

Negatire. 

Melrose.  . 

8 

8 

Storbrldge,     . 

87 

80  ' 

Methoen, 

I 

. 

Swampecott, 

4 

3 

Hlddleborongh,     . 

1 

- 

Taunton, 
Topsfleld, 

13 

6 

Mlddleton.      .       . 

8 

. 

Mllford,  .       .       . 

8 

- 

Wakefield. 

1 

MlUli,      . 

1 

. 

Walpole. 

. 

MUton,     . 

10 

8 

Ware, 

. 

Natick,     .       .       . 

108 

47 

ftS 

Watertown, 

3 

Needham, 

81 

14 

17 

Wavland, 
Weflesley, 
Westfieli 

14 

1 

Newbury, 

1 

40 

19 

Newburyport, 
Korth  Adams. 

48 

80 

88 

14 

4 

8 

3 

Westford, 

1 

Northfleld,      . 

5 

1 

Weston,  . 

. 

Norwood, 

8 

5 

Westport, 

_ 

Peabody. 

7 

1 

Weymouth, 
Wllllamstown, 

- 

Qnlncy,   . 

8 

8 

1 

BaDdolph, 

3 

8 

Wilmington, 

Beading.         .       . 

18 

4 

Winchester, 

18 

3 

BeTcre,   . 

10 

3 

18 

Wlnthrop, 

8 

Eockland.       .       . 
Salem.     . 
Saugas.   . 

18 
6 
4 

8 
8 

18 

Wobum, 

8 

Total, 

814 

886 

518 

Bcltoate,  . 

6 

1 

Cases  reported  as 

Shirley.   .       .       . 

1 

- 

"  doubtful," 

- 

- 

Somenrille,     . 
SoothboroQgh, 

5 

2 

1 

880 

. 

_• 

Stonghton. 

6 

" 

Table  II.  —  Widal  Tt$t^  acoording  to  Stage  of  Disease,  Oct.  T,  1905,  to  Nov.  30, 

1906. 


AprBOXXMATB  Numaa  or  Days 

raoM  Baemiire  or  Disbasb 

TO  CoLLiOTioir  or  Blood. 


1, 

I; 

4. 
t 

10. 

11. 

18, 
18, 
14. 
1«. 


Numbbb  or  Gasbs. 


PosHIts.  NegatiTe. 


1 
8 
7 
18 
18 
18 
16 
18 
88 
f 
6 
6 
17 
8 


1 

8 

9 

88 

88 

81 

47 

84 

15 

88 

18 

14 

8 

85 

10 


ArPBOxniATB  Nvmbbb  or  Days 

raoM  Baennniie  or  Disbasb 

TO  CoLLBonov  or  Blood. 


1?::    : 

18,  . 

19,  .        . 

80,  .        . 

81.  . 

85.    .        . 
80.    .        . 
40,    . 
60,    .        . 
90,    . 
Not  stated, 

Total, 


NvMBBB  or  Casbs. 


PositiTe.  NegatlTs. 


114 


9 
7 
5 
1 
4 
7 
8 
8 
6 
8 
1 
175 


518 


Digitized  by  LjOOQ IC 


448 


STATE  BOARD  OF  HEALTH.  [P.  D.  No.  34. 


MALARIA. 


Malahia. 
During  the  fourteen  months  ended  Nov.  30,  1906,  22  blood  specimens 
were  received  to  be  examined  for  the  presence  or  absence  of  the  malarial 
parasite.  Of  these,  3  were  positive,  18  negative,  and  in  1  instance  the 
preparation  was  so  badly  made  that  the  examination  could  not  be  com- 
pleted. The  percentage  of  positive  cases  was  14.2.  The  following  table 
shows  the  city  or  town  from  which  the  specimens,  positive  and  negative, 
were  derived :  — 

Malaria,  Oct,  i,  1905,  to  Nov,  30, 1906, 


City  ob  Town. 

Bedford,       .       .       .       .       . 

Everett, 

Hull, 

Melrose, 

Newton, 

Norwood, 

Sheffield, 

Stougbton, 

Uxbridge, 

Waltham, 

Waverley, 

Winchester,         .       •       .       . 
Total 


Number  of 
Cases. 


21 


PositiTe. 


NegatiTe. 


18 
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Report  on  the  Sanitary  Condition  of  Factories, 
Workshops  and  Other  Establishments. 


By  THE  Secretary  op  the  Board. 


In  the  course  of  the  inyeetigation  of  conditions  affecting  the  health, 
safety  or  welfare  of  persons  engaged  in  factories  and  other  establish- 
ments^ made  by  the  State  Board  of  Healthy  as  directed  by  chapter  69 
of  the  Besolves  of  1905^  more  than  60  industries  were  examined.  Atten- 
tion was  paid  chiefly  to  those  in  which  one  or  more  of  the  essential  proc- 
esses involve  exposure  of  the  employees  to  possible  unhygienic  influences 
inherent  to  the  industry. 

The  in-door  occupations  of  chief  sanitary  interest  are  those  which  in- 
volve exposure  to  irritating  and  poisonous  dusts;  exposure  to  irritating^ 
poisonous  and  offensive  gases  and  fumes;  contact  with  poisonous  sub- 
stances; extremes  of  heat  and  excessive  dampness. 

Of  the  several  classes  of  dust,  —  those  of  vegetable,  animal,  metalHc 
and  mineral  origin,  —  it  is  difBcult  to  determine  which  is  the  most 
irritating  to  the  respiratory  tract ;  but  the  vegetable  dusts  are  commonly 
so  regarded,  in  spite  of  the  well-known  fact  that  the  occupations  in  whidi 
the  employees  inhale  minute  particles  of  steel,  glass  and  stone  are  remark- 
able for  their  high  death  rates  from  tuberculosis  of  the  lungs.  But  not 
all  of  the  dusts  of  one  class  are  equally  irritating;  flax  and  cotton,  for 
example,  are  more  irritating  than  wood;  steel  is  more  irritating  than 
brass ;  horn  is  more  irritating  than  bone ;  granite  is  more  irritating  than 
marble,  and  glass  far  more  than  granite. 

Workers  exposed  to  dusty  atmospheres  are  especially  prone  to  diseases 
of  the  lungs,  especially  pulmonary  tuberculosis,  the  constant  irritation 
bringing  about  a  condition  of  the  mucous  surfaces  which  more  readily 
admits  of  invasion  by  the  specific  germs.  Those  who  are  exposed  ta 
poisonous  dusts  are,  unless  proper  precautions  are  observed,  likely  to  fall 
victims  of  chronic  poisoning.  The  most  dangerous  of  the  metallic  dusts 
met  with  in  this  investigation  are  those  of  lead  and  its  compounds. 

Of  the  various  gases  and  fumes  to  which  workmen  are  exposed,  those 
which  are  merely  irritating  are  of  far  less  importance  than  those  which 
are  poisonous  in  their  nature.    The  irritating  fimies  cannot  be  borne  in 
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large  amounts,  and  they  cause  the  person  exposed  to  seek  the  relief 
afforded  by  fresh  air.  In  small  amounts  they  cause  slight  tickling  cough 
and  perhaps  catarrhs.  Of  the  poisonous  fumes,  the  most  important  and 
commonest  met  with  in  this  investigation  are  those  of  naphtha  and  wood 
alcohol.  Both  of  these  substances  are  used  in  very  many  industries,  as 
will  be  noted  below.  Naphtha  fumes  cause  various  forms  of  intoxica- 
tion, especially  in  women.  Among  the  symptoms  are  dizziness,  nausea 
and  vomiting,  headache,  hysterical  ^phenomena,  disturbances  of  the  cir- 
culation and  respiration,  and  mental  confusion.  In  the  periodical  litera- 
ture of  industrial  hygiene  are  not  infrequently  reported  cases  of  fatal 
poisoning  therefrom.  Of  equal  or  greater  importance  are  the  fumes 
of  wood  alcohol,  which  agent  is  very  largely  used,  as  a  cheap  substitute 
for  grain  alcohol,  in  varnishes,  etc.  Of  late  years  it  has  become  well 
known  that,  taken  as  a  beverage,  wood  alcohol  is  likely  to  cause  death, 
preceded  by  total  blindness;  but  it  is  not  commonly  known-  that  exposure 
to  the  fumes  has  caused  many  cases  of  serious  impairment  of  vision  and 
not  a  few  of  total  blindness,  due  to  action  upon  the  optic  nerves. 

Offensive  vapors  and  fumes  may  cause  general  disturbance  of  the 
digestive  system  and  headache  for  a  time  in  persons  who  are  not  habitu- 
ated thereto;  but  as  a  rule  tolerance  is  soon  established,  and  they  are 
not  even  noticed.  In  certain  industries  the  raw  materials  are  of  an  ex- 
ceedingly offensive  character,  and  give  off  at  all  stages  of  manufacture 
nauseous  odors  which  the  employees  are  compelled  to  breathe;  these 
include  the  so-called  offensive  trades,  such  as  soap  making,  glue  making, 
tanning,  rendering,  etc.  The  noisome  odors  are  an  unavoidable  feature 
of  the  business,  and  are  popularly,  but  wrongly,  regarded  as  conducive 
to  the  occurrence  of  infective  disease. 

In  addition  to  inquiring  into  the  measures  adopted  for  the  protection 
of  the  health  of  the  employees  against  the  inherent  dangers  of  the  vari- 
ous lines  of  industry,  careful  examination  was  made  of  the  character 
and  condition  of  the  water-closets  and  washing  facilities,  of  the  provi- 
sions for  rapid  egress  in  case  of  fire,  of  the  conditions  as  to  general  clean- 
liness and  light,  and  of  the  extent  to  which  the  very  dangerous  habit  of 
promiscuous  spitting  prevails. 

In  the  report  submitted  in  1905  reference  was  made  to  the  fact  that 
the  presence  of  consumptives  in  workshops  constitutes  a  menace  to  the 
health  of  their  associate,  even  though  they  may  not  be  addicted  to  this 
habit.  The  reason  lies  in  the  fact  that  in  their  every  act  of  coughing, 
sneezing  and  speaking,  minute  droplets  of  saliva,  which  may  contain  the 
specific  bacilli  of  the  disease,  are  sent  forth  into  the  air,  in  which  they 
remain  suspended  for  varying  periods,  to  be  inhaled  perhaps  by  others. 
The  spitting  consumptive  —  and  here  it  may  be  remarked  that  many  a 
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person  may  be  a  victim  of  the  disease  for  a  long  time  before  the  fact  be- 
comes established  by  the  nsual  diagnostic  methods  —  is  a  far  greater 
menace  to  the  health  of  others^  because  his  sputum^  cast  about  npon  the 
floor  and  elsewhere,  becomes  dried  on  exposure  to  the  air,  and  then  may 
be  rednced  to  powder  and  sent  in  all  directions  through  air  currents  or 
by  dry  sweeping  and  other  mechanical  means.  It  is  a  well-known  fact 
that  a  very  large  proportion  of  deaths  among  those  whose  days  are  spent 
in  in-door  occupations  is  due  to  pulmonary  consumption,  and  that  this 
obtains  in  the  highest  degree  in  those  industries  whose  followers  are  ex- 
posed to  irritating  dusts.  In  many  of  the  reports  which  follow,  mention 
is  made  of  the  extent  to  which  the  spitting  habit  was  observed  to  pre- 
vail ;  where  no  comment  is  made,  it  may  be  understood  that  little  or  no 
spitting  was  noted. 

With  regard  to  light,  it  may  be  said  that,  although  good  light  may  not 
be  a  necessary  factor  in  all  of  the  various  kinds  of  work,  and  poor  light 
may  not  always  lead  to  injury,  the  eflEect  of  well-lighted  rooms,  if  only 
to  exert  an  unconscious  influence  upon  the  minds  and  spirits  of  the 
workers,  is  highly  desirable  as  a  concomitant  factor  in  the  maintenance 
of  health. 

Reports  on  the  individual  industries  investigated  are  submitted  below, 
beginning  with  those  in  which  the  predominating  inherent  objectionable 
feature  is  dust,  following  by  those  which  involve  exposure  to  various 
gases  and  fumes,  and  concluding  with  several  belonging  to  neither  class. 
One  of  these  is  the  public  laundry  business,  in  which  there  exists  con- 
stantiy  the  danger  of  possible  exposure  to  infective  matter  from  the 
bodies  of  the  sick.  The  others  are  of  constantly  increasing  public  inter- 
est, respecting  the  possible  insanitary  influences  to  which  the  workmen 
are  exposed,  and  unwholesome  conditions  to  which  our  most  important 
foods  are  subjected;  these  are  baking  and  slaughtering. 

The  reports  of  the  various  industries  in  which  dust  is  the  predominat- 
ing factor  of  importance  are  presented,  according  to  the  nature  of  the 
dusts,  in  the  following  order :  vegetable,  animal,  mineral,  metallic.  Cer- 
tain branches  of  the  chemical  industry  in  which  there  is  exposure  to  dust 
will  for  convenience  be  taken  up  with  the  chemical  industry  as  a  whole, 
in  which  one  meets  with  all  kinds  of  dusts  and  fumes,  and  which,  being 
more  closely  associated  with  the  latter,  whichever  may  be  said  to  pre- 
dominate, is  presented  after  the  dusty  trades. 

The  examinations  were  not  made  by  experts  in  the  various  lines  of 
work,  but  by  hygienists;  and  therefore,  while  the  description  of  some  of 
the  processes  may  not  be  in  all  respects  technically  accurate,  the  state- 
ments as  to  hygienic  conditions  may  be  accepted  as  authoritative. 
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The  Textile  Industry. 

The  textile  industry  in  Massachusetts  employs  a  larger  number  of 
persons  in  its  factories  than  any  other  industry^  and  the  majority  of  the 
employees  are  women  and  minors. 

Its  importance  can  best  be  comprehended  by  reference  to  the  reports 
of  the  national  census  of  1900,  wherein  it  is  shown  that  the  value  of  its 
products  ($1,625,000,000)  in  the  whole  country  is  surpassed  only  by 
that  of  food  products  ($2,275,000,000)  and  of  iron  and  steel  ($1,790,- 
000,000). 

Massachusetts  stands  first  in  the  production  of  both  cotton  and  woolen 
goods,  and  in  textiles  as  a  whole.  The  value  of  her  textile  products  in 
1900  was  $213,000,000;  Pennsylvania  stood  second,  with  $157,000,000; 
and  New  York  third,  with  $93,000,000.  The  value  of  her  cotton  prod- 
ucts was  $110,000,000,  which  surpasses  by  $5,000,000  the  combined 
yalue  of  the  cotton  products  of  the  four  next  important  cotton  manufac- 
turing States,  namely.  South  Carolina,  North  Carolina,  Ehode  Island 
and  Pennsylvania.  The  value  of  the  woolen  goods  produced  in  Massa- 
chusetts in  1900  is  stated  to  be  $73,500,000 ;  Pennsylvania  stands  second, 
with  $50,000,000;  and  Ehode  Island  third,  with  $39,000,000. 

Official  reports  and  scientific  papers  on  the  textile  industries  of  various 
foreign  countries  have  led  to  a  general  belief  that  the  operatives  engaged 
therein  are  exposed  to  such  unhygienic  infiuences  as  to  warrant  the 
classification  of  these  industries  among  those  which  are  especially  inimi- 
cal to  health  and  longevity.  It  is  a  fact  that  dust  from  cotton  and  flax 
18  particularly  irritating  to  the  respiratory  passages,  and  that  those  long 
exposed  thereto  in  considerable  amounts  may  become  more  or  less  sus- 
ceptible to  infection  by  the  exciting  cause  of  tuberculosis.  It  should  be 
borne  in  mind,  however,  that  the  character  of  many  of  the  processes  is 
such  as  to  attract,  here  as  elsewhere,  large  numbers  of  those  of  weak  con- 
stitution and  inferior  development,  who,  whatever  in-door  occupation 
they  may  select,  are  least  likely  to  oppose  effective  resistance  to  disease. 
In  a  previous  report  on  industrial  conditions  in  Massachusetts  it  was 
shown  that  a  very  large  proportion  of  the  decedent  operatives  in  three  mill 
towns  of  the  State  died  of  pulmonary  tuberculosis  and  other  diseases  of 
the  lungs;  but  further  study  of  existing  conditions  compels  a  revision 
of  opinions  based  upon  the  data  then  at  hand. 

Analysis  6f  the  death  returns  to  the  office  of  the  Secretary  of  State 
during  the  year  1905,  from  the  three  principal  "  mill  towns,'*  shows  that, 
although  tuberculosis  is  one  of  the  leading  causes  of  death  among  mill 
operatives,  the  general  death  rate  of  this  class  was  by  no  means  abnor- 
mally high,  being  respectively  7,  8  and  10  per  thousand.    Tuberculosis 
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caused,  respectivdy,  32,  23.57  and  21  per  cent,  of  the  deaths.  It  appears 
also  that  the  general  death  rates  of  the  cities  whose  populations  include 
the  highest  percentages  of  textile  operatives  compare  not  unfavorably 
with  those  of  certain  other  cities  which  are  engaged  in  other  kinds  of 
manufacture  or  are  more  residential  in  character,  in  spite  of  the  high 
rate  of  infant  mortality  which  appears  to  be  inseparably  connected  with 
mill  populations  everywhere. 

The  magnitude  of  the  industry,  the  character  of  the  conditions  of  op- 
eration, the  sex  and  age  of  the  majority  of  the  persons  employed,  and  the 
above-mentioned  generally  accepted  opinion  that  those  engaged  in  tex- 
tile factories  are  exposed  to  exceptionally  unhygienic  influences,  suggested 
the  advisability  of  a  particularly  thorough  study  of  the  conditions  obtain- 
ing in  a  large  number  of  mills  of  various  types,  sizes  and  ages.  Because 
of  the  great  extent  of  the  industry,  it  was  impossible,  with  the  force 
available,  to  visit  every  establishment,  but  in  a  number  of  the  ^^mill 
towns  ^^  nearly  all  were  studied. 

Processes  of  Manufacture, 

For  an  adequate  understanding  of  the  possible  unhygienic  conditions 
to  which  the  operatives  may  be  exposed,  a  description  of  the  various 
processes  of  manufacture  is  herewith  presented. 

Opening  the  Cotton.  —  Raw  cotton  is  brought  from  the  storehouse 
directly  into  the  opening  room  or  the  picker  room,  according  to  the  method 
of  opening  the  bales. 

One  of  the  most  modem  mills  visited  has  an  opening  room  across  the 
street  from  the  mills.  The  cotton  is  opened  and  torn  into  small  pieces 
by  machinery,  by  means  of  a  series  of  spiked  aprons;  then  by  conveyor 
belts,  pipes  and  suction  fans  it  is  taken  underground  to  the  picker  room 
in  the  mill,  where,  by  a  system  of  switches,  it  is  dropped  into  the  differ- 
ent bins  ready  for  the  first  picker  machine. 

When  the  cotton  is  opened  by  hand,  men  take  the  bales  to  the  cotton 
bins,  where  they  break  up  the  cotton  into  small  masses,  mixing  the  vari- 
ous grades  as  required. 

Picking.  —  In  the  picker  room,  heavy  machinery  opens  up  the  fiber, 
mixes  it,  beats  it,  cleans  it,  and  delivers  it  in  even  sheets,  or  layers,  known 
as  "laps.**  The  picker  process  varies  somewhat,  according  to  the  class 
of  work  done. 

The  first  picker  machine  is  fed  by  a  "  feeder,^'  which  holds  about  250 
pounds  of  cotton.  Usually  one  man  attends  five  or  six  of  these  machines. 
The  feeder  ends  of  the  machines  are  near  the  cotton  bins,  from  which 
the  man  takes  the  cotton  by  armfuls,  keeping  the  feed  boxes  filled. 

Wori  done  by  the  Picker  Machines.  —  The  picker  machine  may  be  a 
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"compound  picker/^  which  combines  both  opener  and  breaker,  contain- 
ing two  "beaters/^  With  this  machine  a  large  part  of  the  cott(Hi-8eed 
and  large  cotton  leaf  is  removed,  leaving  the  cotton  in  the  fonn  of  an 
even  sheet  or  "  lap/^ 

The  laps,  weighing  about  50  pounds  each,  are  taken  from  the  front 
of  the  "  compound  picker  ^^  by  a  workman,  who  places  four  of  them  on 
an  apron  of  a  "  one-beater  '^  picker,  known  as  the  "  intermediate  picker/' 
He  takes  the  laps  from  five  or  six  of  the  first  kind  of  pickers,  and  keeps 
the  aprons  of  the  intermediate  pickers  filled.  The  intermediate  machines 
remove  still  more  of  the  dirt  and  seeds,  and  are  always  to  be  associated 
with  the  English  system  of  carding,  mentioned  below. 

The  cotton  is  now  put  through  the  *'  finisher  *'  picker  machines.  These 
pickers  remove  the  balance  of  the  seed  and  large  leaf;  the  small  leaf  is 
later  removed  by  the  carding  process.  The  "laps''  are  now  weighed, 
and,  if  found  to  conform  to  a  certain  standard,  are  taken  to  the  carding 
room. 

Necessary  Conditions  in  a  Modem  Picker  Room,  —  As  cotton  opens 
in  the  field  it  catches  and  holds  much  fine  dirt,  blown  about  by  the  winds; 
and  when  it  is  subjected  to  the  treatment  of  the  beaters  in  the  picker 
machines,  the  dirt,  bits  of  seed  and  leaf  are  forcibly  separated.  This 
material  is  not  confined  in  the  machine.  By  means  of  exhaust  fans  the 
cotton  is  drawn  away  from  the  "  beater  "  and  collected  on  a  cage.  The 
partially  cleaned  cotton  comes  out  in  front  of  the  machines  in  the  form 
of  "  laps,"  already  described ;  while  the  motes  and  bits  of  leaf  and  seed, 
when  separated  from  the  cotton,  fall  to  the  enclosed  space  beneath  the 
machines,  from  which  the  loose  dust  and  sand  are  blown  through  pipes 
to  a  room  called  the  dust  room,  which  is  connected  with  a  large  chimney. 
In  spite  of  the  well-constructed  modem  picker  machines,  a  considerable 
amount  of  fine  dust  escapes  into  the  workroom,  —  very  slight,  however, 
as  compared  with  the  amount  which  escapes  from  some  of  the  older 
machines. 

Fires  are  frequent  in  the  picker  rooms,  but  are  seldom  dangerous  to 
the  men  employed.  The  precautions  against  loss  of  property,  now  gen- 
erally taken,  also  protect  the  employees  from  injury. 

The  modem  picker  room  is  high  studded,  has  several  windows  which 
admit  suflBcient  light,  and  is  equipped  with  incandescent  bulbs  or  arc 
lights. 

It  is  unnecessary  to  give  much  attention  to  the  regulation  of  moisture 
in  the  picker  room,  except  that  excessive  moisture  must  be  avoided,  lest 
the  work  may  run  badly  in  some  of  the  later  processes;  hence,  precaution 
is  taken  on  damp  days  to  prevent  extra  moisture  getting  into  the  room. 

The  services  of  but  a  few  men  are  required  in  a  picker  room,  and. 
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excepting  the  foreman,  the  men  are  of  little  or  ordinary  intelligence, 
the  work  being  classed  as  ''unskilled  labor/'  In  addition  to  tending 
the  picker  machines,  it  is  the  dnty  of  these  men  to  clean  each  machine 
several  times  a  day.  The  work  may  or  may  not  be  constant.  (Jenerally 
the  men  known  as  ''  yard  men,*'  who  nnload  the  cotton,  put  it  in  tiers 
in  the  storehouse  and  take  it  to  the  picker  room. 

Carding,  —  Prom  the  picker  room  the  cotton  is  taken  in  the  form  of 
cylindrical  laps  to  the  carding  room,  where  it  passes  through  the  card- 
ing machines.  Cotton-carding  machinery  has  made  great  advances  in 
recent  years,  and  the  best  mills  have  kept  fully  abreast  with  the  latest 
improvements.  The  laps  are  placed  on  a  revolving-top  flat  card,  which 
is  an  English  type  card  (English  or  American  make,  but  patterned  after 
the  original  English  card). 

The  carding  machine  cleans  the  cotton  further  by  removing  a  certain 
amount  of  short  fiber  and  leaf,  the  amount  being  governed  by  the  ad- 
justment or  setting  of  the  card.  The  adjustment  is  governed  by  the 
class  of  work;  e.g.,  in  the  manufacture  of  print  goods,  short,  dirty  cotton 
is  used,  while  the  fine  goods  mills  use  long-staple,  high-grade  cotton; 
and,  in  manipulating  the  latter,  foreign  substances  in  the  cotton  must 
be  removed  so  far  as  possible.  The  amount  of  work  on  cards  is  also 
governed  by  the  class  of  work,  a  small  amount  being  put  through  the 
machines  in  the  higher  class.  Thus  it  will  be  seen  how,  in  the  manufac- 
ture of  print  goods,  with  the  use  of  short,  lower-grade  cotton,  and  with 
the  large  output  per  card,  much  more  dust,  dirt  and  lint  arise  from  the 
machines  than  during  the  manufacture  of  fine  goods,  with  the  long- 
staple,  high-grade  cotton. 

The  carding  machines  subject  the  cotton  to  the  action  of  cylinders 
covered  with  wire-toothed  cards,  revolving  nearly  in  contact  with  each 
other,  at  different  rates  of  speed  or  in  opposite  directions.  Because  of 
their  construction,  they  permit  some  of  the  fine  lint  or  "  fiy  '^  to  escape 
into  the  room,  an  amount  at  times  sufficient  to  cause  a  distinct  haziness 
of  the  air. 

The  operation  of  carding  not  only  further  cleans  the  cotton,  but  dis- 
entangles, straightens  and  parallelizes  the  fibers.  The  ''lap'^  is  first 
presented  to  a  small  cylinder  called  a  '' licker-in,'*  which  delivers  to  a 
much  larger  cylinder  having  fine,  wire  teeth.  Partly  surrounding  the 
larger  cylinder  are  ''flats,"  or  a  series  of  plane  surfaces,  also  covered 
with  teeth,  which  approach  those  of  the  cylinder  as  closely  as  possible 
without  touching.  Between  the  revolving  cylinder  and  the  flats  the  card- 
ing is  effected;  and  the  cleaned  and  straightened  fibers  are  delivered  to 
a  third  cylinder,  called  a  "  doffer,"  which  "  doffs  '*  or  strips  off  the  cot- 
ton in  the  form  of  a  delicate  web.    This  web  is  then  delivered  to  rollers, 
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which  draw  it  through  a  funnel-shaped  orifice  in  the  form  of  a  soft, 
narrow  strand,  in  a  loose,  untwisted  state,  called  a  "sliver,^^  which  is 
introduced  into  a  can  by  a  coiler,  which  is  also  part  of  the  carding  ma- 
chine. The  work  of  the  carding  machine  is  now  completed,  although 
other  processes  are  closely  associated  with  carding. 

In  the  medium  or  coarse  goods  mills  the  carding  machines  are  gen- 
erally found  in  one  end  of  a  long  room,  and  the  associated  processes  are 
followed  in  the  other  end,  there  being  no  partitions  between  the  depart- 
ments. 

The  employees  in  the  card  end  of  the  room  are  adult  men;  while  those 
in  the  other  part,  on  work  to  be  described  later,  are  women. 

Since  the  amount  of  cotton  dust  thrown  out  into  the  room  by  carding 
machines  is  greater  in  proportion  to  the  amount  of  low-grade  cotton 
used  and  the  large  output  per  card,  it  follows  that  all  of  the  operatives 
in  such  rooms  are  exposed  to  considerable  cotton  dust,  although  the  men 
attending  to  the  cards  are  subjected  to  the  greatest  quantity.  In  some 
of  the  coarse-goods  mills  the  carding  room  contains  carding  machines 
only.    These  rooms  are  exceedingly  dusty. 

The  men  employed  include  both  ^*  skilled  "  and ''  unskilled  help.^^  They 
put  the  "  laps  "  in  the  back  part  of  the  card,  and  clean  the  cards,  both 
inside  and  out,  several  times  a  day.  The  sliver  in  cans  is  carried  away 
by  the  can  boys. 

The  greatest  amount  of  dust  com^  from  the  cards  when  the  men  re- 
move the  waste  from  the  cylinders.  The  short,  broken  fibers  are  again 
stirred  up  by  sweeping  the  floors  from  time  to  time,  by  cleaning  the 
shafting  and  pulleys  and  by  brushing  the  walls,  thus  giving  rise  to  an 
extra  amount  of  cotton  dust  or  "  fly  '^  in  the  air  of  the  room.  The  men 
work  in  this  room  throughout  the  day,  averaging  flfty-eight  hours  per 
week. 

Extremes  of  heat  or  moisture  in  the  carding  room  would  interfere 
with  the  work  either  in  the  carding  process  or  in  some  of  the  later  proc- 
esses. Some  of  the  mill  men  introduce  artiflcial  moisture  in  the  carding 
rooms ;  others  do  not,  on  the  ground  that  there  is  suflBcient  natural  mois- 
ture in  the  cotton.  Very  moist  air,  on  the  other  hand,  would  cause  the 
cotton  to  stick  to  some  of  the  machinery;  moreover,  it  would  cause  the 
delicate  web  which  comes  out  of  the  front  part  of  the  card  to  sag  or 
break  down.  Another  condition  which,  it  is  claimed,  interferes  with  the 
work,  is  the  existence  of  strong  air  currents,  which  would  readily  dis- 
turb, if  not  destroy,  the  delicate  web. 

Considering  these  conditions  from  a  hygienic  point  of  view,  it  may 
be  said  that  a  carding  room  with  either  excessive  heat  or  excessive  mois- 
ture is  seldom  found.    The  practical  questions  to  be  met  in  the  carding 
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room  are  two,  viz.:  (1)  how  to  diminish  substantially  the  amount  of 
dust  in  the  room;  and  (2)  how  to  ventilate  the  room  properly,  —  both 
to  be  accomplished  in  old  mills,  with  ^^  reasonable '^  expenditure.  Em- 
phasis is  laid  upon  ^^  old  ^'  mills,  for  the  reason  that  in  these  the  rooms 
are  commonly  low  studded,  with  small  windows,  and  devoid  of  modem 
means  of  ventilation  and  heating.  The  modem  card  room  is  very  large 
and  high  studded  (e,g,,  15  feet),  with  good-sized  window  glass,  and  tran- 
soms which  are  easily  opened;  it  is  well  lighted  with  arc  or  incandescent 
lights,  and  is  heated  and  ventilated  by  modem  means.  In  some  of  the 
rooms  are  two  or  more  large  exhaust  fans.  The  ceiling  and  walls  are 
clean  and  white,  and  the  floor  is  kept  reasonably  clean  during  working 
hours. 

Drawing  and  Combing.  —  The  cans  of  loose,  untwisted  cotton,  or 
*'  sliver,"  from  the  carding  machines  are  now  ready  for  the  next  process. 
In  the  manufacture  of  plain  cotton  cloth  of  medium  weight,  this  process, 
called  "drawing,"  results  in  combing  several  strands  into  one,  and  at- 
tenuating these  more  and  more  by  repeated  operations  of  the  same  sort. 
If,  on  the  other  hand,  a  high-priced  and  extra  quality  of  yam  is  to  be 
spun,  the  "  sliver  "  goes  directly  from  the  cards  to  the  combing  machines, 
after  first  being  prepared  for  the  combers  by  a  series  of  doublings  and 
drawing  on  the  "  sliver  "  and  "  ribbon  lap  "  machines.  This  work  pre- 
paratory to  combing  is  usually  done  by  young  men. 

In  the  process  of  combing  the  short  stock  and  foreign  substances  are 
removed  from  the  cotton,  the  quantity  of  which  is  governed  by  the  class 
of  work  the  particular  mill  is  running.  Cotton-combing  manipulates 
the  fiber  so  thoroughly  that  the  proportion  of  waste  is  large.  It  leaves 
the  fibers  more  nearly  parallel  than  in  the  carded  sliver.  In  some  cotton 
mills  equipped  with  the  latest  patterns  of  combing  machines  all  of  the 
yams  are  combed  as  well  as  carded. 

The  combing  process  is  more  satisfactorily  followed  in  a  room  entirely 
separate  from  the  carding  machines,  since  the  combers  are  delicate  ma- 
chines, requiring  fine  adjustment,  and  the  presence  of  much  dust  in  the 
air  of  the  room  interferes  with  the  work.  For  this  reason  a  glass  parti- 
tion, which  separates  the  cards  from  the  delicate  combing  machinery, 
has  been  erected  in  a  number  of  carding  rooms. 

The  employees  engaged  in  the  combing  department  are  women.  Their 
duties  are  to  keep  the  machines  supplied  with  laps ;  to  remove  the  product, 
which  is  in  the  shape  of  slivers  coiled  into  cans;  and  to  keep  the  machines 
as  clean  as  possible.  The  work,  while  not  hard,  requires  constant  atten- 
tion. The  women  are  notified  and  drilled  not  to  clean  the  machines 
when  in  motion;  but,  in  spite  of  this  discipline,  a  considerable  number 
of  injuries  occur.    The  type  of  injury  is  the  mutilation  or  severing  of 
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fingers  or  hands  by  the  series  of  strips  of  needles  in  the  combing  appa- 
ratus. The  product  is  taken  by  girls,  or  comber  tenders,  to  the  drawing 
hands,  to  be  passed  through  the  drawing  frames. 

The  principal  mechanism  of  a  drawing  frame  consists  of  three  or  four 
pairs  of  rollers,  which  grip  the  sliver  tightly,  and  successively  revolve  at 
higher  speeds.  Thus  six  strands  of  sliver  are  united  and  drawn  into 
one,  smaller  than  any  one  of  the  six,  and  much  more  even.  Two  or  three 
of  these  drawing  frames  are  used;  the  second  receives  the  product  of  the 
first,  and  so  on.  The  employees  are  mostly  young  men.  They  keep  the 
material  going  through  the  back  of  the  machines  and  remove  it  from 
the  front;  they  also  keep  the  machines  oiled  and  clean. 

Roving.  —  Eoving  is  an  intermediate  process  between  combing  and 
spinning.  The  sliver  of  cotton  has  become  so  small  that  it  must  be 
twisted  in  order  to  bear  handling;  and  the  machines  (usually  three) 
which  draw,  twist  and  wind  it  upon  bobbins  into  a  soft,  loose  cord,  ready 
for  the  spinner,  are  called  "  roving  f rames.^^  The  first  is  usually  known 
as  the  *'  slubber,'^  the  next  as  "  intermediate  ^^  (in  fine-goods  mills  there 
is  a  second  intermediate)  and  the  third  as  a  "fine  frame ;^'  and  each 
successive  machine  gives  a  finer  product,  more  nearly  approximating  yam 
or  thread,  and  operates  at  a  higher  speed.  The  slubbers  (first  process 
of  roving)  are  generally  operated  by  men.  The  product  of  the  slubbers 
is  handled  by  both  men  and  women,  while  the  rest  of  the  work  is  gen- 
erally run  by  women.  The  employees  are  required  to  keep  the  machines 
cleaned  and  oiled.  The  work  previous  to  roving  is  "standing  work;'* 
that  of  the  roving  processes  permits  of  intervals  for  sitting  down.  In 
some  mills  special  seats  are  provided  for  the  women  employees. 

The  "  fine  roving  *'  is  the  last  process  of  the  carding  department. 

The  best  results,  from  a  commercial  point  of  view,  are  to  be  obtained 
only  by  providing  suitable  atmospheric  conditions  as  to  heat  and  mois- 
ture in  every  room,  beginning  with  the  picking;  but  attention  to  these 
conditions  is  vital  in  roving  and  the  later  processes  of  spinning  and 
weaving.  Yam  produced  in  a  room  in  which  the  temperature  is  allowed 
to  fall  too  low  and  the  air  to  become  too  dry  is  weak,  uneven  and  covered  i 
with  protmding  fibers  which  are  mbbed  oflf  in  later  processes;  thus  the 
quality  of  the  yam  or  of  the  cloth  into  which  it  enters  is  very  much 
lowered. 

Ring  Spinning,  —  The  roving,  having  been  reduced  to  a  suitable  size 
for  the  intended  "  nimiber  '^  of  yam,  now  goes  to  the  spinning  machine, 
which  may  be  either  a  "  ring  frame  ^'  or  a  " mule;  ^'  the  ring  frame  being 
generally  used  for  warp  and  the  mule  for  weft  yam  or  "  filling,^'  although 
either  machine  is  occasionally  employed  for  both  purposes. 

The  principle  of  the  spinning  machine  is  the  same  as  that  of  the  rov- 
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ing  frames,  though  the  mechanism  employed  is  rery  different,  and  oper- 
ates at  much  greater  speed,  the  spindle  generally  revolving  at  from 
6,000  to  10,000  turns  per  minute.  The  roving  is  again  elongated  by 
drawing  rollers  to  an  extent  depending  upon  the  size  of  the  yarn  desired; 
and  the  fully  twisted  thread  is  wound  upon  bobbins  or  tubes  by  rotating 
on  the  rapidly  revolving  spindles.  The  operations  of  the  ring-spinning 
frame  are  continuous. 

The  temperature  must  at  all  times  be  suflSciently  high  to  keep  the 
steel  rolls,  through  which  the  fine  threads  of  cotton  are  drawn,  warm 
enough  not  to  cause  the  cotton  to  wind  around  the  rolls  instead  of  pass- 
ing through  them.  The  heat  generated  by  the  friction  of  the  machinery 
in  a  ring-spinning  room  is  at  least  suflBcient  to  keep  the  room  at  a  good 
spinning  temperature  in  the  winter  months,  provided  the  room  is  at  a 
proper  temperature  on  starting  the  mill  in  the  morning. 

By  means  of  humidifiers,  properly  installed  and  rightly  cared  for,  the 
amount  of  artificial  moisture  admitted  into  spinning  rooms  can  gener- 
ally be  satisfactorily  regulated,  so  that  in  some  mills  the  unhealthy  and 
objectionable  system  of  "steaming"  (steam  vapor  pot  system)  is  aban- 
doned. 

The  rapidly  revolving  spindles  give  rise  to  considerable  cotton  dust 
in  the  air  of  a  ring-spinning  room,  in  the  form  of  fine,  broken  fibers, 
although  the  amount  of  dust  is  very  small  as  compared  with  the  quantity 
present  in  a  carding  room. 

The  employees  are  mostly  boys  and  girls  and  women.  The  spinners 
place  the  roving  in  creels,  piece  up  the  ends  when  the  thread  breaks  and 
doff  the  bobbins  when  full ;  they  also  keep  their  frames  clean.  The  work 
requires  neither  especial  intelligence  nor  unusual  physical  strength,  nor 
does  it  demand  constant  attention.  The  spinners  frequently  find  oppor- 
tunity to  sit.  In  some  coarse  work  the  spinners  both  spin  and  doff,  and 
are,  therefore,  required  to  watch  the  work  frequently;  while  in  certain 
grades  of  work  some  young  persons  are  employed  solely  for  "doflBng," 
and  have  a  definite  number  of  spindles  to  doff  per  week.  In  this  case  the 
"  doffers,"  after  doflBng  all  the  spinning  frames,  may  leave  the  room  imtil 
it  is  time  to  fill  the  frames  again.  Men  look  after  the  spinning  frames, 
make  changes  and  repairs,  lay  the  roving  on  the  creels  and  take  care  of 
the  yam  after  it  is  doffed. 

Except  for  the  continuous  noise  of  the  machinery,  which  is  very  great, 
but  in  an  uninterrupted,  unvar3dng  tone,  and  for  the  loose  cotton  dust 
in  the  air  of  the  room,  the  spinners  in  a  modem,  well-regulated,  ring- 
spinning  room  work  under  favorable  conditions.  Such  a  room  is  well 
ventilated;  properly  heated;  has  large  windows  and  transoms,  which 
open;  clean  walls  and  ceilings;  and  is  lighted  by  incandescent  bulbs. 
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Mule  Spinning.  —  In  many  mills  the  filling  for  the  cloth  is  spun  on 
frames  called  "  mnles/^  The  operations  of  the  mule-spinning  frames  are 
intermittent,  the  spindles  being  mounted  in  a  travelling  carriage  which 
backs  slowly  away  from  the  drawing  rolls  as  the  spinning  proceeds,  and 
then  returns  to  wind  a  length  of  completed  yam;  thus  the  process  is  re- 
peated. The  roving  passes  through  the  steel  rollers  as  in  ring  spinning, 
but  is  drawn  out  about  60  inches  by  the  travelling  carriage  before  it  is 
wound  on  the  spindles. 

Because  of  the  long  stretch  covered  by  the  travelling  carriage,  and 
since  the  filling  has  less  twist  than  the  warp,  an  extra  amount  of  mois- 
ture in  the  air  is  necessary  to  prevent  the  ends  from  breaking. 

The  air  in  mule-spinning  rooms  is  very  warm  and  moist  at  all  seasons 
of  the  year.  In  the  winter  months  the  thermometer  registers  between 
80  **  P.  and  100**  P.,  varying  according  to  the  class  of  work  and  the  care 
and  method  of  regulating  the  heat  and  moisture. 

The  employees  in  ^'mule^'  rooms  are  all  males;  the  spinners  are  men 
and  the  helpers  are  boys. 

The  men  (spinners)  must  walk  to  and  fro,  following  the  movements 
of  the  "carriage,'^  which  is  constantly  moving  backwards  and  forwards, 
and  looking  after  the  piecing  of  broken  ends  and  the  adjustment  of  the 
mule. 

Much  greater  intelligence  is  needed  in  mule  spinning  than  in  ring 
spinning.  In  mule  spinning,  also,  the  spinner  must  pay  close  attention 
to  his  work,  which,  however,  is  not  necessarily  trjring,  under  good  condi- 
tions. The  good  mule  room,  like  the  good  ring-spinning  room,  is  well 
lighted  and  ventilated. 

The  boys  are  not  constantly  employed,  but  they  are  confined  during 
the  regular  working  hours,  in  order  to  be  ready  to  doflf  the  mule  frames, 
which,  unlike  ring-spinning  frames,  are  doflfed  at  irregular  periods.  The 
boys  place  the  roving  in  the  creels,  assist  the  spinners  in  doflSng  the  full 
"cops^'  {i.e.,  the  conical  masses  of  coiled  yam  wound  on  spindles),  and 
take  the  empty  bobbins  back  to  the  card  room.  They  keep  the  "  carriage  " 
clean  by  running  their  hands  along  it  to  take  off  the  lint  and  dust  which 
collect  during  the  process  of  spinning.  It  is  their  duty  to  sweep  the 
mule  room  floors  two  or  three  times  a  day. 

Because  of  the  high  temperature  in  mule  rooms,  the  men  remove  their 
outside  clothing  and  wear  undershirts  and  overalls,  while  the  boys  wear 
short  trousers.  Generally  the  men  and  boys  go  about  the  rooms  bare- 
footed, although  some  wear  sandals,  slippers  or  old  shoes. 

Spooling  and  Warping.  —  After  the  yam  has  been  spun  it  is  prepared 
for  the  looms  by  the  use  of  three  consecutive  machines,  which  form  a 
part  of  one  system.    The  first  machine,  the  ^^  spooler,^'  transfers  the  yam 
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from  the  small  bobbin  on  which  it  is  spun  to  a  large  spool  holding  so 
many  yards  that  the  next  machine^  the  "  warper, "  will  not  have  to  be 
stopped  to  piece  ends.  The  first  machine  also  passes  the  yam  through 
a  fine  slot  in  the  guide  which  leads  it  to  the  spool,  in  order  to  detect 
bunches  or  weak  places,  either  of  which  will  break  the  yam  at  the  guide. 
The  defects  are  removed,  and  the  sound  yam  is  tied  to  make  a  continu- 
ous strand. 

The  next  machine,  the  *' warper,"  prepares  the  yarn  for  the  process 
of  "  dressing.'^  A  number  of  large  spools  filled  with  yam  from  the  spool- 
ers, usually  between  300  and  400,  are  put  into  a  frame  or  "  creel,^^  and  the 
threads  are  brought  together  into  a  sheet  and  delivered  between  guides, 
which  space  them  at  equal  distances,  then  passed  through  mechanism 
calculated  to  stop  the  machine  if  a  thread  breaks,  and  led  to  and  wound 
upon  a  large  beam,  called  a  "section  beam,^'  in  order  to  get  as  much 
length  as  possible. 

In  the  spooling  and  warping  room  a  few  fine  fibers  of  loose  cotton  be- 
come detached  from  the  threads  as  they  are  wound  from  bobbin  to  spool 
and  from  spool  to  beam. 

The  employees  in  the  spooling  and  warping  department  include  men, 
who  place  the  bobbins  on  spooling  frames ;  "  spooler  girls,'^  who  vary  in 
age  from  young  girls  to  middle-aged  women;  and  warper  tenders  (girls), 
who  mend  broken  ends.  These  girls  find  considerable  time  to  sit,  de- 
pending upon  the  frequency  of  the  breaking  of  the  ends.  Some  mills 
employ  a  few  girls  solely  for  the  purpose  of  tying  in  the  threads  for  the 
warping  frames.  The  work  of  the  "  spooler  girls  "  is  constant,  but  not 
difficult. 

Dressing  or  Slashing.  —  The  section  beams,  having  been  filled  at  the 
warper,  are  arranged  at  the  dressing  machine  or  "  slasher  "  in  groups  of 
four  to  eight,  as  may  be  required  to  furnish  sufficient  threads  for  a  single 
warp.  After  the  beams  are  placed  in  position  at  the  back  of  the 
"slasher,'^  the  yam  is  passed  through  a  vat  containing  a  sizing  com- 
pound of  hot  starch,  and  then  through  squeeze-rolls  to  expel  the  super- 
fluous starch.  Squeezing  the  thread  between  rollers  helps  to  fill  the  body 
of  the  thread  with  starch  or  "  size." 

After  leaving  the  rolls,  the  sheet  of  yam  passes  aroimd  large  drying 
cylinders,  made  usually  of  copper,  and  filled  with  steam.  One  cylinder 
is  placed  in  front  of  the  other,  the  larger  being  about  7  feet  in  diameter 
and  the  smaller  about  5  feet,  each  having  a  face  of  about  60  inches. 

Prom  these  cylinders  the  yam  passes  through  "  lease  rods,"  to  prevent 
the  threads  from  sticking  to  one  another,  and  is  finally  wound  on  the 
'*  loom  beam." 

A  less  common  form  of  "slasher,"  instead  of  carrying  the  yarn  over 
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drying  cylinders,  is  supplied  with  a  closed  box  heated  by  steam  pipes,  in 
which  a  circulation  of  air  is  maintained  by  a  fan,  and  through  which  the 
yam  passes  to  be  dried. 

Men  are  employed  to  run  the  slashers.  The  heat  from  the  machines 
is  considerable,  and  the  men  wear  only  undershirts,  drawers  and  over- 
alls; they  do  not  go  barefooted,  as  in  the  mule  room.  The  work  in  this 
department  is  heavy  and  constant.  Whatever  dust  appears  in  the  air 
of  the  room  is  mainly  small  particles  of  starch. 

Drawing-in.  —  The  next  operation  in  preparing  the  starched  or  "  sized '' 
warp  for  the  loom  is  ^^  drawing-in,^^  which  has  until  lately  been  wholly 
performed  by  hand.  This  process  can  hardly  be  intelligently  described 
without  at  the  same  time  considering  the  loom  and  its  operation.  For 
the  loom  to  fulfill  its  function  of  interlacing  warp  and  weft  threads  to 
form  the  usual  continuous  fabric,  every  alternate  warp  thread  must  be 
raised  and  the  others  depressed,  while  the  weft  or  filling  thread  is  passed 
across  ixK  the  opening  so  made;  after  which  the  position  of  the  warp 
threads  is  reversed,  and  the  weft  again  thrown  across.  During  the  time 
occupied  for  reversing  the  position  of  the  warp  threads,  the  weft  thread 
is  beaten  firmly  and  closely  up  against  the  one  preceding  it. 

To  raise  and  depress  the  warp  threads  alternately  requires  that  they 
be  drawn  into  the  eyes  of  a  '*  hamess.^^  A  pair  of  parallel  bars,  holding 
cords  stretched  between  them,  each  cord  having  an  eye  in  it  through 
which  a  warp  thread  is  passed,  serves  to  raise  one-half  the  threads,  while 
a  similar  apparatus  depresses  the  rest;  this  forms  the  harness.  All  the 
warp  threads,  usually  by  twos,  are  then  passed  between  short  upright 
wires,  closely  set  in  a  frame,  which  forms  the  "reed;^*  and,  the  weft 
thread  crossing  the  warp  in  front  of  the  reed,  a  forward  motion  of  the 
latter  beats  it  to  place,  as  described. 

For  convenience,  in  the  order  of  processes,  the  ^^  drawing-in  '^  apparatus 
is  always  near  the  slashers.  When  the  slashing  and  drawing-in  depart- 
ments are  in  the  same  room,  the  warps  from  the  slashers  are  taken  to  the 
drawing-in  frames,  which  are  invariably  situated  within  a  few  feet  of 
the  windows,  in  order  to  secure  the  best  light  in  the  room  for  the  "  draw- 
ing-in girls.'* 

A  full  warp  beam  is  placed  on  an  iron  frame  in  front  of  a  "  drawing-in 
girl,"  who  sits  a  few  feet  from  a  window,  the  light  passing  over  her 
shoulders.  The  harness  and  reed  are  hxmg  on  the  frame  in  front  of  her, 
and  her  work  is  to  draw  the  warp  threads  in  proper  sequence  through 
the  eye  of  the  harness  and  the  spaces  of  the  reed.  The  warp  then  goes 
to  the  loom. 

The  work  is  more  or  less  trying  to  the  eyes,  but  the  best  light  available 
is  given  this  department.  The  girls  sit  at  their  work,  which  is  "piece 
work,"  and  they  sometimes  continue  working  during  a  part  of  the  noon 
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hour,  although  contrary  to  the  law  and  the  prmted  notices  posted  in  the 
room. 

Weaving,  —  The  warp,  sized,  wound  on  a  beam  and  ^^  drawn-in,'*  is 
placed  at  the  back  of  the  loom;  the  harness  and  the  reed  are  fixed  in 
their  proper  places;  suitable  mechanism  releases  the  warp  and  winds  the 
cloth  as  the  shuttle  containing  the  weft  crosses  and  re-crosses,  and  the 
reed  is  carried  forward  to  beat  each  weft  thread  to  place.  No  such  prep- 
aration is  required  for  the  weft,  or  filling  thread,  as  is  given  the  warp. 
Usually  it  comes  directly  to  the  loom  from  the  ring  or  mule  spinning 
frame  on  which  it  is  spun. 

Both  adult  men  and  women  work  in  the  weave  room;  occasionally  a 
few  young  persons. 

As  mentioned  under  roving,  the  provision  for  a  suitable  temperature 
and  humidity  are  necessary  for  the  best  work.  Especial  attention  is 
required  in  regulating  the  humidity  during  the  prevalence  of  cold,  dry 
weather,  with  high  winds. 

About  the  loom  is  more  or  less  fine  dust  (starch  and  lint),  which  chafes 
off  the  warp  threads  as  they  pass  through  the  harness  and  reed. 

A  small  proportion  of  the  men  in  a  weave  room  are  "loom  fixers,^' 
who  put  warps  into  the  looms,  hang  the  harnesses  and  get  the  looms  ready 
for  weaving.    They  also  make  necessary  repairs  on  the  looms. 

A  weaver  (man  or  woman)  attends  four,  six,  eight  or  more  looms, 
according  to  the  kind  of  work  and  the  kind  of  loom.  The  weaver's 
duties  are  to  put  the  cop  into  the  shuttle,  which  is  placed  in  the  loom ; 
to  mend  any  broken  warp  threads;  to  observe  all  imperfections  in  the 
yam,  and  to  prevent  them  from  weaving  into  the  cloth.  Each  weaver 
keeps  his  looms  oiled  and  cleaned. 

More  intelligence  is  required  of  an  employee  in  a  weave  room  than  in 
any  other  department  of  a  cotton  mill ;  while  that  part  of  the  work  done 
by  the  "  loom  fixer ''  takes  considerable  physical  strength. 

Weaving  necessitates  constant  attention,  although  the  weaver  finds 
time  to  sit  at  intervals. 

The  finer  and  more  ornamented  the  fabric  is  woven,  generally  speak- 
ing, the  more  care  and  skill  are  demanded  in  the  weaver.  Some  kinds 
of  work  require  great  strength  and  endurance;  some  kinds  are  repug- 
nant, because  of  the  conditions  under  which  the  work  must  be  done,  as 
in  weaving  dark-colored  fabrics,  or  when  dust  arises  from  dyestuff  or 
from  shoddy;  some  kinds  demand  an  unusual  degree  of  perfection  in  the 
product,  calling  for  constant  and  minute  attention. 

Thus  it  is  clear  that  not  only  good  light,  evenly  distributed,  is  a 
reasonable  requirement  in  the  weave  room,  but  that  good  ventilation  and 
proper  regulation  of  heat  and  moisture  are  also  hygienic  essentials. 

Finally,  should  be  mentioned  the  monotony  of  tending  the  machine 
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day  in  and  day  out,  the  roar  and  buzz  and  the  sharp,  jerky  noise  of  the 
machinery,  which  is  deafening,  and,  to  those  particularly  sensitive,  "  nerve- 
racking." 

A  bad,  unhygienic  habit,  common  to  all  weavers  who  tend  old-fash- 
ioned looms,  is  that  of  drawing  the  filling  through  the  shuttle  eye  with 
the  mouth.  The  weaver  puts  his  mouth  close  to  the  shuttle,  and,  by 
means  of  a  quick  intake  of  breath,  sucks  the  end  of  the  thread  through 
the  shuttle  eye,  thus  drawing  into  his  mouth  more  or  less  fine  lint  and 
dust,  which  gives  rise  to  spitting,  and  sooner  or  later  may  cause  irrita- 
tion of  the  mucous  membrane  of  the  throat.  This  practice  is  especially 
bad  because  of  the  fact  that,  if  out  for  a  day,  a  spare  hand  substitutes. 
The  so-called  Northrup  loom  is  gradually  replacing  the  others.  In  this 
loom,  after  the  drum  is  filled  with  shuttles,  the  action  is  entirely  auto- 
matic. 

Mills  visited. 

Ninety-three  manufacturing  establishments,  comprising  several  hun- 
dred mills,  were  visited.  In  the  list  which  follows,  C  indicates  cotton; 
D,  dyeing;  K,  knit  goods;  S,  silk;  and  W,  woolen  or  worsted. 


ClTT  OB  TOWM. 


Name  of  Compuiy. 


Gbantcter 

of 
Product. 


Number 

of 

Employees. 


BUlerica,     . 

Cambridge, 
Chicopee,    . 

Clinton, 
FaU  Biver,  . 


Faulkner  Manofactnrlng  Company, 

Talbot  Mills 

American  Net  and  Twine  Company, 
Dwigbt  Manufacturing  Company,  . 
Cbicopee  Manufacturing  Company, 

Lancaster  Mills 

Algonquin  Printing  Company, 
American  Linen  Company, 
American  Printing  Company, 
American  Thread  Company  (Kerr  MiUs), 

Arkwrigbt  Mills 

Barnaby  Manufacturing  Company, 
Barnard  Manufacturing  Company, 
Chace  Mills, 
Conaniout  Mills, 


Cornell  Mills,     . 

Davis  MiUs, 

Durfee  Mills,      . 

Fall  River  Bleachery  Company, 

Fall  River  Iron  Works  Company, 


W 
W 

C 

c 
c 
c 

D 
C 
D 

C 
C,8 
C 
C 
C 
C 
C 
C 
D 
C 


400 

860 

1,700 

1,800 

2,000 

850 

1,000 

926 

1,000 

600 

560 

660 

660 

176 

400 

400 

1.126 

6,000 


Digitized  by  LjOOQ IC 


No.  34.] 


FACTORY  CONDITIONS. 


467 


City  o»  Towk. 


Name  of  ComiMmy. 


Charftoter 

of 
Prodact. 


ymnber 

of 

EmployeM. 


FallRlrer  — Co»., 


Fitchburg, 


HaverhiU,  . 
Holyoke, 

LAwrence,  . 


Lowell, 


Fall  River  Manafaclory  (see  Pocastet  Biannlac. 

turing  Company). 
Flint  IfilU, 

Globe  Tarn  Mills 

Granite  MllU .       .       . 

Uargraves  Mills, 

Kerr  Mills, 

King  Philip  Mills, 

Lanrel  Lake  Mills, 

Mechanics  Mills 

Merchants  Manufacturing  Company,     . 

Parker  Mills 

Pocasset  Mannfactnrlng  Company, 

Sagamore  Manufacturing  Company, 

Sanford  Spinning  Company, 

Seaconnet  Mills, 

Shove  Mills, 

Stafford  MllU, 

Stevens  Manufacturing  Company,  .       .       .       . 

Union  Cotton  Manufacturing  Company, 

Wampanoag  Mills, 

Grant  Tarn  Company, 

Nockege  Mills, 

OrswellMlUs, 

ParkhlU  Manufacturing  Company, 

Stevens  ft  Company, 

Farr  Alpaca  Company, 

Lyman  Mills, 

Arlington  Mills, 

Atlantic  Cotton  Mills, 

Everett  Mills, 

Kunhardt,  G.  E., 

Lawrence  Dnck  Company, 

Pacific  Mills, 

Pemberton  Company, 

Washington  Mills, 

Wood  Worsted  Mills, 

Appleton  Company, 

Bay  State  Mills, 

Boott  Cotton  Mills, 


C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 


C 
C 
C 
C 
C 
C 
C 
C 

c 
c 
w 

c 
c,w 

c 

c 

w 

c 
c,  w 

c 

w 

w 

c 

w 

c 


850 
425 

1.200 
900 

1,000 

1,100 
664 
000 

1,350 
850 
750 
800 

880 
700 
800 
600 
900 
800 
260 
260 
860 
1,160 
186 

1,800 

i     80U 
i  8,600 

1,200 

1,000 
960 
800 

6,200 
760 

6,600 

1,100 

600 

1,400 
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Crrr  o»  Town. 


Name  of  ComiMmy. 


Character 

of 
Product. 


Number 

of 

Employ  eea. 


Lowell—  Con.^ 


Ludlow, 
Methaen, 
MUlbary,    . 


New  Bedford, 


Newbnryport, 
North  Andover, 


ReadvUle, 
Salem, 
Saxonyille, 
Taanton 

Waltham. 

Worcester, 


Uamilton  Manufacturing  Company, 
Lawrence  Manufacturing  Company, 

Lowell  Bleachery, 

Ma88achueett8  Cotton  Mills, 

Merrimack  Manufacturing  Company,     . 

Middlesex  Company, 

Stirling  Mills, 

Tremont  and  Suffolk  Mills, 

Ludlow  Manufacturing  Associates, 

Mettiuen  Company, 

Cordis  MiU 

Mayo  Woolen  Company, 

Bice,  E.  P., 

U.  8.  Linen  Company, 

West  End  Ttiread  Company,  flax,  .       .       .       . 
Bennett  and  Columbia  Spinning  Company,    . 
Grinnell  Manufacturing  Company, 

Manomet  Mills, 

New  England  Cotton  Yam  Company,     . 

Pierce  Mill  Corporation, 

Potomska  Mills, 

Botch  Spinning  Corporation, 

Soule  Mill, 

Wamsutta  MlUs, 

Whitman  Mills, 

Peabody  Manufacturing  Company, 
Bright  wood  Manufacturing  Company,  . 

Osgood  Mills, 

Sutton  Mills 

ReadTille  Cotton  Mills  Company 

Naumkeag  Steam  Cotton  Company, 

Saxonville  Mills, 

Canoe  Biver  Mills, 

New  England  Cotton  Tarn  Company  (No.  %  Mill), 
Boston  Manufacturing  Company,    .... 

Waltham  Bleachery, 

Daniel's  Worsted  Mill, 

Wachusett  Thread  Company, 


C.  D 
K.D 

D 

C 
C,D 

W 

W 
C,  W 

C 
C 
W 
C 


C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
C 
W 
W 
W 

c 
c 
w 
c 
c 
c 


2,600 

S,700 

850 

8,300 

3,000 

600 

190 

8,000 

350 
150 
200 


1,050 
500 


1,200 

700 

2,200 

1,500 

150-600 

800 

100 

176 

200 

1,500 

150 

1,100 


W,D 
C 


150 
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Of  these  93  manufacturing  establishments,  19  carry  on  their  manu- 
facture under  nearly  ideal  conditions,  and  23  under  conditions  which 
may  be  designated  as  good.  The  condition  in  all  of  these,  including,  as 
they  do,  nearly  half  of  the  number  of  establishments  and  much  more 
than  half  of  the  number  of  operatives  employed,  and  the  condition  of  the 
health  of  those  employed,  as  determined  by  their  appearance,  the  testi- 
mony of  the  physicians  prescribing  for  them  and  the  vital  statistics  of 
the  cities  and  towns  where  located,  raise  the  hygienic  condition  of  those 
employed  far  above  "  the  most  unhealthy  classes  of  wage  earners,^'  with 
which  hygienists  have  been  wont  to  associate  textile  workers,  even  to  a 
very  favorable  position  among  wage  earners  who  are  congregated  in  large 
numbers  within  doors. 

It  would  be  a  source  of  great  gratification  if  the  condition  of  the 
minority  be  raised  to  so  satisfactory  a  standard.  Of  these,  moderately 
bad  conditions  were  observed  in  35  and  distinctly  bad  in  16  establish- 
ments. In  all  of  the  two  latter  classes  it  seems  possible  to  secure  marked 
improvement  in  conditions,  with  not  unreasonable  expenditure. 

In  order  to  make  a  fair  comparison  of  the  mills,  the  various  grades  of 
stock  used  by  different  corporations  and  the  age  of  the  buildings  have 
been  considered.  A  study  of  12  corporations  using  fine  grade  of  stock 
shows  that  8  of  this  number  have  mills  whose  conditions  are  very  nearly 
sanitarily  ideal,  although  some  of  the  buildings  are  from  twenty-five  to 
fifty  years  old. 

Of  15  corporations  using  medium-grade  stock,  2,  started  in  recent 
years,  have  buildings  which  are  lacking  in  general  order  and  neatness, 
while  5  have  buildings,  varying  in  age,  in  which  the  conditions  are  good. 
Of  5  corporations  manufacturing  colored  goods,  the  buildings  of  1  cor- 
poration, erected  between  1849  and  1892,  show  nearly  sanitarily  ideal 
conditions ;  whUe  buildings  of  another  of  these  corporations,  erected  about 
twenty-five  years  and  one  year  ago,  are  in  very  satisfactory  sanitary  con- 
dition. Thus  it  is  seen  that  some  of  the  oldest  mills  have  not  only  good 
but  very  nearly  ideal  sanitary  conditions. 

The  conditions  in  coarse-goods  mills  are  less  frequently  found  to  be 
satisfactory.  Of  27  corporations  using  mainly  coarse  cotton,  5  have  build- 
ings in  which  the  hygienic  conditions  are  satisfactory,  while  the  mills  of 
13  corporations  show  moderately  bad  conditions,  and  those  of  9  corpora- 
tions have  conditions  which  are  distinctly  bad. 

Illustrations  are  given  below  of  the  various  types  of  mills  in  which  the 
conditions  are  moderately  bad  or  distinctly  bad,  to  show  the  lack  of  gen- 
eral sanitation,  —  conditions  which  can  be  improved  with  reasonable 
expenditure,  —  and  of  those  in  which  the  conditions  are  excellent  or 
good. 
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First,  however,  are  submitted  certain  facts  concerning  conditions  which 
may  aflfect  the  health  and  well-being  of  mill  operatives: 

Conditions  as  to  Light,  Heat,  Dust,  Humidity,  Oases,  etc. 

Poor  light  is  itself  a  factor  of  no  mean  consequence  in  reducing  the 
physiological  resistance  to  disease.  It  may  be  a  concomitant  of  a  num- 
ber of  other  unsanitary  influences  which  aflfect  the  health  of  the  worker, 
as,  for  example,  in  the  weaving  and  spinning  rooms;  or  it  may  be  the 
principal  factor,  as  in  web  drawing.  Apparently  too  little  thought  has 
been  given,  in  mill  construction,  to  providing  for  light  in  accordance 
with  the  kind  of  work  to  be  done  in  a  given  room.  Many  rooms  are  of 
old  construction,  with  comparatively  low  ceilings,  small  windows  and 
small  panes  of  glass.  Some  of  these  rooms  are  narrow,  and  admit  fair 
light  from  the  sides;  but  some  are  wide,  and  some  are  basement  rooms, 
which  lack  both  an  ample  supply  and  an  even  distribution  of  light. 

Aside  from  the  question  of  mill  construction,  two  important  factors 
contribute  to  poor  light  in  a  large  number  of  rooms,  viz.:  (1)  neglect 
to  keep  the  ceiling  and  walls  clean  and  white;  and  (2)  infrequent  wash- 
ing of  windows,  allowing  them  to  go  unwashed  in  some  instances  for 
several  years.  It  is  frequently  the  case  that  prismatic  glass  of  different 
kinds  and  sizes  is  introduced  into  poorly  lighted  rooms;  but  unless  this 
glass  is  kept  reasonably  clean,  it  is  of  little  value.  In  poorly  constructed 
and  neglected  rooms,  with  or  without  prismatic  glass,  artificial  light  is 
not  uncommonly  used  even  on  bright,  sunny  days  in  the  late  morning  or 
early  afternoon  hours;  and  in  such  rooms  gas  jets  are  as  likely  to  be 
found  as  incandescent  bulbs.  Even  if  artificial  light  is  not  used  until 
the  late  afternoon  hours,  there  is  then  much  variation  as  to  the  time 
and  method  of  lighting  and  the  kind  of  light  in  use.  In  some  instances 
the  light  should  be  turned  on  half  an  hour,  or  longer,  before  the  engineer 
sees  fit  to  do  so;  yet  the  employees  during  this  time  are  supposed  to  con- 
tinue their  work  with  the  same  degree  of  accuracy  and  rapidity  as  with 
good  light. 

The  following  kinds  of  light  have  been  met  with,  and  are  recorded  in 
the  order  of  frequency:  (1)  incandescent  bulbs;  (2)  arc  lights;  (3)  gas 
jets;  (4)  mercury  vapor  lights  and  electric  bulbs;  (5)  kerosene  lamps. 

It  is  a  well-established  fact  that  either  the  over-use  of  the  eyes,  or  the 
use  of  eyes  under  bad  conditions,  may  give  rise  to  eye  fatigue  or  to  eye 
strain;  and  many  eye  specialists  believe  that  at  least  80  to  90  per  cent 
of  headaches  are  dependent  upon  eye  strain. 

With  these  facts  in  mind,  it  is  impossible  to  ignore  the  probability  that 
many  individuals  working  by  gaslight,  or  even  electric  light,  in  dirty, 
unpainted,  overheated  rooms,  with  impure  air  and  excessive  moisture, 
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for  ten  hours  a  day  or  merdy  for  the  last  two  hours  during  the  day,  use 
up  a  great  deal  of  nervous  energy,  and  suffer  from  eye  fatigue,  or  eye 
strain,  and  its  consequences. 

In  the  weaving  and  spinning  departments  there  are  two  distinct  causes 
of  possible  injury  to  the  employees,  viz.,  (1)  insuflScient  light  and  (2) 
dust. 

Some  employees  may  be  exposed  to  both  sources  of  injury,  although 
it  is  not  usual  to  find  much  dust  in  a  weave  room.  The  department  where 
reasonably  good  light  is  important,  in  which  most  commonly  there  is  con- 
siderable dust,  is  that  of  ring  spinning.  Here,  on  account  of  the  charac- 
ter of  the  machinery  and  the  way  in  which  it  is  placed,  there  are  very 
commonly  dark  alleys,  so  that  the*  work  of  "finding  the  ends ''  becomes 
somewhat  trying  to  the  eyes,  particularly  in  rooms  that  are  poorly  lighted. 

In  both  weaving  and  spinning  departments  there  are  a  number  of 
other  unsanitary  infiuences  which  may  aflfect  the  health  of  the  workers, 
the  effects  of  any  one  of  which  are  not  susceptible  of  correct  measure- 
ment. The  spinning  rooms  are  often  excessively  hot;  the  temperature 
in  the  winter  months  is  commonly  above  90°  P.,  and  occasionally  above 
100**  P.  The  heat  generated  by  the  friction  of  the  machinery  in  a  ring- 
spinning  room  is  at  least  sufficient  to  keep  the  room  at  a  good  spinning 
temperature  in  the  winter  months,  provided  the  room  is  at  a  proper 
temperature  on  starting  in  the  morning. 

Although  in  the  majority  of  the  ring-spinning  rooms  some  means  of 
introducing  artificial  moisture  is  adopted,  the  methods  of  introducing 
the  moisture  vary  considerably,  while  in  some  rooms  no  artificial  mois- 
ture is  introduced.  In  a  considerable  number  of  spinning  and  a  large 
number  of  weave  rooms  the  means  of  introducing  moisture  is  by  the  old 
steam  vapor  pot,  which  many  agents  say  is  a  detriment  to  a  mill,  both 
because  it  permits  excessive  steam  and  heat,  and  because  the  regulation 
of  humidity  is  practically  impossible.  In  addition,  therefore,  to  poor 
light  and  some  dust  in  many  of  the  weave  rooms  and  to  considerable 
dust  and  poor  light  in  many  of  the  spinning  rooms,  there  is  commonly 
an  excess  of  moisture  with  unnecessary  heat  in  weave  rooms,  and  exces- 
sive heat  with  frequently  undue  moisture  in  spinning  rooms.  Some  spin- 
ning rooms  have  no  means  of  artificial  moisture;  the  air  in  these  roomB 
is,  as  a  rule,  very  dry. 

A  weave  room  with  poor  light,  unnecessarily  high  temperature,  with 
some  dust  and  an  excess  of  moisture,  is  not,  from  a  sanitary  point  of 
view,  a  desirable  room  to  work  in;  neither  is  a  spinning  room  with  con- 
siderable dust  flying  about,  together  with  excessive  heat  and  either  undue 
moisture  or  no  artificial  moisture  whatever.  Add  to  these  imhygienic 
influences  two  prominent  factors  which  enter  into  health  conditions  of 
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both  w^ve  and  spinning  rooms,  viz.,  (1)  want  of  cleanliness  and  (2) 
lack  of  provision  for  a  plentiful  supply  of  fresh  air,  and  a  class  of  rooms 
is  represented  which  is  conspicuously  conmion  among  the  weave  and  spin- 
ning mills  in  this  State. 

The  conditions  found  in  a  certain  proportion  of  weave  and  spinning 
rooms  may  be  tabulated  as  follows :  — 

1.  Poor  light. 

2.  Presence  of  carbon  dioxide  and  carbon  monoxide  in  the  air. 

3.  Non-regulation  of  artificial  moisture :  (a)  excess  of  moisture,  undue 
heat;  or  (6)  no  artificial  moisture,  excessive  heat. 

4.  More  or  less  dust  ("  fly,''  dust  from  sizing,  etc.). 

5.  Lack  of  cleanliness. 

6.  Lack  of  provision  for  a  plentiful  supply  of  fresh  air. 

A  study  of  14  corporations  whose  rooms  were  decidedly  lacking  in 
general  order  and  neatness  shows  the  above  conditions  in  the  weaving 
and  spinning  departments  in  their  comparative  relations :  — 


Poor  Light. 

ProduoU  of 
6m  Combustion. 

ExceM  of  Heat 
or  Moisture. 

Dust. 

Want  of 
Cleanliness. 

Laok  of  Proper 
Ventilation. 

14 

6 

12 

U 

14 

14 

A  similar  relation  holds  with  reference  to  the  factors  mentioned  above, 
1,  2,  3,  4  and  6,  in  a  considerable  number  of  rooms  in  which  the  general 
order  and  neatness  is  *^  fair  "  or  even  *^  good.^^ 

The  presence  of  dust  in  the  air  of  workrooms  is  a  prominent  feature  in 
its  influence  on  health.  Aside  from  dirt  and  other  impurities  which  may 
be  in  the  stock,  it  is  the  opinion  of  recognized  medical  authorities  that 
vegetable  dusts  are  markedly  inimical  to  health.  Those  operatives  in 
cotton  mills  who  are  peculiarly  sensitive  to  unhygienic  influences  may 
become  seriously  affected  through  the  constant  irritation  of  cotton  dust 
or  *^fly'^  in  the  upper  air  passages,  giving  rise  first  to  drjmess  of  the 
throat  and  later  to  cough  and  expectoration.  Flax  dust  is  thought  to  be 
even  more  irritating  than  cotton,  while  dust  in  the  woolen  and  silk  mills 
(animal  origin)  is  considered  to  be  less  harmful  in  its  effects. 

There  are  many  departments  in  which  processes  are  conducted  which 
expose  the  employees  to  dust;  but  the  weaving,  spinning,  carding  and 
waste  rooms  illustrate  the  important  unhygienic  conditions  commonly 
associated  with  this  disturbing  element.  In  estimating  the  effects  of 
dust  upon  health,  the  following  considerations,  among  others,  are  to  be 
borne  in  mind :  — 
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1.  Grade  of  stock  used,  e,g.y  quality  of  cotton. 

2.  Quantity  of  dust  in  a  given  room. 

3.  Whether  the  dust  is  constant. 

4.  Type  of  construction  of  the  room. 

5.  System  of  management. 

6.  Niunber  and  kinds  of  other  unhygienic  influences  present. 

7.  Means  of  ventilation. 

8.  Health  and  susceptibility  of  the  individual. 

In  some  weave  rooms  the  air  is  so  filled  with  minute  bits  of  dust  as  to 
present  a  hazy  or  *^  smoky  ^'  appearance  throughout  the  room,  and  parts 
of  the  room  are  covered  with  the  small  particles  which  have  settled 
thereon;  while  other  weave  rooms  are  practically  free  from  such  dust, 
there  being  merely  a  slight  amount  of  lint  or  dust  of  microscopic  fine- 
ness. 

Dust  in  ring-spinning  rooms  is  more  constant  and  is  greater  in  amount 
than  in  weave  rooms.  In  a  fine-goods  mill,  in  which  a  high  quality  of 
cotton  is  used  in  a  properly  constructed  and  well-regulated  room,  the 
amount  of  dust  present  is  comparatively  imimportant,  from  the  point 
of  view  of  health.  On  the  other  hand,  in  a  coarse-goods  mill,  where 
waste  stock  is  used  in  a  low-studded  and  generally  neglected  room,  the 
amount,  constancy  and  character  of  the  dust  is  such  as  to  suggest  the 
probability  of  real  danger. 

While  in  both  weave  and  ring-spinning  rooms  there  are  many  un- 
hygienic factors,  the  principal  features  of  the  card  room  are  (1)  the 
amount  of  dust  and  (2)  lack  of  proper  ventilation  and  effective  means 
of  removing  the  dust.  Cotton  dust  in  the  card  room  varies  greatly  both 
in  quality  and  quantity.  It  is  always  considerable,  owing  to  the  carding 
process  of  freeing  and  cleaning  the  material.  In  some  mills  it  is  enor- 
mous in  amount,  with  considerable  dirt  as  a  concomitant.  The  quantity 
of  dust  is  commonly  sufficient  to  cause  a  distinct  cloudiness  of  the  atmos- 
phere, which,  in  a  room  lacking  proper  ventilation,  is  a  serious  menace 
to  the  health  of  the  operatives. 

In  the  assorting  or  waste  room  ^*  sweepings  ^'  are  picked  over  and  the 
different  grades  separated.  Here  may  be  found  numerous  kinds  of  waste 
and  dirt,  including  that  which  comes  from  the  floors  of  the  card  and 
spinning  rooms,  and,  of  most  importance,  sputum  in  large  quantities, 
which  may  contain  the  exciting  causes  of  infective  diseases  of  the  res- 
piratory tract. 

It  has  long  been  known  that  work  which  involves  more  or  less  constant 
confinement  in  a  dusty  atmosphere  predisposes  to  the  development  of 
diseases  of  the  lungs,  especially  of  pulmonary  consumption;  but  only  in 
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recent  years,  through  the  science  of  bacteriology,  has  the  medical  pro- 
fession and  the  public  been  enlightened  as  to  the  specific  cause  of  con- 
sumption, and  the  method  of  its  dissemination  among  the  susceptible. 
The  people  of  to-day,  therefore,  in  every  walk  of  life,  have  a  far  greater 
responsibiliiy  thrust  upon  them  with  respect  to  minimizing  this  source 
of  danger  by  the  application  of  all  reasonable  sanitary  measures.  We 
have  to  bear  in  mind,  then,  in  considering  the  dust  problem,  the  possi- 
bility of  the  presence  of  "infectious  dust"  from  dried  sputum  in  the 
air  of  diflferent  mill  rooms.  Persons  suffering  from  consumption  cannot 
always  be  detected  in  these  rooms,  and  the  habit  of  indiscriminate 
spitting  involves  the  possibility  of  infection. 

A  comparison  of  the  important  constant  or  possible  unhygienic  in- 
fluences in  the  ring-spinning  and  carding  departments,  with  emphasis 
upon  the  dust  in  these  rooms,  is  as  follows :  — 

Bing  Spinning. 

1.  Considerable  dust  (constant). 

2.  "Infectious  dust"  (dried  sputum). 

3.  Excessive  heat  (with  artificial  moisture). 

4.  Excessive  heat  (without  artificial  moisture  in  some  rooms). 

5.  Lack  of  provision  for  a  plentiful  supply  of  fresh  air. 

6.  Poor  light. 

7.  Carbon  monoxide  gas,  and  excessive  amounts  of  carbon  dioxide  from 
respiration  and  combustion. 

Carding. 

1.  Dust  (abundant  and  continuous). 

2.  "Infectious  dust"  (dried  sputum). 

3.  Lack  of  provision  for  a  plentiful  supply  of  fresh  air. 

4.  Carbon  monoxide  gas,  and  excessive  amounts  df  carbon  dioxide  from 
respiration  and  combustion. 

Having  considered  some  of  the  larger  workrooms  with  especial  refer- 
ence to  insuflScient  light  and  to  the  presence  of  dust,  together  with  other 
imsanitary  influences,  attention  should  be  called  to  the  facts  concerning 
the  introduction  of  artiflcial  moisture. 

A  special  study  of  80  weave  rooms  was  made.  In  57  of  these  rooms 
the  so-called  steam  vapor  pot^  system  was  foimd.  In  18  rooms  there 
was  excessive  moisture;  in  4  of  these,  excessive  heat.  In  20  rooms  the 
drosophore  or  some  other  modem  system  (with  or  without  the  vapor 

^  By  this  system  moisture  is  usually  added  to  the  air  of  the  rooms  by  means  of  a  number  of 
steam  jets.  Steam  thus  introduced  is  known  in  the  trade  as  '*  live  steam."  The  moisture  be- 
comes visible  just  after  escaping  from  the  pipe,  and  again  disappears  at  a  distance  of  2  or  8  feet. 


Digitized  by  LjOOQ IC 


No.  34.]  FACTORY   CONDmONS.  475 

steam)  was  foimd,  showing  that  the  modem  systems  are  fast  gaining 
gronnd.  In  9  there  was  excessive  heat,  and  in  no  one  of  these  9  rooms 
was  there  any  attempt  to  regulate  the  temperature;  in  7  rooms  there 
were  no  thermometers. 

The  investigation  showed  conclusively  that  scarcely  any  effort  is  made 
on  the  part  of  most  manufacturers  to  ascertain  the  definite  conditions 
with  respect  to  heat  and  moisture  favorable  to  weaving,  by  the  use  of 
accurate  thermometers  and  hygrometers.  The  raising  of  humidity  is 
done  in  a  very  unworbnanlike  manner.  In  23  of  the  80  rooms  there 
were  no  hygrometers;  in  2  rooms  where  hygrometers  were  present  they 
were  broken;  and  in  a  large  number  of  rooms  one  or  more  hygrome- 
ters were  found  to  be  unserviceable.  In  the  great  majority  of  instances 
where  hygrometers  were  used  the  instruments  were  untrustworthy.  The 
ordinary  stationary  wet  and  dry  bulb  thermometer  for  determining  the  at- 
mospheric humidity  is,  according  to  an  authoritative  writer  on  this  sub- 
ject, ''far  from  satisfactory  for  mill  use,  and  except  in  very  careful 
hands  is  absolutely  worthless.'^  Moreover,  most  of  the  men  who  have 
the  care  of  the  hygrometers  either  neglect  to  keep  them  in  order  or  fail 
to  take  accurate  records. 

Agents  or  superintendents  of  a  few  corporations,  on  the  other  hand, 
have  made  careful  and  extensive  inquiries  in  order  to  determine  '*  what 
constitutes  the  best  working  conditions  and  what  degree  of  atmospheric 
humidity  for  a  given  temperature  will  give  the  best  results,"  on  the 
ground  that  the  information  obtained  may  be,  from  a  commercial  point 
of  view,  of  great  importance.  These  men  have  used  the  self-registering 
hygrometer,  or  psychrometer,  and  the  "sling  hygrometer,"  with  very 
promising  results;  and  one  of  them  states  that,  "for  quickly  and  accu- 
rately determining  the  actual  moisture  and  temperature  conditions  of  a 
room,  the  sling  hygrometer  leaves  little  to  be  desired  for  mill  use." 

That  heavy  or  excessive  steaming  in  mills  is  injurious  to  the  health 
of  those  who  work  in  them  has  been  for  years  the  opinion  of  competent 
physicians.  On  this  subject  a  report  of  great  value  was  made  in  1897 
by  a  committee  appointed  by  the  English  government.  It  was  this  report 
which  made  in  many  respects  a  new  departure  in  factory  legislation. 
While  the  amount  of  moisture  allowed  in  rooms  where  artificial  moisture 
was  introduced  had  been  under  government  control  since  1889,  the  order 
of  1898  contained  important  provisions  with  regard  to  the  character  of 
the  steam  introduced  into  the  rooms,  in  addition  to  the  provisions  for  the 
regulation  of  temperature  and  the  exceedingly  valuable  provision  for 
ventilation. 
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Conditions  of  Toilet  and  Wash  Rooms,  with  Reference  to  Location,  Venti- 
lation and  Privacy. 
In  the  majority  of  mills  the  toilet  rooms  and  facilities  for  washing 
are  beyond  criticism,  being  properly  constructed  and  placed  and  provided 
with  means  for  adequate  ventilation;  and  due  consideration  is  given  to 
decent  separation  of  the  quarters  provided  for  each  sex.  In  not  a  few, 
on  the  otiber  hand,  there  is  imperative  need  of  improvement  as  regards 
structure,  location,  ventilation  and  common  decency.  In  a  number  of 
instances  these  conveniences  are  situated  in  comers  of  workrooms,  and 
have  absolutely  no  means  of  ventilation  excepting  into  the  workrooms, 
the  air  of  which  in  the  immediate  vicinity  of  the  closets  is  noticeably  foul, 
the  degree  of  pollution  depending  upon  general  conditions  as  to  cleanli- 
ness and  care.  In  a  number  of  mills  the  closets  for  the  two  sexes  were 
found  to  be  separated  only  by  partitions,  in  which,  whether  of  wood  or 
brick,  were  many  holes  of  various  sizes,  some  plugged  with  paper  and 
others  not.  In  one  of  the  largest  establishments,  some  of  the  women^s 
closets,  unprotected  by  doors,  were  found  to  be  so  placed  with  reference 
to  the  corridor  traversed  by  both  sexes  that  their  chance  occupants  were 
plainly  observable. 

Conditions  as  to  Means  of  Egress  in  Case  of  Fire. 
Generally  speaking,  the  means  of  egress  in  case  of  fire  have  been  found 
to  be  adequate,  and  in  a  number  of  instances  most  admirable ;  but  in  cer- 
tain cases  the  possibility  of  great  loss  of  life  in  the  event  of  fire  is  so 
self-evident  as  to  demand  special  mention,  as  follows :  — 

A.  A  four-storied  brick  building,  200  by  80  feet.  No  outside  fire  escapes 
on  three  sides. 

B.  Two  sixth-story  rooms^  with  no  outside  fire  escapes.  Working  in  one 
are  63  persons,  including  7  girls  under  eighteen  years,  and  in  the  other  are  48, 
including  4  girls  under  eighteen  years. 

C.  Mill  with  five  stories  and  an  attic.  From  the  floor  of  the  attic  to  the 
ledges  of  the  windows  where  the  fire  escape  starts  is  about  12  feet.  An  iron 
ladder  is  so  arranged  that  it  can  be  lowered  to  the  fioor  to  permit  reaching 
the  slanting  roof,  which  is  about  90  feet  from  the  ground.  From  the  win- 
dows a  ladder  with  rounds  which  nearly  touch  the  roof  leads  to  the  edge  of 
the  roof,  whence  a  slanting  ladder  leads  to  the  ground.  In  this  attic  room, 
about  90  feet  from  the  ground,  are  54  employees,  mostly  women  and  girls. 

D.  Two  large,  sixth-floor  rooms,  with  window  sills  6  feet  from  the  floor. 
In  one  are  23  boys  and  girls  under  eighteen,  and  in  the  other  are  75  em- 
ployees, more  than  half  of  whom  are  women.    A  narrow  iron  ladder  leads 
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from  the  fire-escape  window  down  the  slanting  slate  roof,  the  ladder  resting 
on  the  slates  for  about  10  feet,  and  then  downward  on  the  side  of  the 
building. 

Conditions  as  to  Possibility  of  Injury  through  Accidents. 
In  a  great  industry,  employing  large  numbers  of  persons  in  a  number 
of  different  operations  which  involve  the  use  of  various  kinds  of  fast- 
running,  complicated  machinery,  the  theoretical  possibilities  of  physical 
injury  are  obviously  great;  but  in  practice  the  actual  casualties  are  rela- 
tively small  in  number  and  chiefly  trivial  in  character,  as  will  appear  on 
examination  of  the  following  analysis  of  tfie  accident  cases  which  oc- 
curred at  the  second  largest  establishment  in  the  State,  employing  5,200 
persons,  during  a  period  of  almost  five  years  (lacking  four  weeks).  Dur- 
ing the  whole  of  this  period  the  actual  number  of  working  days  was 
practically  1,500,  and  the  number  of  accidents  was  1,000,  or  4  per  work- 
ing week  among  5,200  persons,  —  a  proportion  which,  it  may  be  fairly 
assumed,  compares  favorably  with  that  obtaining  in  the  population  at 
large. 

Analysis  of  IfiOO  Accidents  which  occurred  at  the  Pacific  Mills,  Law- 
rence, Mass.,  during  the  Period  of  nearly  Five  Years,  from  Aug. 
10,  1900,  to  July  IS,  1905. 
The  record  of  1,000  accident  cases  reported  at  the  Pacific  Mills  in- 
cludes many  cases  of  a  trivial  nature,  as  is  shown  by  the  fact  that  99 
cases  were  not  considered  serious  enough  to  be  sent  to  the  hospital,  and 
37  persons  refused  to  go,  mainly  because  they  thought  it  unnecessary. 

But  1  person  was  killed  outright,  and  but  1  was  fatally  injured,  dur- 
ing the  period  of  nearly  five  years. 

Elilled  outright, 1 

Fatally  injured, 1 

Seriously  injured  (broken  limbs,  or  amputation  necessary),  .        ,        .  86 

Slightly  injured, 910 

Unclassified  (suffered  nervous  shocks,  but  physically  uninjured),  .        .  2 


1,000 


Were  sent  to  the  hospital  for  examination  or  treatment,        .        .        .  822 

Were  not  sent  because  injury  was  thought  too  slight  by  overseer, .        .  99 

Refused  to  go, 37 

Went  to  family  physician  by  preference, 41 

Killed, 1 

1,000 
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Spoke  or  understood  the  English  language,    .        .        .        .        .  794 

Did  not,  or  were  not  fully  capable  of  understanding  it,  .        .        .        .       206 


1.000 
Actual  Causes  of  Injury. 

Caught  in  machinery  in  operation  in  ordinary  usage,     ....  320 

Caught  in  machinery  while  cleaning  contrary  to  orders, ....  Ill 

Careless  handling  of  tools  or  implements  of  work, 98 

Handling  machinery,  merchandise,  etc.,  in  transportation,  etc.,      .        .  137 

Slipped  on  floors,  etc.,  and  were  caught  by  machinery,  etc.,    ...  61 

Injured  by  trucks  or  wagons  used  in  the  work, 36 

Injured  by  belts, 32 

Injured  by  splinters  of  wood  or  iron, • .        .  39 

Struck  by  flying  shuttles, 19 

Injured  while  about  the  elevators, 19 

Falls  from  stagings  or  elevated  platforms, 16 

Falls  from  ladders, 11 

Falls  down  stairs, 11 

Falls  through  trap-doors, 6 

Falls  on  ice,  or  struck  by  falling  ice, 3 

Injured  by  falling  coal,  while  handling  same,  or  working  in  coal 

pockets, 15 

Injured  by  falling  shafting, 1 

Burned  by  steam  or  hot  water, 16 

Burned  by  acids  or  dyestuffs, 8 

Cut  by  glass,  putting  hands  through  windows,  etc.,        ....  10 

Injured  on  railroad  work, '  .  17 

Accidents  caused  by  horses, 7 

Injured  by  trenches  caving  in, 2 

Struck  maliciously  by  fellow  workmen, 5 

Unclassified, 10 

1,000 
Underlying  Cause  of  Injury, 

Careless  manipulation, 539 

Deliberate  carelessness  (taking  chances  of  being  injured,  such  as  clean- 
ing machinery  while  running,  etc.), 164 

Inattention  to  surroundings, 177 

Carelessness  of  fellow  workman, 51 

Unforeseen  liability, 60 

Unclassified, 9 


1,000 
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Claaaification  of  Injured  Employees, 

Male, 804 

Female, 196 

1,000 
Classification  by  Ages. 

Under  sixteen  years  of  age, 79 

Sixteen  to  twenty-one, 246 

325 

Twenty-one  to  thirty, 302 

Thirty  to  forty, 176 

Forty  to  fifty, 100 

Fifty  to  six^, 64 

Over  sixty, 27 

Unknown, 6 

1,000 
Classification  by  Nationality. 

American  birth, 212 

Canadian, 271 

English  and  Scotch, 182 

Irish, 138 

Syrians,  Armenians,  etc., 65 

Russians,  Poles,  etc., 52 

German  and  Scandinavian, 41 

Italian,  etc., 31 

Portnguese, 18 

1,000 
Length  of  Employment. 

Under  one  month, 143 

One  to  six  months, 275 

Under  one  year, 124 

542 

One  to  five  years, 255 

More  than  five  years, 197 

Not  stated, 6 

1,000 
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Place  of  Employment. 


DEPARTMENT. 


Cotton  miU, 
Carding  and  roving,  general, 
Picker  roomg,     . 
Card  Btrippers,  . 
Frame  tenders,  . 


Weaving,  weavers,    . 
Weaving,  loom  fixers. 
Weaving,  loom  cleaners, 
Weaving,  general. 


Ring  spinning,    . 
Male  spinning,  . 
Spooling  and  warping,      . 
Dressing  and  web  drawing, 


Worsted  MUU. 
Sorting,  combing  and  drawing. 
Can  spinning,     . 
Mme  spinning,   . 
Weaving,  weavers,    . 
Weaving,  loom  fixers. 
Weaving,  general,     . 


Worsted  dyeing  and  finishing. 

Print  Worht. 
Shearing  and  singeing. 
Bleaching.  sconrTng.  etc., 
Drying  or  white  rooms. 
Engraving, 
Printing,     . 
Color  shop, 
Steaming  and  ageing, 
Dveing  and  washing, 
Finlshlug,   . 
Folding. 
Packing  and  shipping. 


Repair  Shopi. 
About  machines. 
Handling  tools,  . 
Stagings  and  ladders. 
Others, 

About  ensrines,  . 
Al>out  boilers,    . 


Yard  and  stable. 
Watch, 


About 
Machines. 


10 
28 
21 


45 
8 
7 
2 


67 

U 
15 
8 
18 


196 

96 

48 

7 

17 
16 


2(S 
49 


4 
13 
8 
7 
28 

10 
6 
9 
8 
2 


96 


42 
38 


Not  about 
Machines. 


10 
12 

1 


16 


16 


1 
8 

1 
2 
6 
1 

4 
4 
4 
10 


26 
20 


66 


149 
6 


812 


ToM. 


18 
26 
21 


46 
8 
7 
4 


69 

16 
17 
8 
18 


206 

106 
60 
8 
80 
17 
81 


802 
64 


6 
16 

9 

9 
84 

1 

10 
10 
13 
12 
12 


181 

42 
88 
25 
20 
6 
11 


142 


149 
6 


1,000 


Hands 
amptoyed. 


74 


87 

158 


291 


431 

48 


666 

295 
66 
80 

284 


1,621 

899 
804 
61 
794 
46 
98 


595 


82 

69 
77 
101 
119 
89 
67 
107 
109 
164 
117 


1,001 


260 
111 


6.206 


Pas  Cbht.  nr- 
JuaxD. 


Total. 


17.67 
113.63 
66.75 
24.68 


83.68 

10.44 
6.26 

30.44 
6.25 


10.42 

6.42 

80.91 

8.75 

6.66 


13.64 

26.50 
19.74 
15.69 
10.07 
87.78 
81.63 


17.86 
10.76 


15.68 
23.19 
11.69 

8.91 
28.67 

2.66 
14.93 

9.85 
11.92 

7.82 
10.26 


18.10 


66.80 


134.23 
27.27 


19.21 


Per  Tear. 


3.62 
22.78 
11.35 

4.94 


6.74 

2.09 
1.26 
6.09 
1.25 


2.06 

1.06 

6.18 

.76 

1.11 


3.71 

6.80 
8.96 
8.14 
2.01 
7.66 
6.88 


8.67 
2.15 


8.18 
4.64 
2.84 
1.78 
6.71 
.61 
2.99 
1.87 
2.88 
1.46 
2.06 


2.61 


11.86 


26.85 
5.45 


3.84 
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Examples  of  Various  Types  of  MUls  with  moderately  or  distinctly  Bad 
Conditions,  Susceptible  of  Improvement  with  Reasonable  Expendu- 
ture. 

A.  Small  woolen  milL  Walls  and  ceilings  dark  and  dirty.  Basement 
conditions  unsatisfactory.  Poor  ventilation.  Means  of  removing  steam 
inadequate. 

B.  Small  woolen  mill  Walls  and  ceilings  need  whitening.  Small  win- 
dows and  poor  light  in  low-studded  weave  and  spinning  rooms.  (To  illus- 
trate a  simple  means  of  improving  light  at  trivial  expense.) 

C.  Cotton  mill,  employing  800  persons.  Four  weave  rooms  and  two  spin- 
ning rooms  are  dark,  on  account  of  very  dirty  windows  and  dingy  walls  and 
ceilings.  Walls  and  floor  of  a  mule-spinning  room  are  exceedingly  filthy. 
Ventilation  inadequate  in  the  spinning  room,  and  very  poor  in  the  weave 
rooms;  in  the  carding  room  there  are  no  mechanical  means  of  ventilation  and 
removal  of  dust. 

D.  Cotton  mill,  800  employees;  145  employees  under  twenty-one  years  of 
age.  Age  of  buildings,  thirteen  to  thirty-four  years.  Weave  rooms,  walls 
and  ceilings  need  whitening  to  improve  the  light.  Ring  and  mule  spinning 
rooms,  ceilings  and  walls  need  whitening.  Carding  rooms,  ceilings  and  walls 
need  painting  or  whitewashing.  Stairways,  walls  and  windows  are  dirty  and 
n^lected;  no  system  of  scrubbing  or  cleaning;  floors  very  dirty.  Very 
poorly  ventilated;  no  mechanical  ventilation  in  the  carding  rooms,  which  are 
fiUed  with  dust. 

E.  Mill  with  350  employees,  mostly  American  bom;  largest  number  are 
girls  and  women.  The  processes  of  spool  winding,  bobbin  winding  and  knit- 
ting of  linen  thread  are  followed  in  a  third-floor  room,  164  by  71  feet,  in  an  old 
building.  The  ceiling  is  11  or  12  feet  high.  About  70  girls  and  women  are  in 
this  room,  which  is  poorly  lighted  and  very  unattractive.  Some  time  in  the 
past  the  lower  window  sashes  were  said  to  have  been  "  painted ; "  to-day  the 
glass  presents  a  worn,  dirty,  muddy  appearance,  and  keeps  out  light,  which 
the  room  needs.  (Glass  was  said  to  have  been  painted  in  order  to  prevent  the 
employees  from  looking  out  of  the  windows.)  More  girls  in  this  room  wear 
glasses  than  in  any  other  room;  more  look  pale  and  unhealthy  than  in  the 
other  rooms.  The  walls  and  ceilings  need  thorough  cleansing  and  whitening. 
The  slackness,  dirt  and  bad  light  are  unpardonable,  and  there  should  be  some 
efficient  means  of  ventilation  in  a  room  with  so  many  occupants  constantly 
at  work.  The  room  below  needs  improvement  along  the  same  lines.  This 
establishment  well  illustrates  a  type  of  factories  which  shows  like  n^lected 
conditions  in  one  or  more  rooms,  —  conditions  which  can  be  decidedly  im- 
proved at  an  entirely  reasonable  expense  with  very  little  difficulty;  and  there 
can  be  no  doubt  t^at  such  simple  changes  would  affect  materially  the  health 
of  the  employees. 

F.  Cotton  mill,  with  1,400  employees.  Weave  rooms,  mule-spinning 
rooms  and  ring-spinning  rooms,  very  dirty  walls  and  ceilings.    Poor  or  bad 
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light  in  four  rooms;  low  ceilings  in  four  rooms.  New  treasurer  says  plans 
have  been  made  to  reorganize  the  whole  set  of  millsy  and  declares  that  the 
present  system  by  which  the  work  is  done,  as  well  as  the  condition  of  the 
workrooms,  is  wrong;  and  that  clean  workrooms,  well  painted,  with  new  ma- 
chinery and  proper  arrangement  of  departments,  are  necessary. 

G.  Coarse-goods  mill,  employing  3,000  persons.  Age  of  buildings,  ten 
to  seventy-five  years.  Three  weave  rooms  and  four  mule  and  ring  spinning 
rooms,  low  ceilings,  poor  light,  walls  and  ceilings  dirty.  Several  carding 
rooms,  walls  and  ceilings  very  unclean ;  one  room  greatly  neglected.  Picker 
room  dirty,  dark  and  very  dusty.  Many  of  the  windows  very  dirty.  Many 
floors  old  and  oil-soaked;  some  of  the  weave  room  floors  nasty  in  places, 
showing  accumulated  dirt  and  water  condensed  from  steam  vapor  pot  system. 
Stairways  need  cleaning  and  whitening.  Men,  women  and  children  in  this 
mill  are  exposed  to  vitiated  air,  in  addition  to  insufficient  light  and  lack  of 
proper  cleanliness. 

H.  Woolen  mill,  very  old.  Weave  rooms  low  studded;  lighted  by  gas; 
dirty  walls  and  dark  ceiling.  Mule  spinning  rooms  low  studded;  lighted  by 
gas;  light  would  be  improved  by  whitening  walls  and  ceiling  and  cleaning 
very  dirty  windows.  Warping  and  spooling  room  low  studded;  lighted  by 
gas;  walls  and  ceiling  need  cleaning  and  whitening.  Carding  rooms,  walls, 
window  sills  and  ceilings  badly  neglected.  Stairways  dirty  and  neglected; 
neglected  conditions  in  most  of  the  rooms.  Dirty,  even  nasty,  walls,  ceilings, 
stairways  and  hallways,  —  apparently  neglected  for  years,  as  much  of  the 
dirt  is  in  layers,  and  in  comers  is  in  "  bunches." 

7.  A  coarse-goods  mill,  150  to  500  employees.  Buildings  erected  1845-90. 
Three  weave  rooms,  dingy  appearance  because  of  lack  of  whitening  ceilings 
and  walls.  One  room,  11-foot  ceiling,  is  very  dirty  and  dusty,  made  nasty 
by  the  steam  from  vapor  pots.  General  lack  of  cleanliness.  Small  windows. 
Basement  weave  room,  8  feet  from  floor  to  timbers;  ceiling  and  walls  need 
whitening. 

J.  Medium-goods  cotton  mill,  employing  200  persons.  Original  mill  built 
in  1814.  Two  weave  rooms,  each  36  by  171  feet,  8  feet  high;  small  windows; 
ceiling  needs  to  be  whitened  to  improve  light;  kerosene  (glass)  lamps  hang 
between  looms,  suspended  by  wires  from  ceilings.  Mule  spinning  room,  ceil- 
ing less  than  8  feet  high;  ceiling  and  walls  need  cleaning  and  whitening; 
kerosene  lamps;  kerosene  lamps  on  movable  stands  near  drawing-in  frames. 

Examples  of  Mills  operated  under  Commendable  Conditions. 
A.  Mills,  erected  1849-92,  where  colored  goods  are  manufactured.  Num- 
ber of  employees,  1,000.  Grade  of  stock,  medium  to  coarse.  General  order 
and  neatness,  good.  In  a  carding  room  one  "  sweeper  "  and  one  "  scrubber  " 
are  kept  at  work  all  the  time;  in  a  weaving  room,  two  "scrubbers;"  in  a 
spinning  room,  one  "  scrubber,"  etc.  These  persons  scrub  and  keep  clean  the 
broad  alleys  and  the  spare  floor;  i,e,,  where  there  is  no  machinery.  The 
floors  appear  to  have  continuous  and  thorough  scrubbing.    The  alleys  next 
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to  the  walls  and  windows,  which  in  old  mills  are  found  commonly  to  be  dirty, 
are  clean.  The  window  sills,  also,  are  kept  clean.  The  water-closets,  sink 
rooms  and  clothes  rooms  are  orderly  and  clean.  Nearly  all  the  windows  are 
dean;  they  are  said  to  be  cleaned  twice  a  year.  The  stairways  are  clean; 
many  women  are  seen  at  work  scrubbing  floors  and  stairways.  Some  signs 
are  posted:  "Please  do  not  spit  tobacco  juice  on  floor  or  in  comers.'* 

B,  Cotton  mill.  Number  of  employees,  1,200.  Grade  of  stock,  fine. 
G^eral  order  and  neatness,  good.  Considerable  care  is  taken  to  keep  the 
rooms  clean  and  in  order.  All  of  the  rooms  in  the  mills  compare  favor- 
ably with  those  of  modem  fine-goods  mills,  so  far  as  general  order  and  neat- 
ness is  concemed.  Sweepers  and  scrubbers  are  kept  busy  all  the  time. 
Weavers  do  not  have  to  sweep  around  their  own  looms.  Windows  are  clean; 
they  are  said  to  be  cleaned  two  or  three  times  a  year.  The  whitened  ceilings 
and  walls  greatly  improve  the  light  in  the  rooms,  besides  making  the  rooms 
attractive,  rather  than  bam-like  in  appearance. 

C,  Modem  mill,  two  years  old,  for  manufacturing  combed  hosiery  yams. 
Number  of  employees,  500.  Grade  of  stock,  fine.  Height  of  buildings,  three 
stories  and  basement.  All  rooms  are  16  feet  high,  except  the  basement,  which 
is  12  feet.  The  walls  and  ceilings  are  clean  and  smooth.  The  windows  are 
12  by  7  feet,  with  transoms.  The  size  of  the  window  glass  is  12  by  16  inches. 
The  upper  story  has  monitor  windows.  Between  the  carding  machines  and 
the  combing  department  is  a  glass  partition.  Arc  lights  are  in  the  picker, 
carding,  roving  and  mule  rooms;  incandescent  lights  in  the  combing  depart- 
ment. Modem  humidifiers  are  installed  for  regulating  moisture  in  the  work- 
rooms. There  are  separate  water-closet  towers,  including  sink  rooms,  for 
men  and  for  women. 

D,  Fine-goods  mills,  erected  in  1871,  1882,  1889  and  1892,  in  which  the 
conditions  from  a  sanitary  point  of  view  are  very  good.  Number  of  em- 
ployees, 1,000. 

No.  1  Mill,  1871:  Top  room  (spinning),  315  by  87  feet,  15  feet  high; 
equipped  with  gas.  Spinning  room,  315  by  87  feet,  13  feet  high;  equipped 
with  electricity.  Upper  card  room,  314  by  86  feet,  13  feet  8  inches  high. 
Lower  card  and  weave  room,  313  by  85  feet,  13  feet  8  inches  high. 

No.  2  Mill,  1882 :  Carding  and  spinning  rooms,  about  380  by  87  feet,  13 
to  14  feet  8  inches  high. 

No.  3  Mill,  1889 :  Two  weave  rooms,  about  285  by  96  feet,  15  feet  high. 

No.  4  Mill,  1892:  Two  weave  rooms,  about  400  by  120  feet,  16  feet  high. 

Nearly  all  the  rooms  are  light  and  white  (rooms  well  painted;  walls 
whitened).  Sturtevant  system  of  heating  and  ventilating.  Regenerated  cold- 
air  system  introduced,  with  vapor  steam  system.  Self -registering  hygrometer 
in  use.  Some  windows  have  transoms  which  open;  others  are  so  arranged 
that  the  top  part  of  the  lower  sash  can  be  tipped  back  into  the  room,  —  the 
sides  being  closed  in  with  wood,  —  so  that  fresh  air  may  be  admitted  into  the 
upper  part  of  the  workrooms. 
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Manufacture  of  Carpet  Yarn,  Twine,  Cordage  and  Gunny  Cloth 
FROM  Jute  and  Hemp. 

The  raw  material  in  various  forms  comes  in  bales,  which  are  opened 
and  shaken  apart,  and  the  contents  are  then  treated  according  to  their 
nature.  Ordinary  jute  and  hemp,  after  being  shaken  out,  are  run  through 
softening  machines,  in  which  they  are  moistened  with  an  emulsion  of  oil 
and  water,  preparatory  to  carding.  Old  rope,  gunny  bagging  and  twine 
are  run  through  machines  whicb  pick  the  fibers  apart  as  a  preliminary 
to  other  processes.  Opening,  picking,  softening  and  carding  are  proc- 
esses which  are  exceedingly  dusty,  and  the  dust  is  very  irritating  to  the 
air  passages.  The  machines  which  straighten  and  twist  the  fibers  also 
give  rise  to  much  dust. 

Three  mills  devoted  to  this  industry  were  visited,  the  largest  of  which 
gives  employment  to  about  2,300  persons,  including  116  children  between 
fourteen  and  sixteen  years  of  age,  nearly  all  of  whom  are  girls;  and  the 
second  in  size  employs  from  200  to  500  persons,  according  to  the  condi- 
tions of  business.  In  the  former  the  rooms  are  fairly  or  well  lighted; 
but  all  of  them,  in  spite  of  mechanical  ventilation  and  open  windows, 
are  exceedingly  dusty,  and  many  of  the  operatives  wear  thick  bunches  of 
fiber  over  mouth  and  nose  as  a  protection.  A  fairly  large  proportion  of 
the  operatives  show  the  eflEeets  of  their  employment,  looking  pale  and 
sickly. 

In  the  establishment  second  in  size  the  light  is  good,  and  the  ventila- 
tion, apart  from  dust,  is  fair.  The  spinning  rooms  are  clean,  light  and 
well  ventilated.  The  room  in  which  old  rope  is  picked  apart  is  very 
dusty,  but  it  is  of  good  size,  and  is  occupied  by  but  2  persons.  The  room 
in  which  Sisal  hemp  is  fed  into  breakers  has  an  area  of  nearly  17,000 
square  feet  for  40  occupants,  but  the  air  is  filled  with  dust. 

In  the  third  place  the  rooms  are  light  and  well  ventilated.  In  some 
parts  the  air  contains  considerable  dust,  but  the  employees  in  all  depart- 
ments look  well  and  strong. 

Manufacture  of  Carpets  and  Rugs. 
The  processes  followed  in  the  weaving  of  carpets  and  rugs  are  very 
similar  to,  if  not  identical  with,  those  of  the  cotton  and  woolen  cloth 
industries,  but  there  are  certain  conditions  which  are  different.  In  the 
matter  of  material,  for  example,  there  is  a  wider  range,  since  yams  of 
hemp,  jute,  worsted  and  cotton  are  employed.  Some  of  these  are  bought 
in  bale  form,  and  others  are  made  on  the  premises.  Thus  cotton  comes 
in  rolls,  and  is  carded,  twisted  and  spun  into  roving;  and  wool  comes  in 
various  forms,  and  requires  diflferent  methods  of  handling.  In  the  sort- 
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ing  of  wool  the  material  is  handled  on  benches  with  perforated  tops, 
through  which  dust  and  dirt  fall  to  a  box  beneath.  Some  of  the  wool 
is  "  picked  ^^  by  machinery,  back  of  which  are  small  compartments  into 
which  the  finely  picked  fibers  are  blown.  The  air  in  the  vicinity  becomes 
heavily  impr^nated  with  dust  and  flying  fibers. 

Such  of  the  wool  as  may  require  it  is  fed  into  washing  machines,  which 
wash  it  with  soap  and  water,  and  then  into  a  series  of  tanks  of  water. 
Finally  it  is  passed  to  drying  machines,  in  which  it  is  dried  by  heat. 

The  yams  that  come  in  baled  form  are  opened  up  and  dusted  by  ma- 
chinery, which  process  causes  considerable  dust. 

Carpet  yams  are  wound  on  bobbins  and  on  spindles,  and  this  process 
is  commonly  a  dusiy  one.  They  may  be  sized  with  a  mixture  of  glue 
and  paste,  to  impart  stiffness;  and  some  of  them  are  passed  through  a 
dressing  of  paste,  with  or  without  color,  and  then  are  quickly  dried  and 
wound  on  drums  or  beams. 

The  operation  of  carpet  weaving  is  accompanied  by  much  dust,  and 
requires  constant  attention  and  keen  watching  for  flaws  and  '^ skips'' 
in  the  weaving.  After  a  carpet  or  rug  is  woven,  it  is  inspected,  sheared 
and  brushed.  The  shearing  machines  cut  off  all  bits  of  fiber  and  other 
irr^ularities,  and  in  so  doing  create  considerable  dust,  much  of  which 
is  coarse  and  heavy,  and  does  not  long  remain  suspended  in  the  air. 

Five  carpet  factories  visited  employ  about  6,000  persons,  about  10  per 
cent,  of  whom  are  between  the  ages  of  fourteen  and  sixteen.  The  largest 
of  these  shows  some  departments  in  which  poor  light,  excessive  heat, 
moisture  and  dust  constitute  the  objectionable  conditions.  One  large, 
fairly  well-lighted  room,  220  by  120  by  16  feet,  and  occupied  by  33  per- 
sons, has  so  much  fine  cotton  dust  and  fiber  in  the  air  that  it  is  with  diffi- 
culty one  can  see  across  it.  This  dust  is  very  irritating  to  the  nose  and 
throat. 

Some  of  the  rooms  are  poorly  lighted,  some  are  overheated  and  some 
are  badly  ventilated;  and  one  large  basement  room,  285  by  60  by  13  feet, 
occupied  by  150  women  and  girls  winding  yams  on  bobbins,  combines  all 
three  of  these  objectionable  conditions. 

The  wool-picking  room  is  well  lighted,  but  the  air  is  heavy  with  wool 
fiber,  and  is  at  the  same  time  excessively  hot. 

One  large  dusting  machine  is  equipped  with  a  fan  and  exhaust  dust 
pipe  which  never  have  been  used;  indeed,  there  is  no  shafting  to  run  the 
fan.  The  machine  has  been  in  use  upwards  of  five  years,  and  the  person 
who  operates  it  has  worn  a  handkerchief  over  nose  and  mouth  ever  since 
it  was  started.    The  work  is  exceedingly  dusty  and  dirty. 

The  weaving  rooms  of  the  next  largest  of  the  5  factories  are  large  and 
well  lighted,  but  the  air  contains  a  noticeable  amount  of  dust.  Most  of 
the  departments  of  this  mill  show  conmiendable  conditions. 
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In  the  third  many  of  the  children  between  fourteen  and  sixteen  are 
very  small  and  poorly  developed  for  their  age,  and  are  far  too  poorly 
developed  to  be  allowed  to  work  ten  hours  and  tweniy  minutes  for  five 
days  in  the  week. 

In  many  rooms  the  windows  are  too  far  apart,  and  the  light  is  barely 
suflBcient,  even  in  clear  weather.  The  older  weavers  complain  of  failing 
eyesight,  due  to  working  with  poor  light. 

One  of  the  mills  of  this  establishment,  although  comparatively  new, 
is  poorly  lighted  in  the  picking,  carding,  winding,  drawing  and  roving 
rooms,  but  otherwise  the  conditions  are  good.  In  four  of  the  weave 
rooms  the  ventilation  is  very  inadequate,  the  light  is  poor  and  the  air 
is  very  dusty. 

The  fourth  establishment  in  order  is,  in  the  main,  poorly  lighted  and 
inadequately  ventilated,  and  the  weave  rooms  are  very  dusty.  In  four 
rooms  in  which  yams  are  dressed  the  steam  boxes  are  so  loosely  con- 
structed that  much  steam  escapes,  and  causes  extreme  heat  and  moisture. 
About  one-tenth  of  the  employees  in  this  establishment  look  sickly. 

The  smallest  factory  of  all,  one  which  employs  ordinarily  600  persons, 
has  good  light,  adequate  ventilation  and  commendable  weave  rooms.  The 
employees  appear  to  be  in  good  health. 

Manufacture  op  Shoddy. 

Shoddy  is  made  from  woolen  rags,  which  come  ordinarily  to  the  mill 
in  the  form  of  bales.  The  first  process,  after  the  bales  are  opened,  is  that 
of  sorting,  which  is  done  by  women,  who  pick  out  all  cotton  rags,  silk 
mixtures,  buttons  and  other  foreign  matters.  The  selected  rags  are 
treated  in  a  large  vat  with  dilute  sulphuric  acid,  which  attacks  and  de- 
stroys all  cotton  fibers  which  may  be  present,  and  then  they  are  removed 
from  the  bath  and  allowed  to  drain.  Next  they  are  spread  on  racks  over 
steam  pipes,  and  dried  at  a  temperature  of  about  100*^  P.  in  a  confined 
space,  which,  before  the  dried  rags  are  removed  each  day,  is  thoroughly 
ventilated  by  opening  the  windows  and  operating  a  blower,  so  that  the 
men  who  do  the  work  may  not  be  exposed  to  the  fumes.  The  rags  are 
next  washed,  and  then  are  picked  apart  by  machinery.  The  product  is 
a  pure  wool  of  short  fiber  and  very  clean,  which  is  sold  either  dyed  or 
undyed. 

Two  establishments  of  this  class  were  examined,  one  of  which  is  poorly 
lighted,  inadequately  ventilated,  dusiy  and  ill-kept;  the  other  is  light, 
clean  and  well  ventilated.  Some  of  the  women  employed  appeared  to  be 
in  poor  physical  condition. 
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Manufacture  of  Pelt  Cloth  from  Cotton  and  Wool. 

In  the  manufaxjture  of  felt  cloth  from  cotton  and  wool  processes  vary 
somewhat  in  different  mills,  but  the  chief  ones  are  essentially  the  same. 
In  the  picker  room  different  kinds  of  wool  and  wool  waste,  mixed  or  not 
with  some  cotton  waste,  are  put  through  a  "  mixer  ^'  and  a  "  bmr  picker.^' 
In  this  department  much  dust  arises,  especially  when  cotton  waste  is  used 
to  a  considerable  extent. 

The  material  is  brought  into  the  carding  room  in  the  form  of  '^  laps.^^ 
The  carding  room  is  very  dusty,  but  heavy  wool  stock  gives  rise  to  less 
dust  than  cotton  and  wool  together.  The  loose  cloth  stock  is  pressed . 
together  in  order  to  make  a  thick,  compact  sheet.  This  process  is  called 
hardening  and  fidling.  Then  it  goes  through  large  wooden  rolls  to  be 
washed,  and  to  the  hydro  extractor.  In  the  dyehouse  the  colors  used  are 
chiefly  anilins,  which  are  dissolved  in  large  wooden  vats  in  hot  water. 
The  cloth  is  introduced  and  made  to  run  over  drums  until  colored.  From 
the  dyehouse  the  cloth  goes  to  the  drier.  In  the  finishing  room  the  goods 
are  pressed,  rolled  and  baled. 

Six  establishments  of  this  class  were  examined,  and  in  all  of  them  the 
work  was  found  to  be  conducted  in  fairly  lighted,  and,  apart  from  dust, 
adequately  ventilated  buildings.  In  each  there  was  more  or  less  dust, 
especially  in  the  picking  and  carding  rooms;  but  the  amount  was  much 
diminished  in  most  of  them  by  means  of  blower  fans. 

Cigar  and  Cigarette  Making. 

In  the  preparation  of  tobacco  leaves  for  the  manufacture  of  cigars 
they  are  moistened  with  water,  then  allowed  to  dry  again  to  the  stage 
desired,  and  then  are  spread  out  by  women,  who  "  strip  ^'  the  stems  away; 
they  are  next  dried  again  to  the  desired  extent,  and  are  then  ready  for 
use.  Tobacco  must  be  kept  at  a  certain  degree  of  dampness,  in  order 
that  it  may  lend  itself  properly  to  the  necessary  manipulation;  and  it  is 
kept  in  covered  cans,  to  prevent  excessive  drying. 

When  the  cigar  is  rolled,  and  the  wrapper  is  applied  and  fastened  with 
gum  tragacanth  paste,  it  is  cut  at  the  outer  end  to  the  required  length, 
and  is  then  ready  for  the  drying  room.  In  the  drying  room  the  cigars 
are  dried,  sorted  according  to  color,  boxed  and  labelled. 

In  the  manufacture  of  cigarettes  the  baled  tobacco  leaves  are  first 
separated  from  one  another,  and  the  different  kinds  are  then  mixed  on 
the  floor  in  a  long,  low  pile,  and  swept  together  with  a  broom.  Prom 
time  to  time,  as  more  tobacco  is  added,  the  pile  is  sprayed  with  water. 
After  standing  several  hours  to  "  blend  ^'  the  material  is  taken  to  the 
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cutting  machine.  After  being  cut,  it  is  shaken  up  on  a  broad  bench  to 
make  it  "  stringy/^  In  this  process  more  or  less  tobacco  dust  is  caused 
to  fly  about.  The  tobacco  is  then  conveyed  to  the  making  room  in  zinc- 
lined  boxes.  Here  it  is  rolled  up  in  a  bit  of  parchment  paper,  which, 
with  its  contents,  is  slipped  into  a  paper  tube,  and  then  the  parchment 
is  withdrawn.  The  loose  ends  are  then  trinmied,  and  the  cigarette  is 
ready  for  the  drying  room,  where  it  is  kept  several  days,  in  order  to  be 
brought  to  the  required  degree  of  dryness  (or  moisture).  The  paper 
tubes  are  stuck  together  with  starch  paste,  to  which  a  little  wheaten  flour 
is  added. 

The  number  of  cigar  aad  cigarette  factories  visited  is  as  follows: 
cigars,  134;  cigarettes,  11.  These  are  situated  in  Acton  (1),  Boston 
(80),  Cambridge  (3),  Chelsea  (10),  Everett  (1),  Fall  Eiver  (1),  Fitch- 
burg  (5),  Hyde  Park  (2),  Lawrence  (8),  Lowell  (4),  Lynn  (4),  Maiden 
(1),  New  Bedford  (2),  Newburyport  (1),  Somerville  (4),  Southbridge 
(1),  Springfield  (1),  Waltham  (3),  Westfield  (9)  and  Worcester  (6); 
and  they  include  establishments  of  all  sizes,  from  those  employing  less 
than  5  persons  to  those  with  many  hundreds. 

As  regards  light,  ventilation  and  general  sanitation,  the  reports  of 
127  establishments  are  from  "  fair  '^  to  "  good,^'  and  in  18  the  general 
conditions  observed  were  moderately  or  distinctly  bad.  But  in  this  in- 
dustry, as  a  whole,  certain  highly  objectionable  practices  prevail  very 
extensively.  The  spitting  habit,  for  example,  is  especially  common;  and, 
apart  from  the  danger  to  which  the  health  of  the  employees  is  thereby 
exposed,  is  particularly  to  be  deprecated,  in  view  of  the  fact  that  in  the 
processes  of  manufacture  considerable  tobacco  falls  to  the  floor,  and  these 
fragments,  if  not  gathered  up  and  used  on  the  premises,  are  very  com- 
monly swept  up  with  all  the  dirt,  dried  sputum  and  other  matter,  and 
sold  as  fillings  for  cheap  cigars. 

A  still  more  objectionable  practice  is  that  of  finishing  cigars  with  the 
aid  of  saliva.  This  was  observed  in  more  than  one-third  of  the  places 
visited.  Attention  was  called  to  this  habit  in  the  report  on  industrial 
conditions,  made  to  the  Legislature  in  January,  1906,  which  contained 
the  following  statement :  — 

The  possibihty  of  disseminating  loathsome  diseases  through  this  practice 
needs  no  extended  discussion.  Perhaps  it  would  be  fair  to  say  that  it  is  un- 
certain how  long  the  germs  of  certain  diseases  which  might  appear  to  be 
transmissible  in  this  manner  may  retain  their  vitaHty  in  contact  with  moist 
tobacco,  but  the  idea  is  sufficiently  revolting  on  SBsthetic  grounds  alone. 

In  18  factories  the  practice  of  biting  oS.  the  end  of  the  filler  and  inner 
wrapper  with  the  teeth  was  also  observed. 
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In  a  nmnber  of  factories  there  was  much  overcrowding,  some  were 
very  dusty,  some  very  dirty  in  every  part,  and  some  extremely  hot  and 
foul  smelling.  A  fairly  large  proportion  of  the  employees  looked  pale  and 
sickly,  and  in  some  of  the  largest  establishments  this  proportion  was 
noted  as  about  one-tenth. 

In  about  one-tenth  of  the  factories  the  water-closets  were  noted  as 
being  ''  unclean,"  '"  offensive ''  or  "  filthy/' 

Chair  Manufacturing. 

The  largest  of  the  9  chair  factories  visited  employs  1,451  persons,  the 
smallest  employs  but  8;  the  total  number  of  employees  in  the  9  estab- 
lishments is  about  2,600. 

The  woodworking  machines  employed  are  run  at  high  speed,  and  in 
general  are  well  guarded.  They  create  much  dust  and  large  amounts 
of  shavings  and  chips,  but  many  of  them  are  equipped  with  exhaust 
fans  and  dust  flues  which  lead  to  the  furnaces.  The  dust  which  escapes 
into  the  air  is  not  especially  fine,  and,  while  it  settles  to  a  considerable 
extent  upon  the  operatives,  it  appears  to  cause  no  great  discomfort. 

In  the  manufacture  of  chairs  from  rattan  the  material  is  bleached  with 
sulphur  fumes  and  treated  with  quicklime  and  chlorine;  but  those 
engaged  in  the  several  processes  assert  that,  although  the  work  is  some- 
what disagreeable,  they  are  conscious  of  no  impairment  of  health  there- 
from. The  dust  arising  from  the  shaving  machines,  which  are  fed 
largely  by  young  women,  causes  very  little  irritation  and  no  complaint. 

In  all  of  the  establishments  visited  (situated  in  Gardner  and  Wake- 
field) the  conditions  as  to  light  and  ventilation  were  found  to  be  fair  or 
good;  the  toilet  arrangements  were,  with  one  exception,  fairly  com- 
mendable; and  the  employees  showed,  as  a  rule,  a  healthy  appearance. 
In  but  one  did  the  spitting  habit  show  itself  to  a  considerable  extent, 
and  in  one  were  posted  notices  prohibiting  the  practice,  under  penalty 
of  a  fine  of  $5. 

In  the  largest  of  the  establishments,  in  which  1,451  persons  were 
employed,  but  in  which  the  number  sometimes  reaches  1,700,  the  largest 
number  of  accidents  in  any  one  of  the  years  1899-1905,  inclusive,  due 
to  the  fast-running  machinery,  was  34;  in  one  year  (1901)  the  number 
was  but  7.  The  accidents  are  due  to  flying  pieces  of  imperfect  wood, 
and  to  inattention  due  to  the  monotony  of  feeding  the  machines. 

Whip  Making. 
In  the  manufacture  of  whips  various  materials  are  used,  including 
heavy  rawhide,   East  India  buflfalo  hide,  rattan,  wood,  glue,  cotton 
thread,  paper,  anilin  dyes,  varnish  and  others.    The  machines  employed 
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in  splitting  rattan,  turning  and  tapering  rattan  and  wood,  give  oflf  con- 
siderable dust  in  spite  of  their  equipment  with  blowers  and  dust  flues; 
but  the  workmen  assert  that  the  dust  is  not  especially  irritating  or  trou- 
blesome. The  machines  which  plait  and  those  which  wind  the  whips 
with  paper  and  thread  create  no  dust. 

Eight  of  the  9  factories  visited  were  noted  as  being  fairly  well  lighted 
and  ventilated,  and  equipped  with  hoods  and  blowers;  and  in  all  the 
appearance  of  the  employees  as  to  health  was  good.  In  the  largest, 
which  employs  200  men  and  65  women,  there  was  much  spitting  on 
floors  and  stairways;  in  4,  the  habit  appeared  to  prevail  to  some  extent, 
especially  in  1  employing  about  150  persons,  about  one-third  of  whom 
are  women;  in  the  others  no  spitting  was  observed. 

Manufacture  op  Mouldings  and  Frames. 

In  the  manufacture  of  mouldings  and  frames  all  the  several  processes 
are  accompanied  by  much  dust,  or  by  the  fumes  of  wood  alcohol.  If  the 
woodworking  machinery  is  well  protected  and  provided  with  hoods,  by 
far  the  greatest  part  of  the  shavings  and  dust  is  taken  away. 

Bronzing  is  also  a  dusty  process,  and  those  who  engage  in  it  uniformly 
refuse  the  use  of  respirators.  In  the  4  moulding  establishments  visited 
the  woodworking  machinery  was  found  to  be  well  equipped  with  exhaust 
ventilation,  which  conveyed  the  dust  and  shavings  to  the  boilers.  In  3, 
where  the  operation  of  bronzing  is  carried  on,  there  was  considerable 
bronze  dust.  In  1  the  fumes  of  wood  alcohol  were  very  strong,  in  1 
moderately  strong,  and  in  a  third  only  perceptible. 

In  the  largest  of  these  establishments  60  persons  are  employed;  in  the 
smallest  one,  2.  In  the  latter  there  was  very  little  business,  and  corre- 
spondingly little  machinery. 

The  Boot  and  Shoe  Industry. 
Second  only  to  the  textile  industry,  as  a  whole,  but  of  greater  commer- 
cial importance  than  either  of  the  chief  divisions  of  the  same  (cotton  and 
woolen  manufacture)  alone,  stands  the  boot  and  shoe  industry.  Ac- 
cording to  the  census  of  1900,  while  the  value  of  the  textile  production 
of  Massachusetts  was  $213,000,000,  including  $110,000,000  for  cotton 
and  $73,500,000  for  woolen  goods,  that  of  the  product  of  her  boot  and 
shoe  factories  was  no  less  than  $117,000,000.  As  in  the  case  of  textiles, 
so  with  boots  and  shoes,  Massachusetts  leads  all  other  States,  —  indeed, 
she  manufactures  nearly  half  the  shoes  produced  in  the  whole  country, 
—  Massachusetts,  $117,000,000;  all  other  States  combined,  $135,000,- 
000.  The  nearest  competitor.  New  York,  produces  but  little  more  than 
one-fifth  as  much  as  does  Massachusetts. 
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In  this  enormous  indnstry  many  thousands  of  persons  are  employed 
in  a  large  number  of  factories  in  many  cities  and  towns  in  all  parts  of 
the  State;  in  3  cities  it  is  the  leading  industry,  and  also  in  a  number  of 
towns.  In  the  course  of  this  investigation  373  factories,  situated  in  the 
following  cities  and  towns,  were  visited :  — 


Cities. 


Plaob. 


BeTcrly, 
Boston, 
Brockton,    . 
Chelsea, 
Everett, 
PltchbuiK,  . 
Haverhill,    . 
Lawrence,  . 
Lowell, 

Ablngton,    . 

Athol,  . 

Braintree,    . 

Conway, 

Dalton, 

Danvers, 

Framlngham, 

Georgetown, 

Holbrook,    . 

Hudson, 

Marblehead, 

Mlddleboroagh, 

Hllford,       . 


Kumber 

of 
Factories. 


12 

1 

43 

8 
3 
2 
66 

1 
6 


Placb. 


Lynn, 

Marlborough, 
New  Bedford, 
Newburyi)ort, 
North  Adams, 
Peabody,    . 
Plttsfleld,  . 
Salem, 
Worcester, 


Number 

of 
Factories. 


120 
7 
1 
8 
8 
I 
2 
8 
7 


Towns. 


Natlck, 
Randolph, . 
Reading,    . 
Rockland,  . 
Spencer, 
Stoneham, . 
Stoughton, 
Wakefield, 
Wayland,  . 
Webster,    . 
Weymouth, 
Whitman,  . 


The  factories  visited  include  many  of  small  size,  as  well  as  the  largest 
and  most  modem  establishments  in  the  State.  The  investigation  shows 
that  even  in  the  smaller  and  older  establishments  as  much  care  can  be 
and  is  given  to  the  health  and  comfort  of  the  employees  as  in  the  very 
best  of  the  largest. 

The  processes  involved  in  the  manufacture  of  boots  and  shoes  are 
nimierous  and  exacting,  and  some  of  them  are  accompanied  by  condi- 


Digitized  by  LjOOQ IC 


492  STATE  BOARD   OF  HEALTH.         [Pub.  Doc. 

tions  which,  unless  care  be  taken  to  prevent  their  full  influence,  may 
cause  injury  to  the  health  of  the  operatives.  For  a  proper  understanding 
of  the  hygiene  of  the  industry  the  following  description  of  the  work  of 
the  various  departments  is  presented :  — 

Cutting  Department. 

In  the  manufacture  of  shoes  the  first  process  is  that  done  by  the 
"  cutters,^^  who  cut  the  leather,  on  a  specially  prepared  board,  with  sharp 
knives,  and  inspect  it  carefully  to  detect  imperfections,  which  work  calls 
for  good  light 

In  certain  kinds  of  shoes  the  material  which  is  to  form  the  "  upper  ^ 
is  taken  to  the  crimping  machine,  which  stretches  and  curves  the  leather 
so  as  to  make  it  more  like  the  '^  last  ^'  in  shape,  and  later  it  is  cut  again. 

This  work  is  carried  on  generally  in  a  large  room  in  conjunction  with 
a  nimiber  of  related  processes,  which,  according  to  their  nature,  call  for 
the  services  of  men  or  boys,  women  or  girls.  The  cutters  are  men,  as 
are  also  the  lining  cutters,  who  are  comparatively  few  in  number,  one 
being  able  to  cut  linings  for  many  cutters.  The  size  and  case  number 
are  stamped  on  the  linings  by  women  or  young  men,  who  may  sit  while 
at  work. 

The  reenforcement  of  parts  with  cotton  cloth  is  done  by  machines 
attended  by  boys  or  girls,  who  may  stand  or  sit,  as  they  like. 

The  remnant  pieces  from  the  operation  of  cutting  are  saved  for 
*' tongues'^  and  "eyelet  stays,^^  which  are  cut  by  boys  and  young  men 
with  dies  and  mallet.  Trimmings  for  sock  linings  are  cut  from  sheep- 
skins or  split  sheepskins,  known  as  "skivers,^'  by  men,  who  stand  at 
their  work. 

The  "  tips  '^  are  perforated  by  machines  operated  by  young  men,  who 
may  sit  or  stand,  at  will.  The  edges  of  the  leather  are  blackened  by 
boys  or  young  men  with  a  mixture  of  naphtha  and  lampblack,  only  a 
small  quantity  of  which  is  kept  in  the  building,  the  main  supply  being 
kept  elsewhere. 

Before  going  to  the  stitching  department  the  "  outsides,'^  linings  and 
trimmings  are  "booked.^' 

Stitching  Department 

In  the  stitching  department,  as  in  the  cutting  department,  men, 
women,  boys  and  girls  are  employed.  Before  the  parts  of  the  shoe  are 
put  together  the  lining  is  joined  together  by  a  stitching  machine,  and 
is  then  trimmed  and  stitched  to  the  "  outside  "  by  means  of  the  "  closing- 
on  ^^  machine,  both  of  which  machines  are  operated  by  women.  Processes 
vary  according  to  the  kind  of  shoe. 

The  edges  of  the  vamps,  quarters,  tips,  etc.,  are  covered  with  a  cement 
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made  of  rubber  and  naphtha,  which  is  kept  in  small  bowls  on  the 
benches  in  front  of  the  employees  (women  and  girls),  who  naturally  are 
exposed  to  the  fumes  of  naphtha  arising  therefrom.  Several  grades  of 
cement  are  used;  the  cheaper  grades,  which  give  off  the  more  disagreea- 
ble fumes,  answer  all  of  the  requirements  of  the  stitching  department, 
but  for  sole-laying  and  cementing  channels  they  do  not  give  satisfaction. 
The  cemented  parts  are  allowed  to  dry,  and  tiie  edges  are  then  turned 
over  by  pressing  machines,  which  give  a  finished  appearance. 

The  shoe  is  put  together  by  stitching  the  vamp  to  the  quarters.  This 
is  done  by  both  men  and  women,  and  is  work  which  demands  much  care. 
Several  different  processes  are  followed,  according  to  the  kind  of  shoe, 
the  heavier  work  being  done  by  men.  Machines  for  eyelets  are  operated 
generally  by  men,  but  those  for  buttonholes  are  run  by  women. 

Sole-leather  and  "  Stock-fitting  "  Departments. 

In  the  sole-leather  and  stock-fitting  departments  the  stock  is  ^'got 
out^'  by  being  cut  into  shape,  channelled,  etc.  This  work  is  done  by 
men.  The  resulting  soles  and  the  finished  uppers  now  go  to  the  "  mak- 
ing'^  department. 

Making  Department, 

The  making  department  includes  several  divisions,  known  as  lasting, 
heeling  and  finishing,  which  in  turn  include  many  sub-divisions.  The 
employees  are  men  and  boys,  and  the  work  is  mainly  "  standing  ^'  work. 
Only  eight  of  the  processes  are  of  any  especial  sanitary  importance, 
from  the  fact  that  the  conditions  regarded  as  essential  may  aflfect  in- 
juriously the  health  and  comfort  of  the  employees.    These  are :  — 

1.  Heel  trimming  or  shaving. 

2.  Edge  trimming. 

3.  Buffing. 

4.  Naumkeaging. 

5.  Heel  scouring. 

6.  Breast  scouring. 

7.  Polishing. 

8.  Cleaning  upper. 

1.  Heel  Trimming  or  Shaving.  —  The  heel-trimming  machine  has 
two  knives,  which  revolve  from  4,000  to  7,000  times  per  minute;  these 
remove  the  rough  part  of  the  heel.  One  of  the  machines  is  especially 
adapted  to  the  ''  heel  seat,^^  the  knives  being  so  made  that  they  can  cut 
around  this  portion  of  the  shoe. 

The  workman  must  exercise  great  care  to  do  the  work  properly,  and 
avoid  injury  to  his  fingers.  He  stands  in  front  of  the  machine,  which 
is  about  4  feet  high,  and  in  order  to  see  every  portion  of  the  heel  he  must 
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bend  his  head  and  shoidders  forward.  Because  of  the  swiftly  revolving 
knives,  he  grips  the  shoe  tightly  with  his  left  hand  over  the  heel  and  his 
right  over  the  toe.  The  work  causes  circular  or  oval-shaped  callosities 
of  varying  thickness  on  the  outer  and  upper  aspect  of  the  last  two  joints 
of  the  left  forefinger,  and  commonly  also  of  the  middle  finger  of  the  left 
hand.  Gloves  made  especially  for  this  work  are  said  to  interfere  with 
rapid  handling  and,  because  of  the  wear  and  tear  which  they  suffer,  their 
constant  use  is  considered  expensive.  The  constant  standing  is  favorable 
to  the  development  of  the  condition  known  as  "  flat  f oot,^'  which  is  not 
uncommon  among  these  workers. 

The  machine  has  a  pipe  and  exhaust  draft  system,  designed  to  draw 
the  dust  away  from  the  workman's  face,  which  is  commonly  brought 
within  7  or  8  inches  of  the  knives. 

This  work  is  'Apiece  work,*'  and  the  employees  average  about  600  to 
700  pairs  per  day. 

2.  Edge  Trimming.  —  The  machine  for  trimming  the  edges  of  the 
sole  contains  a  circidar  knife,  composed  of  a  number  of  cutterd,  which 
makes  several  thousand  revolutions  per  minute.  Knives  of  different 
shapes  are  tised  for  different  edges. 

The  workman,  who  sits  at  his  work,  after  shaving  the  sole  of  one  shoe 
must  shave  the  edge  of  that  of  its  mate  to  a  corresponding  width.  This 
requires  good  light,  accurate  eyesight,  considerable  skill  and  close  atten- 
tion. The  process  causes  varying  amounts  of  leather  dust,  the  finest  of 
which,  in  well-equipped  factories,  is  sucked  at  once  into  a  pipe,  attached 
near  the  cutters,  by  a  strong  exhaust  draft,  and  carried  to  the  dust-room 
or  to  the  outside  of  the  building. 

3  and  4.  Buffing.  NaumJceag  Buffing.  —  In  the  process  of  buflBng,  the 
sole  is  brought  in  contact  with  a  revolving  roll,  composed  of  paper,  cloth 
and  carborundum,  which  gives  a  result  similar  to  that  of  sandpapering. 
Very  much  fine  dust  is  caused,  and,  unless  the  machine  is  equipp^  with 
a  powerful  exhaust-draft  dust  pipe,  the  workman's  face,  especially  if  he 
be  short  of  stature,  is  much  exposed  thereto.  The  distance  between  the 
face  and  the  revolving  roll  varies  from  6  to  10  inches. 

Naumkeaging  or  NaumJceag  Buffing.  —  The  IsTaumkeag  machine 
reaches  that  part  of  the  shank  which  the  rotary  roll  of  the  buflBng  machine 
cannot  touch,  and  it  scours,  brushes  and  smooths  the  leather  with  carbo- 
rundum for  the  staining  process  in  the  finishing  department.  The  dust 
which  arises  in  this  process  is  very  fine,  but  is  less  in  amount  than  that 
caused  by  buflBng. 

6  and  6.  Heel  Scouring.  Breast  Scouring,  —  In  heel  scouring  a  felt 
wheel  is  used,  covered  with  carborundum,  moulded  paper  and  cloth. 
The  process  gives  rise  to  more  or  less  dust,  which,  in  the  main,  is  carried 
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down  inside  the  machine  by  a  suction  draft.  Breast  scouring  is  done 
with  a  conical  carborundum  wheel  which  gets  up  under  the  shank.  This 
machine  also  is  connected  with  an  exhaust  blower  designed  to  carry  the 
dust  away  from  the  worker^s  face. 

7.  Polishing,  —  Polishing  is  done  with  revolving  bristle  brushes  and 
doth  wheels.  Blacking  is  applied  to  the  shoe  bottom,  wax  is  put  on  the 
brush  or  wheel,  and  the  bottom  of  the  shoe  is  held  against  the  brush  or 
wheel,  which  revolves  with  great  rapidity.  More  or  less  fine  dust  arises, 
consisting  of  wax,  lint  and  blacking. 

8.  Cleaning  Upper.  —  The  last  process  in  the  making  department, 
previous  to  stamping  and  pulling  off  the  last,  is  that  of  cleaning  the 
upper  with  the  "  Webster  cleaner  "  machine.  A  tank  of  water  connects 
by  means  of  a  large  wick  with  the  surface  of  a  rapidly  revolving  bristle 
brush,  which  takes  up  the  water  and  conveys  it  to  the  shoe,  which  is  then 
wiped  with  a  seersucker  brush,  the  edges  of  which  constantly  wear  off, 
causing  much  lint  dust  to  fly  into  the  air.  The  men  who  do  this  work 
are  usually  black  from  head  to  foot,  and  the  wall  near  the  brush  becomes 
plastered  with  black  lint. 

Packing  Department, 

In  the  packing  department  several  processes  are  conducted,  among 
them  "treeing.^^  The  ^^ Miller  treeing  machine ^^  has  "tree  legs^'  and 
"tree  feet,''  upon  which  the  shoes  are  fitted  closely  for  the  ironing  or 
"treeing''  process,  which  is  done  by  irons  heated  by  electricity  or  gas, 
and  operated  by  men,  who  stand  at  their  work.  Here,  also,  women  sit 
at  benches  repairing  tips  cracked  in  the  process  of  making.  The  packing 
is  done  by  men. 

Conditions  observed. 

Light.  —  In  the  various  processes  of  manufacture  good  light  is  essen- 
tial to  good  work,  and  in  the  great  majority  of  the  factories  visited  the 
report  as  to  this  condition  is  favorable.  In  50  establishments  the  light- 
ing of  certain  rooms  was  f oimd  to  be  barely  fair,  or  poor,  and  in  26  it  was 
distinctly  poor,  or  even  bad. 

Good  light  is  especially  important  with  edge-trimming  machines,  and 
in  most  factories  these  are  well  placed.  With  good  light  the  operative 
does  not  have  to  bend  so  closely  over  his  work,  and  consequently  is  not 
so  much  exposed  to  the  influence  of  the  dust  produced. 

A  not  uncommon  arrangement  of  some  machines  places  them  so  that 
they  face  the  light,  which  in  some  processes  necessitates  bending  over  the 
work,  or  raising  of  the  hoods,  so  as  to  see  well,  with  consequent  increase 
in  the  amount  of  escaping  dust. 

Of  the  poorly  lighted  rooms,  the  air  in  35  was  noted  as  not  only  foul, 
but  containing  much  flne  dust  or  lint. 
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Ventilation.  —  In  the  majority  of  the  factories  visited  the  ventilation 
was  found  to  be  poor,  or  distinctly  bad;  and  in  most  cases  where  these 
conditions  obtained,  there  was  excessive  heat.  Where  the  ventilation  is 
poor,  the  air  becomes  much  worse  toward  night;  and  in  some  cases  it  is 
so  bad  that  the  employees  assert  that  they  are  sometimes  nauseated  on 
entering  the  workrooms  in  the  morning.  These  are  usually  long  and 
narrow;  and  if,  in  cold  weather,  the  windows  are  opened,  cross-drafts  are 
established.  Some  foremen  say  that,  while  they  would  be  blamed  were 
eiiiployees  to  complain  that  they  had  taken  cold  from  open  windows, 
they  are  not  blamed  by  employees  for  sickness  due  to  vitiated  air  and 
overheating.  Crowding  of  rooms  with  machinery  and  stock  facilitates 
work  by  shortening  the  distances  through  which  the  shoes  have  to  travel 
in  the  processes  of  manufacture;  and  it  is  asserted  that  more  cubic  space 
per  capita  would  involve  a  considerable  addition  to  the  general  expense 
of  maintenance. 

In  103  factories  strong  odors  of  naphtha  were  observed.  In  some 
establishments  it  was  said  that  the  odors  are  so  overpowering  that  the 
girls  who  handle  the  naphtha  cement  become  nauseated,  and  suffer  from 
headache.  Some  of  the  naphtha  cements  cause  much  more  trouble  than 
others.    In  24  factories  fimies  of  wood  alcohol  were  plainly  observable. 

In  a  certain  number  of  rooms  strong  odors  of  naphtha  were  noticed, 
in  addition  to  wood  alcohol  fimies.  In  74  of  the  many  unventilated 
rooms,  some  of  which  were  overcrowded  and  overheated,  the  employees 
were  exposed  to  strong  fumes  of  naphtha  or  of  wood  alcohol,  or  of  both. 
As  stated  elsewhere  in  this  report,  wood  alcohol  fxunes  are  a  very  real 
danger  to  health,  and  especially  to  sight,  not  infrequently  causing  total 
blindness;  but  no  instances  of  trouble  arising  therefrom  were  reported 
in  the  investigation  of  this  industry. 

In  one  room,  occupied  by  110  persons,  including  10  girls  and  women, 
using  naphtha  cement,  the  odor  of  naphtha  was  very  strong;  the  air  was 
otherwise  distinctly  foul,  and  the  heat  was  excessive.  In  addition,  the 
light  was  so  poor  that  at  11  a.m.  the  gas  was  being  burned.  In  many 
other  rooms  occupied  by  women  and  minors  there  was  no  attempt  to 
ventilate,  and  the  air  was  overheated  and  heavy  with  naphtha  fumes.  In 
one  all  of  the  12  girls  engaged  in  the  use  of  cement  were  noticeably  pale. 

In  some  factories  a  patent  can  is  used,  which  prevents  waste  by  evap- 
oration, and  hence  diminishes  the  fumes  of  naphtha  and  wood  alcohol. 
It  has  a  spring  top,  which  is  pressed  down,  and  closes  when  the  finger 
is  removed. 

Of  the  rooms  in  which  dust  is  not  an  important  factor  (stitching, 
cementing  and  cutting),  no  fewer  than  102  were  found  to  be  badly 
ventilated  and  26  to  be  overcrowded. 
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Removal  of  Dust  —  The  rooms  in  which  large  amounts  of  dust  are 
evolved  are  those  in  which  the  operations  of  heel  trimming,  edge  trim- 
ming, buflSng,  naumkeaging,  heel  scouring,  breast  scouring,  polishing  and 
upper  cleaning  are  conducted.  For  effective  removal  of  this  dust,  ex- 
haust flues  attached  to  the  machinery  are  necessary.  Of  the  373  factories 
visited,  126  are  partially,  and  a  fair  proportion  of  these  are  wholly, 
eqiiipped  with  this  means  of  protection  to  the  workmen;  in  88  of  these 
126  one  or  more  machines  are  not  so  equipped;  and  in  49  of  the  88  there 
are  rooms  in  which  the  air,  apart  from  the  escaping  dust,  is  noticeably 
bad. 

The  nimiber  of  machines  with  means  for  eflBcient  or  fairly  efficient 
removal  of  dust  was  found  to  be  1,630;  the  number  either  ineflSciently 
equipped  or  devoid  of  equipment  was  reported  as  2,769. 

The  .reasons  for  ineflBciency  include  improper  adjustment  of  hoods, 
clogging  of  pipes,  leaking  pipes,  bad  connections,  poor  draft,  small  open- 
ings, small  pipes,  improper  position  of  machine  with  reference  to  light, 
necessitating  the  raising  of  hoods  in  order  to  see  well.  It  appears,  how- 
ever, that  a  machine  may  be  fairly  effective  in  dust  removal  with  one 
kind  of  work,  and  faulty  with  another;  and  that,  while  with  some  kinds 
of  material  a  well-equipped  machinie  may  give  oflf  some  dust,  with  other 
material  a  machine  without  exhaust  drafts  may  create  little,  if  any. 
Again,  in  edge  trimming  much  less  dust  is  produced  when  light  and  thin- 
soled  shoes  are  made;  and,  further,  it  not  infrequently  happens  that, 
owing  to  changes  in  styles  of  shoes,  it  becomes  necessary  to  introduce 
machines  into  places  where  such  were  not  originally  intended  to  go,  or 
processes  are  modified  so  that  machines  which  worked  imobjectionably 
before  give  oflf  much  dust  when  employed  on  a  diflferent  kind  of  material. 
Thus  it  happens  that  in  certain  factories,  in  which  there  is  an  evident 
intention  to  have  all  conditions  perfect,  a  set  of  machines  may  be  found 
whose  running  is  attended  by  objectionable  conditions.  It  is  only  fair 
to  state  that  in  one  city  (Marlborough)  nearly  all  of  the  factories  have 
unusually  good  dust-removing  machinery,  and  that  the  results  are  gen- 
erally most  commendable. 

Of  84  of  the  many  unventilated  and  dusty  rooms  reported  in  the 
course  of  this  investigation,  40  were  overcrowded,  35  were  dark,  21  were 
overheated;  and  18  were  overcrowded,  dark  and  overheated. 

Water-closets.  —  In  135  of  the  factories  visited  the  conditions  as  to 
water-closets  were  found  to  be  not  commendable.  In  most  of  this  num- 
ber the  closets  were  dark  and  dirty  to  very  dirty.  In  one  of  the  centers 
of  this  industry  many  of  the  closets  are  built  directly  in  the  middle  of  the 
workrooms,  and  are  wholly  unlighted;  and  leaking  pipes  are  not  un- 
common. 
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Health  of  Employees.  —  While  in  general  the  employees  appear  to  be 
in  fair  to  good  health,  in  85  factories  a  considerable  proportion  of  them 
are  noticeably  pale  and  unhealthy  in  appearance. 

The  Spitting  Habit,  —  In  all  but  50  of  the  373  factories  examined 
the  habit  of  spitting  was  noticed  to  obtain  to  a  greater  or  lesser  extent. 
In  35  the  report  is  "mnch;'^  in  115  it  is  " considerable/'  in  173  it  is 
''some/' 

The  Noon  Hour.  —  In  the  great  majority  of  factories  the  time  allowed 
for  the  mid-day  meal  and  rest  is  one  hour;  in  21  it  ranges  from  65  to  75 
minutes;  in  40,  from  45  to  55  minutes;  in  13  it  is  but  a  half  hour.  In  a 
large  proportion  many  employees  do  not  leave  the  premises,  but  eat  in  the 
workrooms,  taking  little  if  any  time  for  change  of  air.  In  some,  lunch 
rooms  are  provided,  where  the  employees  may  eat  the  luncheons  which 
they  have  brought  with  them,  or  buy  according  to  their  desires  and 
means. 

Employment  of  Minors.  —  In  47  of  the  373  factories  a  considerable 
nimiber  of  tiie  employees  look  to  be  about  fourteen  years  of  age,  and  in 
14  of  them  the  proportion  of  minors  is  large.  Many  of  this  class  are 
noticeably  pale  and  poorly  nourished,  and  show  the  eflEects  of  the  un- 
hygienic influences  to  which  they  are  subjected.  Many  appear  to  be 
about  twelve  years  of  age,  but  have  certificates  that  they  are  sixteen.  If 
true,  these  boys  are  singularly  undeveloped,  and,  if  they  are  allowed  to 
continue  working  in  factories,  will  probably  become  public  charges  at  no 
late  day. 

General  Conditions. 

Owing  to  the  complex  set  of  facts  reported,  an  accurate  comparative 
classification  of  factories,  from  an  hygienic  point  of  view,  cannot  be 
made;  but  a  list  of  62  factories  was  reported  on  the  same  basis,  as  show- 
ing absolutely  satisfactory  hygienic  conditions.  In  91  the  conditions 
were  unsatisfactory;  in  72  they  were  poor;  and  in  19  they  were  distinctly 
bad. 

Examples  of  Factories  with  Moderately  or  Distinctly  Bad  Conditions,  Sus- 
ceptibU  of  Improvement  at  not  Unreasonable  Expense. 

A.  About  one-tenth  of  the  employees  look  unhealthy.  In  two  rooms, 
occupied  by  45  and  70  persons,  respectively,  no  attention  is  given  to  ventila- 
tion, and  the  air  is  very  bad. 

B.  Room  with  40  occupants,  overcrowded,  overheated,  unventilated;  much 
spitting.  Room  with  30  occupants,  overcrowded  and  unventilated.  Room 
with  70  occupants,  overheated,  unventilated,  and  smelling  of  naphtha. 

(7.  In  an  overheated,  somewhat  crowded  room,  35  girls  and  women  are 
exposed  to  strong  fumes  of  .naphtha  and  of  wood  alcohoL  In  another  room, 
occupied  by  60  persons,  there  is  excessive  heat,  and  no  provision  for  ventila- 
tion.   Much  spitting  on  floors. 
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D.  Among  the  employees  are  a  number  who  appear  to  be  under  fourteen 
years  of  age.  Twelve  girls  are  exposed  to  fumes  of  naphtha  and  wood  alcohol. 
Twenty-six  men  exposed  to  much  dust.    Ventilation  in  general  very  poor. 

E.  Five  rooms,  overcrowded,  dark,  dirty,  nnventilated  and  dusty,  occu- 
pied by  312  persons.  Much  spitting.  Water-closets  dark  and  filthy,  causing 
stench  in  workrooms. 

F.  Employees  include  8  children  who  are  apparently  below  fourteen  years 
of  age.  Two  rooms,  occupied  respectively  by  50  and  80  persons,  overcrowded, 
unventilated,  and  one  of  which  is  so  dark  that  gas  is  burned  all  day.  Water- 
closets  dark  and  dirty. 

(r.  From  5  to  10  per  cent,  of  the  employees  look  sickly,  most  of  them 
polishers,  scourers,  edge  trimmers,  and  girls  in  the  stitching  rooms.  Room 
with  100  occupants,  overcrowded,  overheated  and  unventilated.  Three  rooms 
with  no  ventilation;  two  overcrowded,  and  one  so  dark  that  gaslights  are 
required  at  2  p.h.  on  a  bright,  sunny  day.    Water-closets  dark  and  dirty. 

H.  About  10  per  cent,  of  the  employees  appear  to  be  in  poor  physical 
condition.  Room  with  75  occupants,  overcrowded,  overheated,  unventilated 
and  badly  Righted.  Room  with  50  occupants,  dark,  dusty,  and  with  foul  air. 
Two  rooms  with  20  and  12  occupants,  respectively,  dark  and  poorly  ven- 
tilated. Room  with  100  occupants,  overcrowded,  overheated,  badly  lighted. 
Water-closets  dark  and  dirty. 

I.  About  one-fifth  of  the  employees  are  below  twenty-one  years  of  age, 
and  not  a  few  between  fourteen  and  sixteen  years.  Room  occupied  by  130 
persons,  overcrowded  and  badly  ventilated.  Twelve  scouring  and  buffing 
machines  facing  the  light  have  covers  removed,  so  that  the  dust  escapes  into 
the  room  and  flies  into  the  faces  of  the  operatives.  Room  occupied  by  159 
persons,  chiefly  women  and  girls,  overheated  and  unventilated.  Much  spitting 
on  floors. 

J.  About  10  per  cent,  of  the  employees  in  the  stitching  and  making  rooms 
look  unhealthy.  Room  with  110  occupants,  dark,  gaslights  burning  at  11  A.M., 
crowded,  overheated,  unventilated,  with  strong  odor  of  naphtha.  Room  with 
50  occupants,  6  of  whom  are  boys  about  fourteen  years  of  age,  very  dusty 
and  badly  lighted.  Three  basement  rooms,  so  badly  lighted  that  gas  is  re- 
quired all  day,  and  badly  ventilated.  Water-closets  dark,  very  dirty  and 
unventilated. 

K.  Fully  one-tenth  of  the  employees  are  noticeably  pale  and  in  poor 
physical  condition.  Room  with  140  occupants,  poorly  lighted,  much  over- 
crowded, overheated,  unventilated,  and  with  strong  odor  of  naphtha.  Water- 
closets  dark  and  dirty. 

L,  At  least  one-half  of  the  employees  look  pale  and  in  poor  condition. 
Rooms  dark,  dirty,  unventilated.    Water-closets  dark  and  dirty. 

M,  About  one-tenth  of  the  employees  seem  to  be  in  poor  health.  Several 
weak-looking  boys  exposed  to  strong  odors  of  wood  alcohol.  Room  with  60 
occupants,  crowded  with  stock,  air  bad,  and  strong  odor  of  naphtha  in  various 
parts.  Room  with  75  occupants,  overcrowded,  overheated,  unventilated. 
tloom  with  50  occupants,  crowded  with  stock  and  machinery,  air  foul  and 
dusty.    Nearly  all  of  the  water-closets  dark  and  dirty. 
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N.  Throughout  the  building  the  air  is  poor.  The  system  of  indirect  steam 
heating  is  in  use,  and  the  air  is  drawn  from  the  workrooms  and  heated  and 
sent  back  again  constantly.  The  only  intake  for  fresh  air  is  in  the  basement, 
where  drainage  from  the  sole-leather  department  causes  disagreeable  odors. 
Water-closets  are  dark  and  dirty.  About  one  in  ten  of  the  employees  appears 
to  be  in  poor  health. 

0.  Room  with  50  occupants,  several  under  eighteen  years  of  age,  very 
hot  and  air  very  foul.  Much  spitting  on  the  floor.  Some  of  the  machines 
give  off  a  great  deal  of  fine  dust.  More  than  half  of  the  cubic  space  in  this 
room  is  taken  up  by  stock  and  machinery.  Room  with  130  occupants,  so 
crowded  with  people,  stock  and  machinery  that  locomotion  is  difficult.  No 
ventilation  is  attempted,  and  the  air  is  foul.  The  room  is  overheated.  There 
is  much  spitting.  Ten  girls  at  work  with  rubber  cement,  and  the  odor  of  the 
naphtha  adds  to  the  discomfort.  In  all  the  rooms  of  this  factory  there  is 
excessive  heat,  and  the  air  is  foul.    The  water-closets  are  dark  and  dirty. 

P.  The  windows  are  opened  a  short  time  before  7  o'clock  A.M.,  but  remain 
closed  for  the  rest  of  the  day,  owing  to  fear  of  drafts.  The  room  is  crowded 
and  the  air  is  bad,  and  there  is  considerable  trouble  from  dirt  sifting  down 
through  the  cracks  in  the  floor  above.  Two  other  rooms,  with  60  and  65 
occupants,  respectively,  are  crowded,  overheated,  dirty  and  unventilated,  and 
there  is  much  spitting  on  the  floor.  The  water-closets  are  dark  and  dirty,  in 
spite  of  an  assessment  paid  to  keep  them  clean.  They  are  in  poor  repair; 
there  is  leakage  from  upper  floors  into  the  closets  and  sinks  on  the  lower 
floors. 

Q,  A  number  of  the  employees  in  the  stitching  department  are  noticeably 
pale.  In  one  room  in  another  department,  poorly  lighted,  overheated  and 
unventilated,  the  exhaust  pipes  have  been  removed  from  six  of  the  polishing 
machines,  and  a  large  amount  of  dust  and  dirt  is  thrown  into  the  air.  In 
different  parts  of  the  building  are  machines  provided  with  exhaust  drafts, 
which  do  not  bring  about  the  desired  result.  Parts  of  each  floor  are  crowded, 
dark  and  dirty,  and  there  is  much  spitting.  The  water-closets  are  dark  and 
dirty. 

R,  Room  occupied  by  150  persons,  who  depend  upon  one  sink,  12  by  24 
inches,  and  one  faucet,  for  drinking  and  washing  facilities.  There  is  a  dark, 
dirty  and  wet  water-closet,  2Vi  by  5  feet,  in  centre  of  the  room,  with  two  doors. 
Another  room,  occupied  by  90  persons,  is  poorly  lighted,  overcrowded,  over- 
heated and  not  ventilated.  The  basement  is  dark  and  wet,  and  the  men  work- 
ing there  look  unhealthy.  The  factory  as  a  whole  is  dark  and  dirty,  and 
the  general  conditions  are  bad.  In  another  building  a  large  proportion  of  the 
employees  are  minors,  17  of  whom  are  below  sixteen  years  of  age.  Room  with 
195  occupants,  and  another  with  140  occupants,  both  crowded  and  unventi- 
lated, and  one  overheated  and  poorly  lighted. 

8.  Room  with  120  occupants,  exposed  to  much  fine  dust;  20  men  exposed 
to  strong  fumes  of  naphtha  and  wood  alcohol.  Some  of  them  are  noticeably 
pale,  but  all  of  them  have  become  accustomed  to  the  smell.  Another  room, 
with  120  occupants,  overheated  and  not  ventilated.     Much  spitting  on  the 
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floor.  Some  of  the  women  and  about  one-half  of  the  minors  of  both  sexes 
look  pale  and  poorly  nourished.  Basement  room,  with  30  men,  boys  and  girls, 
poorly  lighted.  The  girls  are  exposed  to  strong  odor  of  naphtha,  and  they 
are  noticeably  pale.  Room  with  285  occupants  unventilated  and  overheated^ 
in  which  a  dozen  girls  are  exposed  to  an  unusually  strong  smell  of  naphtha; 
and,  though  they  are  noticeably  pale,  they  say  they  have  become  used  to  it. 
Floors  are  dirty,  and  there  is  much  spitting.  Some  of  the  rooms  are  poorly 
lighted.    The  water-closets  are  very  dirty,  and  some  are  dark. 

T.  An  unusuaUy  large  proportion  of  boys  and  girls,  many  of  whom 
seem  to  be  in  poor  health.  Rooms  overheated,  dark,  and  in  need  of  ventila- 
tion.   Boys  exposed  to  strong  naphtha  odors.    Water-closets  dark  and  dirty. 

U,  Among  the  employees  are  3  boys,  apparently  about  twelve  years  of 
age,  who  are  said  by  the  proprietor  to  be  in  the  employ  of  the  men  in  one 
of  the  rooms.  Several  rooms  are  very  dirty,  overcrowded,  overheated  and 
dark.    The  water-closets  are  dark  and  dirty. 

F.  Unusual  number  of  children,  apparently  fourteen  years  of  age  or  less; 
3  or  4  boys  appear  to  be  about  twelve;  all  have  certificates,  however,  stating 
their  age  to  be  sixteen.  They  are  hired  and  paid  by  the  workmen  in  various 
departments.  If  the  statements  in  the  certificates  are  true,  the  boys  are 
abnormally  small  and  undeveloped,  and  ought  not  to  be  employed  in  factories. 

W,  About  15  per  cent,  of  the  employees  look  poorly.  The  pay  roll  car- 
ries the  names  of  80  children  under  sixteen;  the  total  number  of  minors  is 
about  250.  Room  with  nearly  200  occupants,  overcrowded,  unventilated ;  20 
of  the  occupants  are  under  eighteen,  and  6  or  8  appear  to  be  under  fourteen. 
Other  rooms,  with  from  55  to  150  occupants,  some  of  them  children  appa- 
rently under  fourteen,  overcrowded,  badly  lighted,  poorly  ventilated.  The 
general  condition  of  the  place  as  to  light  and  ventilation  is  poor.  Many  of 
the  water-closets  are  small,  some  dark,  and  nearly  all  very  dirty. 

X  A  large  number  of  minors,  and  a  large  proportion  of  the  employees 
in  poor  condition ;  66  children  said  .to  be  between  fourteen  and  sixteen  years 
of  age,  but  fully  one-third  appear  to  be  less  than  fourteen.  If  they  are  over 
fourteen,  they  are  so  abnormally  small,  undeveloped  and  badly  nourished 
that  continued  employment  in  a  factory  would  seem  to  be  most  undesirable. 
In  two  rooms  the  exhaust  pipes  attached  to  the  machinery  are  absolutely 
inefficient,  and  the  air  is  foul  with  dust. 

Y,  Large  number  of  children  from  fourteen  to  sixteen,  and  many  of 
them  are  in  poor  condition.  Rooms  occupied  by  from  40  to  160  persons, 
are  overcrowded  and  not  ventilated.  In  some  the  odor  of  naphtha  is  strong; 
in  some  the  dust  is  excessive.  In  one,  with  40  occupants,  a  cloud  of  fine  dust 
flies  from  eleven  scouring  machines  and  settles  upon  the  walls  and  wherever 
it  can  reach,  and  men  complain  of  great  discomfort  therefrom.  Half  of  the 
men  look  unhealthy.  From  nine  rotary  brushes  a  great  deal  of  fine  black 
dust  and  lint  is  thrown,  and  it  settles  everywhere,  including  the  faces  and 
especially  about  the  nostrils  of  the  workmen.  All  of  the  men  in  this  room, 
and  3  boys  aged  about  sixteen,  appear  to  be  in  especially  poor  health. 

Z.    Large  factory,  employing  more  than  1,000  hands.     Room  with  360 
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with  cyanide  of  mercury.  The  different  kinds  of  fur  are  mixed  together 
in  large  covered  machines,  in  which  the  coarse  hair  is  separated  from  the 
soft,  downy  fur,  which  latter  is  taken  to  the  felt  machine.  This  consists 
of  a  revolving  copper  cone,  perforated  with  numerous  small  holes  through 
which  the  air  is  drawn  by  suction  apparatus.  The  cone  is  enclosed  in  a 
barrel-like  covering,  open  at  the  top,  which  has  a  door  in  the  side  for  the 
removal  of  the  felt  as  made.  The  fine  hairs  are  blown  into  the  upper 
part  of  the  enclosure,  and  they  are  attracted  toward  the  perforated  cone 
by  the  air  currents  going  thereto.  They  are  then  deposited  in  a  thin 
layer  on  the  outside  of  the  cone,  and  when  the  deposit  has  gone  on  to  a 
suflBcient  extent  a  cloth  wrung  out  in  hot  water  is  applied,  and  the  cone 
and  its  covering  are  removed  and  plunged  into  hot  water  for  a  short 
time,  the  heat  and  moisture  causing  the  individual  hairs  to  become  more 
intimately  matted;  then  the  conical  layer  is  pulled  off  and  sent  to  the 
Bhrinking  room. 

The  newly  made  felts  are  rolled  into  small  rolls,  and  thrown  between 
two  rollers  which  revolve  in  a  trough  of  hot  water.  These  are  deeply 
grooved  in  a  spiral  manner,  and  are  from  one  and  one-half  to  two  inches 
apart.  Because  of  their  spiral  construction  they  alternately  squeeze  and 
relax  the  felt,  now  squeezing  out  the  water,  now  permitting  the  taking 
up  of  more.  As  the  water  is  nearly  boiling,  the  room  in  which  this  work 
is  done  is  naturally  hot  and  damp.  The  hot  water  causes  the  felt  to 
shrink,  and  in  bringing  this  about  the  cyanide  of  mercury  with  which 
the  fur  was  originally  treated  is  of  assistance. 

It  is  said  that  some  of  the  men  are  affected  by  the  mercury  compound 
when  they  come  in  contact  with  it  in  handling  the  wet  felt.  The  lesions 
produced  are  commonly  a  few  bright  red  papules,  occurring  in  groups 
of  tiiree  or  four,  or  singly,  upon  the  backs  of  the  fingers  and  hands; 
these  papules  itch  intensely.  Pustules  also  occur.  After  a  varying  length 
of  time,  usually  short,  especially  if  the  lesions  are  covered  with  collodion, 
they  disappear,  but  they  may  recur.  Some  men  are  so  susceptible  to  the 
effects  of  the  mercury  that  they  are  obliged  to  discontinue  their  work. 

The  felts  are  sometimes  shrunk  by  hand,  in  which  case  they  are  dipped 
into  a  trough  of  boiling  water,  and- the  water  is  wrung  out  by  rolling 
with  a  wooden  roller.  The  table  at  which  this  work  is  done  slopes  away 
from  the  workman  toward  the  trough,  so  that  the  workman  does  not 
necessarily  get  wet. 

The  rough  felt  cone  after  being  shrunk  is  smoothed  off  with  a  machine 
knife,  containing  a  set  of  revolving  blades  which  work  against  a  fixed 
knife,  like  an  ordinary  lawn  mower.  The  fluff  given  off  is  drawn  away 
by  a  suction  blower  pipe,  but  considerable  dust  gets  into  the  atmosphere, 
in  spite  of  all  precautions.    The  cone  is  then  treated  with  a  solution  of 
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shellac  in  wood  alcohol,  and  the  excess  is  wrung  out.  Then  it  is  placed 
in  a  drying  oven,  and  the  alcohol  is  dried  out  of  the  felt,  condensed  and 
recovered.  In  some  of  the  establishments  visited,  the  fumes  of  wood 
alcohol  in  this  department  were  markedly  strong;  and  the  workmen 
stated  that  they  are  frequently  troubled  with  headaches,  vertigo,  smart- 
ing and  burning  of  the  eyes  and  impairment  of  vision,  and  that  few 
can  remain  at  this  work  longer  than  three  or  four  months  at  a  time. 

There  are  several  other  processes,  including  hardening,  sizing,  dyeing, 
pouncing  and  finishing,  which  follow;  but  none  of  them  has  any  essen- 
tially dangerous  characteristic  excepting  that  of  ^' pouncing,^'  which 
consists  in  smoothing  oflE  the  rough  hairs  from  the  hat  rim  and  other 
parts,  and  gives  oflf  a  great  deal  of  very  fine  dust. 

Of  the  4  felt  hat  factories  visited,  the  largest  employs  about  350  per- 
sons, in  a  fairly  well-lighted  and  properly  ventilated  building.  The 
lower  story  of  the  building  is  far  wetter  than  is  necessary  or  desirable; 
but  it  must  be  said  that  the  persons  employed  there  are  largely  to  blame, 
partly  on  account  of  ignorance,  and  partly  on  account  of  indifference. 
The  water-closets  are  uncleanly,  but  this  also  appears  to  be  the  fault  of 
the  employees.  A  large  dressing-room  is  provided,  but  it  is  built  without 
regard  to  ventilation,  has  few  windows,  and  is  offensive  to  the  sense  of 
smell.  In  each  of  the  sizing  rooms  there  is  much  steam  in  the  air,  in 
spite  of  six  6-horse-power  exhaust  fans.  In  the  finishing  department 
the  windows  are  kept  closed,  but  ventilation  is  secured  by  means  of  two 
large  exhaust  fans.  In  the  pouncing  room  there  is  considerable  dust,  in 
spite  of  the  blowers. 

The  next  largest  establishment  employs  200  persons,  in  a  well-lighted 
and  thoroughly  ventilated  building.  The  shrinking  room  is  necessarily 
hot  and  damp,  but  the  10  occupants  are  very  lightly  clad,  and  before 
leaving  the  building  they  make  a  complete  change  in  their  clothing.  In 
the  shellac  room  the  fumes  of  wood  alcohol  were  noted  as  strong,  in 
spite  of  eight  open  windows  and  roof  ventilation. 

In  the  two  smaller  remaining  establishments  the  conditions  were  not 
materially  different  from  those  observed  in  the  larger  ones  with  respect 
to  the  wood  alcohol  and  *'  pouncing  "  dust.  Both  establishments  are  well 
lighted  and  adequately  ventilated.  The  employees  appear  to  be  healthy. 
In  one  of  them  the  rooms  were  not  kept  in  as  neat  a  condition  as  could 
be  desired. 

Horn  and  Celluloid. 

In  the  year  1774,  or  shortly  thereafter,  the  horn  industry  had  its  be- 
ginning, in  Massachusetts,  in  the  kitchen  of  the  house  of  Obadiah  Hills 
of  Leominster,  in  which  town  there  are  now  no  fewer  than  29  establish- 
ments, which  give  employment  to  nearly  1,900  persons,  in  the  manufac- 
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ture  of  combs  and  hairpins  of  horn  and  celluloid.  Three  other  concerns, 
2  in  Newbnryport  and  1  in  Northborough,  give  employment  to  upwards 
of  300  more.  Until  the  late  TO^s  the  product  of  the  Leominster  factories 
was  horn  and  combs,  and  then  hairpins  began  to  be  manufactured  as 
well.    The  use  of  celluloid  is  one  of  more  recent  date. 

Formerly,  every  comb  maker  obtained  his  supply  of  horns  and  ^*got 
ont^^  the  stock  in  his  factory;  but  now  the  stock  is  bought  all  pressed, 
and  one  establishment  in  the  town  makes  a  business  of  sawing,  spreading 
and  pressing  the  horns  for  those  who  make  the  combs  and  pins. 

The  pressed  horn  is  first  soaked  in  hot  water  for  two  or  three  days, 
after  which  it  is  shaved  and  split.  The  next  process  is  known  as  "  polk- 
ing,'' which  includes  *' blanking''  and  ^'centering."  Briefly  stated,  a 
flat  piece  of  horn,  little  larger  than  is  necessary  for  the  production  of 
two  pins,  is  placed  under  the  polking  machine,  which  cuts  out  the  pins 
and  leaves  the  blank  and  center  pieces.  Such  a  machine  is  known  as  a 
double  cutter;  a  single  cutter  cuts  out  but  one  pin.  As  the  stock  is  held 
by  the  employee  while  the  machine  knife  comes  down  and  cuts  it,  there 
is  some  danger  of  losing  a  portion  of  the  finger  tips  through  inattention 
or  lack  of  care. 

The  pins  are  then  taken  to  the  rounding  or  "  edging  "  machine,  which 
rounds  the  edges,  and  in  so  doing  gives  rise  to  considerable  horn  dust, 
most  of  which,  in  some  factories,  is  removed  by  blowers.  A  double- 
rounder  machine  is  so  constructed  that  it  rounds  both  the  outside  and 
inside  of  the  pin;  that  is,  it  rounds  off  all  four  comers. 

Next,  the  pins  are  pointed  with  a  pointing  machine.  The  dust  from 
this  machine  flies  about  the  operator's  face  more  freely  than  that  from 
the  rounding  machine;  but  the  best,  and  indeed  most,  of  the  factories 
connect  these  machines  with  exhaust  blowers.  From  the  pointing  ma- 
chines the  pins  are  conveyed  to  the  "  tumblers,"  which  are  square  boxes, 
lined  with  spruce,  and  containing  fine  pumice  stone  and  water.  In  these 
they  are  revolved  for  a  while,  and  then  they  are  removed,  rubbed,  and 
colored  with  a  mixture  "v^hich  contains  usually  anilin  dyes,  red  lead,  lime 
and  bicarbonate  of  sodium  (saleratus).  Finally,  the  pins  are  polished, 
bent  and  packed. 

The  processes  followed  in  the  manufacture  of  combs  are  essentially 
the  same  as  here  described. 

In  the  manufacture  of  celluloid  combs  and  pins  the  material  used  con- 
sists of  sheets  of  celluloid,  about  20  by  60  inches  in  area,  and  from  .005 
to  .175  (generally  from  .126  to  .167)  inch  in  thickness.  The  sheets  are 
cut  into  small  pieces  by  means  of  a  long-bladed  knife,  similar  to  that 
used  in  cutting  paper,  and  the  work  is  known  as  "  slashing."  The  small 
pieces  are  taken  to  the  cutting  machines,  which  cut  out  the  teeth  of  the 
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comb.  The  next  process  is  ''  polking/^  in  which  portions  of  what  is  to  be 
the  back  of  the  comb  are  removed.  For  plain  work,  dies  or  cutters  are 
used;  and  a  curved  cutting-edge  die  is  stamped  through  the  material, 
removing  the  blank  or  waste  pieces,  and  leaving  the  comb  of  the  desired 
shape  and  design.  Some  fancy-shaped  metal  plates  are  also  cut;  but,  as 
they  are  expensive  and  likely  to  break,  jig  saws  are  generally  employed 
in  making  fancy  openwork  backs.  When  a  heavy-backed  comb  is  de- 
sired, another  thickness  of  celluloid  is  cemented  on. 

The  comb  is  next  taken  to  a  machine  which  bevels  tiie  edges.  The 
beveler  consists  of  a  flat  steel  plate,  through  the  center  of  which  is  an 
opening  for  a  small  "  wing  burr,'^  which  is  placed  up  through  the  open- 
ing to  the  height  desired.  The  steel  burr,  or  beveler,  makes  many  revolu- 
tions per  minute,  and  on  coming  in  contact  with  the  celluloid  gives  rise 
to  considerable  dust.  The  dust  is,  however,  coarse  and  heavy,  and  most 
of  it  flies  away  from  the  operator's  face.  When  the  burr  is  put  through 
the  opening  in  such  a  way  as  to  be  mainly  on  the  upper  part  of  the  steel 
plate,  and  is  revolving  rapidly,  there  is  a  chance  of  injury  to  the  op- 
erator's fingers  while  holding  the  comb.  For  protection  against  this  acci- 
dent, an  ingenious  brass  collar  or  "  sleeve ''  has  been  devised,  and  is  used 
by  some  of  the  workmen. 

Circular  saws  then  shape  the  bottom  of  the  teeth  to  conform  with  the 
bottom  of  the  back  of  the  comb,  the  teeth  having  been  cut  straight  in  the 
first  process  of  cutting.  The  saws  are  called  ^*  bottoming  saws,''  and  are 
generally  guarded.  A  glass  front,  through  which  the  employee  watches 
his  work,  protects  his  face,  and  especially  his  eyes,  against  the  chips  of 
celluloid,  which  are  thrown  oflE  with  considerable  force.  The  dust  is 
coarse,  and  most  of  it  is  removed  by  eflScient  blowers. 

The  next  operation  is  "pointing"  the  teeth  by  sand  wheels  or  steel 
burrs,  and  the  latter  go  around  so  swiftly  that  a  very  strong  exhaust 
draft  does  not  take  away  all  of  the  dust.  Workmen  state  that  the  dust 
which  fiies  toward  the  face  occasionally  strikes  the  eyes,  acting  like 
cinders  in  this  respect;  but  that  it  is  not  inhaled,  since  the  particles  are 
heavy.  The  sand  wheel  makes,  perhaps,  a  finer  dust;  but  this  is  moist 
and  more  or  less  matted  together,  and  interferes  little  if  any  with  the 
comfort  of  the  workman.  Good  blower  systems  are  required  by  insurance 
companies  wherever  blowers  may  be  used  to  advantage.  Dust  and  shav- 
ings are  not  allowed  to  accumulate  on  the  floor  and  elsewhere,  on  account 
of  danger  of  fire,  celluloid  being  extremely  inflanmiable. 

The  backs  of  the  combs  are  next  engraved  or  carved  by  hand  or  ma- 
chine. The  teeth  are  then  '^grailed"  by  a  machine  which  roimds  the 
edges  of  the  teeth.  The  sides  or  ends  of  the  combs  are  then  smoothed 
on  "  ending  "  machines  or  by  hand. 
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All  the  processes  so  far  mentioned  are  "bench  work/^  and  the  em- 
ployees are  men  and  boys,  —  mostly  men. 

The  combs  are  now  brought  to  the  "  nibbing  ^*  room,  which  may  be  a 
separate  room  or  a  place  partitioned  oflE  in  one  of  the  workrooms.  A 
typical  "  rub  room ''  is  a  long,  narrow  room,  about  40  by  8%  feet  and  8 
feet  high,  with  a  row  of  windows  on  the  outer  long  side,  and  a  series  of 
from  16  to  20  small  stalls  on  the  other.  Each  workman  stands  facing 
a  stall,  with  his  back  toward  a  window,  wearing  an  undershirt,  old  over- 
alls, a  jimiper  with  short  sleeves,  old  shoes  and  a  hat.  In  th^  stall  in 
front  of  him,  in  a  trough,  is  a  mixture  of  sifted  coal  ashes  and  water, 
over  which  is  a  rapidly  revolving  cloth,  or  cloth  and  brush,  ball.  He 
holds  a  comb  against  the  revolving  wheel,  for  the  purpose  of  "  rubbing 
down  *'  the  surface  so  that  the  comb  may  better  take  the  finishing  proc- 
esses. With  the  ball  making  from  1,200  to  1,400  revolutions  a  minute, 
the  workman  becomes  covered  with  a  very  fine  spray  of  wet  ash  dust, 
and  the  picture  of  16  or  20  men  in  one  of  these  rooms  is  far  from  in- 
viting. The  room  itself  is  plastered  with  ash  mud,  the  window  panes  are 
daubed  with  it,  and  the  employees  are  sprinkled  with  it  from  head  to  foot. 

The  odor  of  camphor,  which  is  a  component  of  cellidoid,  is  brought  out 
by  the  friction  of  the  rubbing,  and  adds  to  tiie  general  discomfort. 

These  rooms  are  commonly  in  more  or  less  damp  basements,  which 
themselves  are  undesirable,  from  a  sanitary  point  of  view,  as  workrooms. 
In  spite  of  this  fact  and  of  the  conditions  which  obtain,  it  must  be  said 
that  the  majority  of  employees  state  of  their  own  accord  that  they  do  not 
mind  the  work;  that  many  men  have  done  the  work  for  five,  ten,  fifteen 
and  twenty  years  or  longer,  and  appear  to  be  in  healthy  condition;  that 
the  men  are  paid  well  ($2.60  to  $3  a  day),  and  that  there  is  always  a 
supply  of  men  who  are  glad  to  undertake  the  work.  It  is  said  that  some 
of  these  men  shift  about  frequently  among  the  several  shops,  and  are 
more  or  less  reckless  and  much  addicted  to  drink.  On  the  other  hand,  in 
one  of  the  basement  rub  rooms  a  majority  of  the  employees  have  been 
with  the  same  firm  for  from  five  to  thirty  years. 

Some  of  the  rubbing  balls  are  made  entirely  of  carpeting,  while  others 
have  layers  of  tampico  grass  between  the  carpeting,  since  the  grass  goes 
more  readily  in  between  tiie  teeth.  The  balls  are  about  a  foot  in  diam- 
eter and  several  inches  thick.  They  are  made  of  carpeting  which  has 
been  used  to  some  extent,  but  not  much  worn,  and  they  are  bought 
already  cut  out,  but  they  are  trinmied  in  the  several  factories.  Trim- 
ming the  balls  is  very  dusty  work,  which  is  done  in  some  shops  in  the 
rubbing  room ;  in  others,  in  a  small  dust  room  constructed  for  the  pur- 
pose. Some  men  use  respirators  or  sponges  when  doing  this  work,  but 
more  do  noi 


Digitized  by  LjOOQ IC 


508  STATE  BOARD   OF  HEALTH.  [Pub.  Doc. 

The  combs  are  polished  on  rapidly  revolving  balls  made  of  new  cotton 
cloth,  with  the  use  of  rotten  stone  and  lard  oil.  This  process  gives  rise 
to  more  or  less  lint  and  mineral  dnst;  but  circular  pieces  of  pasteboard  or 
wooden  discs  are  placed  over  the  wheels  to  keep  the  dust  from  the  opera- 
tives, and  none  appears  to  fly  directly  into  their  faces.  The  balls  make 
from  600  to  700  revolutions  a  minute,  and  give  a  high  polish  to  the  combs. 

The  next  process  is  "bending^*  the  combs,  which  is  done  by  both 
sexes,  but  mainly  by  women  and  girls.  Steam  tables  or  ^'  heaters ''  are 
provided  for  the  work.  These  are  covered  with  asbestos,  on  which  the 
employees  put^  blocks  or  "  forms  '*  of  the  kind  desired,  containing  the 
combs,  which  are  bent  and  caused  to  retain  the  shape  which  the  particular 
blocks  or  "  moulds  ^*  give  them.  This  is  bench  work  of  a  not  disagreeable 
kind,  although  the  rooms  become  considerably  heated,  and  the  air  in 
winter  weather  toward  night  becomes  especially  dry  and  foul.  In  some 
factories  the  combs  are  bent,  or  shaped,  before  being  polished. 

The  final  process  is  polishing  with  a  revolving  chamois  ball,  and  this 
is  carried  out  largely  by  girls  and  women,  who  also  do  the  setting  of 
stones  and  other  ornaments. 

A  quick  and  cheap  process,  which  originated  within  recent  years,  for 
obviating  much  of  the  hand  polishing,  is  that  of  using  the  ^'  acid  dip,'* 
which  gives  a  brilliant  luster,  making  a  comb  which  is  much  in  demand 
at  the  present  time.  The  "  dip  *'  consists  of  glacial  acetic  acid,  with  per- 
haps other  constituents,  the  identity  of  which  could  not  be  ascertained. 
Generally  separate  rooms  are  devoted  to  the  use  of  this  dip,  and  hoods 
with  glass  fronts  protect  the  workers  from  the  strongest  fumes. 

One  unaccustomed  to  the  fumes  finds  them  very  irritating  to  the 
eyes  and  somewhat  irritating  to  the  nose  and  throat  on  entering  the 
room.  While  the  use  of  the  '^dip**  does  not  appear  to  be  directly  in- 
jurious to  health,  the  work  is  confined  to  a  small  room,  and  the  employees, 
by  prolonged  exposure  to  the  sickening  odor,  which,  if  the  windows  are 
closed,  is  strong,  may  suffer  impairment  of  general  health  through  inter- 
ference with  the  normal  appetite  and  digestion. 

Avoidance  of  using  the  "  acid  dip  "  is  a  good  feature  in  the  industry; 
and  it  is  noticeable  that  at  least  two  of  the  best  and  oldest  firms  hold 
entirely,  or  mainly,  to  the  old  method  of  handwork,  which  they  know 
produces  far  better  combs.  The  dip  was  introduced  to  save  manual 
labor,  and  the  result  is  a  cheap  grade  of  product  and  a  process  which 
gives  rise  to  possible  injurious  effects  to  the  employees  engaged  therein. 
The  employees  are  generally  men  and  boys,  but  in  some  shops  they  are 
women.    Usually  but  two  or  three  employees  work  in  one  of  these  rooms. 

In  the  horn  and  celluloid  industry  the  tendency  is  to  have  the  work  of 
soaking  stock  and  rubbing  or  polishing  with  ashes  —  work  which  in- 
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volves  moisture  and  dnst  in  the  atmosphere  of  the  room  —  done  in  the 
basement;  whereas  these  processes  should  be  carried  on  above  grotind,  in 
light,  large,  airy  rooms,  preferably,  perhaps,  in  the  second  story. 

The  "tmnbling''  room,  where  pumice  stone  and  water  are  used  to 
smooth  the  pins,  is  usually  in  the  basement.  If  the  basement  is  light 
and  well  planned,  it  is  a  good  place  for  this  work;  but  usually  the  room 
is  dark,  and  far  from  being  pleasant  to  work  in.  It  is  true  that  em- 
ployees do  not  stay  long  at  a  time  in  these  rooms ;  but  a  needed  improve- 
ment is  to  have  them  in  a  well-lighted  place,  properly  ventilated,  with 
cement  floor  and  a  catch-basin  connected  with  the  sewer,  to  provide  for 
thorough  cleaning  of  the  room. 

A  large  number,  if  not  most,  of  the  "rubbing  rooms,^^  in  which  re- 
volving carpet  buff  balls  and  sifted  coal  ashes  are  used,  are  in  basements, 
which,  if  not  damp,  are  unpleasant  to  work  in,  or  in  quarters  which  are 
open  to  severe  criticism  from  a  hygienic  point  of  view. 

An  improvement  to  be  strongly  recommended  is  to  require,  so  far  as  is 
reasonably  practicable,  as  eflScient  protection  to  the  health  and  comfort 
of  the  operatives  as  is  provided  in  the  best  establishments.  In  one  such 
establishment  the  rubbing  room  is  a  light,  pleasant  room  on  the  second 
floor;  and,  in  addition  to  many  large  windows,  there  is  a  ventilator  pipe 
15  inches  in  diameter.  The  room  is  large  and  without  partitions,  and 
all  conditions,  from  a  sanitary  point  of  view,  are  very  good. 

An  excellent  feature  in  this  shop  is  the  very  large  rooms  without 
divisions  and  partitions,  with  one  exception,  viz.,  a  suitable  room  for 
turning  off  the  rub  or  "  buff  ^^  balls,  a  room  well  ventilated  and  lighted. 
The  employees  in  this  room  should  use  respirators  when  at  work. 

In  the  construction  of  new  buildings  for  the  manufacture  of  celluloid 
goods,  more  attention  should  be  given  to  fire  precautions,  so  that  narrow 
and  dark  stairways,  poorly  lighted  comers,  long,  winding  corridors,  etc., 
may  be  avoided.  Eooms  should  be  light,  well  ventilated  and  plain,  with- 
out sharp  comers  and  out-of-the-way  nooks,  so  they  can  be  easily  swept, 
and  the  collection  of  celluloid  dust  and  shavings  be  avoided. 

Following  is  a  description  of  a  model  establishment,  situated  in  the 
town  of  Leominster,  and  employing  from  100  to  160  persons :  — 

New  brick  building,  finely  located,  on  high  ground.  Best  "  rubbing  room '' 
in  Leominster  (carpet  buff  balls  and  coal  ashes) ;  is  on  second  fioor,  and  not 
in  a  damp  basement,  as  many  are.  In  addition  to  many  large  windows,  there 
is  a  ventilating  pipe  15  inches  in  diameter.  Room  36  by  136  feet;  no  parti- 
tions. Blowers  are  provided  for  the  "pointing"  machines,  not  for  the 
rounding  machines;  this  considered  unnecessary,  as  the  horn  dust  is  moist, 
and  flies  about  but  little.  No  acid  dip  is  used  in  this  factory.  Only  high- 
grade  work  done  here,  by  polishing  on  cotton  balls. 
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Basement  room  is  same  size  as  others,  is  pleasant,  and  has  oement  floor. 
It  has  a  catch-basin,  and  the  pipe  therefrom  takes  the  waste  water  to  sewer. 
Pumice  stone  and  water  on  the  floor  from  the  tumbling  boxes  are  washed 
into  the  catch-basin,  which  is  cleaned  out  three  times  in  two  weeks.  The 
basin  prevents  the  entrance  of  ashes  into  the  sewer.  The  room  for  turning 
off  rubbing  and  polishing  balls  is  8  by  16  feet,  with  cement  floor  and  three 
large  windows.  The  occupant  wears  a  sponge  as  a  respirator.  Fine  airy 
boiler  and  engine  room,  20  by  40  feet,  of  brick,  on  first  floor,  separated  from 
main  building;  has  two  doors,  one  very  large,  opening  outside. 

Fire  precautions:  thermostat  S3rstem;  sprinklers;  two  lines  of  hose  on  each 
floor  of  building;  twelve  fire  pails  filled  with  water  on  each  floor;  fire  extin- 
guishers on  first  and  third  floors. 

Small  wooden  storage  building,  20  by  50  feet,  entirely  separate  from  main 
establishment.  Waste  room  in  same  buildings.  Toilet  rooms  in  first-class 
order.    No  spitting  allowed. 

Brush  Making. 

In  the  manufacture  of  brushes,  hogs^  bristles  and  vegetable  fiber  are 
used.  The  bristles,  when  not  bought  already  prepared,  are  in  a  very 
unclean  condition,  and  require  to  be  boiled  several  hours,  dried  in  steam 
driers  and  bleached.  They  are  then  "  dressed  ^*  or  combed  by  machinery, 
and  mixed.  When  unboiled  bristles  are  combed,  considerable  irritating 
dust  is  given  off.  In  the  process  of  setting  into  handles  in  the  manu- 
facture of  varnish,  paint  and  k^somine  brushes,  a  cement  consisting  of 
wood  alcohol  and  shellac  is  employed;  but  for  shaving  brushes  a  cement 
of  rosin  and  linseed  oil  is  used,  and  this  is  kept  fluid  by  means  of  electric 
or  non-luminous  gas-flame  heaters,  provided  with  hoods  which  communi- 
cate with  flues. 

The  7  brush  factories  visited  in  Boston,  Lowell  and  Springfield  were 
found  to  be  adequately  lighted  and  fairly  well  or  excellently  ventilated. 
The  machinery  was  well  guarded.  The  general  conditions  were  found  to 
be  beyond  criticism,  and  the  health  of  the  employees  appeared  to  be  fair 
or  good.  The  great  majority  of  employees  in  this  industry  are  women 
and  girls,  and  in  one  of  the  factories  several  hundred  are  constantly  at 
work. 

Pearl  Button  Making. 

In  the  manufacture  of  pearl  buttons,  machines  with  cutters  resembling 
surgical  trephines  cut  disks  out  of  shells,  with  evolution  of  much  fine 
dust.  Much  dust  arises  also  in  the  several  processes  of  drilling,  turning 
and  poUshing;  but  it  is  light,  and,  in  well  equipped  factories,  is  effectu- 
ally carried  away  by  exhaust  blowers.  Polishing  by  the  wet  process  is 
unattended  by  dust. 

Two  pearl-button  factories  visited  showed  no  objectionable  conditions 
whatever.  Light,  ventilation  and  general  health  of  employees  were  re- 
ported as  good. 
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The  Paper  Industry. 

The  manufacture  of  paper  is  one  of  the  leading  industries  of  Massa- 
chusetts. In  fact^  while  according  to  the  census  of  1900^  under  the  head 
of  ^  Paper  and  Wood  Pulp/^  Massachusetts  is  second  only  to  New  York, 
in  the  manufacture  of  paper  (apart  from  wood  pulp)  this  State  leads 
all  others.  In  the  course  of  this  investigation  80  paper  mills^  situated 
chiefly  in  the  western  half  of  the  State,  almost  one-third  of  them  being 
in  the  city  of  Holyoke,  were  visited. 

The  materials  from  which  paper  is  made  include  rags,  burlap,  old 
paper  and  wood  pulp.  Bags  are  derived  chiefly  from  foreign  countries, 
from  which  they  are  imported  in  bales  compressed  by  hydraulic  power. 
These  are  opened  at  the  mill,  and  the  contents  are  put  into  a  closed,  box- 
like structure,  known  as  a  '*  beater  ^^  or  "thrasher,^^  containing  a  large 
wooden  roller  with  iron  "  fingers,'^  which  revolves  several  hundred  times 
per  minute.  This  separates  the  rags  and  shakes  them  thoroughly,  giving 
rise  to  much  dust,  which  falls  between  the  long  strips  of  iron  grating 
beneath  the  roller  into  a  specially  constructed  receptacle,  which  may  be 
cleaned  out  by  hand  or  by  means  of  an  exhaust  fan  and  dust  pipe.  Dur- 
ing this  process  more  or  less  dust  commonly  escapes  into  the  room,  and 
in  some  instances  the  amount  is  very  great,  partiy  because  of  the  very 
dirty  character  of  the  rags  handled.  From  facts  gathered  with  reference 
to  this  process  in  80  establishments  it  appears  that,  with  the  usual  grade 
of  stock,  no  matter  what  kind  of  "  duster ''  or  "  thrasher  '^  is  used,  and 
in  spite  of  exhaust  fans  and  dust  pipes,  some  dust  will  escape.  With 
tigli-grade  stock  certain  dusters  work  very  well,  while  with  low-grade 
stock  the  results  are  far  from  satisfactory.  Some  very  high-grade 
clean  stock  gives  off  little  if  any  dust. 

In  some  mills  the  dust  from  the  thrashers  is  collected  and  baled.  This 
work  is  exceedingly  dusty,  and  the  men  who  perform  it  are  provided 
with  respirators,  which  they  appear  to  use  with  far  less  reluctance  than 
is  shown  by  those  to  whom  they  are  supplied  in  other  dusty  trades. 

From  the  duster  or  thrasher  the  rags  are  conveyed  by  hand  or  through 
a  chute  to  the  sorting  room,  where  they  are  sorted  on  tables  with  box-like 
tops  provided  with  bottoms  of  wire  netting,  through  which  dust  and 
fine  particles  escape  to  receptacles  below. 

Two  persons  (men  or  women)  work  at  each  table,  one  on  each  side, 
picking  over  the  rags,  cutting  off  and  throwing  aside  all  buttons,  whale- 
bones, rubber,  buckles,  woolen  and  silk  materials,  and  other  objects  and 
substances  which  should  be  removed.  They  may  sit  or  stand,  as  they 
prefer,  but  some  of  the  women  assert  that  they  can  work  better  and  faster 
standing.    Caps  or  cloths  are  worn,  to  protect  the  hair  from  dust. 
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The  air  of  some  sorting  rooms  is  more  or  less  dusty,  especially  if,  as 
not  rarely  happens,  the  dusting  machines  are  situated  in  an  adjoining 
room  with  more  or  less  permeable  partitions. 

The  rags  go  next  to  the  rag  "chopper^'  or  cutter,  which  cuts  them 
into  pieces  of  a  certain  length,  and  thence  they  pass  to  another  which 
cuts  them  still  smaller.  These  machines  give  rise  to  much  dust,  the 
amount  varying  with  the  kind  of  stock  used,  the  type  of  machine  and 
the  means  employed  to  prevent  the  escape  of  dust. 

From  the  choppers  the  material  is  carried  by  a  conveyor  belt  to  the 
kettle  room,  where  it  is  cooked.  This  room  contains  a  very  large  re- 
volving boiler,  known  as  a  "  rag  rotary,''  capable  of  holding  four  tons  or 
more  of  rags.  In  this  boiler  the  rags,  to  which  is  added  a  certain  amount 
of  lime,  are  kept  under  steam  pressure  for  a  while,  and  when  they  are 
thoroughly  "  cooked,"  the  boiler,  so  placed  that  its  doors  are  nearest  the 
floor,  is  opened,  and  the  rags  fall  out;  then  they  are  shovelled  into  box 
trucks  and  carried  to  the  *^  washer.'' 

Instead  of  a  "rag  rotary,"  the  open  cooking  tub  is  sometimes  used. 
This  has  a  false  bottom,  which  is  raised  when  the  cooking  has  proceeded 
suflSciently  far,  lifting  the  stock  and  permitting  the  water  to  drain  back. 

In  the  washing  machine  the  rags  are  treated  with  large  volumes  of 
clean  water,  which  enters  at  one  end  continuously.  The  stock  is  guided 
by  a  paddle  roll  around  the  periphery  of  the  tub  to  the  farther  end, 
where  a  "  washing  drum  "  lifts  the  dirty  water  out  through  a  pipe  con- 
necting with  the  sewer. 

When  the  stock  is  washed  sufficiently  it  is  next  bleached  by  means  of 
chlorinated  lime  ("chloride  of  lime"),  mixed  with  water  in  a  large 
tank.  Then  it  goes  to  the  "  drainer,"  which  is  a  large  brick  vault  with 
a  floor  of  perforated  tiles,  the  perforations  being  of  sufficient  size  to 
permit  the  liquor  to  drain  through  and  leave  the  paper  stock.  When  the 
latter  is  sufficiently  dry  it  is  shovelled  out  and  put  into  a  beater,  with 
perhaps  some  wood  pulp.  This  machine  contains  a  large  roll,  bearing 
knives  running  on  a  bed  plate,  between  which  and  the  roll  the  stock 
travels  while  undergoing  comminution. 

From  the  beater  the  stock  is  emptied  into  a  large  tank,  known  as  the 
"  machine  chest,"  where  it  is  thoroughly  mixed,  diluted  and  stored,  and 
from  which  it  passes  as  needed  to  the  paper-making  machine. 

Old  paper  is  received  at  a  paper  mill  in  the  form  of  bales,  which  are 
opened  by  men  and  sorted  by  women  and  girls.  It  is  conveyed  to  the 
"  duster  "  on  an  endless  belt,  and  in  this  machine  it  is  freed  from  dust 
and  torn  into  pieces  by  means  of  revolving  wooden  rolls,  bearing  iron 
pins.  The  pieces  of  paper  are  sorted  over  like  rags,  but  are  not  put 
through  the  choppers,  passing  from  the  dusters  to  an  open  cooking  tub. 
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Prom  the  box  of  the  paper-making  machine  the  paper  stock,  diluted 
with  water,  is  nm  on  to  "  screens,^'  which  consist  of  series  of  brass  plates 
with  openings  one-hundredth  of  an  inch  wide.  The  excess  of  water  is 
drawn  through  by  suction,  leaving  the  paper  stock  in  the  form  of  a  long 
sheet,  which  passes  through  rolls  which  remove  more  water,  then  through 
"press  rolls'^  and  then  to  drying  cylinders,  from  which  it  is  run  to 
calendars  which  smooth  it,  reelers  which  wind  it  in  rolls,  and  slitters 
which  cut  it  to  the  desired  width. 

There  are  various  other  processes  followed  in  the  manufacture  of 
paper,  but  none  of  them  has  any  features  of  special  hygienic  importance, 
except  exposure  to  high  temperatures  and  to  air  saturated  with  moisture. 

From  the  above  description  it  will  have  been  noted  that,  from  the 
opening  of  the  bales  of  rags  or  paper  to  the  cooking  process,  the  various 
steps  involve  exposure  to  varjdng  quantities  of  dust,  the  greatest  amount 
being  given  off  in  the  earliest  operations.  It  appears  that,  no  matter 
how  constructed,  how  carefidly  enclosed,  how  well  provided  with  blowers 
and  dust  flues,  a  certain  amount  of  dust  is  inevitable  in  the  rooms  where 
the  thrashers  and  choppers  are  installed  and  operated,  excepting  when 
unusually  clean  materials  are  being  handled.  If  the  machines  are 
loosely  sheathed  or  are  not  adequately  equipped  with  dust-removal  de- 
vices, the  amount  given  off  may  be  considerable  to  enormous,  according 
to  material.  Unless  the  most  dusty  rooms  are  tightly  partitioned  off 
from  other  less  dusty  ones,  —  as,  for  example,  a  thrashing  from  a  sort- 
ing room,  —  the  amount  of  dust  in  the  air  in  the  latter  must  necessarily 
be  augmented.  In  a  number  of  the  mills  visited  the  air  of  the  whole  rag 
department  was  observed  to  be  filled  with  dust  and  lint. 

The  character  of  the  dust  brought  in  with  rags  varies  considerably,  as 
would  naturally  be  surmised  from  their  many  different  places  of  origin. 
Some  of  the  employees  state  that  while  at  first  they  suffered  from  sore 
throat,  cough  and  loss  of  sleep,  after  a  time  they  became  so  habituated 
that  only  an  occasional  bale  causes  any  discomfort.  In  some  mills  it  was 
observed  that  the  dust  was  far  more  irritating  than  that  met  with  in 
others;  especially  is  this  true  of  those  in  which  burlap  is  used.  Some 
men  assert  that  the  dust  from  rags  of  one  color  may  be  worse  than  that 
from  the  same  kind  of  cloth  differently  dyed.  Some  say  that  some  bales 
are  sickening  in  their  effects,  even  to  old  hands. 

Of  the  thrashing  rooms  visited,  a  very  small  number,  in  which  the 
machines  were  exceptionally  good  and  where  the  cleanest  rags  were 
handled,  showed  no  dust;  somewhat  more,  equipped  with  the  same 
grade  of  machines  and  working  on  the  same  kind  of  material,  showed 
but  little  dust ;  and  the  remainder  showed  considerable  to  much.  About 
11  per  cent,  of  the  sorting  rooms  were  dustless,  about  25  per  cent. 
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were  not  very  dusty  and  the  balance  showed  considerable  to  much.  Of 
the  cutting  rooms,  about  7  per  cent,  showed  little  or  none  and  the  re- 
mainder considerable  to  much.  In  a  number  of  establishments  sorting 
is  conducted  in  large,  airy,  well-lighted,  mechanically  ventilated  rooms; 
but  in  some  of  these  cutting  machines  have  been  installed,  and  they 
create  considerable  dust.  Indeed,  in  the  matter  of  separation  of  the 
several  processes  mills  vary;  in  some  the  duster  and  cutter  machines  are 
installed  in  separate  rooms,  in  some  they  are  in  the  same  raom. 

In  a  majority  of  the  mills  visited  a  portion  of  the  employees  are  ex- 
posed to  an  excessive  quantity  of  dirt,  dust  and  lint;  and  in  most  of  this 
majority  the  persons  so  exposed  show  not  a  few  who  are  pale  and  sickly 
in  appearance. 

In  19  mills  girls  under  eighteen  years  of  age  were  noted  as  being 
employed,  in  no  great  numbers,  in  rooms  which  were  very  dusty. 

In  the  department  where  the  paper  is  actually  made  there  is  no  dust, 
but  the  temperature  is  sometimes  excessive,  and  the  air  saturated  with 
moisture.  The  latter  condition  is  not  only  promotive  of  discomfort,  but 
exposes  the  paper  to  damage  through  condensation  and  dropping,  where- 
fore, exhaust  ventilation  is  commonly  resorted  to. 

The  paper  industry,  being  one  which  exposes  its  followers  to  every 
kind  of  dust  and  dirt  which  can  be  carried  in  rags,  is  naturally  looked 
upon  by  many  as  a  dangerous  trade.  It  is  unfortunate  that  it  is  impossi- 
ble from  statistics  available  to  determine  in  what  relation  this  industry 
stands  to  others  of  the  dusty  occupations.  The  death  certificates  of  the 
city  of  Holyoke,  the  center  of  the  business  in  this  State,  were  examined ; 
but  they  proved  to  be  too  indefinite  for  use,  since  the  terms  "paper 
worker^'  and  "mill  hand^^  are  commonly  applied  to  all  employees, 
whether  engaged  in  the  dusty  or  non-dusty  processes.  Comparing,  how- 
ever, the  death  rates  from  tuberculosis,  pneumonia  and  bronchitis  during 
the  years  1901,  1902,  1903  and  1904  with  those  of  the  State  at  large,  it 
was  found  that  the  Holyoke  rates  were  under  rather  than  over  the 
average. 

Emery  and  Corundum. 

Corundum  is  an  extremely  hard  oxide  of  aluminum,  used  for  polish- 
ing; emery  is  a  very  hard,  granular  variety  of  corundum,  containing  a 
small  amount  of  magnetite  or  hematite.  Ground  to  powder,  these  sub- 
stances are  used  for  polishing,  grinding  or  abrading  stone,  metal,  glass, 
etc.  In  the  crushing  and  grinding  process,  which  is  conducted  in  ma- 
chines more  or  less  completely  enclosed,  considerable  very  fine  dust  is 
given  off,  in  spite  of  efforts  based  largely,  it  must  be  said,  upon  consid- 
erations  of  economy.  The  dust  is  peculiarly  irritating,  causing  burning 
and  smarting  in  the  nose  and  throat  in  the  case  of  those  not  habituated 
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to  its  inhalation.  After  sifting  and  grading  according  to  fineness,  the 
product  is  stored  in  appropriate  compartments,  from  which  it  is  taken  as 
needed,  with  evolution  of  dust. 

Wheels  and  stones  of  various  shapes  and  sizes  are  made  from  the 
ground  material  mixed  with  one  or  more  cohesive  substances,  which  in- 
clude clay,  glue,  shellac  and  certain  others.  The  operation  of  mixing  is 
attended  by  much  dust.  The  mixture  with  clay,  after  suitable  moisten- 
ing and  molding,  is  fired  in  kilns,  and  the  resulting  stones  and  wheels  are 
much  harder  than  those  made  with  glue,  shellac,  etc.,  but  the  latter 
are  more  elastic  and  less  likely  to  break.  The  wheels  in  the  rough  state 
are  set  up  and  revolved  rapidly  and  cut  down  to  proper  size  and  smooth- 
ness with  a  steel  tool,  and  in  this  operation  great  clouds  of  dust  are 
given  off  in  all  directions.  Some  of  this  work  is  done  by  the  wet  method, 
which  reduces  dust  production  to  a  minimum.  The  completed  wheels 
are  finally  tested  in  a  metallic  compartment,  where  they  are  run  at  an 
exceedingly  high  rate  of  speed;  and  those  which  pass  the  test  without 
breaking  are  considered  safe,  since  they  are  never  again  subjected  to  the 
game  strain  in  any  work  in  which  they  may  be  used. 

This  line  of  industry,  being  one  of  the  dustiest,  and  the  dust  being 
of  a  particularly  irritating  kind,  may  justly  be  classed  among  the  trades 
which  are  intrinsically  dangerous  to  health;  but,  as  is  the  case  with 
other  dusty  occupations,  few  of  those  employed  can  be  induced  to  wear 
respirators.  In  the  largest  of  the  5  establishments  visited,  employing 
more  than  300  men,  only  an  occasional  workman  was  observed  wearing 
this  means  of  protection.  In  4  of  the  6  the  ventilation,  apart  from  the 
dust,  was  noted  as  fair,  and  in  the  largest  of  them  ventilating  fans  are 
in  use  in  the  dustiest  parts  of  the  factory.  In  all  the  light  was  noted  as 
good  or  fair,  with  the  exception  of  the  one  which  was  noted  as  poorly 
ventilated.  This  one,  however,  is  a  very  small  establishment,  in  which 
2  men  do  all  the  work,  and  buys  its  emery  ready  crushed. 

In  the  largest  factory  lunch  rooms  and  lounging  rooms  are  provided 
for  the  employees. 

While  the  great  majority  of  the  employees  in  the  several  establishments 
appear  to  be  well  and  strong,  a  notable  proportion  present  a  pale  and 
sickly  appearance.  The  habit  of  promiscuous  spitting  is  indulged  in  to  a 
very  considerable  extent. 

Sandpaper  Making. 

Sandpaper  is  made  by  spreading  sand  or  "  garnet  '^  on  paper  smeared 
with  glue,  and  drying  the  product  over  steampipes.  "  Garnet "  is  a  fine 
gravel  obtained  in  the  Adirondacks.  It  is  ground,  sifted  and  graded  by 
machinery  provided  with  hoods  and  exhaust  pipes;  but  in  the  only  fac- 
tory of  this  kind  visited  there  was,  in  spite  of  the  working  of  a  48-inch 
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exhaust  fan,  to  which  the  pipes  are  connected,  a  great  deal  of  fine  dust 
in  the  air.  Those  exposed  to  this  dust  are  urged  to  wear  respirators, 
but  they,  prefer  not  to  do  so;  and,  in  spite  of  their  refusal,  all  of  the 
80  or  90  employees  appear  to  be  in  good  health.  The  lighting  and  ven- 
tilation of  this  establishment  may  be  rated  as  only  fair. 

Stone  Cutting. 

The  stone-cutting  industry  is  justly  classed  as  one  of  the  dangerous 
trades.  It  requires  of  its  followers  great  strength,  for  the  hammers  are 
heavy  and  the  blows  are  struck  with  considerable  force,  and  good  workers 
work  fast.  In  the  processes  which  do  not  involve  the  use  of  hammers, 
but  of  machine  tools,  the  work  is  very  laborious,  and  is  not  suited  to 
those  of  poor  physique. 

It  is  preeminently  a  dusty  trade,  and  the  workmen  are,  therefore,  ex- 
posed to  the  danger  of  inhaling  nonabsorbable  and  irritating  particles 
of  mineral  matter.  Accidents  to  the  eyes  from  flying  chips  ai'e  also  very 
common,  but  they  are  generally  less  serious  than  those  due  to  fragments 
of  steel  from  the  tools  employed. 

Of  the  various  kinds  of  stone  dust,  granite  is  regarded  as  more  injuri- 
ous than  marble,  and  soapstone  the  least  of  all;  but  different  granites 
vary  in  this  particular,  some  yielding  a  much  finer  dust  than  others,  on 
account  of  differences  in  texture. 

The  greatest  amount  of  dust  comes  from  the  surfacing  machines, 
which  are  operated  with  compressed  air.  The  tool  is  either  a  large 
hammer  or  an  instrument  which  presents  four  smaller  separate  faces. 
Sometimes  a  bushing  hammer,  made  of  thin,  chisel-like  blades  bolted 
together,  is  used ;  this  creates  the  finest  dust  of  all. 

The  men  who  operate  the  surfacing  tools  rarely  wear  masks,  but  many 
chew  tobacco  and  spit,  in  the  belief  that  the  practice  serves  to  protect 
them  from  the  effects  of  the  dust  to  which  they  are  exposed.  Some  pro- 
tect themselves  from  flying  chips  by  means  of  wire  screens  placed  about 
the  hammer;  some  Wear  wire  masks  and  some  wear  glasses.  By  a  imion 
regulation,  surfacing  is  done  in  the  open  sheds  in  the  yard. 

While  the  operation  of  smoothing  cannot  be  done  by  the  wet  process, 
on  account  of  clogging  of  the  tools  with  the  pasty  material  which  would 
thereby  be  produced,  polishing  is  conducted  with  the  application  of 
water,  which  prevents  the  evolution  of  dust.  The  sawing  of  granite  and 
marble  into  slabs  is  conducted  ordinarily  by  the  wet  process,  and  is  there- 
fore unattended  by  dust;  but  soapstone  sawing  and  cutting  for  joints  is 
frequently  done  dry,  and  with  the  evolution  of  much  fine  dust  Turning 
in  lathes  is  conducted  in  the  wet  way,  and  is  dustless. 

In  general,  the  granite-cutting  business  is  conducted  in  large,  open 
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sheds,  some  of  which  have  roofs  which  can  be  lifted ;  but  even  there  and 
in  the  open  yards  the  workmen  are  exposed  to  clouds  of  dust,  especially 
those  who  operate  the  pneumatic  tools.  Work  on  marble  and  soapstone 
is,  however,  conducted  in  doors  in  the  few  establishments  found. 

"  Stone  cutters*  consumption  *'  is  very  common,  especially  between  the 
ages  of  forty  and  fifty;  and  it  is  a  well-established  belief  among  those 
employed  that  it  is  the  careless  and  those  who  indulge  in  alcoholic  bev- 
erages who,  as  a  class,  are  most  likely  to  become  infected. 

Of  343  deaths  which  occurred  in  the  city  of  Quincy  among  stone  cut- 
ters during  a  period  of  about  sixteen  years,  no  fewer  than  142  (41.4  per 
cent.)  were  due  to  pulmonary  tuberculosis,  41  (12  per  cent.)  to  other 
diseases  of  the  lungs,  44  (12.8  per  cent.)  to  diseases  of  the  heai-t,  24  (7 
per  cent.)  to  violence  and  92  (26.8  per  cent.)  to  all  other  causes.  Ex- 
cluding accidents,  the  percentage  due  to  tuberculosis  was  44.5.  These 
statistics  show  even  more  strikingly  than  those  quoted  in  the  report  sub- 
mitted two  years  ago  the  dangerous  character  of  this  occupation.  Therein 
it  appears  that,  of  a  total  of  30,000  deaths  among  stone  cutters,  tuber- 
culosis was  the  cause  in  28.57  per  cent.  It  must  be  said,  however,  that 
the  average  age  at  death  of  the  victims  of  the  disease  in  this  industry,  so 
far  at  least  as  the  Quincy  records  show,  is  somewhat  high  (47.8  years), 
but  it  is  to  be  borne  in  mind  that  the  calling  is  one  which  is  not  open  to 
the  naturally  weak,  and  that  many  of  those  who  become  incapacitated 
through  infection  drift  into  other  lines  of  industry  in  which  physical 
strength  is  not  so  essential,  and  hence  at  death  are  not  returned  as  be- 
longing to  this  class. 

In  the  course  of  this  inquiry  there  were  visited  86  establishments  de- 
voted to  this  industry,  and  employing  about  2,600  men:  5  in  Boston,  4 
in  Milton,  6  in  Milford,  68  in  Quincy  and  3  in  Eockport.  As  stated, 
most  of  the  work  is  done  in  the  open  air,  or  in  sheds  with  open  sides  and 
movable  roofs;  but  imder  the  best  of  conditions,  where  the  operations  are 
conducted  necessarily  without  the  use  of  water,  there  exists  the  danger 
of  dust  inhalation,  which  apparently  cannot  be  reduced  by  means  of 
appliances  commonly  used  in  in-door,  dusty  occupations.  Unless  the 
workmen  can  be  induced  to  protect  themselves  against  dust  inhalation  by 
the  use  of  respirators,  which  aids  to  maintenance  of  health  are  declined 
commonly  by  reason  of  the  discomfort  which  their  employment  entails, 
there  appears  to  be  little  hope  of  removing  this  industry  from  the  list  of 
dangerous  trades. 

In  a  large  number  of  the  yards  and  sheds  visited  a  considerable  pro- 
portion of  the  employees  showed  various  evidences  of  impending  or  ex- 
isting ill  health. 
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Glass  Cutting. and  Polishing. 

Operations  which  cause  glass  dust  in  the  air  are  recognized  as  especially 
dangerous  to  health,  such  dust  being  quite  as  irritating  as  steel  dust, 
if  not  more  so.  This  being  the  case,  glass  cutting  and  polishing  are  con- 
ducted with  a  minimum  of  danger  in  the  wet  way. 

In  cutting,  the  pattern  is  marked  out  with  red  lead  or  with  graphite, 
and  then  the  object  is  held  against  a  rapidly  revolving  steel  wheel  upon 
which  fine  quartz  sand  and  water  are  dropped  continuously,  or  upon  a 
wheel  of  fine  emery  and  corundum.  When  the  pattern  has  been  cut  out, 
the  glass  is  plunged  into  hydrofluoric  acid  in  lead  tanks,  connected  with 
the  exhaust  pipe  of  a  steam-propelled  blower.  This  smooths  the  cut 
surfaces,  but  acts  on  the  uncut  parts  to  such  an  extent  as  to  make  polish- 
ing necessary.  This  is  done  with  pumice  or  rotten  stone  aiid  water  or 
oil  on  revolving  brushes,  and  putty  powder  or  rouge  and  wax  on  wooden 
wheels.  The  use  of  oil  or  water  serves  to  prevent  dust,  and  the  employ- 
ment of  wooden  shields  protects  the  worker  from  being  spattered  with 
the  mixture  of  water  or  oil  and  glass  powder  and  other  materials  thrown 
off  in  the  process. 

For  successful  work  good  light  is  very  necessary,  and  in  this  respect  all 
5  of  the  establishments  visited  were  found  to  be  beyond  criticism.  The 
conditions  as  to  ventilation  and  toilet  arrangements  were  foimd  to  be 
equally  commendable. 

All  cutting  and  polishing  is  done  by  the  wet  method,  and  in  no  in- 
stance was  any  dust  perceptible. 

In  2  of  the  establishments  in  which  glass  blowing  also  is  carried  on 
the  employees  are  necessarily  exposed  to  high  temperatures  and  to  the 
possible  danger  which  resides  in  the  use  of  blowpipes,  which  are  intro- 
duced indiscriminately  into  the  blowers*  mouths.  Otherwise,  no  objec- 
tionable features  were  noted. 

The  number  of  persons  employed  in  the  several  factories  ranged  from 
about  30  to  several  hundred.  As  a  class,  they  appear  to  be  of  a  rather 
high  order  of  intelligence  and  to  enjoy  good  health. 

Manufacture  of  Optical  Lenses. 
In  the  larger  of  the  2  establishments  visited  where  optical  goods  are 
manufactured,  about  600  persons  are  employed ;  in  the  smaller  the  number 
of  employees  is  below  50.  In  both  places  lenses  are  ground  by  machines 
with  the  aid  of  rouge  (iron  peroxide),  but,  as  the  grinding  is  done  by  the 
wet  process,  no  dust  is  created.  The  use  of  rouge  on  cloth  polishing 
wheels,  however,  gives  rise  to  a  certain  amount  of  dust,  which  covers  the 
hands,  clothes,  and  to  a  considerable  extent  the  faces  of  the  polishers,  in 
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spite  of  hoods  and  exhaust  fans.    In  the  larger  a  laundry  is  maintained 
for  supplying  the  operatives  with  clean  overalls. 

In  both  establishments  the  light  and  ventilation  are  good  and  the 
sanitary  arrangements  are  satisfactory,  and  in  both  the  operatives  appear 
to  be  in  good  health. 

Manufactube  of  Machineby,  Machine  Parts  and  Metal  Supplies. 

In  the  manufacture  of  machinery  and  metal  supplies  there  are  several 
operations  which  involve  exposure  to  dust  fumes,  vapors  or  extreme  heat. 
These  include  making  castings,  cleaning  and  smoothing,  grinding  and 
polishing,  and  scaling. 

Casting.  —  In  casting  iron  and  brass  the  workmen  are  exposed  to  ex- 
treme heat;  and  in  the  case  of  brass  to  heavy  fumes,  which  are  evolved 
as  soon  as  the  molten  metal  begins  to  be  poured  into  the  moulds. 

Cleaning  and  smoothing  Castings.  —  Castings  are  cleaned  and 
smoothed  in  various  ways :  by  means  of  emery  wheels  and  revolving  wire 
brushes,  by  being  rotated  in  "  tumblers  ^'  or  "  rattlers,'*  by  chipping  with 
pneumatic  chisels  and  by  means  of  a  sand  blast. 

The  use  of  emery  wheels  and  revolving  wire  brushes  gives  rise  to  much 
dust,  and,  if  the  wheels  are  not  equipped  with  hoods  and  fans,  the  air 
becomes  thick  with  it.  Some  operatives  wear  glasses  to  protect  their 
eyes  from  the  escaping  dust. 

In  the  use  of  the  sand  blast  the  operative  wears  a  canvas  hood  and 
mask  resembling  a  diver's  helmet,  and  is  supplied  with  air  through  a 
small  pipe  which  enters  at  the  top.  Eooms  where  this  work  is  done  are 
filled  with  flying  sand  and  dust,  the  greater  part  of  which,  in  some  estab- 
lishments, falls  between  the  iron  pipes,  of  which  the  floor  is  constructed, 
to  the  rooms  below. 

When  castings  are  smoothed  by  being  rotated  in  *^ tumblers''  or 
'^rattlers,"  unless  these  are  tightly  built  or  equipped  with  hoods  and 
blowers,  much  dust  and  dirt  are  given  off. 

Scaling.  —  In  the  removal  of  scales  castings  are  wet  with  dilute 
sulphuric  acid.  The  fumes  arising  in  this  process  and  while  the  castings 
are  draining  are  very  distinctly  irritating  to  the  nose  and  throat.  Small 
castings  may  be  dipped  into  a  tank  set  into  the  floor,  but  larger  ones  are 
wet  by  having  the  acid  thrown  over  them  on  the  floor,,  which  latter  is  so 
constructed  as  to  permit  the  excess  of  acid  to  drain  back  into  the  tank. 

Grinding  and  Polishing.  —  In  these  processes  the  amount  of  dust 
which  arises  varies  according  to  the  kind  of  work  and  provisions  made 
for  dust  removal.  Light  polishing  on  emery  wheels  equipped  with  good 
hoods  and  adequate  exhaust  ventilation  gives  rise  to  but  little  dust; 
while  heavy  grinding  on  large  emery  wheels  may  create  a  great  deal,  in 
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spite  of  the  best  of  hoods  and  most  powerful  of  blowers.  Automatic 
grinding  machines,  completely  enclosed  and  well  equipped  with  hoods 
and  blowers,  expose  the  workmen  to  little  or  no  dust. 

Enormous  amounts  of  fine  steel  and  emery  dust  are  given  off  in  the 
grinding  of  "tops  and  flats''  (surfaces,  either  curved  or  flat,  covered 
with  stiff  steel  wires  like  a  brush),  unless  the  emery  cylinders  used  are 
adequately  equipped  with  exhaust  ventilating  appliances. 

While  the  nature  of  some  of  the  processes  is  such  as  to  warrant  classi- 
fication of  this  industry  with  the  dangerous  trades,  the  conditions  under 
which  the  work  is  done  are  very  largely  responsible  for  the  injurious 
effects  on  the  health  of  the  employees,  and  these  conditions  are  to  a  con- 
siderable extent  avoidable  or  at  least  susceptible  of  improvement. 

Factories  visited. 
The  24  establishments  included  under  this  heading  are  divided  as  to 
the  character  of  their  products  as  follows :  — 

Cotton   machinery    (Hopedale,   Lowell,   Whitinsville,   Taunton   and   Fall 

River), 6 

Tamiers'  machinery  (Peabody), 2 

Paper  machinery  (Fitchburg  and  Worcester), 3 

Shoe  machinery  (Beverly), 1 

Drilling  machinery  (New  Bedford), 1 

Confectioners'  machinery  (Springfield), 1 

Sewing  machines  (Orange), 1 

Rivets,  screws,  bolts,  nails,  tacks  (Quincy  and  Worcester),  ....  3 

Valves  and  hydrants  (Boston  and  Holyoke), 2 

Miscellaneous  (Boston,  Canton,  Taunton  and  Worcester),  ....  4 

The  number  of  persons  employed  in  these  factories  ranges  between 
12,500  and  16,000,  and  of  this  number  more  than  half  are  engaged  in 
making  cotton  machinery. 

Light  and  Ventilation,  —  In  these  24  establishments  the  light  varied 
in  the  different  departments  from  good  to  moderately  or  distinctly  bad, 
but  in  none  was  it  found  to  be  generally  poor  or  bad. 

With  two  exceptions,  the  ventilation  of  rooms  other  than  those  in 
which  processes  are  conducted  which  give  off  dust  or  fumes  was  found 
to  be  at  least  fair.  In  one  there  was  no  provision  for  fresh  air,  and  the 
air  was  distinctly  foul;  in  the  other  the  air  introduced  was  the  heated, 
already  foul  air  of  another  department. 

In  the  departments  in  which  ventilation  and  good  light  are  most 
necessary,  namely,  those  in  which  dust  and  fumes  are  given  off,  one  or 
the  other  was  found  commonly  to  be  lacking.    Adequate  ventilation  and 
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suitable  devices  to  promote  the  removal  of  vapors,  fumes  and  dust  would 
go  far  in  removing  this  industry  from  the  category  of  occupations  dan- 
gerous to  health. 

Following  are  some  of  the  objectionable  conditions  observed  in  the 
cotton  machinery  establishments:  — 

Casting  Brass,  —  In  one  instance  the  only  escape  for  the  gases  and 
fumes  is  by  way  of  the  doors  and  windows,  there  being  no  roof  ventilation. 

Tumbling  Castings.  —  In  one  place  some  of  the  tumblers  are  provided 
with  blowers  and  good  exhaust  draft,  and  create  practically  no  dust; 
while  others  not  so  equipped  give  rise  to  considerable  dust,  to  which  70 
men  in  a  badly  lighted  basement  are  exposed.  The  conditions  here  are 
in  marked  contrast  to  those  obtaining  in  another  establishment,  where 
the  timiblers  are  of  very  tight  construction,  adequately  ventilated  by 
fans,  and  productive  of  no  dust  whatever. 

Grinding  and  Polishing,  —  In  one  room  28  emery  wheels  and  grind- 
stones are  in  use,  the  latter  provided  with  heavy  iron  hoods  which  cover 
them  almost  completely;  but  the  emery  wheels,  being  quite  unprotected, 
cause  the  air  to  be  exceedingly  dusty.  In  another,  occupied  by  70  work- 
men, there  are  25  emery  wheels  which  formerly  were  equipped  with 
hoods  and  large-sized  exhaust  pipes,  most  of  which  have  now,  however, 
been  removed.  The  air  of  the  room  is  exceedingly  dusty,  and  about  one- 
tenth  of  the  occupants  look  pale  and  sickly. 

Grinding  ''  Tops  "  and  ''  Flats,"  —  In  one  place  the  emery  cylinders 
are  not  provided  with  hoods ;  the  amount  of  steel  and  emery  dust  in  the 
air  is  very  great.  All  of  the  men  look  pale  and  sickly,  and  all  complain 
of  the  irritation  of  the  air  passages  by  the  dust. 

Dipping  Castings,  —  In  one  place  this  work  is  carried  on  in  a  badly 
lighted  basement  room,  and  all  of  the  7  occupants  appear  to  be  in  bad 
physical  condition. 

Cleaning  and  smoothing  Castings,  —  In  a  poorly  lighted  room,  in 
which  12  emery  wheels  are  without  any  sort  of  dust-removing  apparatus 
whatever,  25  men  are  engaged  in  the  dirty,  dusty  work  of  ^' snagging^' 
or  *^  chipping.'^ 

The  2  tanning  machinery  factories  showed  but  few  objectionable  con- 
ditions. Both  are  fairly  well  lighted  and  ventilated,  and  the  employees 
look  healthy.  The  brass  foundry  of  one  is  low  studded,  and  lacks  suitable 
means  for  the  escape  of  smoke  and  fumes;  but  the  tumblers  are  of  very 
tight  construction,  and  are  situated  out  of  doors. 

In  one  a  few  emery  wheels  are  unprovided  with  hoods  and  blowers. 

The  3  paper  machinery  factories  visited  are  well  lighted,  and  in  gen- 
eral at  least  fairly  well  ventilated.  The  employees  look  healthy.  In  one 
factory  the  type  of  tumbler  used  is  such  as  to  merit  especial  meirtion. 
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because  of  its  generous  proportions  and  eflfective  dust-removal  apparatus. 
The  machine  shop  departments  are  above  the  average  in  all  respects,  but 
the  brass  foundry  is  not  ventilated.  The  brass  foundry  of  one  of  the 
others  is  reasonably  well  ventilated,  but  the  fumes  which  come  off  in 
clouds  during  casting  are  very  troublesome  and  do  not  pass  readily  away. 
In  the  other  factories  of  this  class  the  conditions  observed  were  mainly 
commendable.  Those  which  were  foimd  to  be  objectionable  include  the 
following:  — 

Brass  Casting, 

A.  A  very  large  amount  of  coal  gas  gains  access  to  the  casting  room, 
owing  to  defective  draft.  This  is  very  troublesome  to  the  men  working  near 
the  furnaces. 

B.  The  air  of  the  brass  foundry  is  heavy  with  fumes,  especially  in  winter, 
no  mechanical  ventilation  being  installed.  The  8  men  at  work  assert  that  they 
have  occasional  attacks  of  poisoning  ("brass  founders'  ague"),  which  they 
treat  by  remaining  at  home  and  "  sweating  it  out  of  the  system." 

Cleaning  Castings. 

A.  Tumbling  castings  in  a  poorly  Hghted,  unventilated  room,  the  air  of 
which  is  filled  with  dust  and  plumbago  from  the  castings.  The  8  men  present 
are  black  with  this  dirt. 

B.  Room,  with  6  occupants,  so  thickly  filled  with  dust  and  dirt  that  even 
the  four  or  five  gaslights  (the  sole  means  of  lighting)  cannot  be  distinguished 
across  the  room,  and  a  man  cannot  be  made  out  at  a  distance  of  four  feet. 
The  dust  and  dirt  come  from  ten  loosely  constructed  tumblers.     Means  of 

.  ventilation :  a  few  small  openings  in  the  roof,  two  small  windows  and  a  door. 
In  the  same  establishment,  a  room  with  40  occupants  is  very  badly  lighted, 
and,  in  spite  of  blowers  and  dust  flues,  is  filled  with  emery  and  other  dust 
Also,  an  attic  room,  occupied  by  9  men,  is  badly  lighted,  foul  and  exceed- 
ingly dusty,  in  spite  of  hoods  and  blowers.  Chipping*  and  snagging  is  done 
in  an  exceedingly  dusty,  badly  lighted  room,  in  which  there  are  12  emery 
wheels  without  hoods  or  blowers. 

Dipping  Castings, 

In  one  establishment  the  castings  are  dipped  in  a  small,  badly  lighted,  un- 
ventilated room,  the  air  of  which  is  exceedingly  disagreeable  from  concentra- 
tion of  the  fumes. 

A  Model  Establishment, 

Following  is  a  partial  description  of  a  model  establishment  in  which  are 
employed  many  hundreds  of  men :  The  comfort  of  the  employees  is  carefully 
looked  after.  The  rooms  are  light,  and  not  crowded.  Lunch  rooms  are  pro- 
vided, and  food  can  be  purchased  at  reasonable  prices,  or  it  can  be  brought 
in,  as  desired.    A  series  of  bath  rooms  is  provided  for  men,  and  another  for 
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women.  The  toilet  rooms  are  large,  clean,  light  and  properly  ventilated.  The 
iron  foundry  is  very  high;  it  is  light,  and  amply  ventilated  through  the  roof. 
The  tumblers  and  emery  wheels  are  provided  with  hoods  and  blowers  which 
are  effective,  and  there  is  practically  no  dust.  The  rooms  in  which  castings 
are  dipped  are  properly  ventilated,  and  all  fumes  are  effectively  removed. 
All  of  the  machinery  is  well  protected. 

Iron  and  Steel  Foundries. 
Of  14  iron  and  steel  foundries  in  which  castings  of  all  sorts  are  made, 
situated  in  Boston,  Chelsea,  Dighton,  Fitchburg,  Greenfield,  Lawrence, 
New  Bedford,  Orange,  Springfield  and  Worcester,  7  showed  generally 
poor  conditions  as  to  light,  ventilation  and  dust  removal.  One  showed 
commendable  conditions  throughout.  This  establishment  employs  250 
persons,  in  well-lighted,  adequately  ventilated  and  practically  dust-free 
rooms,  and  is  engaged  in  the  manufacture  of  elevators.  Another,  in 
which  150  men  are  employed,  in  a  well-lighted,  and,  apart  from  dust, 
adequately  ventilated  building,  has  a  department  in  which  the  castings 
are  sand-blasted,  which  is  so  heavily  impregnated  with  flying  sand  that 
it  is  impossible  to  see  across  the  room  even  in  bright  sunlight.  The  sand 
gets  into  the  mouth,  nose  and  eyes,  and  the  employees  suffer  considerably 
from  soreness  of  the  last-mentioned  organs.  In  another,  in  which  about 
1,500  employees  are  engaged  in  the  manufacture  of  pumps,  each  sand- 
blast room  has  small  windows  at  the  top,  openings  in  the  roof,  and  a 
large  flaring  hood  in  the  center,  with  upward-suction  draft.  The  cast- 
ings are  placed  under  the  hood  and  the  sand-blast  is  played  on  them,  the 
operatives  wearing  helmets  with  fine  wire  inserts  to  protect  the  eyes,  and 
cloths  underneath  the  helmets  to  protect  the  nose  and  mouth. 

Stove  Foundries. 
Of  the  9  stove  foundries  visited,  in  Chelsea,  Fitchburg,  Gardner,  Hyde 
Park,  Taunton,  Watertown  and  Westfield,  4  presented  moderately  bad 
and  1  distinctly  bad  conditions,  while  1  was  found  to  be  conducted  under 
conditions  which  may  be  regarded  as  sanitarily  ideal.  This  establishment 
employs  about  1,200  men,  in  well-lighted  and  adequately  ventilated 
buildings.  The  room  in  which  castings  are  cleaned  and  tumbled  is  large, 
light  and  airy,  and  has  a  tight  cement  floor.  In  the  polishing  room  the 
emery  wheels  are  well  equipped  with  hoods  and  exhaust  ventilation ;  but 
the  men,  unmindful  of  the  protection  provided,  habitually  remove  the 
hoods,  and  become  covered  with  emery  and  iron  particles.  The  brass- 
casting  room  is  very  high  studded,  and  is  ventilated  so  well  that  the 
fumes  and  vapors  are  rapidly  removed.  The  iron-casting  department, 
occupied  by  300  men,  is  very  large  and  of  good  height,  and  is  very  eflS- 
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ciently  ventilated.  A  large  wash  room,  with  cement  floor,  lockers,  hot 
and  cold  running  water  and  numerous  shower  baths,  contributes  greatly 
to  the  promotion  of  personal  hygiene  and  comfort  of  the  employees. 

Among  the  other  establishments  of  this  class,  4  are  poorly  lighted  in 
most  departments,  the  tumbler  rooms  and  polishing  departments  are  ex- 
ceedingly dusty,  and  most  of  the  emery  wheels  are  tmprovided  with  hoods 
and  mechanical  exhaust  ventilation.  Another  employs  275  men,  in  low- 
studded,  poorly  lighted,  unventilated  buildings,  in  which  there  is  no 
attempt  to  remove  the  dust  arising  from  the  processes  of  polishing  and 
buffing  by  hoods  and  exhaust  ventilation.  In  the  tumbling  room  the 
dust  is  so  thick  that  objects  a  few  feet  distant  cannot  clearly  be  made 
out.  Many  men  refuse  to  work  in  this  establishment  in  the  hot  months, 
on  account  of  the  excessive  heat  and  general  discomfort. 

Brass  and  Iron  Foundries. 

Six  establishments  of  this  class,  situated  in  Fall  Eiver,  Fitchburg, 
Gardner,  Newburyport,  Pittsfield  and  Wobum,  were  visited,  and  in  3  of 
them  the  work  of  cleaning  castings  by  scratching  and  tumbling  was 
found  to  be  done  in  small,  poorly  lighted  and  ill-ventilated  rooms.  In  2 
the  brass-casting  departments  were  found  to  be  unprovided  with  roof 
ventilation,  and  the  rooms  were  heavy  with  fumes;  but  in  2  others  the 
light  and  ventilation  were  most  commendable,  and  in  1  of  these  there  is 
good  roof  ventilation,  and  the  furnaces  in  which  the  composition  is 
melted  have  special  flues  and  exhaust  fans  for  the  removal  of  smoke 
and  fumes. 

Brass  Foundries. 

With  few  exceptions,  the  conditions  as  to  light,  ventilation  and  pro- 
tection from  dust  observed  in  the  35  brass  foundries  visited,  in  Boston, 
Fitchburg,  Williamsburg,  Holyoke,  Lawrence,  Lowell,  New  Bedford, 
Orange,  Peabody,  Salem,  Springfield,  Westborough,  Westfield  and 
Worcester,  were  very  satisfactory.  In  one  establishment  5  men  were 
found  to  be  exposed  to  very  irritating  fumes,  which  escaped  slowly  by 
the  windows ;  in  another  30  men  were  similarly  exposed  in  a  room  of  fair 
size,  but  with  no  means  of  ventilation ;  in  several  others  a  smaller  number 
of  men  were  at  work  in  rooms  with  no  outlets  for  fumes. 

The  Cutlery  and  Tool  Industry. 
From  a  sanitary  point  of  view,  the  one  important  part  of  this  industry 
is  the  reduction  of  the  surface  of  the  article  in  process  of  manufacture 
from  the  roughness  of  the  original  casting  to  the  smoothness  and  bril- 
liancy so  necessary  and  desirable  in  the  finished  product.    This  involves 
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fluccessive  treatment  by  wet  grinding,  dry  grinding  on  emery  and  corun- 
dum wheels,  and  polishing  with  rouge  on  buflSng  wheels.  Each  of  these 
processes,  even  that  of  wet  grinding  on  large,  coarse  and  finer  stones, 
causes  to  be  cast  into  the  air  large  amounts  of  fine  dust,  made  up  of 
very  fine  particles  of  steel  and  of  the  abrasive  substance.  In  establish- 
ments properly  equipped  and  conducted,  provision  is  made  to  reduce  the 
danger  of  this  dust  to  a  minimum  by  means  of  hoods  connected  with  a 
system  of  exhaust  fans  or  blowers.  In  spite  of  the  precautions  taken  to 
protect  their  health,  a  very  large  proportion  of  grinders  recklessly  remove 
the  hoods,  and  thus  expose  themselves  unnecessarily  to  this  especially 
dangerous  form  of  dust.  They  assert  that  they  prefer  freedom  of  move- 
ment, with  dust,  to  the  protection  aiSforded  by  hoods. 

Concerning  the  dangerous  nature  of  this  calling  there  is  no  dispute. 
It  is  notoriously  one  of  the  most  dangerous  of  trades,  the  prevailing 
disease  among  its  followers  being  tuberculosis,  which  among  this  class  is 
known  as  "grinders^  asthma'^  and  "grinders'  rot.''  The  employees 
readily  admit  that  grinding  and  polishing  are  dangerous,  but  they  do  not 
agree  as  to  which  of  the  two  is  the  more  dangerous. 

The  workmen  are  not,  as  a  class,  long-lived ;  indeed,  the  nature  of  the 
work  is  not  compatible  with  longevity,  and  a  person  entering  upon  it  in 
middle  life  is  unlikely  to  follow  it  many  years.  Whatever  the  age  at 
which  the  trade  is  taken  up,  a  man  in  sound  health  who  has  followed  it  a 
few  years  is  an  acknowledged  rarity.  A  study  of  the  death  returns  of 
the  city  of  Northampton,  which  is  one  of  the  centers  of  this  industry, 
for  the  past  twelve  years,  yields  facts  which  can  be  interpreted  in  only 
one  way.  During  this  period  tuberculosis  is  given  as  the  cause  of  death 
in  no  less  than  54.5  per  cent,  of  those  whose  occupation  is  indicated  by 
'*  grinder  "  or  "  polisher,"  and  in  45.4  per  cent,  of  those  designated  gen- 
erally as  "cutlers; "  and,  of  the  latter,  36.4  per  cent,  died  of  pneumonia- 
Taken  together,  the  "grinders,"  "polishers"  and  "cutlers"  returns 
show  that,  during  this  period,  diseases  of  the  lungs  were  responsible  for 
72.73  per  cent,  of  their  mortality.  As  was  shown  in  the  preliminary 
report  on  this  industry,  the  tuberculosis  death  rate  for  cutlers  in  North- 
ampton is  four  times  as  high  as  that  for  the  entire  adult  male  population. 

Twenty-eight  cutlery  and  tool-making  establishments  were  visited. 
These  are  widely  scattered,  but  the  majority  are  situated  in  the  western 
half  of  the  State.  The  places  visited  vary  in  size,  from  those  employing 
less  than  a  half-dozen  to  one  employing  about  250. 

In  general,  the  light  was  noted  as  fair  or  good;  but  the  ventilation  was 
observed  in  many  rooms  to  be  very  defective,  while  in  others  it  was  noted 
as  adequate. 

Of  3  establishments  engaged  in  the  manufacture  of  machine  knives,  2 
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were  found  to  be  well  lighted  and  properly  ventilated,  and  the  wheels 
equipped  with  eflBcient  hoods  and  blowers.  In  a  basement  room  of  the 
other  were  found  4  large  emery  wheels  not  provided  with  blowers,  and 
the  air  was  very  dusty. 

Of  2  engaged  in  making  saws  and  machine  and  belt  knives,  1  has 
effective  blower  ventilating  apparatus,  and  is  only  slightly  dusty;  the 
other  is  not  so  equipped,  and  the  men  are  much  exposed  to  dust. 

Eight  small  shops  devoted  to  saw  filing  and  cutlery  grinding  presented 
no  objectionable  features. 

Two  razor  factories  showed  objectionable  conditions.  In  one  is  a  room 
containing  between  20  and  30  emery  wheels  without  blowers;  the  air 
was  full  of  emery  and  steel  dust.  The  other  occupies  a  large,  new  build- 
ing, which  is  well  lighted  excepting  in  the  basement,  where  40  girls  are 
employed ;  and  adequately  ventilated  excepting  in  two  buffing  and  polish- 
ing rooms,  in  which  19  men  and  4  boj^s  are  exposed  to  considerable  dust. 

Of  the  remaining  cutlery  establishments  of  various  sizes,  6  are  prop- 
erly lighted  and  adequately  ventilated,  and  present  no  objectionable 
features.  In  4,  which  employ  respectively  62,  66,  37  and  260,  hoods  are 
provided;  but  the  employees  remove  them,  in  order  to  see  better  and  to 
have  more  freedom  of  movement,  and  the  grinding  and  polishing  depart- 
ments are  consequently  very  dusty.  In  the  largest  of  these  the  hoods  are 
removed  in  spite  of  orders  to  the  contrary,  and  the  36  occupants  evince 
no  interest  in  this  danger  to  their  health.  In  other  departments  of  this 
same  factory  there  is  much  dust,  in  spite  of  efforts  on  the  part  of  the 
proprietors  to  reduce  its  amount. 

Four  establishments,  one  small  and  unusually  clean  and  well  kept, 
one  employing  89  men,  another  employing  27  and  the  fourth  employing 
11,  have  no  hoods  over  the  emery  wheels,  and  this  is  their  only  objec- 
tionable feature.    They  are  naturally  dusty. 

In  all  of  the  factories  of  this  class  the  machinery  was  found  to  be 
effectively  guarded,  and  the  water-closets  to  be  in  at  least  fairly  clean 
condition. 

Of  this  industry  it  may  fairly  be  said  that,  even  where  employers 
show  a  commendable  inclination  to  safeguard  the  health  of  their  work- 
men, a  large  proportion  of  the  latter  show  a  reckless  disregard  of  their 
own  interests. 

Manufacture  op  Agricultural  Tools  and  Implements. 
In  the  tool  and  agricultural  implement  industry  the  processes  fol- 
lowed in  making  the  metallic  parts  are  essentially  the  same  as  in  the 
manufacture  of  machinery  and  machine  parts;  but  in  addition  to  these 
are  several  which  enter  into  the  making  of  handles  of  hard  wood.     A 
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wood  called  "  coca-bola  *^  is  considerably  used,  and  its  dust  is  peculiarly 
pungent  and  irritating^  causing  coryza  and  not  infrequently  troublesome 
dermatitis.  Some  persons  suflfer  from  coryza  for  a  week  or  two,  and 
then  become  accustomed  to  the  dust;  but  others  never  acquire  such  im- 
munity, and  are  obliged  to  discontinue  work  in  this  department.  Wood 
alcohol  varnishes  are  commonly  used  on  the  handles,  and  give  oflE  their 
characteristic  fumes. 

Twelve  factories,  situated  in  Athol,  Boston,  Fitchburg,  Greenfield, 
Holyoke,  Easton,  Montague  and  Worcester,  and  employing  approxi- 
mately 1,000  men,  were  found  to  be  generally  well  lighted,  and,  apari; 
from  dust,  fairiy  well  or  adequately  ventilated.  In  each  factory  the 
employees,  with  few  exceptions,  and  these  in  the  deparianents  where  the 
dust  is  most  abundant,  appeared  strong  and  healthy.  Not  one  factory 
presented  even  moderately  bad  general  conditions,  and  in  3  the  condi- 
tions were  found  to  be  sanitarily  ideal,  the  rooms  being  well  lighted  and 
thoroughly  ventilated,  the  polishing  and  buflSng  wheels  provided  with 
eflBcient  hoods  and  blowers,  and  the  acid  dipping  rooms  with  hoods  and 
good  exhaust  ventilation. 

Manufacture  op  Firearms,  Bicycles,  etc. 

Seven  establishments,  devoted  to  the  manufacture  of  firearms,  bicycles 
and  skates,  were  visited,  in  Chicopee,  Fitchburg,  Springfield  and  Worces- 
ter. In  the  majority  of  these  the  light  and  ventilation  were  found  to  be 
good,  but  in  certain  departments,  where  the  polishing  of  metal  and 
wooden  parts  is  carried  on,  the  amount  of  dust  in  the  air  was  found  to 
be  excessive.  In  one  of  the  factories  the  only  objectionable  conditions 
observed  are  the  exposure  of  16  men,  working  in  a  room  40  by  46  feet, 
to  large  amoimts  of  very  fine  black  walnut  dust;  and  the  exposure  of  12 
men  in  the  steel-bluing  room,  40  by  30  feet,  to  the  fumes  of  burning 
charcoal.  In  another  not  only  was  there  considerable  wood  dust,  but 
three  of  the  emery  wheels  were  unprovided  with  blowers  and  exhaust 
fans,  so  that  there  was  emery  and  steel  dust  in  addition. 

In  one  establishment,  in  which  the  light  and  ventilation  are  poor  and 
in  which  the  grinding  and  polishing  rooms  are  so  dark  as  to  require  the 
use  of  illuminating  gas  all  day,  the  dust  was  observed  to  be  adequately 
removed  by  means  of  mechanical  ventilation;  but  in  the  buflBng  rooms 
there  was  much  rouge  and  other  dust  in  the  air,  in  spite  of  the  hoods 
and  blowers. 

In  another  establishment  the  hoods  and  exhaust  fans  were  found  to  be 
not  wholly  efficient  in  removing  black  walnut  dust,  nor  in  preventing  the 
escape  into  the  air  of  emery  and  steel  dust. 

In  one  establishment,  of  considerable  size,  every  condition  observed 
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was  found  to  be  worthy  of  commendation.  The  light  and  ventilation  are 
good.  The  buffing  wheels  are  well  equipped  with  hoods  and  blowers, 
and  they  give  off  practically  no  dust  or  lint.  There  are  the  best  of 
modem  washing  facilities,  toilet  arrangements  and  clothes  lockers. 

Galvanizing  Iron. 

In  galvanizing,  the  iron  is  first  "pickled^*  in  a  vat  of  weak  acid 
(hydrochloric  and  sulphuric),  which  removes  scales  and  prevents  oxida- 
tion during  the  next  process,  —  that  of  immersion  of  the  pickled  iron 
in  a  tank  of  molten  zinc.  As  soon  as  the  two  metals  come  in  contact, 
acid  fumes  are  given  oflf,  and  frequently  cause  considerable  discomfort, 
which  is  greatly  augmented  by  the  dense  fumes  which  arise  from  throw- 
ing sal  ammoniac  into  the  zinc  before  and  during  the  withdrawal  of  the 
iron.  These  fumes  are  so  irritating  to  some,  especially  those  with  bron- 
chial troubles,  that  they  are  obliged  to  discontinue  the  work. 

Of  3  galvanizing  establishments  visited  in  Boston,  1  was  found  to  be 
poorly  ventilated  and  badly  lighted,  but  the  other  2  presented  no  objec- 
tionable conditions,  the  ventilation  being  so  effective  that  the  fumes  are 
drawn  off  through  air  shafts  with  great  rapidity.  The  workmen  in  all  3, 
about  60  in  all,  appeared  to  enjoy  good  health,  and  asserted  that,  beyond 
sneezing  and  coughing  at  times,  they  suffer  no  inconvenience  or  dis- 
comfort. 

Wire  and  Wire  Cloth  Making. 

In  the  open-hearth  steel  department  of  a  wire-drawing  establishment 
the  men  are  exposed  to  extreme  heat,  and  heat  exhaustion  is  said  to  be 
the  commonest  accident  in  summer.  The  work  of  pouring  the  molten 
steel  is  necessarily  in  charge  of  men  of  a  high  order  of  intelligence, 
capable  of  determining  when  a  furnace  is  *' ready  to  pour.^^  The  steel 
ingots  when  ready  are  rolled  into  long  bars  of  much  smaller  width  and 
thickness,  and  the  workmen  are  protected  as  much  as  possible  from  the 
heat  by  metallic  screens  over  which  water  is  kept  trickling. 

In  the  operation  of  wire  drawing  considerable  lime  dust  gets  into  the 
air,  lime  being  put  on  the  wire  to  prevent  it  from  rusting.  This  depart- 
ment is  interesting  mainly  from  the  point  of  view  of  accidents,  the  most 
frequent  of  which  are  the  result  of  getting  the  fingers  caught  between 
the  wire  and  drum  in  drawing  from  the  block;  but  other  more  serious 
accidents,  such  as  fracture  of  the  bones  of  the  leg,  punctured  wounds 
of  the  breast  and  other  parts,  sometimes  occur.  These  are  caused  in 
some  cases  through  inexperience  in  the  work,  and  in  some  by  careless- 
ness; but  in  the  majority  of  cases  they  are  not  due  to  lack  of  ordinary 
care  on  the  part  of  the  injured,  nor  to  negligence  on  the  part  of  any 
other  person. 
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After  the  wire  is  hardened  by  being  run  into  crude  oil  it  is  passed 
through  kettles  of  molten  lead  inside  the  tempering  furnaces,  and  is 
then  finished  and  wound  for  shipment.  From  the  tempering  furnaces 
dense  blue  fimies  arise,  and  envelop  the  men  whose  work  it  is  to  feed 
and  tend  them.  Occasional  cases  of  lead  poisoning  occur  in  this  depart- 
ment In  one  establishment,  one  employee  of  five  years'  experience 
shows  the  characteristic  blue  line  of  lead  poisoning  on  the  gums;  and 
another,  of  fourteen  years'  experience,  in  the  same  room,  has  a  history 
of  *' wrist-drop ''  and  other  evidence  of  chronic  poisoning.  Efficient 
mechanical  ventilation  is  most  necessary  in  this  work,  but  it  is  not 
always  provided. 

In  annealing  and  pickling,  hot,  very  weak  sulphuric  acid  contained  in 
large  vats  is  used.  These  vats  are  sometimes  covered  with  hoods,  some- 
times not. 

Sulphate  of  copper  is  used  for  coppering  the  wire,^  and  is  employed  in 
different  strengths.  One  man,  who  has  followed  the  work  of  this  de- 
partment in  one  establishment  for  twenty  years,  asserts  that  he  is  in 
good  health,  but  his  appearance  testifies  otherwise;  and  a  greenish  line 
is  observable  in  the  gums,  where  the  blue  line  is  seen  in  cases  of  chronic 
lead  poisoning. 

In  the  operation  of  galvanizing,  the  wire  is  passed  first  through  com- 
mercial sulphuric  acid,  then  into  a  weak  solution  of  ** spent''  hydro- 
chloric acid,  and  finally  through  molten  zinc.  The  fumes  from  the 
hydrochloric  acid  are  abundant  and  strong. 

In  making  wire  cloth  and  netting  and  fencing,  wire  is  first  rolled  on 
spools  and  drums  to  form  the  warp,  and  then  the  weaving  is  done  on 
heavy  looms. 

Japanning  is  done  in  a  suitable  tower,  the  cloth  passing  from  the  rolls 
through  a  trough  of  japan,  and  as  it  emerges  being  subjected  to  the 
action  of  a  blower;  then  passing  upward  through  several  stories,  where 
it  is  dried  by  steam  heat,  and  finally  descending  on  another  side  to  be 
wound  again  into  rolls. 

In  one  establishment,  where  2,600  men  are  employed,  the  lavatories 
are  very  small  and  inadequate.  In  one  sink  room  there  is  neither  hot 
water  nor  soap,  and  the  water-closets  are  dark  and  dirty  in  the  extreme. 
In  pleasing  contrast  are  the  wash  rooms  and  water-closets  of  a  smaller 
corporation,  which  employs  about  200  men.  All  are  well  ventilated, 
dean  and  light.  The  closets  are  of  the  best  modem  construction,  and 
the  sinks  are  provided  with  running  water,  both  hot  and  cold. 
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Manufacture  op  Insulated  Wire. 

In  the  manufacture  of  insulated  wire,  the  wire  covered  with  rubber 
is  placed  in  metallic  containers  with  powdered  chalk,  which  is  used  to 
prevent  the  coils  from  adhering  to  each  other.  The  containers  are  made 
to  revolve  by  hand  power  on  ball-bearing  tables,  and  as  they  revolve  the 
wire  is  imwound  and  removed,  and  at  the  same  time  the  chalk  dust  is 
scattered  in  all  directions.  The  coils  of  wire  are  then  put  into  a  vulcan- 
izer  and  exposed  to  steam  heat  at  270**  F.  for  five  hours  or  longer,  at 
the  expiration  of  which  time  they  are  removed. 

The  manufacture  of  insulated  cable  is  conducted  by  practically  the 
same  process.  In  the  one  establishment  of  this  sort  visited,  wherein  are 
employed  260  to  275  persons,  the  light,  ventilation  and  sanitary  appli- 
ances are  of  the  best,  and  the  machinery  is  properly  protected. 

Manufacture  of  Electrical  Apparatus. 

Under  this  heading  are  included  electrical  switchboards,  meters,  tele- 
phones, registering  devices,  etc. 

The  largest  of  the  establishments  visited  gives  employment  to  3,000 
or  more  persons,  who  operate  in  two  sets  of  very  large  brick  buildings, 
in  which  a  very  large  number  of  processes  are  carried  on.  In  the  great 
majority  of  these  processes  there  are  no  necessarily  insanitary  conditions. 

In  the  department  where  castings  are  cleaned  by  means  of  the  sand 
blast,  a  number  of  the  employees,  who  wear  glasses,  masks  and  canvas 
shields  or  aprons  to  protect  themselves  from  the  flying  sand,  look  pale 
and  sufEer  somewhat  from  inflammation  of  the  eyelids,  due  to  the  very 
fine  particles  of  sand  which  fill  the  air.  The  tumblers  are  equipped  with 
blowers,  which  appear  to  be  very  effective  in  carrying  away  the  dust 
In  two  of  the  emery  polishing  rooms,  respectively  40  by  25  feet  and  160 
by  50  fept,  although  the  emery  wheels  are  connected  with  blowers  and 
hoods,  the  air  is  filled  with  emery  dust.  Both  rooms  are  also  very  poorly 
lighted.  In  one  of  the  bufiing  rooms,  although  most  of  the  dust  is 
carried  away  through  exhaust  pipes,  some  rouge  is  perceptible  in  the  air. 
In  one  room,  in  which  castings  are  cleaned  by  means  of  acids,  there  are 
hoods  over  the  tanks,  with  mechanical  ventilation,  by  means  of  which  the 
fumes  are  very  adequately  removed. 

The  brass  foimdry,  in  which  about  65  tons  of  brass  are  cast  monthly, 
is  exceedingly  well  ventilated,  and  is  a  model  building  for  the  purpose. 

In  the  japanning  rooms,  where  metal  parts  are  dipped  into  or  painted 
with  japan,  and  allowed  to  drain  off  before  being  baked,  there  is  a  strong, 
disagreeable  and  somewhat  irritating  smell,  due  to  the  japanning  solu- 
tion; and  in  another  room,  in  which  6  children  between  the  ages  of  four- 
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teen  and  eighteen  are  engaged  in  dipping  metal  parts  into  lacquer,  there 
is  a  strong  odor  as  of  wood  alcohol. 

Concerning  other  features  of  this  establishment  little  need  be  said, 
the  conditions  throughout  being  at  least  fairly  commendable. 

The  establishment  second  in  size  gives  employment  to  about  1,000 
men  and  75  women,  in  light  and  thoroughly  ventilated  buildings,  in 
which  all  of  the  conditions  may  be  rated  as  good.  This  establishment 
provides  a  large,  attractive  lunch  room,  which  is  used  by  a  very  large 
proportion  of  the  employees. 

The  foundry  is  very  large  and  open,  and  is  from  50  to  75  feet  in 
height. 

The  emery  polishing  rooms  are  so  well  equipped  with  hoods  and  fans 
that  only  a  very  slight  amount  of  dust  is  perceptible. 

In  the  japanning  department  the  work  is  done  with  the  exercise  of  so 
much  care  that  little  discomfoit  is  occasioned. 

The  establishment  third  in  extent  occupies  a  number  of  buildings,  in 
which  the  light  varies  from  good  to  poor,  and  the  ventilation  is  assisted 
by  hoods  and  exhaust  fans.  Most  of  the  conditions  observed  are  com- 
mendable, and  only  a  small  proportion  of  the  400  employees,  and  these 
chiefly  young  girls  and  women,  appear  to  be  in  poor  physical  condition. 

The  remaining  smaller  establishments  are  well  lighted  and  ventilated; 
the  emery  wheels  have  eflScient  hoods  and  blowers,  the  general  conditions 
are  commendable  and  the  employees  look,  healthy. 

Manupactube  op  Surveyors'  Instruments. 
In  the  2  establishments  devoted  to  the  manufacture  of  surveyors*  in- 
stnmients,  in  which  together  somewhat  more  than  100  persons  are 
employed,  the  general  conditions  as  to  light,  ventilation  and  sanitation 
were  noted  as  good.  In  both  the  acid  dipping  of  brass  parts  is  con- 
ducted under  good-sized  hoods,  which  are  eflBcient  in  carrying  oflf  the 
fumes.  In  both  establishments  the  lacquering  is  done  by  women,  but 
the  lacquer  is  made  with  grain  alcohol  instead  of  wood  alcohol.  There  is 
practically  no  grinding  or  polishing  by  machinery,  most  of  the  work 
being  cut  with  tools  or  smoothed  with  a  file  and  emery  cloth.  Occa- 
sionally some  parts  are  polished  on  cloth  wheels,  but  this  is  done  too 
infrequently  to  merit  much  attention. 

Manupactube  op  Watches. 
In  the  manufacture  of  watches,  although  a  very  large  number  of 
processes  are  carried  on,  there  appear  to  be  very  few  which  involve  any 
exposure  to  unhygienic  influences  that  are  worthy  of  much  consideration. 
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The  work  is  mainly  very  fine  work,  requiring  sharp  eyesight  and  unusual 
manual  dexterity. 

In  a  very  large  watch-making  establishment  it  was  noted  that  the 
principal  objectionable  feature  is  one  which  is  not  inherent  to  the  in- 
dustry, and  far  from  necessary,  namely,  overcrowding.  For  example: 
one  room,  185  by  24  by  10  feet,  is  occupied  by  142  men,  women  and 
girls,  and  by  large  nimibers  of  machines  which  take  up  considerable 
room;. another  room,  180  by  24  by  10  feet,  is  occupied  by  132  men, 
women  and  girls,  under  the  same  conditions.  In  some  of  these  large 
rooms  it  is  most  important  to  exclude  dust,  and  therefore  free  ventila- 
tion from  the  outside  is  impossible;  and,  in  consequence,  the  large  num- 
ber of  persons  present  cause  the  air  to  be  distinctly  foul. 

All  of  the  rooms  in  which  grinding  and  polishing  machines  are  op- 
erated are  very  adequately  ventilated  by  exhaust  blowers,  and  no  dust  is 
perceptible  in  the  air.  .  In  some  of  the  rooms  the  grinding  is  done  by  the 
wet  process. 

In  one  small  room,  where  one  man  treats  dials  with  nitric  acid,  nitrous 
fumes  are  quite  strong.  In  another,  in  which  enamel  is  sifted  and 
ground  by  one  man,  there  is  much  fine  dust,  and  the  occupant  wears  a 
sponge  over  his  nose;  but  the  emery  dust  causes  a  condition  of  infiam- 
mation  of  the  conjunctivae.  In  another  small  room  there  is  a  strong 
odor  of  benzine,  from  the  washing  of  small  parts  in  washing  machines 
containing  that  substance.  In  a  number  of  other  rooms  fumes  of  ben- 
zine are  observed  to  a  greater  or  lesser  extent. 

In  a  number  of  rooms  potassiimi  cyanide  is  used  with  acid  and  alcohol 
in  a  process  of  cleaning  small  parts.  This  process  is  conducted  under  a 
hood  equipped  with  a  blower,  and  the  fumes  are  effectively  removed. 

File  Cutting. 
In  the  manufacture  of  files  the  workmen  are  exposed  to  a  double 
danger,  namely,  exposure  to  metallic  dusts  and  contact  with  metallic 
lead.  The  best  files  are  cut  by  hand,  no  machine  hfiving  as  yet  been 
invented  which  can  produce  their  equal.  The  blanks  are  first  ground 
smooth  with  the  aid  of  stones,  and  in  this  operation  considerable  mineral 
and  steel  dust  is  caused.  During  the  process  of  cutting  the  file  lies  on  a 
base  of  lead,  and  the  lines  are  cut  by  a  chisel  struck  by  a  heavy  hammer. 
The  leaden  bed  offers  suflBcient  resistance,  while  at  the  same  time  it  is 
suflSciently  yielding  to  prevent  a  sharp  recoil.  As  the  file  is  cut  it  is 
constantly  brushed  off,  usually  with  the  hand,  which  thereby  becomes 
to  a  certain  extent  coated  with  very  fine  particles  of  lead,  and  the  air 
becomes  more  or  less  impregnated  with  lead  and  steel  dust.  A  common 
habit  of  file  cutters  in  manipulating  the  file  is  to  wet  the  finger  i^nd 
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thumb  with  the  tongue,  thus  conveying  to  the  mouth  particles  of  lead, 
which,  through  the  acts  of  conscious  and  involuntary  swallowing,  gain 
access  to  the  stomach.  The  work  is  very  laborious,  and  the  attitude 
which  the  workmen  are  obliged  to  assume  is  one  which  does  not  admit  of 
normal  respiratory  movements,  since  they  sit  at  a  bench  and  stoop  over 
the  file. 

The  workmen  of  this  class  are  notoriously  careless,  and  are  inclined 
to  reject  the  idea  that  their  calling  is  not  free  from  danger;  but,  al- 
though in  the  establishments  visited  an  occasional  workman  was  ob- 
served to  be  pale  and  sickly  in  appearance,  it  must  be  admitted  that  as  a 
class  they  looked  well  and  strong. 

Five  shops  of  this  class,  employing  from  5  to  70  persons  (160  in  all), 
presented  reasonably  good  hygienic  conditions.  All  showed  fairly  good 
ventilation,  and  but  2  were  not  well  lighted.  In  2,  emplojdng  respectively 
8  and  60  workmen,  considerable  dust  was  perceptible  ixx  the  air. 

The  Jewelry  Industry. 

The  manufacturing  jewelry  business  in  Massachusetts  is  for  the  most 
part  centralized  in  an  area  which  includes  the  adjoining  towns  of  Attle- 
borough.  North  Attleborough,  Plainville,  Norton  and  Mansfield.  In 
Attleborough  it  gives  employment  to  between  6,000  and  7,000  persons, 
in  North  Attleborough  to  between  4,000  and  6,000,  and  in  the  other 
towns  mentioned  to  hundreds  more.  In  Attleborough  the  nimiber  of 
establishments  visited  was  67;  in  North  Attleborough,  38;  in  Plainville, 
6;  in  Norton  (Chartley),  3;  in  Mansfield,  2.  Outside  of  this  area,  the 
only  establishment  visited  was  1  in  Leominster.  The  great  majority  of 
the  employees  are  native  bom,  Irish,  and  French  Canadians,  in  the 
order  given.  (Jenerally  speaking,  they  are  a  sober,  industrious  and  in- 
telligent class,  and  a  large  proportion  of  them  own  their  homes.  Many 
of  them  are  persons  of  good  education,  and  their  homes  show  abundant 
evidence  of  taste  and  refinement.  In  general,  their  appearance  is 
healthy,  and  many  who  have  followed  the  industry  for  twenty  and  more 
years  speak  of  the  work  as  being  entirely  consistent  with  good  health. 

In  this  industry  the  processes  conducted  are  necessarily  numerous, 
but  for  the  purpose  of  this  report  only  a  few  of  the  most  important  need 
be  described. 

Whatever  the  kind  of  jewelry  to  be  made,  the  basis  is  what  is  known 
as  *'flat  stock,*'  made  by  *^ sweating  on'*  bars  of  gold,  usually  of  12 
carats,  to  bars  of  the  same  width  of  brass.  The  bars,  with  silver  solder 
interposed,  are  clamped  together  and  heated  in  a  gas  furnace  to  a  cherry- 
red  heat,  when  they  unite.  The  resulting  bar  can  be  rolled  to  any  desired 
thickness,  the  gold  spreading  equally  with  the  brass,  so  that  when  down 
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to  .005  the  stock  assays  the  same  as  the  bar  before  rolling.  Prom  this 
'*  flat  stock  **  both  tubing  and  wire  may  be  made,  from  which  are  manu- 
factured chains  of  all  descriptions,  bracelets,  slides  and  ornaments  of 
various  kinds. 

In  making  such  an  article  as  a  fob  top,  which  may  be  taken  as  a  type, 
a  piece  of  flat  stock  is  struck  with  a  steel  die  according  to  the  pattern 
desired,  then  taken  to  a  press  and  cut  out  in  a  steel  cutter.  The  several 
parts  are  next  put  together  and  soldered  into  the  desired  shape,  the  plate 
being  coated  with  boric  acid  before  the  application  of  tiie  solder,  in  order 
to  oxidize  the  surface  and  keep  it  from  turning  green.  After  soldering, 
the  piece  is  placed  in  a  "  pickling  **  solution,  which  consists  usually  of  a 
solution  of  sulphuric  acid  of  about  20  per  cent,  strength,  but  it  may  be 
as  weak  as  5  per  cent.  This  removes  all  of  the  boric  acid.  As  the  pickle 
gives  off  no  fumes,  even  though  it  is  used  hot,  this  work  is  done  with 
entire  safety  in  the  open  room. 

The  piece  is  next  polished  with  cotton  cloth  wheels  and  bristle  brushes, 
the  dust  being  drawn  away  by  means  of  suction  pipes  and  collected  under 
water,  and  the  gold  ultimately  recovered.  The  process,  being  dustless, 
is  not  detrimental  to  health.  The  piece  is  now  ready  for  the  coloring 
solution,  which  consists  of  a  weak  solution  of  potassium  cyanide  and 
gold,  kept  very  hot  and  commonly  uncovered.  This  gives  a  slight  coating 
of  24-carat  gold,  which  serves  to  bring  out  the  depth  of  color  for  relirf 
and  to  give  a  finished  appearance,  but  has  no  wearing  qualities. 

Brass  goods  are  plated  by  ''  dipping,^^  but  first  they  must  be  cleaned 
with  acids.  Silver  is  also  treated  with  acids,  to  remove  fire  stains.  The 
acids  used  include  nitric,  hydrochloric  and  sulphuric,  chiefly  the  first 
two  mentioned.  In  most  factories  these  acids,  which  work  more  quickly 
when  heated,  are  kept  in  hoods  with  exhaust  ventilation,  to  prevent  the 
escape  of  the  fumes.  Generally  this  work  is  in  charge  of  one  man,  but 
occasionally  two,  three  or  four  are  employed.  After  *' dipping'*  in  the 
electro-plating  solution  no  polishing  is  done,  this  process  being  too  ex- 
pensive for  brass  goods;  but  lacquers  of  one  kind  or  another  are  applied, 
to  prevent  tarnishing.  Lacquers  are  used  also  on  silver,  but  never  on 
rolled  plate. 

Lacquers  are  of  secret  composition,  but  are  said  to  contain  gun  cotton, 
ether,  amyl  alcohol  and  other  substances,  and  are  very  inflammable. 
The  fumes  are  disagreeable,  and,  as  the  work  requires  heat  np  to  about 
100°  P.,  it  is  not  inviting. 

The  machinery  in  use  in  this  industry  includes  power  presses,  foot 
presses,  stamps,  rolling  mills,  drills,  large  and  small  lathes,  milling  ma- 
chines, grinding  machines,  planers,  grindstones,  emery  wheels  and  pol- 
ishing wheels.  ^ 
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Employees  occasionally,  through  carelessness,  get  their  fingers  caught 
under  the  presses  and  stamps,  and  their  finger  tips  cut  or  crushed.  The 
rolling  mills  and  other  heavy  machinery  are  operated  by  men.  In  some 
factories  young  girls  work  the  light  foot  presses,  and  it  is  asserted  by 
not  a  few  that  they  accomplish  more  in  a  day  than  men,  and  do  it  more 
cheaply.  The  presses  require  but  little  physical  exertion,  and  the  foot 
swings  about  8  inches.  In  the  department  where  these  machines  are 
operated  there  are  no  fumes  and  no  dust. 

Ventilation  and  Light.  —  The  most  modem  shops  have  large  win- 
dows-, extending  from  the  tops  of  the  benches  upward  to  transoms  of 
good  size,  and  the  light  is  often  so  strong  in  the  faces  of  the  employees 
as  to  necessitate  the  use  of  eyeshades.  While  only  an  occasional  shop  is 
equipped  with  mechanical  ventilating  apparatus,  most  of  them  have 
plenty  of  windows  of  average  size,  which  are  freely  movable  for  purposes 
of  ventilation.  In  one  of  the  largest  factories  the  benches  are  placed  at 
a  distance  from  the  windows,  and  the  employees  complain  of  poor  light; 
and  in  the  same  establishment  the  upper  windows  are  fastened  so  as  to 
be  immovable,  and  the  ventilation  in  winter  is  reduced  to  a  minimum. 

The  Spitting  Habit.  —  The  habit  of  spitting  is  confined  chiefly  to  the 
users  of  chewing  tobacco,  for  whom  in  most  of  the  establishments  spit- 
toons are  provided. 

The  Lead  Industry. 

Lead  compounds  are  manufactured  by  somewhat  different  processes 
in  different  establishments,  and  the  several  factories  visited  will  there- 
fore be  considered  separately. 

In  one,  where  from  15  to  20  men  are  employed  in  making  white  lead, 
pig  lead  is  melted  and  cast  into  "  buckles ''  or  rounded  perforated  sheets 
about  6  inches  in  diameter.  These  are  placed  in  large  earthen  jars  or 
crucibles,  containing  acetic  acid,  which  are  arranged,  in  layers  alter- 
nating with  tan  bark,  in  stacks,  which  are  large  compartments  about  30 
by  30  by  40  feet,  open  at  the  top  under  the  roof  of  the  building.  The 
stacks  are  completely  filled,  and  then  the  material  is  left  for  several 
weeks  while  the  process  of  corrosion  goes  on.  Considerable  heat  and 
carbon  dioxide  are  generated,  and  the  lead  is  converted  to  hydrated 
carbonate. 

When  corrosion  is  complete  the  tan  bark  is  removed,  and  the  layers 
of  crucibles  are  emptied  into  small  carts.  As  the  contents  are  dry, 
cnmibly  scales  and  crusts,  the  process  of  emptying  is  accompanied  by 
much  dust,  against  the  inhalation  of  which  no  precautions  are  taken 
by  the  use  of  respirators. 

The  product  is  taken  to  the  grinding  apparatus,  where  at  once  it  is 
wet  thoroughly  and  then  kept  tightly  covered.     The  men  who  attend 
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the  grinding  machines  are  of  a  different  class  from  those  who  empty  the 
stacks,  and,  since  they  are  not  exposed  to  lead  dust,  they  do  not  suffer 
from  lead  poisoning  and  are  comparatively  healthy.  Those  who  empty 
the  stacks  do  not  remain  long  at  work.  It  is  said  that  this  is  .due 
in  part  to  the  disagreeable  nature  of  the  work,  in  part  to  the  fact  that 
they  are  largely  roving  characters  who  do  not  care  to  work  more  than  a 
few  days  occasionally,  and  in  part  to  the  fact  that  they  acquire  lead 
poisoning  and  are  obliged  to  quit  Even  those  of  good  intention  rarely 
work  more  than  a  month. 

After  the  material  is  ground,  it  is  conducted  in  the  wet  state  through 
pipes  to  the  top  floor,  where  it  is  discharged  to  a  depth  of  6  inches  into 
beds  which  have  an  area  of  about  40  by  6  feet.  The  lead  compound 
settles,  the  water  is  drained  off,  and  the  residue  is  dried  by  steam  heat. 
When  it  is  sufficiently  but  not  absolutely  dry,  it  is  shovelled  in  the  form 
of  large  lumps  into  trucks  (in  which  operation  considerable  very  fine 
dust  is  given  off),  and  removed  for  packing  into  kegs  and  other  con- 
tainers or  for  grinding  with  linseed  oil. 

In  a  near-by  abandoned  tenement  house  are  rooms  set  apart  for  wash-, 
ing,  dressing  and  eating.  Here  everything  is  exceedingly  dirty.  There 
are  two  small  sinks  with  running  water,  and  hot  water  is  obtained  by 
heating  in  a  pan  on  the  stove.  Because  the  worldnen  carry  it  away,  no 
soap  is  provided,  and  the  men  must  for  a  like  reason  provide  their  own 
towels.  In  warm  weather  the  mien  eat  their  dinner  out  of  doors;  in 
winter,  in  the  dirty  room  therefor  provided. 

In  another  establishment  white  lead  is  made  by  the  wet  process. 
Metallic  lead  is  melted  and  poured  from  a  height  of  15  feet  into  water, 
the  result  being  granulated  lead.  This  is  placed  in  cylinders  and  treated 
with  acetic  acid,  which  is  kept  in  motion  by  constant  pumping.  The 
various  processes  are  carried  on  with  no  evolution  of  dust,  and  the  final 
product  is  filtered  out,  washed  with  water  and  ground  in  oil.  All  of  the 
employees  are  healthy  in  appearance,  and  there  is  no  history  of  lead 
poisoning. 

In  an  establishment  where  red  lead  is  manufactured,  pig  lead  is  melted 
in  a  series  of  furnaces  over  coal  fires  in  a  long  brick  building,  with  good 
light  and  ventilation.  The  men  who  attend  the  furnaces  rake  the  lead 
at  proper  intervals  with  long  iron  bars,  standing  back  some  20  feet  from 
the  furnace  doors,  thus  avoiding  fumes  and  dust.  Once  a  day  the  fur- 
naces are  emptied  into  iron  barrows,  and  the  oxidized  product  is  then 
transferred  to  a  mill,  which  shifts  and  grinds  simultaneously.  All  dust 
from  this  mill  is  forced  by  a  blower-fan  through  a  conduit  to  a  room 
above,  which  is  provided  with  cloth  partitions.  The  final  product  is 
packed  into  casks  without  the  creation  of  much  appreciable  dust. 

All  of  the  17  men  employed  are  mindful  of  the  dangers  iucident  to 
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lead  working,  and  have  had  from  six  ta  twenty-five  years'  experience. 
All  seem  well  and  strong,  and  none  has  had  any  sickness  which  can  be 
attributed  to  the  nature  of  the  occupation  during  the  period  of  his 
employment. 

In  another  factory,  where  8  men  are  employed  in  two  shifts,  pig  lead, 
and  sometimes  white  lead  of  inferior  quality,  is  heated  in  large  furnaces, 
which  from  time  to  time  are  opened  for  the  purpose  of  stirring  the 
material  with  an  iron  bar.  After  about  twenty-four  hours  the  resulting 
oxide  is  drawn  off  into  iron  barrows,  and  during  this  process  the  air  is 
filled  with  fine  dust;  but  the  workmen  are  protected  therefrom  by  caps, 
canvas  jackets  and  cloths  woimd  about  their  necks,  and  all  wear  respi- 
rators. 

The  material,  after  treatment  with  water,  is  screened  and  then  sent  to 
the  grinding  room,  where  it  is  thoroughly  ground  with  water.  The  mix- 
ture of  water  and  oxide  is  pumped  to  the  fourth  story  to  a  large  tank, 
where  it  is  allowed  to  settle.  The  oxide  is  then  separated  and  carried  to 
the  drying  room,  where  it  is  spread  on  large,  steam-heated  tables,  from 
which,  when  dry,  it  is  scraped  and  transferred  to  a  miU,  in  which  it  is 
reduced  to  a  powder.  It  is  then  sent  through  canvas  tubes  to  barrels 
for  shipment.  During  the  processes  of  transfer  to  the  mill  and  packing 
into  barrels  more  or  less  dust  escapes  into  the  air,  but  the  persons 
exposed  thereto  are  protected  by  respirators.  Each  man  exercises  due  dili- 
gence against  the  possibility  of  poisoning,  and  before  leaving  the  estab- 
lishment washes  carefully  and  changes  all  his  clothes. 

In  a  lead  paint  grinding  establishment,  where  24  men  are  employed, 
the  dry  material  is  mixed  with  linseed  oil,  the  workmen  avoiding  as 
much  as  possible  the  creation  of  dust.  The  machines  in  which  the  mix- 
ing is  done  discharge  through  pipes  to  the  grinding  machines  on  the  floor 
below;  these  require  no  great  attention.  The  final  product  is  filled  into 
cans  and  other  containers.  On  the  day  of  visit  no  dust  whatever  was 
perceptible,  and  none  of  the  employees  showed  any  evidence  of  poor  con- 
dition. 

In  another  establishment,  where  among  other  materials  about  two 
barrels  of  white  lead  are  used  per  month,  all  of  the  40  employees  appear 
to  be  in  good  health,  and  the  conditions  ever3rwhere  were  found  to  be 
commendable. 

In  another,  where  various  kinds  of  paints  are  ground,  lead  is  gradually 
being  supplanted  by  zinc  oxide.  When  white  lead  is  used,  it  is  shovelled 
dry  into  the  mixers  with  oil.  No  cases  of  lead  poisoning  have  occurred, 
at  this  place. 

The  18  men  and  3  women,  the  latter  engaged  in  labelling  cans  and 
kegs,  appear  to  be  in  good  health. 
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Manufacture  op  Lead  Pipe  and  Plukbebs'  Supplies,  etc. 

In  the  operation  of  melting  lead  in  hooded  furnaces  and  running  it 
through  the  proper  dies  and  moulds,  lead  fumes  are  given  off  in  abun- 
dance; but,  in  factories  in  which  the  health  of  the  workmen  is  properly 
safeguarded,  these  are  carried  away  by  hoods  and  exhaust  pipes.  In  all 
6  of  the  lead-casting  establishments  visited,  in  Boston,  Holyoke  and 
Westfield,  all  of  which, were  foimd  to  be  fairly  or  well  lighted  and  ven- 
tilated, all  of  the  employees  appeared  to  be  in  good  health,  and  in  no 
instance  was  it  possible  to  trace  a  case  of  lead  poisoning  to  conditions 
obtaining  or  processes  followed.  While  it  was  observed  that  it  is  the 
custom  to  handle  lead  with  bare  hands,  the  workmen,  generally  men  of 
experience  and  intelligence,  appeared  to  observe  the  necessary  precau- 
tions as  to  personal  cleanliness  against  acquiring  lead  poisoning. 

In  the  largest  of  the  casting  rooms  visited  54  men  and  12  women  are 
employed,  and  all  appear  to  be  in  good  health. 

Manufacture  op  Solder. 
In  making  solder,  tin  and  lead  dross  are  mixed  witb  resin  and  char- 
coal, and  heated  in  a  furnace  covered  with  a  hood.  After  suflScient  melt- 
ing and  stirring,  the  product  is  drawn  off  into  a  small  pot  furnace, 
dipped  out  with  ladles  and  run  into  moulds.  In  an  experience  of  thirty- 
five  years  but  one  case  of  lead  poisoning  has  been  known  in  the  small 
establishment  in  which  this  work  is  conducted,  and  he  was  a  worker  in 
lead  before  he  came.  In  this  establishment  it  is  noticed  by  the  em- 
ployees that  no  rats  are  ever  seen,  and  the  workmen  who  have  attempted 
to  keep  dogs  or  cats  have  lost  them  very  soon  by  lead  poisoning.  The 
men  are  very  careful  to  wash  thoroughly  before  going  to  meals. 

Pottery. 

The  pottery  industry  in  Massachusetts  is  one  of  no  great  extent,  and 
but  6  establishments  were  visited;  these  are  situated  in  East  Boston, 
South  Boston,  Dorchester,  Cambridge,  Dedham  and  Chelsea.  The  num- 
ber of  persons  employed  ranges  from  less  than  a  dozen  to  somewhat  more 
than  160.  The  products  include  all  grades,  from  common  flower  pots  to 
the  highest  quality  of  fancy  pottery  and  crackle  ware. 

The  process  which  is  recognized  in  the  great  pottery  centers  of  Europe 
as  the  most  important  from  a  sanitary  standpoint  is  that  which  brings 
the  employees  into  contact  with  lead,  which  is  one  of  the  principal  ingre- 
dients of  the  mixtures  used  in  glazing.  These  mixtures  are  of  various 
kinds,  and  contain  variable  amounts  of  lead  in  several  forms,  the  least 
harmful  of  which  is  known  as  "  fritted.'^    The  glazes  employed  in  the 
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establishments  visited  contain  lead  in  one  form  or  another,  with  one 
exception,  and  this  is  a  secret  mixture.  In  one  establishment,  fritted 
lead  alone  is  used.  While  lead  poisoning  is  a  common  condition  in  the 
great  French  and  English  potteries,  it  is  almost  unknown  in  the  6  home 
establishments  visited.  In  1  of  them,  it  is  said,  there  were  two  cases 
several  years  ago  among  the  girls  who  applied  the  glaze;  but  in  3  of 
them  the  men  who  mix  the  glaze  and  are  more  exposed  to  possible 
danger  than  others  who  handle  it  have  performed  the  work  for  from  ten 
to  thirty  years  without  injury  to  their  health  or  to  their"  healthy  appear- 
ance. It  is  to  be  said,  however,  that  the  persons  engaged  in  this  industry 
appear  to  be  intelligent  and  to  imderstand  thoroughly  the  importance 
of  care  and  strict  personal  cleanliness;  and  that  the  employers  provide 
ample  means  for  its  maintenance. 

In  certain  of  the  processes,  considerable  dust  arises,  but  these  are  not 
continuous,  and  the  persons  exposed  thereto  appear  to  have  suffered  no 
injury. 

In  all  of  the  6  establishments,  the  conditions  as  to  light  and  ventilation 
are  good,  what  machinery  there  is  is  well  guarded,  and  with  two  excep- 
tions the  toilet  arrangements  are  excellent.  In  one  the  closets  are  un- 
clean, and  in  one  they  are  filthy. 

In  each  place  the  general  health  of  the  employees  is  noticeably  good. 

Piano  Making. 

In  the  manufacture  of  pianos  many  (some  30  or  more)  separate 
processes  are  conducted,  but  very  few  are  attended  by  any  possible  danger 
to  health.  These  include  planing,  polishing,  varnishing  and  bronzing. 
In  the  operation  of  planing  and  polishing  wood,  considerable  fine  dust 
may  be  given  off,  but  in  model  establishments  this  is-  carried  away  by 
eflBcient  exhaust  ventilation.  In  polishing  and  buffing  metal  parts  on 
emery  and  buffing  wheels,  the  usual  dusts  arise ;  but  with  mechanical  ven- 
tilation these,  too,  are  effectively  removed.  Bronzing  is  always  a  dusty 
process,  in  spite  of  all  precautions,  but  the  number  of  men  who  are  en- 
gaged therein  is  not  large.  Varnishing  and  fine  polishing  are  conducted 
in  practically  dust-proof  and  consequently  not  well-ventilated  rooms. 

Two  piano  factories,  one  situated  in  Cambridge  and  employing  300 
persons,  the  other  in  Boston,  employing  about  500,  were  visited.  Both 
occupy  large,  well-lighted  and  in  general  well-ventilated  buildings.  In 
both,  ample  provision  is  made  for  the  removal  of  dusts  of  all  kinds,  and 
the  rooms  are  practically  dust-free,  except  that  in  one,  where  4  men 
use  emery  and  buffing  wheels,  the  exhaust  draft  is  somewhat  poor  and  at 
times  there  is  considerable  dust;  and  in  another,  in  which  woodworking 
is  conducted,  the  hoods  and  exhaust  pipes  are  only  partially  effective. 
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In  the  varnishing  departments,  which,  as  stated,  must  be  kept  free  from 
dust,  and  hence  cannot  be  freely  ventilated,  there  are  fumes  of  wood 
alcohol,  but  the  number  of  persons  exposed  thereto  is  not  great. 

In  one  the  bronzing  is  done  by  one  man,  who  has  worked  constantly 
for  twenty  years,  and  states  that,  although  he  knows  that  he  has  some 
form  of  chronic  poisoning,  he  suffers  little  therefrom.  Formerly  he 
wore  a  respirator,  but  he  abandoned  its  use  because  it  made  a  green  line 
on  his  face.  While  he  is  very  careful  to  wash  thoroughly  every  day,  he 
looks  pale,  has  greenish  discolored  gums,  and  shows  the  effects  of  his 
calling. 

In  one  there  was  noticed  but  little  spitting,  and  in  the  other  none  at 
all.  In  the  latter  are  posted  notices  regarding  the  danger  of  the  spitting 
habit  to  health. 

In  both  the  rooms  are  very  large,  and  each  employee  has  an  abundance 
of  air  space. 

Lithographing. 

In  the  lithographing  business  there  are  many  processes,  but  most  of 
them  are. devoid  of  danger  to  health,  and  only  those  which  are  at- 
tended by  possible  danger  will  be  considered.  One  large  establishment 
devoted  to  this  industry,  employing  about  700  persons,  was  visited.  The 
work  is  conducted  in  many  rooms,  mostly  large,  in  a  number  of  large 
brick  and  wooden  buildings.  Almost  all  of  the  rooms  are  low  studded, 
badly  lighted  and  inadequately  ventilated. 

In  the  process  of  etching  zinc  plates,  in  which  process  nitric  acid, 
diluted  with  about  a  fourth  of  its  volume  of  water,  is  used,  nitrous  fumes 
are  given  off  in  such  amounts  as  sometimes  to  be  very  troublesome,  there 
being  no  hoods  and  no  artificial  ventilation.  In  winter  the  workmen  not 
infrequently  break  the  windows,  in  order  to  get  fresh  air. 

In  the  rooms  in  which  prints  are  made  from  the  zinc  plates  and  the 
lithograph  stones  —  2  rooms,  200  by  50  feet,  occupied  respectively  by 
75  and  175  men  —  there  are  strong  odors  of  turpentine,  etc.,  and  the 
air  is  very  bad,  in  spite  of  the  fact  that  the  vacuum  system  of  artificial 
ventilation  is  employed. 

In  the  operation  of  bronzing,  which  is  conducted  in  a  room  40  by  35 
feet,  occupied  by  8  men,  the  sheets  are  run  through  a  press,  which  prints 
the  design  in  sizing,  and  then  they  are  fed  into  bronzing  machines,  from 
which,  in  spite  of  their  metallic  coverings,  the  bronze  powder  escapes 
freely  into  the  air.  The  boys  who  run  tiie  5  machines  wear  handker- 
chiefs over  the  nose  and  mouth.  They  look  pale  and  unhealthy,  and  all 
show  the  characteristic  green  perspiration  due  to  contact  with  bronze. 

In  one  side  of  the  room  is  an  exhaust  ventilating  fan  connected  with 
a  wooden  fine.  This  helps  the  ventilation  considerably,  but  in  spite 
thereof  the  air  is  heavy  with  bronze  dust  most  of  the  time. 
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In  the  finishing  room,  200  by  80  feet,  occupied  by  135  to  200  em- 
ployees, mostly  women  and  girls,, where  the  operations  of  folding,  per- 
forating, pasting,  cutting  and  embossing,  etc.,  are  carried  on,  the  air 
and  light  are  rather  poor.  Mechanical  ventilating  apparatus  has  been 
installed,  but  has  not  yet  been  given  a  fair  trial. 

The  great  majority  of  the  employees  appear  to  be  healthy. 

Manufacture  op  Chemicals. 
•  In  the  manufacture  of  chemicals,  as  carried  on  in  the  largest  estab- 
lishments of  the  State,  a  great  variety  of  substances  are  produced,  and 
necessarily  a  great  variety  of  processes  are  employed.  The  chemicals 
which  are  associated  in  the  public  mind  with  possible  dangers,  namely, 
the  corrosive  acids,  are,  as  a  matter  of  fact,  made  in  such  a  way  that  in 
the  several  processes  practically  no  fimies  whatever  escape,  the  work 
being  enclosed  from  beginning  to  end. 

A  number  of  processes  which  give  rise  to  poisonous  and  irritating 
fumes  are  very  commonly  conducted  in  the  open  air,  or  in  sheds  with 
open  sides  and  ends. 

In  the  largest  of  the  chemical  factories  visited,  about  300  men  are 
employed,  and  a  great  variety  of  chemicals  are  manufactured.  The  work 
is  conducted  in  large,  well-lighted,  adequately  ventilated  buildings,  in 
which  all  belting  and  shafting  are  well  guarded. 

The  important  processes,  carried  on  on  a  large  scale,  occupy  separate 
buildings,  and  the  products  are  in  the  main  not  exposed  at  all  to  the  air. 

The  workmen,  all  of  whom  are  adults,  are  exposed  very  little  to  poi- 
sonous or  irritating  fimies  and  dust,  or  to  contact  with  poisonous  or  irri- 
tating substances;  but  at  certain  points  in  the  buildings  acid  fumes  in 
considerable  strength  are  constantly  present,  but  at  these  points  there  is 
good  overhead  ventilation,  and  the  workmen  are  rarely  obliged  to  ap- 
proach very  near. 

In  this  establishment  very  little  spitting  was  observed,  and  the  general 
appearance  of  the  employees  was  healthy. 

The  conditions  obtaining  in  another  somewhat  smaller  establishment, 
engaged  in  practically  the  same  line  of  work,  were  found  to  be  equally 
commendable. 

In  3  other  establishments,  manufacturing  the  same  line  of  goods,  but 
to  a  much  smaller  extent,  each  employing  less  than  20  men,  the  condi- 
tions as  to  light,  ventilation,  absence  of  fumes  and  dust  were  found  to  be 
such  as  to  deserve  no  adverse  criticism.  In  each  the  workmen  appear 
to  be  in  good  health. 

Among  the  products  of  the  above-mentioned  factories  may  be  men- 
tioned sulphuric  acid,  hydrochloric  acid,  acetic  acid,  nitric  acid,  ammonia, 
sodium  sulphide,  sodium  sulphate,   alum,  potassium  cyanide,  ferrous 
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sulphate,  sodium  bisulphite,  sodium  carbonate,  sodium  bisulphate,  ferric 
chloride,  ferric  nitrate,  stannous  chlpride,  sodium  acetate,  aluminum 
chloride,  and  various  salts  of  tin,  arsenic,  antimony,  zinc,  copper,  etc. 

In  addition  to  the  establishments  mentioned,  the  following,  devoted  to 
the  manufacture  of  special  lines,  may  be  described :  — 

Manufacture  of  Potassium  Cyanide. 

A.  In  an  isolated  wooden  building,  40  by  60  by  30  feet,  the  product  is 
fused  in  crucibles  and  cast  in  moulds.  The  fumes  are  carried  away  by  means 
of  a  hood  connected  with  a  chimney. 

Manufacture  of  Arsenate  of  Lead, 

B.  Establishment  employing  5  or  6  men,  in  a  room  50  by  20  by  10  feet, 
adequately  lighted  and  ventilated,  in  the  manufacture  of  arsenate  of  lead 
from  nitrate  of  lead  and  arsenate  of  sodimn.  The  demand  for  this  product 
is  such  that  it  is  made  only  occasionally,  and  when  ordered  i^  filled  into  small 
containers  for  delivery.    No  objectionable  features  were  observed. 

Manufacture  of  Lactic  Acid, 

C.  Fifteen  men  engaged  in  the  manufacture  of  lactic  acid,  in  a  fairly 
lighted  and  ventilated  building.  The  machinery  is  well  guarded.  The  ap- 
pearance of  the  men  is  healthy. 

Distillation  of  Tar. 

D.  Establishment  emplo3dng  from  50  to  100  men  in  the  distillation  of  tar. 
In  this  process  the  crude  tar  from  gas  works  is  treated  in  large,  out-door 
distilling  apparatus.  The  first  distillate  is  ''light  oil"  or  crude  naphtha; 
the  next  are  heavier  oils,  from  which  certain  disinfectants  and  stains  are 
derived;  and,  finally,  "dead  oil,"  "heavy  oil"  or  "crude  oil."  The  residue 
is  the  product  known  as  roofing  tar  and  paving  tar. 

The  process,  being  carried  on  in  the  open  air,  is  devoid  of  the  usual  objec- 
tionable features  of  occupations  in  which  poisonous,  irritating  or  offensive 
fumes  are  given  off. 

In  this  establishment  all  of  the  employees  appear  to  enjoy  good  health. 

E.  A  small  establishment,  employing  60  men,  distilling  coal  tar.  Condi- 
tions same  as  under  D. 

Manufacture  of  Lampblack. 

F.  Department  of  factory  designated  as  "  E,"  in  which  a  half-dozen  men 
produce  lampblack,  by  burning  heavy  oil  and  drawing  the  smoke  through  a 
series  of  brick  chimneys.  The  fires  are  shut  off  in  the  morning,  and  the  men 
draw  out  the  product  with  wooden  scrapers.  It  is  next  taken  up  a  screw 
elevator  to  a  mill,  which  grinds  and  sifts  it.  It  is  finally  packed  in  barrels 
or  paper  bags. 

The  men  object  to  the  use  of  respirators,  and  they  are  covered  with  soot 
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Manufacture  of  Bone  Black, 

G»  Establishment  employing  20  men.  Calcined  bone  is  groimd  in  mills 
on  the  lower  floors  of  two  fairly  large  wooden  buildings,  and  the  resulting 
powder  is  blown  by  fans  through  conduits  which  lead  to  the  floor  above. 
From  the  conduits  the  powder  is  delivered  into  large  cloth  bags,  from  which 
it  is  drawn  through  appropriate  openings  into  barrels. 

The  air  is  laden  with  dust,  but  the  workmen  refuse  to  wear  respirators. 
They  look  fairly  healthy. 

Manufacture  of  Facing  for  Foundry  Use, 
H,  Charcoal  and  graphite  of  several  kinds,  known  as  "  Rhode  Island 
lead  "  (Providence,  R.  I.), "  (German  lead  "  (from  Austria)  and  "  silver  lead  " 
(from  Ceylon),  are  groimd,  sifted  and  mixed  by  machinery;  and  from  each 
of  the  machines  employed  in  the  several  processes  large  volumes  of  extremely 
fine  black  dust  are  given  off.  The  materials  are  sent  from  room  to  room  and 
from  floor  to  floor  through  chutes  or  "  runs,"  and,  as  the  dust  is  so  fine  that, 
according  to  the  men  engaged,  it  will  sift  through  anything  that  is  not  water- 
tight, the  entire  building  is  so  permeated  with  it  that  a  person  entering  the 
place  becomes  covered  with  it  almost  immediately.  The  7  workmen  say  that 
they  get  accustomed  to  the  dust,  and  that  they  are  only  occasionally  troubled 
by  it.    They  appear  to  be  in  fair  health,  although  rather  poorly  nourished. 

Manufacture  of  Stove  Polish. 

I.  Establishment  emplojring  27  women  and  18  men.  Ceylon  graphite  is 
crushed  and  ground  by  machinery  in  the  basement,  and  the  product  is  sent 
to  bins  in  the  third  story  through  a  wooden  conduit.  Very  fine  dust  is  given 
off  from  the  machine,  and  it  passes  through  every  crack  and  crevice,  so  that 
the  entire  atmosphere  of  the  building  is  heavily  dust-laden.  From  the  bins 
the  fine  powder  is  sent  down  when  and  where  needed,  and  is  mixed  with 
water  to  form  a  paste,  part  of  which  is  packed  as  such  by  girls  and  women 
into  tin  boxes,  the  rest  being  made  into  cakes  and  dried  in  an  oven.  The  man 
who  is  most  exposed  to  the  dust  has  worked  about  eight  years,  and,  while  he 
dislikes  to  inhale  it,  he  is  not  conscious  of  being  injured  by  constant  contact. 
He  states  that  he  cannot  wear  a  respirator  with  comfort,  since  it  interferes 
with  deep  breathing,  which  the  severity  of  the  work  calls  for. 

The  workmen  are  provided  with  bath  tubs  and  a  plentiful  supply  of  hot 
water.  The  men  appear  to  enjoy  fair  health,  but  the  women  and  girls,  who 
are  being  gradually  supplanted  by  men,  compare  somewhat  unfavorably. 

Manufacture  of  Stains  and  Blackings, 
J,    About  75  men,  employed  in  well  lighted  and  ventilated,  scrupulously 
clean  wooden  buildings.    The  machinery  is  well  guarded.    The  materials  used 
include  naphtha,  wood  alcohol,  grain  alcohol,  borax,  soap,  shellac,  Venetian 
red  and  nigrosine. 
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^'  Spirit  blacking  "  is  made  in  a  shed  with  roof  ventilation.  About  50  gal- 
lons of  naphtha  with  black  pigments  are  used  daily.  Strong  naphtha  fumes 
are  given  off  during  the  hour  or  two  which  the  work  requires  each  day,  but 
they  are  rapidly  removed. 

In  another  building,  25  by  100  feet,  3  men  are  employed  mixing  saponified 
solutions  of  gums  colored  with  nigrosine  and  other  coloring  agents,  and 
cooking  the  mixture  in  large  steam  kettles,  provided  with  hoods  which  can 
be  drawn  tightly  over  them,  and  connected  with  large  exhaust  flues.  Here 
shellac  is  also  agitated  with  wood  alcohol  The  fumes  in  this  department  are 
troublesome  only  when  the  mixture  is  drawn  off  into  smaU  cans. 

Shingle  Staifis. 

Shingle  stains  are  made  by  mixing  "  heavy  oil "  and  various  pigments. 
In  some  places  they  are  made  with  ''light  oils."  The  pigments,  such  as 
Prussian  blue,  chromate  of  lead,  zinc  oxide  and  iron  oxide,  ar^  first  mixed 
or  ground  with  linseed  oil,  then  with  creosote,  and  finally  barrelled. 

K,  L,  Two  establishments  were  visited,  and  in  both  the  men  appeared  to 
be  careless  in  the  matter  of  contact  with  the  pigments. 

Shoe  Blacking  and  Polishes. 

In  the  manufacture  of  shoe  blackings  and  polishes  a  number  of  in- 
gredients are  used,  including  Brazilian  wax,  parafiOn,  shellac,  borax,  glue, 
ammonia,  nigrosine,  turpentine,  grain  alcohol,  soap,  etc.,  the  materials  used 
varying,  of  course,  according  to  the  product  and  to  individual  formulas. 
The  ingredients  are  mixed  by  churning  in  barrels  or  by  heating  in  caiddrons 
or  jacketted  kettles.  The  various  pastes  which  are  made  with  the  aid  of  heat 
are  poured  into  tins  or  other  appropriate  receptacles,  and  their  cooling  is 
hastened  in  some  instances  by  fanning.  When  turpentine  or  ammonia  is 
used  as  one  of  the  constituents,  fumes  thereof  are  liberated  to  some  extent, 
but,  so  far  as  appears,  not  in  sufficient  volume  to  cause  appreciable  injury  or 
discomfort.  The  liquid  preparations  while  being  poured  into  bottles  give  ofi^ 
as  a  rule,  no  fumes  whatever. 

M.  to  S,  Seven  establishments  in  Boston,  employing  from  3  to  15  persons, 
and  1  in  Cambridge,  employing  37  men  and  150  girls  and  women,  were  exam- 
ined. All  were  found  to  be  adequately  lighted  and  properly  ventilated,  and  in 
each  instance  the  washing  facilities  and  water-closets  were  good,  or  at  least 
fair.  The  spitting  habit  was  but  little  in  evidence,  and  in  the  largest  of  the 
establishments  was  noticed  not  at  all.  In  all,  and  especially  in  the  largest,  the 
general  condition  as  to  cleanliness  was  excellent;  and  in  all  the  employees 
presented  a  healthy  appearance. 

Manufacture  of  Varnishes,  Paints  and  Colors, 
T,    Well  lighted  and  ventilated  establishment,  employing  13  men.     The 
materials  used  include  alum,  sal  soda,  Prussian  blue,  anilhi,  white  lead,  ultra- 
marine, Paris  green,   ferrous  sulphate,   barium  chloride,   potassium  ferro- 
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cyanide,  tartaric  aeid,  etc.  The  products  are  oil  paints,  varnishes,  dry  colors 
and  coloring  pastes.  A  considerable  portion  of  the  work  is  done  out  of 
doors.  The  men  engaged  have  worked  for  from  six  to  twenty  years.  The 
man  who  makes  the  lead  colors  has  worked  seventeen  years  without  sickness. 
The  last  cases  of  poisoning  at  this  establishment  occurred  sixteen  years  ago, 
when  a  number  of  inexperienced  men  were  poisoned  with  Paris  green. 

The  machinery  is  well  guarded. 

TJ,  F.  In  the  larger  of  the  two  varnish  factories  examined  80  people 
are  employed.  The  light,  ventilation  and  toilet  arrangements  are  all  com- 
mendable. The  machinery  is  well  gfuarded.  A  chemical  black  varnish  is  made 
in  large  kettles,  which  contain  automatic  agitators.  Among  the  ingredients  is 
naphtha.  After  several  hours'  cooking  and  agitation,  the  varnish  is  drawn 
off  and  placed  in  storage. 

In  the  smaller  of  the  two,  7  men  are  employed.  The  ventilation  and  light 
are  fair.  There  is  but  little  machinery.  The  materials  used  include  gums 
and  oils.  These  are  cooked  in  large  kettles  over  coal  fires,  and  the  contents 
when  cooled  are  pumped  through  pipes  to  settling  tanks,  where  they  remain 
in  storage  several  weeks.  Each  of  the  kettles  is  enclosed  in  a  brick  compart- 
ment, through  which  the  fumes  are  conducted  to  the  chimney.  Occasionally 
a  kettle  catches  fire,  but  no  harm  results,  because  of  the  brick  enclosure. 

Colors  and  Mordants. 
W.  Establishment  employing  27  men,  the  majority  of  whom  appear  to  be 
in  good  health,  but  inflamed  conjunctivas  were  observed  to  be  not  uncommon. 
About  one  in  five  of  the  employees  is  noticeably  pale  and  sallow.  The  ma- 
terials used  are  anilin  colors,  logwood,  starch,  sodium  dichromate,  etc.  It  is 
to  the  sodium  dichromate  that  the  inflammatory  condition  referred  to  is  due. 
Considerable  starch  dust  was  observed  in  the  air. 

Manufacture  of  Whiting, 

In  the  manufacture  of  whiting,  chalk  rock,  imported  from  England,  is 
first  dried,  or  treated  with  water  and  then  dried,  and  next  ground  to  pow- 
der in  crushing  machines,  which  give  off  much  fine  powder  to  the  air.  The 
operations  of  sifting  and  packing  are  naturally  even  more  dusty  than  the 
process  of  grinding. 

X.  r.  Z.  Three  establishments  were  visited.  In  all  3,  the  workmen,  58  in 
all,  have  ample  cubic  space  in  fairly  well-lighted  rooms,  the  air  of  which  on  the 
day  of  visit  was  filled  with  fine  dust.  The  workmen  were  covered  with  dust, 
and,  independent  of  the  unnatural  white  appearance  caused  thereby,  about 
half  looked  to  be  in  poor  condition. 

The  habit  of  promiscuous  spitting  was  observed  to  be  fairly  general. 

Manufacture  of  Bluing. 
AA,    In  the  single  bluing  factory  visited  20  persons  are  employed.    The 
materials  used  are  prussiate  of  potash,  ferrous  sulphate  and  nitric  acid.    The 
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first  diy  product  is  g^und  in  a  milly  which  is  well  boxed  in,  and  but  little 
dust  escapes.  The  powder  is  marketed  in  part  as  such,  and  in  part  in  solu- 
tion in  water.  The  boxing  and  bottling  are  done  by  men  and  women  in  rooms 
of  good  size,  which  are  light,  clean  and  adequately  ventilated.  All  of  the 
employees  appear  to  enjoy  fair  or  good  health. 

Manufacture  of  Viscoloid. 

BB,  Viscoloid  is  very  much  the  same  thing  as  celluloid,  and  its  manufac- 
ture can  justly  be  regarded  as  a  dangerous  operation,  since  one  of  the 
processes  involved  is  the  manufacture  of  gun  cotton,  which  is  the  essential 
component.  In  the  only  establishment  devoted  to  this  industry,  this  substance 
is  made  in  a  large,  light  room,  72  by  30  feet,  in  which  is  a  large  hood  with 
artificial  ventilation  for  the  removal  of  the  f mnes  of  the  acids  employed. 
The  gun  cotton  produced  is  mixed  with  wood  alcohol  and  camphor  in  a  large 
room,  which  is  properly  ventilated.  The  stock  is  seasoned  in  a  separate 
building,  in  which  a  temperature  of  98^  F.  is  maintained. 

The  factory  is  kept  scrupulously  clean,  and  is  well  provided  with  sprink- 
lers, extingoishers  and  water  pails,  for  use  in  case  of  fire.  Spitting  is  pro- 
hibited, as  is  also  the  bringing  in  of  matches. 

Bleaching  and  Dyeing. 

Cotton  cloth,  as  it  tjomes  from  the  mills,  is  unbaled  and  sewed  to- 
gether into  long  strips,  which  are  wound  on  rolls  by  machinery.  In  this 
process  considerable  fine  lint  dust  ("flue,^'  "fly^O  is  given  oflf.  The 
strips  pass  through  the  **gray  room,^'  where  they  are  exposed  to  the 
action  of  non-luminous  gas  flames,  which  singe  oflE  the  lint.  Next  the 
cloth  is  passed  successively  through  a  boiling,  weak  solution  of  caustic 
soda  or  lime,  a  boiling  solution  of  sodium  carbonate  (washing  soda),  a 
mixture  of  water  and  bleaching  powder  (^*  chloride  of  lime/^  "  chlorinated 
lime"),  and  lastly  dilute  sulphuric  acid,  and  then  is  washed  thoroughly 
with  water,  dried  between  steam-heated  rollers,  stretched,  starched,  cal- 
endered and  folded  by  machinery. 

In  all  6  bleacheries  visited,  employing  from  60  to  475  persons  (about 
1,200  in  all),  the  light,  ventilation,  general  cleanliness  and  toilet  rooms 
are  at  least  fair,  and  mostly  good.  The  machinery  was  found  to  be 
adequately  guarded,  and  in  each  establishment  the  steam  arising  in  the 
processes  of  washing  and  drying  is  removed  more  or  less  thoroughly  by 
means  of  exhaust  blowers.  In  one  instance,  however,  in  spite  of  the 
action  of  six  large  exhaust  fans,  the  amount  of  condensed  ste^m  present 
in  the  air.  at  the  time  of  visit  (a  stormy  day)  was  such  that  one  could 
see  not  more  than  three  to  six  feet  in  any  direction. 

In  one  of  the  establishments  the  persons  exposed  to  the  lint  dust  which 
escapes  during  unbaling  and  stitching  together  looked  pale  and  sickly, 
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but  with  this  exception  the  employees  presented  generally  a  healthy 
appearance. 

The  odors  of  bleaching  powder,  although  observable  in  each  of  the 
rooms  where  that  substance  is  employed,  were  in  no  case  so  strong  as  to 
be  disagreeable  or  to  cause  discomfort. 

In  the  dyeing  and  printing  departments  the  employees  are  subjected 
to  the  influence  of  no  objectionable  substances,  the  colors  of  whatever 
nature  coming  but  very  little  into  direct  contact  with  the  operatives. 
The  mixing  of  colors  is  done  by  a  very  small  number  of  men,  and  such 
as  require  heat  are  treated  in  steam-jacketted  kettles  connected  with 
exhaust  flues.  There  is  some  disagreeable  odor  connected  with  the 
mixing  and  application  of  colors,  but,  like  most  merely  oflEensive,  not 
irritating,  smells,  it  appears  not  to  interfere  with  health. 

Dteing  and  Cleansing. 

In  a  large  dyeing  and  cleansing  establishment,  situated  in  the  town 
of  Watertown,  a  very  wide  variety  of  processes  are  conducted  and  many 
different  chemical  substances  are  employed.  The  latter  include  naphtha, 
gasolene,  wood  alcohol,  ammonia;  various  acids,  including  acetic,  oxalic, 
sulphuric  and  hydrochloric;  bleaching  agents,  including  chlorinated 
lime,  hydrogen  peroxide  and  sodium  bisulphite;  iron  salts,  including  ni- 
trate, acetate  and  stdphate;  copper  sulphate,  borax,  alum,  sodium  car- 
bonate and  sulphate,  potassium  permanganate  and  cyanide,  caustic  pot- 
ash, soap,  anilin  dyes  and  other  dyestuffs. 

The  buildings  comprise  a  large  new  brick  and  cement  fire-proof  struc- 
ture, a  less  modem  brick  and  wooden  building,  and  a  wooden  laundry. 
These  are  light  and  well  ventilated,  and  are  provided  with  modem  toilet 
conveniences  in  fair  to  good  condition. 

All  goods  are  received  in  a  checking  room,  60  by  40  feet,  in  which 
10  to  15  women  and  girls  mark  and  check  each  piece.  From  this  room 
the  pieces  are  distributed  to  the  several  departments.  In  what  is  known 
as  the  "  spot  room,'^  which  is  120  by  25  feet,  10  men  and  3  girls  remove 
spots  by  means  of  naphtha,  wood  alcohol,  ammonia  and  other  agents, 
which  are  applied  with  pieces  of  cloth.  The  ventilation  here  is  distinctly 
good. 

In  a  large  wash  room,  65  by  30  feet,  10  or  12  men  are  employed 
washing  goods  in  large  tanks  and  vats.  This  has  a  brick  floor,  which 
drains  well  and  quickly,  and  it  is  equipped  with  a  28-inch  fan  to  assist 
the  ventilation.    The  room  is  clean,  and  free  from  vapors. 

The  room  in  which  5  to  10  women  do  small  repairing  is  somewhat 
overcrowded,  but  it  is  clean,  light  and  well  ventilated. 

The  folding  room,  glove  room  and  shipping  rooms  are  open  to  no 
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objections.  The  drying  room^  in  which  goods  are  hnng  for  several  hours 
after  cleansing  or  washing,  is  kept  at  a  temperature  of  somewhat  higher 
than  100"  F.,  but  nobody  works  here  for  any  length  of  time. 

Frond  60  to  75  persons  are  employed  in  the  several  pressing  rooms,  the 
lace  room  and  the  curtain  room,  which  are  commodious,  light  and  well 
ventilated.  In  the  pressing  rooms  gasolene  gas  is  used  for  heating  the 
irons,  and  this  causes  more  or  less  odor  of  vaporized  gasolene,  especially 
in  cold  weather,  when  the  windows  are  closed,  and  this  is  exceedingly 
irritating  to  the  eyes  and  respiratory  passages  when  sufficiently  strong. 
The  occupants  of  these  rooms,  however,  appear  to  be  in  good  health. 

In  the  naphtha-cleansing  department,  occupied  by  6  to  8  men,  are  a 
number  of  washing  machines,  fiUed  with  naphtha  and  ammonia,  in 
which  clothing,  gloves,  etc.,  are  cleansed.  The  means  for  fire-protection 
are  ample  and  adequate,  and  there  is  also  installed  a  system  of  mechanical 
ventilation  which  does  much  to  reduce  the  amount  of  naphtha  and 
ammonia  fumes  in  the  air.  In  spite  of  all  precautions,  however,  there 
is  a  strong  odor  of  naphtha,  and  all  of  the  men  here  employed  are  pale 
and  some  of  them  very  markedly  sick  looking. 

In  the  room  in  which  the  naphtha-cleansed  goods  are  dried,  at  a  tem- 
perature of  about  120**  F.,  the  naphtha  fumes  are  very  strong.  Although 
the  men  who  bring  in  the  goods  remain  but  a  few  minutes,  some  have 
occasionally  been  temporarily  overcome  by  the  fumes,  and  have  shown 
the  characteristic  excitement  and  hysterical  symptoms  of  naphtha  intoxi- 
cation. At  the  time  of  visit,  the  man  who  does  most  of  this  work  had 
been  engaged  thereat  for  three  months,  and  had  experienced  no  ill  effects. 

The  dyeing  department  is  clean,  light  and  well  ventilated.  The  slop- 
ing floor  is  of  brick,  and  drains  rapidly  to  the  sewer.  The  10  occupants 
appear  to  suffer  no  discomfort 

In  the  rug  and  carpet  cleaning  department  there  is  a  large  enclosed 
dusting  machine,  which  is  equipped  with  a  fan  and  dust  flues,  through 
which  the  lighter  dust  is  carried  away.  The  heavy  dust  and  dirt  faU 
to  the  bottom,  and  are  removed  at  short  intervals  after  being  covered 
with  chlorinated  lime.  The  work  here  is  attended  by  considerable  dust, 
but  the  several  workmen  show  no  ill  effects  therefrom. 

The  Eubbeb  Industry. 
In  the  14  rubber  factories  visited  in  the  course  of  this  investigation, 
of  which  number  5  are  very  small,  employing  less  than  50  persons  each, 
about  9,000  persons,  mainly  below  forty  years  of  age,  and  about  evenly 
divided  as  to  sex,  are  given  emplojrment.  In  these  establishments 
are  manufactured  rubber  boots  and  shoes,  rubber  cloth  and  clothing, 
cotton  and  rubber  goods,  ** electric*'  tape,  rubber  heels  and  other  hard 
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and  soft  rubber  articles;  but  the  majority  of  the  persons  employed  are 
engaged  in  the  manufacture  of  boots  and  shoes,  and  no  fewer  than  from 
2,600  to  3,100  work  in  a  single  factory,  situated  in  Watertown,  which  is 
the  largest  of  its  kind  in  the  world. 

Following  are  the  processes  followed  in  the  manufacture  of  rubber 
footwear  and  cloth:  — 

Treatment  of  Crude  Rubber.  —  The  large  cakes  of  crude  rubber  are 
broken  up  by  a  "cracker''  machine,  consisting  of  two  large  revolving 
steel  cylinders,  from  which  the  product  falls  into  pans  or  trays.  It  goes 
then  to  a  machine  known  as  a  "  washer  *'  or  "  sheeter,'*  where  it  is  run 
between  revolving  cylinders,  upon  which  a  continuous  spray  of  clean 
water  is  maintained.  After  being  rolled  into  rough  sheets,  it  is  put  into 
a  tank,  from  which  it  is  taken  to  the  "  beater ''  machine,  in  which  water 
runs  continuously,  and  then  it  is  washed  again  and  **  sheeted  out.'* 

Calendering,  —  The  sheets  of  rubber  after  being  dried  are  taken  to 
the  "compound"  room,  where  they  are  sprinkled  with  whiting,  to  pre- 
vent sticking,  and  weighed.  Next  they  are  taken  into  the  calender  room 
to  a  "  mixer,''  by  which  the  rubber  is  mixed  with  other  substances,  which 
include  sulphur,  litharge,  whiting,  lampblack,  tar,  resin,  lime,  palm  oil 
and  linseed  oil.    The  next  machine  is  known  as  a  "  refiner." 

The  rubber  in  the  ptate  in  which  it  exists  at  this  stage  of  manufacture 
goes  to  the  calenders  in  company  with  cotton  cloth,  jersey,  duck  or  other 
kinds  of  cloth,  which  has  been  heated  by  means  of  a  cloth-drying  ma- 
chine. One  of  these  large  calenders  has  four  great  cylinders,  one  over 
another.  The  rubber  passes  between  the  two  upper,  and  the  cloth  be- 
tween the  two  lower  rolls.  The  former  emerges  spread  so  thin  that  the 
thickness  of  the  sheet  cannot  be  gauged,  and  both  come  off  together  and 
are  run  into  the  cotton  room.  Similarly,  the  rubber  as  it  comes  off  the 
calender  rollers  in  long,  thin  sheets  is  run  on  a  specially  designed  frame 
for  bootleg  covers  and  upper  stock. 

Cutting  Uppers,  Heels  and  Soles.  —  Heels  are  cut  out  of  thick  rubber 
by  means  of  dies  struck  by  heavy  iron  mallets.  Tippers  and  soles  are  cut 
out  partly  by  machine  and  partly  by  hand.  The  hand  work  requires 
great  skill  and  deftness,  and  is  performed  by  men.  Boys  cut  small 
pieces  used  for  reinforcing,  and  they  roll  out  bootlegs  and  do  other  light 
work. 

Cutting  Linings.  —  Different  kinds  of  cloth  are  used  for  linings* 
Whatever  the  kind,  it  is  coated  thinly  with  a  cement  of  rubber  dissolved 
in  naphtha.  After  this  is  done  it  is  wound  into  rolls.  A  roll  is  set  up 
at  the  end  of  a  long  counter  in  such  a  way  as  to  permit  it  to  be  unwound 
as  desired.  Thus  a  layer  of  rubber-coated  cloth  is  drawn  over  the  whole 
length  of  a  very  long,  wide  table  (the  cloth  generally  nms  54  inches 
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wide) ;  a  layer  of  paper  is  then  unwound  over  the  rubber  cloth,  so  that 
paper  and  cloth  alternate  until  the  desired  number  of  layers  is  obtained. 
Generally,  linings  for  nine  pairs  of  shoes  are  cut  at  once.  The  linings 
are  cut  both  by  hand  and  by  machine.  Men  who  cut  with  dies,  by  hand, 
stand  at  the  bench  and  use  iron  mallets  like  those  used  in  cutting  heels. 
Innersoles,  heel  pieces  and  linings  are  all  cut  by  means  of  dies  in  the 
same  manner. 

Quartering  and  Cementing.  —  The  edges  of  the  several  parts  are 
spread  with  cement,  and  then  the  parts  are  taken  to  the  making  room 
and  distributed. 

Making.  —  In  the  making  department  the  boots  and  shoes  are  put 
together.  Women  make  the  light  overshoes,  men  make  the  heavy  ones. 
Bubbers  are  made  by  women,  but  men  put  on  the  outer  soles. 

Linings  are  first  applied  smoothly  to  a  wooden  last  and  cemented 
together,  the  cement  side  out.  The  rubber  parts  are  then  stuck  on  and 
rolled  firmly  with  a  small  hand  roller.  Young  women  become  very 
skilled  in  this  work,  taking  up  the  several  parts  in  rapid  succession, 
placing  them  accurately  upon  the  last,  and  rolling  and  pounding  them 
firmly  together. 

Perhaps  the  most  interesting  single  process  is  that  of  putting  the 
rubber  boot  together.  This  work  is  done  by  men,  and  requires,  in 
addition  to  accurate  eyesight,  rapid  and  very  deft  movements  of  the 
hands  and  considerable  strength. 

Varnishing.  —  The  goods  which  require  varnishing  are  placed  on  racks 
and  treated  with  a  mixture  of  boiled  linseed  oil,  naphtha  and  other  ma- 
terials, which  is  applied  with  brushes,  and  imparts  a  gloss  to  the  surface. 

Vulcanizing.  —  The  shoes  or  boots,  placed  on  trucks,  are  sent  into 
'"heaters,"  where  they  are  subjected  to  a  temperature  of  280 **  F.  or 
higher,  whereby  the  strength  and  elasticity  of  the  rubber  are  increased. 

Rubber  Cloth  Making.  —  The  crude  rubber  is  put  through  the  washing 
process,  dried  and  mixed  with  sulphur,  litharge,  coloring  matter,  etc., 
and  then  is  taken  to  the  cement  room,  where  it  is  "  cut "  with  naphtha, 
forming  a  thick  paste  or  dough.  This  is  taken  to  the  spreading  room 
in  large  tubs  and  fed  into  the  roller  machine,  which  is  like  a  long  table 
made  of  steam  pipes  placed  horizontally  in  a  single  layer.  Below  one 
end  is  a  roll  of  cloth,  which  is  passed  between  two  iron  rollers  on  the 
end.  The  dough  is  fed  in  between  these  rollers  and  is  spread  smoothly 
over  the  cloth,  which  is  rolled  up  and  removed  to  a  heating  room,  where 
it  is  unrolled  and  hung  on  racks,  and  then  subjected  to  sufficient  heat  to 
cause  combination  of  the  sulphur  and  rubber  (vulcanization). 

"  Electric  "  tape  is  merely  strips  of  cloth  spread  with  rubber  cement. 

Bubber  heels  are  made  in  large  part  in  the  following  manner.    Bubber 
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is  ground  finely  in  a  mill,  mixed  with  other  gums,  etc.,  and  made  into  a 
paste  with  naphtha.  The  mixture  is  put  into  moulds  and  videanized  in 
the  usual  way. 

In  fonner  times  the  vulcanizing  agent  used  was  carbon  disulphide, 
fumes  of  which  are  well  known  to  be  harmful  in  their  eflEects  upon  the 
nervous  system.  Now  it  is  used  but  seldom,  and  then  only  in  small 
quantities  and  for  special  purposes. 

In  11  of  the  13  rubber  factories  visited,  situated  in  Blackstone,  Bos- 
ton, Brockton,  Cambridge,  Chelsea,  Maiden,  Melrose,  Reading,  Stough- 
ton  and  Watertown,  the  odor  of  naphtha  was  noted  as  only  slight,  even 
in  rooms  in  which  that  substance  is  extensively  used ;  namely,  quartering 
(where  parts  are  cut  out  and  edges  are  cemented),  making  (where  the 
parts  are  assembled)  and  cement  (where  the  cement  is  made).  In  2 
factories  it  was  stated  that  some  girls,  new  to  the  work,  show  the  eflEects 
of  naphtha,  and  suSer  from  headache  and  sometimes  nausea  and  vomit- 
ing, but  that  such  girls  do  not  long  continue  at  the  work.  Naphtha 
fumes  sometimes  bring  about  a  condition  which  much  resembles  alco- 
holic intoxication,  and  which  occurs  most  often  in  the  room  where  rubber 
is  spread  upon  cloth.  New  men  are  especially  susceptible,  but  even  old 
hands  have  sometimes  to  leave  their  work  at  times  for  a  breath  of  fresh 
air. 

All  of  the  establishments  were  found  to  be  well  lighted  and  adequately 
ventilated  with  one  exception;  and  in  this  place  the  general  conditions 
are  far  from  satisfactory,  there  being,  in  addition  to  poor  light  and  bad 
air,  general  uncleanliness  and  considerable  dust. 

In  6  factories,  in  which  white  lead  or  lead  monoxide  (litharge)  is 
handled,  no  history  could  be  obtained  of  any  cases  of  lead  poisoning, 
even  among  those  who  do  the  mixing.  In  2  it  was  stated  that  cases 
occur,  but  not  often.  In  1  no  lead  compoimd  is  used;  this  is  one  of  the 
smallest  factories.  The  reason  for  employing  lead  is  that  its  association 
with  sulphur  seems  essential  to  the  success  of  the  latter  as  the  vulcanizing 
agent. 

In  but  two  instances  was  machinery  found  to  be  inadequately  guarded; 
in  one  the  large  gears  of  the  calenders  and  in  the  other  some  right-angled 
gears  on  spreaders  were  unprotected. 

In  no  factory  were  the  toilet  accommodations  in  distinctly  bad  con- 
dition. 

Manufacture  op  Straw  Hats. 

In  the  manufacture  of  straw  hats  are  several  processes  which  involve 
possible  exposure  of  the  workmen  to  amhygienic  conditions.  Among 
these  are  bleaching,  varnishing,  sizing,  staining  and  blocking. 

The  bleaching  of  the  straw  is  done  with  sulphur  fumes.    The  sulphur 
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is  ignited  in  a  kettle  in  a  closed  room,  and  to  the  resulting  fumes  the 
stock  is  exposed.  Naturally,  the  employees  are  exposed  to  these  fumes 
only  when  the  doors  are  opened  for  the  removal  of  the  stock,  but  they 
do  not  enter  until  the  fumes  have  escaped  or  have  been  driven  out  In 
another  process  of  bleaching  the  stock  is  inmiersed  in  a  bath  of  water^ 
bisulphate  of  sodium,  zinc  dust  and  hydrochloric  acid.  Other  chemical 
agents  are  oxalic  acid,  tartaric  acid,  acetic  acid,  sodium  peroxide  and 
hydrogen  peroxide.  The  braid  is  left  in  the  bath  for  a  certain  number 
of  hours,  and  is  then  taken  away  and  put  into  the  drying -room.  The 
workmen  engaged  in  this  process  do  not  wear  respirators,  and  those 
who  were  interviewed  state  that  neither  process  causes  anything  more 
than  a  temporary  irritation  of  the  throat,  and  that  many  of  them  have 
worked  in  this  department  for  many  years. 

The  varnish  used  on  straw  hats  is  made  of  shellac  cut  with  wood 
alcohol,  and  is  applied  to  the  straw  braid  with  a  brush.  The  fumes 
given  oflf  cause  in  some  of  the  operatives  a  burning  sensation  in  the  eyes. 

For  stains,  solutions  of  anilin  dyes  in  wood  alcohol  are  commonly 
tised.  Some  hats  are  brushed  over  with  a  mixture  of  benzoin,  camphor, 
anilin  black  and  wood  alcohol;  some  are  covered  with  white  shellac  cut 
in  wood  alcohol;  and,  as  in  the  varnishing  processes,  those  who  do  this 
work  are  exposed  to  wood  alcohol  fumes.  In  the  process  of  sizing  with 
glue  a  high  temperature  is  said  to  be  necessary,  in  order  that  the  glue 
may  nm  oflf  freely;  this  temperature  is  commonly  about  100°  F. 

The  largest  of  the  3  straw  hat  factories  visited  employs  about  200 
persons,  mainly  from  twenty-five  to  thirty  years  of  age.  The  buildings 
are  in  part  poorly  lighted,  in  part  well  lighted.  Ventilation  is  adequate, 
and  is  provided  by  windows,  air  shafts  and  openings  in  the  roof.  In 
certain  of  the  rooms  ventilating  fans  are  used.  In  the  rooms  in  which 
wood  alcohol  is  used  the  fimies  were  observed  to  be  fairly  strong. 

The  second  largest  of  the  3  factories  employs  from  100  to  225  per- 
sons, according  to  the  season.  The  buildings  occupied  are  clean,  well 
lighted  and  thoroughly  ventilated.  Very  few  manufacturing  plants  of 
any  kind  visited  show  such  good  conditions  as  to  cleanliness,  light,  ven- 
tilation, toilet  and  wash  rooms.  The  ceilings  are  high,  and  the  walls 
and  ceilings  are  whitewashed. 

The  drinking  water  is  brought  in  from  the  outside,  since  the  water 
with  which  the  factory  is  supplied  for  general  purposes  is  polluted  and 
unfit  to  drink.  The  water  taps  bear,  however,  no  warning  notice  con- 
cerning the  character  of  the  water,  and  the  vessels  containing  the  water 
from  tiie  outside  are  neither  suflBciently  nimierous  nor  sufficiently  ac- 
cessible. 
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Glue  Making. 

In  the  manufacture  of  glue,  the  materials,  chiefly.  *^  fleshings  ^^  and 
hide  scraps,  are  first  washed  in  water,  then  placed  in  tanks  with  lime 
and  water,  in  which  they  are  left  for  several  days,  during  which  time 
the  hair  is  loosened  and  detached.  After  removal  from  the  tanks  they 
are  stored  until  wanted,  when  they  are  washed  as  free  as  possible  from 
lime,  and  then  placed  in  tubs  and  exposed  to  the  action  of  steam.  From 
time  to  time  the  liquor  is  drawn  oflE  from  below  and  set  away  in  pans 
to  solidify  to  a  hard  jelly,  which  is  cut  into  slices,  and  then  transferred 
to  screens  and  thoroughly  dried.  The  dried  product  is  then  broken  up 
and  packed  in  barrels.  Sometimes  it  is  ground  to  powder  in  a  mill, 
which  creates  some  dust,  which  is  harmless  in  effect  if  inhaled.  The 
residue  in  the  tubs  is  subjected  to  further  treatment  for  grease,  which 
is  disposed  of  to  tanners.  The  hair  is  dried  by  steam  heat,  and  baled 
for  use.  It  is  employed  chiefly  in  plaster.  In  handling  the  hair  much 
dust  arises,  and  to  protect  themselves  from  its  inhalation  the  men  com- 
monly wear  handkerchiefs  over  their  noses  and  mouths. 

Gelatine  is  produced  in  the  same  manner  as  glue,  but  from  a  superior 
grade  of  stock. 

Fish  glue  is  made  from  the  by-products  of  the  fish-preserving  indus- 
try, which  are  treated  in  large  steam  tanks.  The  liquor  is  drawn  off, 
filtered  and  evaporated  to  the  required  consistency  and  bottled  for 
shipment. 

The  manufacture  of  glue  and  gelatine  is  necessarily  an  offensive 
occupation,  owing  to  the  nature  of  the  materials  used;  but  experience 
has  shown  that  it  cannot  be  regarded  as  dangerous  to  health.  In  the  4 
establishments  visited,  in  Peabody,  Stoneham,  Wobum  and  Gloucester, 
in  which  from  26  to  200  persons  are  employed,  the  sanitary  conditions 
were  found  to  be  beyond  criticism  excepting  in  one,  where  the  privies 
were  indescribably  filthy.  In  every  instance  the  appearance  of  the  em- 
ployees as  to  health  was  most  excellent. 

Tanning. 

Most  of  the  processes  of  tanning  are  very  laborious,  some  of  them  are 
very  wet,  and  all  of  them  are  to  a  greater  or  lesser  extent  offensive.  The 
leather  industry  is  one,  therefore,  that  calls  for  strength  and  endurance. 

To  a  considerable  extent  the  so-called  chemical  process  has  supplanted 
the  old  tan-bark  and  sumac  methods,  but  in  some  establishments  both 
processes  are  carried  on  with  different  kinds  of  skins. 

In  the  old-fashioned  process  the  bark  is  ground  coarsely,  and  the 
resulting  "  tan  '^  is  treated  in  vats  with  hot  water,  into  which  live  steam 
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is  turned.  The  liquor  so  obtained  is  employed  in  various  strengths  as 
needed.  In  the  newer  method  the  tan  liquor  is  displaced  by  a  solution  of 
potassium  diehromate,  which  produces  its  results  with  much  less  ex- 
penditure of  time. 

Whichever  process  is  followed,  the  preliminary  work  is  the  same. 
The  hides  are  soaked  first  in  water  and  then  in  water  to  which  lime  is 
added,  and  then  they  are  removed  from  the  vats  for  further  treatment, 
which  includes  washing  and  removal  of  hair  and  a  number  of  other 
processes,  all  of  which  involve  exposure  to  wet,  and  are  disagreeable,  the 
odor  of  a  **beam  house  *^  being  commonly  noticeable  at  considerable 
distances. 

All  of  these  processes  demand  the  services  of  men  of  good  physical 
strength.  When  the  hides  or  skins  are  ready  for  the  tanning  process, 
which,  whether  ^*  old-fashioned  ^^  or  "  chemical,^^  is  essentially  and  neces- 
sarily one  of  chemical  change,  they  are  placed  either  in  a  vat  of  bark 
liquor,  in  which  they  remain  for  a  number  of  days  or  weeks,  or  they 
are  put  into  a  revolving  drum,  known  as  a  ^'  pin-wheel,'^  or  into  a  pit  in 
which  are  revolving  paddles,  with  a  dilute  solution  of  potassium  diehro- 
mate or  sodium  diehromate,  acidified  with  hydrochloric  or  sulphuric  acid, 
and  caused  to  revolve  or  to  be  overturned  for  seven  hours  or  longer; 
after  which  time,  if  the  pin-wheel  is  employed,  the  liquor  is  drawn  oflE 
and  replaced  by  an  acidified  solution  of  sodium  thiosulphate  or  bisul- 
phite, and  then  the  revolution  is  continued  several  hours  longer;  and,  if 
the  pit  is  used,  the  skins  are  removed  to  another,  containing  the  second 
solution,  and  kept  at  rest  or  overturned  for  a  like  period. 

In  removing  the  skins  from  the  pin-wheel  or  vat  and  in  handling  them 
after  treatment  with  lime  for  the  loosening  of  the  hair,  the  hands  and 
arms  of  the  workmen  are  seriously  injured,  becoming  raw  if  not  pro- 
tected by  rubber  gloves;  but  even  with  gloves  it  is  difficult  to  prevent 
injury,  and  in  some  establishments  the  workmen  are  relieved  by  the  sub- 
stitution of  a  single-bath  process,  in  which  the  liquor,  present  on  its 
completion,  exerts  less  effect  upon  the  skin. 

The  later  processes  of  leather  manufacture  are  less  laborious,  although 
the  work  is  heavy,  and  they  involve  far  less  exposure  to  dampness,  but 
more  to  mechanical  injury.  In  general,  however,  the  improtected  parts 
of  leather-making  machinery  need  not  be  approached  closely  by  the 
operatives.  In  the  various  processes  of  drying,  stretching,  stuffing,  hand- 
whitening,  blacking  and  polishing  there  are  no  features  which  are  in- 
trinsically dangerous  to  health  in  any  way;  but  the  process  of  buffing  on 
wheels  or  revolving  drums  covered  with  sandpaper  gives  rise  to  consid- 
erable dust,  which,  even  when  exhaust  fans  are  installed  for  its  removal, 
escapes  in  most  instances  to  a  greater  or  lesser  extent  into  the  air  of  the 


Digitized  by  LjOOQ IC 


No.  34.]  FACTORY  CONDITIONS.  555 

room.  In  one  of  the  establishments  visited,  for  example,  where  every 
part  was  found  to  be  kept  scrupulously  clean  and  neat,  and  where  the 
beam  house,  ordinarily  a  most  offensive  place,  was  conspicuously  clean 
and  free  from  objectionable  odors,  the  air  of  the  bu£Sng  room  was  filled 
with  fine  dust. 

In  the  manufacture  of  " patent''  leather,  which  is  largely  a  secret 
process,  the  workmen  are  exposed  to  fumes  which,  while  far  less  dis- 
agreeable than  the  odors  of  the  tanyard,  are  intrinsically  dangerous. 
Thus,  in  one  method  employed,  the  leather  receives  first  a  coating  of  a 
mixture  which  contains,  among  other  ingredients,  amyl  acetate,  naphtha 
and  wood  alcohol,  strong  fumes  of  which  substances  are  given  off  and* 
are  perceptible  at  considerable  distances  away.  In  one  establishment, 
where,  on  account  of  ignorance,  on  the  part  of  the  examiner,  of  the 
Polish,  Greek,  Armenian  and  Syrian  languages,  and,  on  the  part  of  the 
employees,  of  English,  it  was  impossible  to  acquire  information  as  to 
the  possible  effects  of  the  combined  fumes,  it  was  admitted  by  those  in 
authority  that  many  employees  cannot  do  the  work  on  account  of  inability 
to  withstand  their  influences.  The  basis  of  the  material  is  linseed  oil, 
which  is  mixed  with  the  other  ingredients  in  a  revolving  drum;  the 
mixture  is  next  heated  in  iron  kettles  connected  with  an  exhaust  flue. 
The  final  poating,  which  is  applied  with  a  brush,  is  a  naphtha  preparation 
resembling  japanning  material.  The  hide,  stretched  on  a  frame  and 
treated,  is  transferred  to  a  drying  chamber,  where  it  is  exposed  to  a 
temperature  of  not  much  more  than  IOC  P.  The  odor  given  off  in  this 
stage  of  manufacture  is  far  less  offensive  than  the  fumes  arising  during 
the  preceding  process. 

Eight  tanning  establishments,  employing  from  28  men,  in  one  in- 
stance, to  1,100  in  another,  and  about  2,300  in  all,  showed  conditions 
which  in  the  least  pretentious  were  at  least  fairly  commendable,  and  in 
the  most  approved  were  as  praiseworthy  as  those  met  with  in  cleaner 
occupations.  The  business  is  one  in  which  overcrowding  is  hardly  pos- 
sible and  free  ventilation  most  desirable;  and,  as  is  to  be  expected  in  a 
non-dusty  ti:ade,  requiring  strength  and  endurance,  the  employees  are 
healthy  appearing  and  well  nourished.  The  only  objectionable  conditions 
noted  were  the  dusty  atmosphere  incident  to  buffing,  and  exposure  to 
fumes  of  naphtha,  amyl  acetate  and  wood  alcohol. 

Soap  Making. 
Soap  making  is  properly  classed  as  an  offensive  trade,  since  the  nati^'e 
of  most  of  the  materials  used  is  such  that  in  the  most  essential  processes 
of  manufacture  foul  odors  are  evolved  to  such  an  extent  that  the  imme- 
diate neighborhood  of  an  establishment  engaged  in  the  business  is  un- 
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suited  to  residential  purposes.  The  odors,  while  disagreeable  in  the 
extreme  to  those  unaccustomed  thereto,  as  an  incident  to  their  daily 
employment  do  not  conduce  to  disease,  and  it  is  well  known  that  the 
employees,  as  a  rule,  enjoy  good  health. 

Of  the  10  soap  factories  visited,  one  of  which  employs  more  than  150 
persons,  about  half  of  whom  are  girls  of  about  eighteen  years  of  age,  all 
showed  general  conditions  as  to  light,  yentilation  and  cleanliness  which 
may  be  classed  as  fair,  and  several,  considering  the  nature  of  the  occu- 
pation, as  distinctly  good.  In  not  one  did  the  employees  as  a  dass  ap- 
pear otherwise  than  in  good  health. 

Bendering  and  Fertilizer  Making. 

The  rendering  and  fertilizer-making  establishments  are,  as  a  rule, 
situated  as  far  as  possible  from  human  habitations,  on  account  of  the 
nauseous  odors  which  are  inevitable  concomitants  of  the  business.  In 
ordinary  rendering  the  materials  used  are  fat,  meat  trimmings,  bones, 
etc.,  the  products  are  oils,  .grease  and  "  tankage,'^  and  the  processes  em- 
ployed are  so  conducted  as  to  reduce  as  much  as  possible  the  amount  of 
offensive  odors  which  escape  into  the  air  and  render  tiie  immediate 
vicinity  tmdesirable  for  residential  purposes.  The  fumes  given  off  are 
in  no  sense  dangerous  to  health,  altiiough  highly  disagreeable;  and,  ex- 
cept in  certain  processes  of  handling  dried  tankage,  there  is  no  great 
exposure  of  the  workmen  to  dust,  —  what  dust  there  is,  is,  moreover,  of 
the  most  harmless  kind. 

In  all  of  the  dozen  rendering  plants  examined  the  general  conditions 
as  to  cleanliness  of  rooms,  light  and  ventilation  were  found  to  be  at  least 
fair,  and  in  some  instances  excellent.  The  workmen  presented,  in  gen- 
eral, the  appearance  of  rugged  health. 

In  the  two  largest  fertilizer  works  visited,  one  in  Weymouth,  the  other 
in  Billerica,  which  employ  respectively  about  276  and  100  men,  the 
materials  from  which  the  final  product  is  made  (tankage,  garbage, 
slaughter-house  refuse,  bones,  etc.),  are  boiled  with  dilute  sulphuric  acid 
in  tanks  properly  covered  and  provided  with  flues  which  convey  the 
fumes  to  condensers.  In  the  process  of  dumping  into  the  tanks  some  of 
the  men  wear  cloths  over  the  mouth  and  nose,  but  others  do  not.  The 
product  of  the  tanks  is  drawn  off  as  a  thick  mass,  which  dries  in  a  day 
or  two  to  such  an  extent  as  to  permit  breaking  up  and  grinding.  In  the 
operations  of  grinding  and  packing  there  is  escape  of  more  or  less  dust 
and  fumes,  but  the  men  engaged  therein  appear  to  suffer  no  incon- 
venience, and  some  of  them  have  been  engaged  at  the  work  for  long 
periods. 

In  one  of  these  establishments  the  sulphuric  acid  used  is  manufactured 
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on  the  premises  in  the  usual  manner^  without  exposure  of  the  employees 
to  any  danger  to  health. 

In  both  the  general  health  of  the  workmen  appeared  to  be  good;  but 
in  one  a  certain  proportion,  mostly  men  of  no  fixed  habits  of  work, 
engaged  only  temporarily  and  therefore  not  accustomed  to  the  nauseous 
odors,  looked  pale  and  pooriy  nourished. 

Slaughtering  and  Packing. 

Although  Massachusetts  is  by  no  means  prominent  as  a  center  of  the 
slaughtering  and  packing  industry,  the  annual  value  of  her  few  large 
and  many  small  establishments  of  this  class  is,  according  to  the  census 
of  1900,  more  than  $30,000,000,  or  $8,000,000  greater  than  that  of  her 
paper  industry,  in  which  she  leads  the  coimtry,  and  $4,000,000  more 
than  that  of  her  leather  industry,  in  which  she  stands  second  only  to 
Pennsylvania. 

All  of  the  larger  and  201  of  the  smaller  slaughtering  establishments 
have  been  examined;  and,  owing  to  the  popular  interest  in  and  distrust 
of  packing-house  conditions  and  methods,  caused  by  reports  concerning 
certain  of  the  very  large  establishments  of  Chicago,  the  results  of  the 
inquiry  were  published  in  the  "Monthly  Bulletin ^^  of  the  Board.  In- 
asmuch as  the  names  of  those  whose  conditions  were  found  to  be  com- 
mendable have  already  once  been  made  public,  there  seems  to  be  no 
reason  for  suppressing  them  in  this  report,  and  they  are  therefore 
reproduced. 

In  the  larger  establishments  but  few  conditions  were  found  which 
merited  criticism ;  but  the  great  majority  of  small  slaughterhouses,  situ- 
ated chiefly  in  the  coimtry  districts,  were  found  to  be  far  from  com- 
mendable, and  many  of  them  worthy  of  the  severest  condemnation.  Of 
this  class,  201  were  visited,  but  it  is  not  known  how  many  exist.  The 
authorities  of  101  cities  and  towns  reported  that  no  slaughterhouses  are 
maintained  within  their  borders ;  those  of  103  failed  to  reply  to  the 
Board^s  circular  letter  requesting  information  on  this  point,  but  24  of 
these  places  were  visited,  and  slaughterhouses  were  found  in  all  but  7. 
Of  the  remaining  places,  45,  which,  through  lack  of  sufScient  inspecting 
force,  coidd  not  be  visited,  reported  a  total  of  114.  Thus  there  are  known 
to  be  315  small  slaughterhouses,  with  79  towns  not  heard  from.  Of  the 
201  examined,  only  74  were  found  to  be  conducted  imder  commendable 
conditions. 

Following  are  the  results  of  the  examination  of  the  larger  establish- 
ments, situated  in -Boston,  Cambridge,  Chicopee  (Brightwood),  Somer- 
ville  and  Worcester:  — 
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North  Packing  and  Provision  Company,  Somervttte,  —  Pork  Packing. 

This  is  a  large  establishment,  with  a  number  of  separate  departments, 
described  below. 

Hog  House,  —  This  has  an  area  of  5,921  square  feet,  and  is  eight  stories 
high.  Each  floor  is  laid  with  bricks,  and  is  divided  into  pens  about  40  by 
50  feet  in  area. 

>The  hogs  are  driven  up  inclines  from  floor  to  floor  as  soon  as  they  arrive 
at  the  establishment.  If  they  are  not  to  be  killed  at  once,  they  are  given  a 
feed  of  com  and  are  watered;  but  forty-eight  hours  is  the  longest  interval 
between  arrival  and  slaughter. 

The  place  is  washed  down  every  day  with  a  hose.  The  floors  drain  into 
the  sewer.    The  condition  is  most  satisfactory. 

Killing  Room.  —  This  has  an  area  of  nearly  12,000  square  feet,  and  is 
fairly  lighted  and  properly  ventilated.  From  the  killing  pit  the  hogs  are 
dropped  through  a  chute  into  a  vat  of  hot  water.  When  the  carcasses 
have  been  scraped  and  dressed  they  are  hung  up  to  cool.  As  the  slaughtered 
animals  pass  along  they  are  examined  by  two  government  inspectors,  sta- 
tioned about  75  feet  apart.  One  looks  and  feels  for  glands,  etc.,  in  the  neck; 
the  other  looks  at  the  viscera.  Condemned  carcasses  are  split  with  an  axe 
and  are  sent  to  the  rendering  tanks. 

As  the  animals  are  dressed  the  offal  is  sent  by  chutes  to  the  floor  below. 

The  floor  of  the  killing  room  is  constantly  in  process  of  cleaning,  and  is 
scrubbed  thoroughly  every  night. 

Hog  Coolers,  —  The  hogs  are  chilled  in  two  rooms,  each  of  about  10,000 
square  feet  area,  divided  into  compartments.  The  carcasses  remain  here 
about  forty-eight  hours.  The  floors  are  covered  with  sawdust  and  are  cleaned 
frequently.  As  these  rooms  are  kept  at  a  low  temperature,  ventilation  is  not 
attempted,  nor  is  it  needed. 

Cutting  and  Trimming  Room,  —  This  department  has  a  total  area  of  about 
10,000  square  feet.  Here  the  carcasses  are  cut  on  benches,  each  workman 
having  his  own  part  to  perform.  The  floors  and  benches  are  scrubbed  and 
scraped  daily.  Since  warm  air  would  tend  to  promote  spoiling,  direct  ven- 
tilation is  not  employed  in  warm  weather. 

Sausage  Manufacturing.  —  This  department  covers  almost  19,000  square 
feet.  The  lighting  and  ventilation  are  excellent.  The  materials  used  are 
pork  trimmings  and  '' barrel  beef,"  which  is  bought  outside.  The  meats  are 
cut  into  small  pieces  and  fed  into  grinders,  from  which  the  product  falls 
into  wooden  tubs.  After  thorough  mixing  by  machinery  it  goes  to  the  stuffing 
machine,  in  which  it  is  forced  into  casings.  The  sausages  known  as  frank- 
furters and  bolognas  are  next  boiled  and  smoked,  and  finaUy  are  washed 
and  cooled. 

All  machinery  is  cleaned  thoroughly  after  use,  and  the  floors  and  tables 
are  scrubbed  daily.  A  man  leaving  the  room  is  not  permitted  to  return  to 
his  work  until  he  has  washed  at  the  basin  in  the  comer  of  the  room,  and 
the  foremen  are  held  accountable  for  infractions  of  this  role. 
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Preparation  of  Sausage  Casings.  —  In  a  room  of  about  3,750  square  feet 
floor  space,  well  lighted  and  ventilated,  20  men  are  employed  preparing 
intestines  for  sausage  casings.  The  intestines  are  washed  and  passed  through 
a  machine  which  presses  out  all  contents,  and  so  works  that  practically  noth- 
ing but  the  muscular  portion  is  left.  After  being  tested  for  perforations 
and  washed,  the  casings  are  packed  in  dry  salt. 

The  room  in  which  this  work  is  carried  on  has  a  wooden  floor,  which, 
though  wet,  is  kept  in  properly  clean  condition.  Owing  to  the  nature  of 
the  material,  there  is  some  unavoidable  odor. 

Curing  Cellars.  —  In  three  cellars,  having  a  combined  area  of  nearly  56,000 
square  feet,  30  men  are  engaged  in  curing  hams  and  bacon.  These  are 
treated  in  large  vats  of  concrete  built  up  from  the  floor,  each  of  which  has 
a  removable  wooden  floor  laid  in  sections,  which  can  be  taken  up  and  cleaned 
from  time  to  time. 

The  temperature  of  the  cellars  is  maintained  at  about  35°  F.,  and  the 
air  is  saturated  with  moisture.  These  conditions  are  said  to  be  necessary 
in  the  curing  process. 

Soaking  and  Washing  Hams.  —  In  an  artificially  (poorly)  lighted,  well- 
ventilated  room  of  4,000  square  feet,  40  persons  are  engaged  in  washing 
and  scrubbing  hams  after  they  have  been  taken  from  the  pickle  and  soaked 
in  tanks  of  water.  Here,  also,  boxes,  crates  and  barrels  are  washed  and 
scrubbed.    The,  floor  is  of  cement,  covered  with  boards,  and  is  very  wet. 

Offal  and  Rendering  Department.  —  This  department  occupies  four  floors, 
with  a  total  area  of  more  than  47,000  square  feet.  The  light  is  fair;  the 
ventilation  is  mechanical  and  adequate. 

The  offal  comes  through  galvanized-iron  tubes  from  the  killing  rooms. 
The  tongues  and  other  useful  organs  are  trimmed  and  put  aside.  The 
intestines  are  stripped  from  the  mesentery,  and  some  of  them,  after  being 
split  and  washed,  are  sent  to  the  rendering  tanks  together  with  other  parts 
which  yield  fat.  The  tanks  contain  water  which  is  heated  until  all  the  fat 
from  the  meat,  scraps,  etc.,  rises  to  the  top,  from  which  it  is  drawn  off 
through  a  pipe.  The  tank  residue  is  removed  and  pressed,  and  then  dis- 
posed of  for  making  fertilizer.  The  bones,  after  removal  from  the  tanks, 
are  dried  and  used  in  various  ways. 

The  iron  chutes  are  scoured  with  washing  soda  and  hot  water  every  night. 
The  floor  and  tables  are  washed  and  scraped,  and  the  whole  place  is  kept 
in  good  order.    There  is  practical  freedom  from  flies. 

Beef  Salting.  —  In  the  basement  of  the  cold-storage  building,  in  a  room 
of  nearly'  18,000  square  feet  of  floor  space,  rather  poorly  lighted  and  in- 
adequately ventilated,  7  persons  are  engaged  in  salting  *'  plates  "  and  briskets 
obtained  from  the  large  beef  concerns  in  Boston.  These  parts,  for  which 
in  the  fresh  state  there  is  small  demand  at  retail,  are  trimmed,  cut  into 
pieces  of  suitable  size  and  placed  in  barrels  of  brine,  to  which  a  small  amount 
of  saltpeter  is  added. 

The  floor  is  of  wood  over  cement,  and  is  clean.    The  room  is  cold  and  damp. 

Preparation  of  Pigs'  Feet.  —  Pigs'  feet  are  cleaned,  scraped  and  pickled 
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by  12  men,  whose  work  is  carried  on  in  a  properly  ventilated  and  adequately 
lighted  room  of  about  7,000  square  feet  of  floor  space. 

Night  Work.  —  The  whole  plant  is  cleaned  every  night  by  a  force  of  60 
to  70  men,  who  start  at  the  killing  room,  which  already  has  been  cleaned 
and  washed  by  the  day  men  before  leaving  at  night.  All  machinery,  tables 
and  floors  are  scrubbed  with  hot  water,  soap  powder  and  scrubbing  brushes. 
The  scalding  vat  is  cleaned  thoroughly,  as  is  the  entire  department  in  all 
particulars.  Next  the  cutting  and  trimming  rooms,  the  rendering  plant  and 
all  other  departments  are  attacked,  and  the  whole  establishment  is  finished 
by  6  o'clock  in  the  morning. 

The  employees  number  about  1,100,  and  include  repres«itatives  of  many 
nationalities.    All  who  were  seen  appeared  to  be  in  fair  or  good  health. 

About  90  per  cent,  eat  their  noonday  meal  at  home;  the  others  eat  about 
the  buildings  or  in  a  lunch  room  provided  for  the  purpose. 

Very  little  spitting  was  observed  anywhere  about  the  plant. 

J,  P.  Squire  Company,  East  Cambridge,  —  Pork  Packing. 

This  establishment  is  housed  in  a  number  of  buildings  of  brick  or  wood, 
in  fair  condition  and  fairly  well  ventilated  and  lighted.  The  employees 
number  about  800,  of  various  nationalities,  all  apparently  in  good  health. 
Very  little  spitting  was  observed.  More  than  half  go  home  to  dinner;  the 
rest  eat  in  a  restaurant  provided  by  the  company,  or  in  the  yard  or  work- 
rooms. The  restaurant  is  clean,  and  the  food  is  of  good  quality  and  served 
at  low  prices.  Those  who  prefer  to  bring  their  own  food  may  eat  it  in  the 
restaurant  if  they  so  desire. 

While  adequate  provision  is  made  for  comfortable  eating,  the  accommo- 
dations for  hanging  street  clothes  and  for  washing  are  somewhat  meagre. 

The  establishment  is  divided  into  a  number  of  departments,  as  follows :  — 

Hog  House,  —  This  building  covers  more  than  25,000  square  feet,  and 
contains  three  stories,  each  of  which  is  divided  into  pens,  in  which  are 
troughs  of  water.  The  light  is  good,  the  ventilation  free,  the  sides  being 
open.    After  each  lot  of  swine  is  disposed  of  the  floors  are  thoroughly  cleaned. 

No  slaughtering  is  done  at  this  plant.  The  hogs  are  driven  over  a  bridge 
to  the  killing  rooms  of  the  North  Packing  and  Provision  Company,  and  are 
returned  over  another  bridge  to  the  cooling  rooms,  which  occupy  three  floors 
of  a  building  having  an  area  of  64,000  square  feet  (400  by  160  feet).  These 
rooms  are  lighted  by  electricity,  and  are  kept  at  a  low  temperature.  The 
floors  are  scraped  whenever  necessary  for  the  removal  of  the  slight  amount 
of  blood  which  drips  from  the  carcasses. 

Cutting  Room,  —  The  cutting  operations  are  performed  by  about  75  men, 
on  a  floor  space  of  about  30,000  square  feet.  The  various  parts  are  dropped 
into  barrels  or  trucks,  or  go  by  chutes  to  others  below.  No  spitting  was 
noted. 

Curing  Cellars,  —  Each  of  the  curing  cellars  (four  or  flve  in  number) 
covers  about  43,000  square  feet.  Here  the  pork  is  piled  in  stacks  20  or 
more  feet  square,  and  cured  with  salt;  and  the  hams  and  bacon  are  cured 
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in  tierces  filled  with  a  pickling  solution  of  sugar,  salt  and  saltpeter.     These 
two  processes  require  from  thirty  to  seventy  days. 

The  cellars  are  kept  at  a  temperature  of  about  50°  F.  The  floors  are 
necessarily  wet,  but  they  are  clean. 

Soaking  and  Washing  Hams,  etc.  —  Before  going  to  the  smokehouse,  the 
hams  and  bacon  are  sent  to  a  large  basement,  where  they  are  soaked  in  tanks 
of  water  and  then  washed  with  hot  water  and  brushed.  The  floor  is  of 
cement,  covered  with  wood.    The  light  is  poor. 

Sausage  Making,  —  The  trimmings  from  the  cutting  room  and  "  barrel 
beef"  (government  inspected)  brought  from  elsewhere  are  mixed  on  tables, 
cut  up  by  machinery,  and  mixed  with  salt,  saltpeter  and  spices.  The  mixture 
is  stuffed  into  casings,  and  the  sausages  are  linked,  boiled  and  sent  to  the 
smokehouse.  The  room  in  which  this  work  is  done  is  fairly  well  lighted, 
naturally  ventilated  and  heated  by  steam.  It  covers  10,000  square  feet.  The 
floors,  machines  and  all  utensils  are  cleaned  with  hot  water  and  brushes  every 
day.  A  man  leaving  the  room  for  any  purpose  whatever  is  obliged  to  wash 
his  hands  before  resiuning  work. 

Preparing  Pigs'  Feet.  —  In  a  room  25  by  30  feet  10  men  and  boys  are 
employed  scalding,  scraping  and  treating  pigs'  feet.  The  nature  of  the  work 
is  such  that  the  floors  look  untidy,  but  they  are  frequently  cleaned  and  scraped. 

Rendering  Room.  —  In  this  department  fat  for  lard  is  rendered  in  separate 
steam  tanks,  and  trimmings  and  offal  are  tried  out  for  grease  in  another  set. 
The  several  products  are  drawn  off  from  above,  and  the  tank  liquor  and 
residue  are  discharged  to  floors  below.  The  liquor  is  concentrated,  and 
ammonia  stock  is  recovered.  The  tankage  is  pressed  dry,  thon  further  dried 
by  steam,  and  the  product  is  disposed  of  as  fertilizer.  The  general  conditions 
in  this  department  are  good,  and  the  tanks  and  floors  are  kept  in  a  clean 
condition. 

Box  Maldng.  —  The  box  factory  occupies  three  floors  of  a  building  cover- 
ing 15,000  square  feet.  The  light  is  good  and  the  ventilation  excellent. 
Nearly  all  of  the  woodworking  machinery  is  guarded,  and  practically  every 
dust-producing  machine  is  provided  with  zinc  hoods  and  suction  draft  for  the 
removal  of  dust  and  shavings.  A  dovetailing  machine  is  not  so  provided, 
but  to  do  so  would  be  difficult,  on  account  of  its  construction  and  manner  of 
working. 

Brighton  Abattoir,  Boston.  —  Slaughtering  and  Rendering. 

This  establishment  contains  a  number  of  slaughtering  and  other  depart- 
ments, all  owned  by  the  corporation  end  let  subject  to  its  regulations.  An 
inspector  of  the  board  of  health  of  Boston  is  on  duty  all  the  time,  and  has 
absolute  authority  so  far  as  its  sanitation  is  concerned.  He  inspects  and 
passes  upon  each  carcass  before  it  can  be  removed.  The  whole  plant  is  in 
good  order;  it  is  properly  lighted,  drained  and  ventilated  in  every  part. 

The  different  slaughtering  places  vary  in  size,  but  are  of  practically  the 
same  construction.  All  have  wooden  floors  that  drain  to  a  trough  leading 
to  the  cellar.  The  blood  is  caught  in  this  trough  during  slaughtering,  and 
is  converted  afterwards  into  fertilizer.    The  cellars  have  cement  floors,  sloping 
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to  points  provided  with  strainers.  They  are  flushed  every  ni^t  with  a  hose. 
All  floors  are  scrubbed  daily. 

The  offal  is  sent  by  chutes  to  appropiiate  places  beneath  the  killing  rooms, 
and  is  taken  by  a  company  which  maintains  a  plant  on  the  premises. 

A  number  of  those  who  slaughter  here  have  cold-storage  rooms  operated 
from  a  central  plant. 

In  addition  to  slaughtering  and  the  treatment  of  the  ordinary  by-products, 
rendering  and  the  manufacturing  of  oleo  oil  are  carried  on. 

Oleo  Oil  Manufacture,  —  A  basement,  75  by  35  feet,  is  used  for  sorting 
and  trinmiing  fat.  The  light,  ventilation  and  drainage  of  the  concrete  floor 
are  good.  The  fat  is  washed  by  cold  spray  and  sent  upstairs  on  an  endless 
chain  to  the  oleomargarine  house,  where  it  is  ground,  placed  in  kettles  and 
melted.  Next  it  is  clarifled  and  allowed  to  stand  until  the  stearin  separates, 
then  is  pressed  through  canvas  and  barrelled. 

Rendering,  —  The  offal  from  the  slaughtering  establishments  and  bones 
and  fat  from  the  markets  are  brought  together  in  a  basement,  170  by  60 
feet,  and  sorted.  Dead  animals  from  outside  are  brought  here  also.  The 
materials  are  taken  to  appropriate  tanks,  and  heated  until  the  fat  separates. 
This  is  drawn  off  and  is  sold,  chiefly  to  the  manufacturers  of  soap.  The 
tank  residue  is  subjected  to  pressure,  and  disposed  of  as  fertilizer.  Some- 
times the  meat  scraps  are  converted  into  poultry  feed.  The  bones  are  cleaned 
and  dried. 

This  department  is  clean  and  properly  ventilated.  The  floors  are  swept 
when  soiled,  but  are  not  washed  except  when  all  the  tanks  on  one  side  are 
empty.  All  odors  and  gases  are  conveyed  from  the  tanks  by  ventilation 
pipes  to  the  furnaces,  where  they  pass  through  the  fire  and  are  destroyed. 

The  men  employed  about  the  abattoir  are  of  all  ages,  from  twenty  to  sixty. 
All  appear  to  be  healthy.  Very  little  spitting  was  observed.  Many  of  the 
men  eat  their  dinners  in  the  workrooms  or  on  the  grounds. 

New  England  Dressed  Meat  and  Wool  Company,  SomervUle,  —  Slaughtering. 

This  is  a  slaughtering  and  rendering  establishment,  which  includes  a  num- 
ber of  departments.  It  is  clean,  and  has  good  light  and  ventilation.  A  new 
system  of  toilet  rooms  has  been  planned,  and  will  soon  be  installed.  In  this, 
the  exit  from  the  water-closets  is  a  wash  room  provided  with  basins  and 
towels,  which  visitors  to  the  water-closets  are  obliged  to  make  use  of  be- 
fore returning  to  work.  Such  is  the  rule  at  present,  but  the  arrangements 
are  not  so  convenient  as  those  planned.  The  departments  of  this  establish- 
ment are  described  below. 

The  employees  number  about  250  on  an  average  (350  when  the  plant  is 
running  to  the  limit  of  its  capacity).  They  are  of  several  nationalities,  and 
all  appear  healthy.  Very  little  spitting  was  observed  in  some  departments, 
and  none  in  others. 

Killing  Room,  —  Area,  8,840  square  feet.  Light  and  ventilation  good. 
Occupants,  50  to  60. 

The  sheep  are  slaughtered  in  one  part  of  the  room,  the  cattle  in  another. 
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After  slaughter  the  carcasses  are  hung,  and  the  skinning  and  cleaning  are 
completed.  The  meat  does  not  touch  the  floor  at  all.  The  entrails  are  sent 
by  chutes  to  the  basement,  each  part  by  a  separate  chute.  The  blood  runs  to 
a  channel  in  the  floor  and  thence  to  the  cellar.  The  floor  is  thoroughly  scrubbed 
each  day  when  the  work  of  slaughtering  is  finished. 

The  carcasses  are  hung  in  a  cooling  room  for  about  an  hour  before  going 
to  the  large  refrigerators.  The  floor  of  the  cooling  room  is  scrubbed  daily. 
The  refrigerators  are  given  fresh  sawdust  daily,  and  are  scalded  every  three 
or  four  weeks. 

Offal  and  Hide  Cellar,  —  The  offal  is  handled  by  20  men,  and  the  hides 
by  30,  in  a  cellar  having  an  area  of  36,400  square  feet.  The  light  is  rather 
poor,  and  is  chiefly  electric.  The  floor  is  of  brick  and  cement,  and  slopes  for 
drainage  to  several  strainers,  and  after  the  day's  work  is  done  it  is  washed 
down  with  a  hose. 

Rendering  House.  —  The  operation  of  rendering  is  carried  on  in  a  build- 
ing of  five  stories,  each  with  3,744  square  feet  of  floor  space.  The  lighting 
is  good  in  every  part.  The  scraps,  fat,  bones,  etc.,  are  treated  in  rendering 
tanks  in  the  top  story.  The  fat  is  drawn  off  into  barrels,  and  the  residue 
is  pressed  and  converted  into  feed  for  poultry,  or  subjected  to  more  heat  and 
pressure  and  converted  into  fertilizer.  ^This  building  is  clean  in  every  part. 

Sausage-casing  Room,  —  The  intestines  are  cleaned  and  scraped  in  a  room 
40  by  35  feet,  and  after  being  tested  for  perforations  are  salted.  Condition, 
clean. 

Oleo  Oil  Making,  —  The  choicest  fat  after  trimming  and  sorting  is  washed 
in  several  changes  of  water,  then  is  ground  and  transferred  to  large  steam- 
jacketted  kettles,  in  which  it  is  heated  with  constant  stirring.  It  is  then 
piped  to  kettles  on  the  floor  below,  where  it  is  clarified.  Then  it  passes  to 
another  lower  floor,  where  it  is  drawn  into  tanks  and  allowed  to  stand  until 
the  stearin  separates,  when  it  is  pressed  through  cloths,  for  the  removal  of 
the  stearin,  and  barrelled.  The  entire  process  is  conducted  with  great  regard 
for  cleanliness.  The  kettles,  tubs,  tanks,  etc,  are  thoroughly  scalded  and 
scrubbed  after  each  time  used. 

These  several  operations  are  conducted  in  rooms  of  2,700  square  feet  of 
floor  space,  in  three  stories.    Each  floor  has  drainage  troughs,  and  is  clean. 

Skin  Cleaning.  —  In  a  room  with  8,900  square  feet  of  floor  space,  pro- 
vided with  good  lighting  and  ventilation,  the  skins  are  scrubbed  and  cleaned 
and  the  wool  is  removed.  They  are  then  put  through  several  processes  of 
curing.    The  floor  is  wet,  but  properly  drained. 

Sturtevant  dt  Haley  Beef  Supply  Company,  SomervUle,  —  Slaughtering  and 

Rendering. 
The  building  is  of  wood,  and  four  stories  high.  The  slaughtering  is  done 
on  the  ground  floor,  in  a  room  about  50  feet  square,  by  Jewish  rabbis,  and 
the  product  is  "Kosher"  or  not,  according  to  the  findings  on  inspection. 
The  animals  killed  are  steers.  The  throat  is  cut  and  the  head  nearly  severed 
by  a  single  transverse  cut  of  a  heavy  knife.    The  government  inspector  ez- 
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amines  each  carcass,  as  does  also  the  rabbii  who  rejects  all  animals  with 
pleural  adhesions,  lung  cavities  or  perforated  viscera.  Nearly  all  of  the 
viscera  go  to  the  rendering  tanks  for  grease  and  fertilizer,  though  a  few 
livers  and  hearts  are  sold.  The  killing  room  has  good  light  and  ventilation, 
and  is  kept  in  a  clean  and  neat  condition. 

The  rendering  tanks  are  in  the  upper  story.  The  products  are  oleo  oil, 
stearin,  tallow  and  dried  tankage. 

The  workmen  have  a  healthy  appearance,  and  spit  very  little. 

White,  Pevey  dt  Dexter  Company,  Wdrcester,  —  Pork  Packing,  etc. 

The  various  departments  of  this  establishment  are  distributed  among  several 
buildings,  chiefly  of  brick.  At  present  the  water-closets  are  in  comers  of 
workrooms,  and  no  facilities  for  washing  are  provided;  but  on  each  of  the 
floors  arrangements  are  being  made  for  adequate  closets,  the  exits  from  whidi 
will  lead  into  wash  rooms  provided  with  running  water,  basins,  soap  and 
towels.  It  is  planned,  also,  to  have  cement  floors  and  a  ventilating  shaft  with 
an  exhatist  fan  on  the  roof. 

The  hog  houses  are  two  wooden  buildings,  40  by  80  feet  and  30  by  60  feet, 
respectively,  with  two  and  three  floors,  respectively.  Light  and  ventilation 
are  good.  The  hogs  are  driven  into  the  pens,  where  they  are  watered.  The 
floors,  now  badly  worn,  but  soon  to  be  renewed,  are  washed  down  with  a  hose. 

The  killing  room,  100  by  59  feet,  has  fairly  good  light  and  good  ventila- 
tion and  is  heated  by  steam.  The  hogs  enter  from  an  inclined  runway  outside 
the  building,  and  as  soon  as  they  are  killed  they  are  sent  to  a  chute  by  which 
they  drop  into  scalding  water.  The  blood  goes  directly  to  a  tank,  in  which  it 
is  reduced  to  fertilizer. 

After  the  hogs  are  cleaned  and  opened  they  are  examined  by  a  government 
inspector,  then  split  and  hung  up  to  cooL 

The  room  as  a  whole  is  fairly  clean,  and  is  washed  with  more  or  less  thor- 
oughness every  day. 

The  cutting  room,  35  by  60  feet,  is  fairly  well  lighted,  but  is  neither  heated 
nor  ventilated,  it  being  necessary  to  maintain  a  low  temperature. 

Soaking  and  Washing  Room.  —  This  room,  25  by  75  feet,  is  in  a  basement 
and  has  a  cement  floor,  sloping  to  drains  in  the  center.  The  light  is  fair, 
ventilation  good,  and  the  heating  is  by  steam.  Here,  hams  from  the  curing 
cellars  are  soaked  in  tanks  of  water  and  washed  off  before  being  subjected 
to  the  smoking  process.  Here,  also,  all  trucks,  boxes,  barrels,  etc.,  are  washed 
with  hot  water  and  brooms  or  brushes. 

Sausage  Making,  —  The  manufacture  of  sausages  is  carried  on  by  12  work- 
men, in  a  room  having  a  floor  space  of  1,350  square  feet,  fairly  light,  well 
ventilated  and  heated  by  steam.  The  machinery  and  utensils  were  found  to  be 
in  clean  condition.  The  wooden  tables  and  trucks  are  to  be  replaced  with 
galvanized  iron.    Many  flies  were  observed. 

Preparation  of  Casings,  —  In  a  poorly  lighted  but  fairly  well-ventilated 
steam-heated  room,  having  1,125  square  feet  of  floor  space,  10  persons  are 
engaged  in   scraping    (by  machinery),  washing  and  saltmg  intestmes   for 
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sausage  casings.  The  room  is  wet  and  unclean;  and  the  air  is  unavoidably 
malodorous  from  the  intestinal  contents. 

Rendering  Department,  —  This  occupies  three  floors,  each  of  1,250  square 
feet  area.  The  light  is  poor,  and  ventilation  is  not  specially  provided  for. 
The  rooms  are  heated  by  steam. 

On  the  third  floor  are  six  steam  tanks,  one  of  which  is  used  for  converting 
blood  to  fertilizer,  two  for  trying  out  offal  and  three  for  lard.  The  grease  is 
drawn  down  into  settling  tanks  and  coolers  on  the  next  floor.  The  tank 
liquor  is  drawn  down  into  the  basement  floor,  where  it  is  evaporated  to  the 
consistency  of  thick  glue,  and  later  is  added  to  the  tank  residue  after  the 
latter  has  been  pressed  and  dried. 

The  employees  are  healthy  looking,  and  spit  but  little. 

Springfield  Provision  Company,  Brightwood,  —  Slaughtering  and  Pork 

Packing, 

This  establishment  is  situated  on  the  bank  of  the  Connecticut  River,  and 
has  its  own  water  supply  and  drainage  system.  The  buildings  are  more 
than  twenty  years  old,  and  are  not  well  arranged  as  to  light,  ventilation  and 
facilities  for  cleaning.  Alterations  are  in  progress,  which  include  the  in- 
stallation of  several  sets  of  closets  and  sinks.  Hitherto,  hot  water,  soap  and 
towels  have  not  been  provided  for  the  workmen.  Excepting  in  the  cold- 
storage  rooms  and  smokehouse,  the  place  is  extensively  infested  with  flies. 

In  the  cold-storage  rooms  there  is  much  condensation  of  moisture,  and 
elsewhere  an  excessive  amount  of  water  is  discharged  on  the  floors,  nearly  all 
of  which  drain  badly,  and  in  consequence  are  very  wet. 

About  225  workmen,  chiefly  Poles,  some  Irish  and  French,  a  few  Italians 
and  native-bom,  have  a  fair  to  good  healthy  appearance.  Not  much  spitting 
was  observed.    Sand  boxes  are  provided  for  those  who  have  the  habit. 

The  time  allowed  for  the  noonday  meal  is  a  half -hour.  Some  eat  out-doors 
in  good  weather,  but  ordinarily  nearly  all  eat  somewhere  about  the  buildings. 
No  place  is  provided  for  the  purpose. 

The  establishment  includes  the  following  departments :  — 

Hog  House,  —  This  is  a  building,  225  by  60  feet,  divided  into  pens  40  by  45 
feet,  capable  of  holding  90  to  100  hogs  each.  The  hogs  are  seldom  kept  more 
than  twenty-four  hours  before  slaughter.  The  pens  are  washed  down  with  a 
hose  as  soon  as  the  hogs  are  sent  to  the  killing  room,  and  then  are  in  fairly 
clean  condition.    Light  is  fair  and  ventilation  good. 

Killing  Room,  —  This  is  a  large  room,  70  by  80  feet,  in  the  top  of  the 
building.  It  is  well  lighted,  and  the  ventilation  is  adequate.  The  hogs  are 
driven  up  a  long  incline,  and  as  they  enter  they  are  caught  up  by  one  leg 
and  sent  along  a  narrow  passageway,  where  they  are  stuck  in  the  neck.  As 
they  are  carried  along  they  bleed  on  the  zinc-covered  floor,  from  which  the 
blood  drains  into  a  pipe.  The  carcasses  are  next  dropped  into  scalding 
water,  from  which  they  are  soon  withdrawn,  ready  for  the  cleaners.  After 
being  scraped  they  pass  along  and  are  eviscerated.  Each  carcass  is  ex- 
amined by  two  government  inspectors,  one  of  whom  looks  and  feels  for  glands 
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in  the  neck;  and  the  other  inspects  the  viscera,  which  are  thrown  upon  a  table 
before  him.  The  carcasses  condemned  and  tagged  are  sent  to  the  grease  tanks. 
The  viscera  are  sorted  out  and  thrown  into  trucks,  or  sent  below  through 
zinc-lined  chutes.  The  fat  stripped  from  the  intestines  goes  through  a  chute 
to  the  lard  tanks. 

After  the  day^s  slaughtering  is  completed  the  place  is  washed  down  with 
a  hose. 

Most  of  the  workmen  in  this  room  work  barefooted. 

Cold  Room,  —  Before  being  chilled  in  this  room,  which  is  108  by  160  feet, 
and  is  maintained  at  a  temperature  of  30 '^  F.  or  lower,  the  hogs  are  allowed 
to  cool  in  a  light  and  airy  room,  the  floor  of  which  is  covered  with  sawdust 
and  frequently  cleaned.  The  cold  room  is  lighted  by  electricity,  and  neces- 
sarily is  not  ventilated.  It  is  divided  into  five  sections,  which  are  filled  in 
turn.  The  floor  slopes  to  a  galvanized-iron  gutter,  which  carries  away  the 
water  used  for  cleaning.  The  hogs  remain  here  about  twelve  hours,  and  then 
are  sent  to  the  cutting  room. 

Cutting  and  Salting  Room,  —  This  room,  which  has  a  floor  space  of  21,000 
square  feet,  and  is  occupied  by  about  125  workmen,  is  properly  lighted,  but, 
because  of  the  necessity  of  keeping  a  low  temperature,  is  not  provided  with 
means  of  ventilation;  but  it  is  occupied  but  a  few  hours  at  a  time.  Here  the 
carcasses  are  cut  up  and  distributed,  and  meat  is  stacked  for  dry-salting  or 
placed  in  barrels  for  storage.  The  floor  is  wet,  but  is  said  to  be  cleaned  every 
day  or  two.  Sand  boxes  are  provided,  and  no  spitting  on  the  floor  was 
observed. 

Trimming  Room,  —  In  this  room,  which  is  108  by  65  feet,  properly  lighted, 
and  maintained  at  a  temperature  of  about  35°  F.,  50  persons  are  engaged 
about  three  hours  daily  trimming  small  pieces  of  meat.    The  room  is  clean. 

Preparation  of  Sausage  Casings,  —  This  work  is  carried  on  by  10  persons, 
in  a  room  with  good  light  and  ventilation,  having  a  floor  space  of  1,200  square 
feet.  The  intestines  are  scraped,  washed,  tested  for  perforations  and  packed 
in  salt.  The  room  is  kept  clean,  and  is  not  more  odorous  than  is  to  be  ex- 
pected, considering  the  nature  of  the  material  treated. 

Soaking  and  Pickling  Cellar,  —  Here,  in  a  temperature  of  about  40°  F., 
hams  and  bacon  are  soaked  for  from  forty  to  seventy  days  in  a  pickling 
solution  of  salt,  sugar  and  saltpeter.  They  are  then  taken  out,  soaked  in 
water,  washed  with  cold  water  and  a  stiff  brush,  and  then  carried  to  the 
boning  rooms.    The  floor  is  of  cement,  with  a  board  covering. 

Boning  and  Trimming  Rooms,  —  Here  the  bones  are  removed  from  the 
hams,  which  are  then  placed  in  tin  holders,  in  which,  before  being  taken  to 
the  smokehouse,  they  are  boiled.  This  department  includes  several  rooms, 
properly  lighted  and  ventilated,  each  about  25  by  50  feet. 

Sausage  Making.  —  Five  rooms  are  given  up  to  the  manufacture  of  sau- 
sages. They  are  all  fairly  well  lighted  and  ventilated,  and  have  floor  spaces 
ranging  from  800  to  2,250  square  feet.  They  are  heated  by  steam.  In  the 
cutting  and  mixing  room,  40  by  50  feet,  the  meat  from  the  trimming  rooms  is 
mixed  with  govemment-inspected-and-stamped  "barrel-beef,"  salt,  saltpeter 
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and  spices,  and  ground  by  machinery.  No  other  preservative  substances  are 
employed.  The  casings  are  filled  in  a  second  room,  30  by  75  feet,  and  the 
sausages  then  pass  to  a  third  room,  30  by  40  feet,  where  they  are  boiled  in  a 
wooden  tank.  They  are  packed  in  another  room,  20  by  40  feet,  and  then 
placed  in  cold  storage.  The  greater  part  are  smoked  in  the  smokehouse.  The 
floors  of  the  sausage  rooms  do  not  look  clean,  but  they  are  said  to  be  washed 
daily  with  water. 

Rendering  Lard  and  Grease.  —  Eight  tanks  are  in  use :  five  for  lard,  two 
for  grease  and  one  for  blood.  They  are  on  the  third  floor.  Portions  of  three 
floors  are  in  use.  When  the  tank  contents  have  been  heated  sufficiently  long, 
the  fat  is  drawn  off  at  the  upper  level  and  the  water  and  residue  through  the 
bottom.  The  lard  and  grease  go  at  once  to  settling  tanks  below.  The  lard, 
after  appropriate  treatment,  is  pumped  to  the  filling  room,  where  it  is  run 
into  pails.  On  the  lower  floor  the  tank  water  is  drained  away,  and  the  residue 
is  pressed  and  dried  for  fertilizer. 

Preparation  of  Pigs'  Feet.  —  Six  men,  in  a  properly  ventilated  and  fairly 
well-lighted  room,  30  by  45  feet,  clean  and  shave  scalded  pigs'  feet.  The 
place  naturally  is  wet  and  somewhat  dirty,  but  otherwise  is  unobjectionable. 

Washing  Room.  —  All  trucks,  utensils,  etc.,  are  taken  every  night  to  a 
room  30  by  60  feet,  where  they  are  washed  with  warm  water  and  stiff  brushes. 
The  proper  cleaning  of  wooden  trucks  and  tubs  is  not  a  simple  operation, 
and  5  or  6  men  are  engaged  at  this  work  every  night. 

Springfield  Rendering  Company,  Brightwood.  —  Slaughtering  and  Rendering. 

In  this  establishment,  which  occupies  a  brick  and  wooden  building  two 
stories  in  height,  situated  on  the  bank  of  the  Connecticut  River,  the  chief 
business  is  rendering.  The  slaughtering  is  done  by  Jewish  butchers,  each 
killing  hiff  own  animals,  and  the  meat  is  "  Kosher."  The  animals  slaughtered 
are  chiefly  cows  and  calves,  and  they  number  about  50  per  week.  They  are 
kept  in  a  small,  not  clean  yard,  from  which  they  are  driven  up  a  short 
incline  to  the  killing  room,  the  floor  of  which  is  double,  and  slopes  slightly 
to  drain  in  the  middle.  This  drain  has  two  plugs,  one  of  which  closes  the 
opening  to  the  rendering  tanks  (for  blood),  and  the  other  that  of  the  outlet 
for  wash  water,  which  drains  to  the  river. 

The  killing  room  is  cleaned  by  the  company  when  the  day's  slaughtering 
is  completed.  Since  those  who  use  the  place  kill  at  all  hours  of  the  day,  it 
is  difficult  to  keep  it  in  a  cleanly  condition,  and  the  place  is  infested  by  flies. 
The  rabbi  makes  his  inspection  at  the  time  of  slaughter,  and  a  second  inspec- 
tion is  made  by  the  local  inspector.  The  carcasses  are  carried  away,  not 
chilled,  within  a  few  hours,  although  a  cold-storage  plant  is  maintained  on 
the  premises. 

The  company  makes  oleo  oil  from  suet  and  fat  collected  in  the  markets 
and  sent  in  in  ice.  This  material  is  trimmed  and  washed  and  put  into  steam 
kettles,  after  being  finely  minced  by  machinery.  It  is  heated  to  170°  F.  for 
several  hours,  and  the  liquid  fat  is  drawn  off  into  wooden  tanks.  After  the 
stearin  has  separated,  the  material  is  pressed  through  cloth  and  the  oil  is 
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conveyed  to.  a  storage  tank,  from  which  it  is  drawn  into  barrels  for  export. 
The  stearin  is  used  in  this  country  for  various  purposes.  The  building  in 
which  this  work  is  conducted  is  clean  and  neat  throughout. 

Another  operation  conducted  here  is  that  of  bone  grinding,  in  which 
process  much  fine  and  irritating  dust  is  evolved.  One  man  manages  the 
machine,  and  has  done  so  for  three  years  without  discomfort  or  injury. 

The  chief  business  is  curing  hides  and  rendering.  The  products  are  hides, 
bones  and  bone  dust,  stearin,  oleo  oil,  fertilizer  and  anmionia  stock. 

Following  are  the  reports  on  201  of  the  small  slaughterhouses  in  107 
cities  and  towns.  The  places  visited  are  arranged  in  alphabetical  order. 
The  results  speak  for  themselves,  and  they  are  presented  without  com- 
ment ;  but  attention  must  be  called  to  the  fact  that  the  provisions  of  the 
law  relative  to  slaughtering  are  very  generally  ignored. 

Thus,  section  99  of  chapter  75  of  the  Revised  Laws  provides  that  the 
proprietor  of  every  slaughterhouse  shall  apply  annually,  in  April,  to  the 
local  authorities  for  a  license,  stating  in  his  application,  which  must  be  in 
writing  and  properly  sworn  to,  the  estimated  number  of  animals  to  be 
slaughtered  per  week  and  the  days  of  the  week  upon  which  they  are  to 
be  slaughtered.  Section  100  provides  for  the  issuing  of  the  licenses. 
Section  101  prohibits  slaughtering  on  any  days  other  than  those  specified 
in  the  application,  except  in  the  presence  of  a  member  of  the  board  of 
health  or  of  an  inspector  appointed  for  the  purpose  by  the  board ;  section 
102  provides  for  the  presence  of  the  inspector  and  for  examination  of  the 
carcasses  at  the  time  of  slaughter.  Section  105  exempts  those  who,  not 
being  engaged  in  such  business,  slaughter  their  own  animals  on  their  own 
premises,  but  it  provides  for  proper  inspection  of  the  carcass  of  any 
animal,  more  than  six  months  old,  which  has  not  been  inspected  imder 
the  provisions  of  another  law  within  six  months.  Section  106  provides 
a  fine  of  not  more  than  $500  or  imprisonment  for  not  more  than  sixty 
days,  or  both  fine  and  imprisonment,  for  slaughtering  without  a  license, 
or  for  neglecting  to  cause  carcasses  to  be  inspected,  or  for  selling  a  carcass 
or  part  thereof  that  has  not  been  inspected.  And  yet  many  of  the  pro- 
prietors of  the  slaughtering  establishments  described  below  hold  no 
licenses ;  some  of  the  places  are  used  by  an  indefinite  number  of  unlicensed 
butchers  from  neighboring  cities  and  towns ;  an  inspector  is  rarely  present 
at  the  time  of  slaughter ;  in  not  a  few  instances  the  person  appointed  as 
inspector  is  the  licensee  himself ;  sometimes  the  inspector  is  sent  for  and 
calls  on  the  following  day;  sometimes  meat  condemned  in  one  place  is 
removed  to  another  town  and  there  inspected,  passed  and  stairiped  for  a 
small  fee  per  carcass;  and  more  often  carcasses  are  not  inspected  at  all, 
and  consequently  are  not  condenmed,  even  though  showing  evidence  of 
disease. 
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Acton. 

1.  Slaughterhouse,  25  by  20  feet,  which  contains  two  pens  for  cattle,  a 
cooling  room,  and  a  refrigerator,  10  by  12  feet.  At  the  time  of  visit  the 
latter  was  in  good  condition  and  contained  a  dozen  fair-sized  dressed 
calves.  Four  calves  were  confined  in  one  of  the  pens;  2  of  them  were 
very  small. 

The  floor  has  a  trench  in  the  centre,  with  a  slight  slope;  a  trap  door 
communicates  with  the  cellar.  Part  of  the  oflEal  and  blood  is  given  to  the 
hogs  in  the  cellar,  and  the  rest  is  carted  away  and  buried.  There  was 
some  whitewash  on  the  walls,  but  the  floor,  benches  and  utensils  were 
very  dirty,  and  the  place  was  infested  with  flies  and  had  an  offensive 
smell. 

About  40  cows  and  80  calves  are  killed  here  each  month,  and  the  meat, 
which  is  retailed  in  Lowell,  is  stamped  by  an  inspector. 

Agawam. 

2.  A  small  slaughterhouse;  area,  500  square  feet.  Tight  wooden 
floor  about  18  inches  above  the  ground,  without  noticeable  pitch.  At 
one  end  there  is  a  door,  through  which  the  blood  and  offal  are  pushed 
out  onto  a  platform  in  a  hogpen.  The  platform  is  said  to  be  cleaned 
every  day,  so  that  the  hogs  shall  have  only  fresh  material  to  eat.  No 
ventilation.  Walls  and  floor  of  the  slauglitering  room  very  dirty.  Room 
infested  with  flies. 

About  35  cows  and  20  calves  are  killed  here  every  week.  The  cattle 
are  kept  in  a  small  yard,  pending  the  arrival  of  the  butchers,  who  change 
their  clothes  in  a  small,  dirty  room,  6  feet  long  by  8  feet  wide. 

A  large  piggery  extends  from  the  slaughterhouse  for  several  hundred 
feet,  and  the  pigs  come  up  and  feed  at  the  platform. 

Alford. 

3.  The  slaughterhouse,  30  by  30  feet,  occupies  half  of  a  dilapidated 
bam,  the  other  half  of  which  is  used  as  an  icehouse.  In  one  comer 
is  a  platfoma,  12  by  14  feet,  of  broken  and  loose  boards.  This  is  the 
only  portion  of  the  room  which  has  a  floor.  Adjoining  is  a  hogpen, 
beyond  which  are  a  meadow  and  a  brook.  The  blood  and  offal  go  through 
a  hole  into  the  hogpen,  from  which  the  drainage  passes  into  the  brook. 
The  refrigerator,  6  by  8  feet,  at  the  time  of  the  visit  contained  many 
scraps  and  salted  hides,  and  was  in  an  unclean  condition.  The  place, 
generally,  was  in  a  condition  of  clutter,  and  here  and  there  were  scraps 
of  decaying  meat,  old  heads  and  hoofs. 

The  local  inspector  of  animals  comes  when  sent  for  to  look  at  the 
slaughtered  meat. 
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Amherst, 

4.  Small  slaughterhouse  in  a  bam,  where  10  calves  per  month  are  killed 
in  spring  and  early  summer.  It  has  neither  floor  nor  cellar.  The  ofifal 
is  fed  to  hogs. 

5.  Building  20  by  30  feet,  in  a  field  half  a  mile  from  the  town.  The 
floor  slopes  to  one  side,  where  there  is  an  opening  for  the  escape  of 
blood,  and  also  a  hole  through  which  the  oflEal  is  pushed  into  a  hogpen. 
Heads  and  bones  are  thrown  to  the  hogs,  and  also  occasional  carcasses 
of  dead  horses  and  diseased  cows.  After  a  time  the  bones  are  gathered 
and  sold. 

Thirty  calves  and  cows  are  killed  monthly,  mostly  by  butchers  from 
Holyoke,  who  kill  for  their  own  trade. 

There  is  a  driven  well  on  the  premises,  but  no  cleaning  is  done,  and 
the  floor  is  very  dirty  and  has  a  foul  odor.  In  the  comer  of  the  slaugh- 
tering room  is  a  common  privy,  used  by  those  who  do  the  butchering. 

The  local  inspector  asserts  that  carcasses  rejected  by  him  are  carried 
to  the  inspector  in  a  neighboring  town,  and  stamped  at  a  uniforai  rate 
of  five  cents  for  each  animal. 

6.  Killing  is  done  in  a  bam  cellar,  in  a  space  15  by  20  feet,  with 
cement  floor  partly  covered  with  sawdust.  On  one  side  is  a  large  col- 
lection of  manure,  and  on  the  other  side  is  the  hogpen.  The  liquid 
from  the  hogpen  runs  onto  the  floor  of  the  killing  area.  The  ofiFal  is 
thrown  to  the  hogs.  During  the  busy  season  the  average  killing  is 
about  30  calves  and  cows  per  month.  Sawdust  is  used  to  absorb  the 
blood,  but  practically  no  cleaning  is  done. 

7.  Slaughtering  done  in  one  end  of  a  new  bam,  iu  a  space  20  by  15 
feet.  About  20  calves  per  month  are  killed.  The  ofifal  and  blood  pass 
through  a  trap  door  to  hogs  in  the  cellar.  The  floor  gets  no  cleaniag,  but 
the  work  is  conducted  in  a  comparatively  neat  manner,  and  but  little 
blood  and  filth  were  observed.    General  condition  fair. 

Andover. 

8.  Building  20  by  30  feet,  with  section  having  a  sloping  floor  and  a 
side  door  overlooking  a  hogpen.  The  floor  is  in  good  condition  and  is 
fairly  clean  and  covered  with  lime.  The  place  is  not  used  much  iu  hot 
weather,  but  in  the  busy  season  about  20  calves  and  cows  per  month  are 
killed.  The  refrigerator,  15  by  15  feet,  is  clean.  The  hides  and  heads 
are  carted  oS.  by  a  rendering  company.  In  a  room  adjoining  the  slaugh- 
terhouse are  accommodations  for  6  cows.    But  few  flies  were  observed. 

9.  Portion  of  bam,  15  by  35  feet,  is  partitioned  off  for  use  as  a  slaugh- 
terhouse.   Up  to  the  time  of  inspection,  only  chickens  had  been  killed 
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and  dressed.  The  place  is  dark,  and  in  an  untidy  condition  from  blood 
and  feathers.  On  the  day  of  visit  3  cows  were  waiting  to  be  killed,  1  of 
which  was  exceedingly  thin  and  had  a  suspicious  cough. 

Arlington. 

10.  The  slaughterhouse  has  good  light  and  ventilation,  and  is  sweet  and 
clean.  It  has  a  tight  floor  which  slopes  to  one  side,  where  a  channel 
connects  with  the  sewer.  About  60  to  60  calves  are  slaughtered  every 
week.  The  offal  is  removed  at  once  and  the  entire  place  is  cleaned  every 
day  after  slaughter.  The  calves  are  dressed  and  cooled  in  the  same  room 
and  then  removed  to  a  clean  ice  chest.    No  odor  was  observable. 

Ashburnham. 

11.  On  a  bam  floor,  20  by  35  feet,  about  26  calves  per  month  are  killed. 
Underneath  is  a  hogpen.  The  place  is  supplied  with  running  water,  and 
the  floor  is  washed  clean.  The  refrigerator,  10  by  12  feet,  is  clean,  and 
has  sawdust  on  the  floor  to  catch  drippings.  The  offal  is  converted  into 
poultry  feed.    A  clean,  well-kept  place. 

Ashfield. 

12.  The  slaughtering  is  conducted  in  a  portion  of  the  bam,  8  by  16 
feet,  partitioned  off.  From  6  to  12  lambs,  raised  on  the  premises,  are 
slaughtered  each  week  during  the  late  winter  and  the  spring  months. 
There  is  no  drainage,  but  the  offal  is  carted  away  to  hogs,  or  buried. 
The  place  is  exceedingly  dirty,  and  the  floor  is  covered  to  a  depth  of  two 
inches  vnth  accumidated  filth. 

13.  Shed,  22  by  16  feet,  situated  in  a  field.  A  few  cattle,  sheep  and 
calves  are  killed  each  week.  The  offal  is  given  to  hogs  in  a  pen  beneath. 
Very  little  cleaning  appears  to  be  done.  Floor  very  dirty.  At  the  time 
of  visit  many  flies  were  present,  and  a  bad  odor  was  noticeable  about  the 
whole  place. 

Ashland, 

14.  The  slaughterhouse  is  a  room,  25  by  16  feet,  with  a  wooden  floor. 
A  trap  door  communicates  with  a  shallow  cellar,  in  which  the  refuse  is 
thrown  and  covered  with  dirt  and  sawdust.  The  cellar  drains  to  a  cess- 
pool fifty  feet  away.  About  50  animals,  condemned  by  State  authorities, 
are  killed  and  destroyed  each  year.  Also,  in  the  busy  season,  from  October 
to  May,  from  40  to  76  hogs,  calves  and  cows  are  slaughtered. 

The  floor  is  scraped  clean  and  dry.  The  walls  are  clean.  Water  is 
brought  for  cleaning  purposes  in  barrels.  The  earth  and  sawdust  cov- 
ering keep  the  cellar  in  good  condition,  and,  in  general,  the  place  is 
fairly  clean,  and  remarkably  free  from  flies. 
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Aihol. 
16.  Small  shed  in  a  field  on  the  outskirts  of  the  town.  About  300 
hogs,  30  cows,  20  sheep  and  from  30  to  40  calves  are  killed  yearly.  The 
shed  is  about  16  by  20  feet;  open  on  one  side,  and  has  a  rough  board 
floor.  In  a  coraer  is  a  kettle  for  heating  water.  The  offal  is  removed 
in  a  wheelbarrow  and  buried.  Although  the  place  gets  no  real  cleaning, 
it  is  in  fair  condition. 

Aitleborough. 

16.  Slaughterhouse,  20  by  12  feet,  situated  in  a  bam.  A  trap  door 
communicates  with  a  shallow  cellar  containing  manure.  The  general 
condition  is  very  dirty,  although  the  place  appears  not  to  have  been  used 
for  slaughtering  purposes  for  several  weeks. 

Aulum, 

17.  Small  establishment,  used  only  for  the  killing  of  an  occasional  old 
horse.    No  regular  butchering  done  for  more  than  a  year. 

Barnstable. 

18.  About  25  to  35  calves  and  hogs  are  killed,  from  October  to  March, 
on  a  bam  floor,  20  by  20  feet.  There  is  no  cellar.  At  the  time  of  visit 
there  was  little  evidence  of  recent  use  and  the  place  was  fairly  clean. 

19.  The  slaughtering  is  done  in  a  wooden  annex  to  a  bam.  The  room 
is  22  by  15  feet,  with  a  good  board  floor,  and  has  a  cellar  beneath.  Prom 
40  to  50  calves  and  12  to  15  cows  are  killed  annually.  Little  slaughtering 
is  done  in  summer.  Some  of  the  offal  is  carted  out  and  buried  on  the 
farm;  some  is  given  to  hogs.  At  the  time  of  visit  the  place  had  not 
recently  been  in  use,  and  was  in  a  fairly  clean  condition. 

20.  Wagon  shed,  22  by  30  feet.  The  only  indications  of  the  use  to 
which  it  is  put  are  hoistmg  tackle  and  hooks,  and  the  place  is  very 
clean.  Only  calves  and  chickens  are  killed.  All  offal  is  carted  off  into 
the  woods,  and  covered  from  time  to  time  with  ashes. 

21.  Calves  are  killed  on  a  bam  floor,  which,  after  use,  is  thoroughly 
cleaned,  and  shows  no  evidence  of  the  use  to  which  it  is  put.  The  pro- 
prietor keeps  a  provision  store  on  the  opposite  side  of  the  street,  and  here 
his  meat  is  sold.  The  store  is  clean.  All  offal  is  carted  away  into  the 
woods. 

22.  Calves  slaughtered  in  a  wagon  shed  back  of  a  provision  store. 
The  place  is  thoroughly  clean  and  shows  no  evidence  of  the  use  to  which 
it  is  put.    All  offal  is  carried  away  into  the  woods  and  disposed  of. 

23.  Slaughtering  of  hogs  out  of  doors  near  the  bam.  No  evidence  of 
slaughtering  observed  at  the  time  of  visit. 
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24.  Hogs  slaughtered  in  a  wooden  building,  10  by  20  feet,  from 
October  to  March.  Blood  and  water  run  into  a  shallow  pit  near  by  and 
are  mixed  with  sand.  This  is  cleaned  out  in  the  springtime.  The  rest 
of  the  offal  is  thrown  into  a  hogpen.  At  the  time  of  visit  the  place  was 
fairly  neat  and  clean. 

25.  The  slaughterhouse,  20  by  20  feet,  is  an  annex  to  a  bam.  It  has  a 
fairly  good  wooden  floor,  which  pitches  slightly  to  a  side  door,  through 
which  the  offal  is  pushed  out  to  swine.  At  the  time  of  visit,  little  slaugh- 
tering, except  of  chickens,  was  being  carried  on;  but  during  the  year, 
from  40  to  50  calves  and  a  large  number  of  pigs  are  killed.  The  floor  is 
cleaned,  but  the  walls  at  the  time  of  inspection  were  dirty  and  bloody. 

26.  A  group  of  old  buildings  in  a  field.  (The  original  Swift  slaughter- 
house.) These  buildings  have  been  cleaned  and  whitewashed,  but  the 
whitewash  has  been  laid  on  over  pre-existing  dirt.  The  killing  is  done  in 
a  room  30  by  35  feet,  which  has  an  old  rough  floor.  The  light  and  ven- 
tilation are  good.  The  place  is  used,  in  addition,  for  curing  pork,  and  as 
a  storehouse  for  meat  and  provisions.  The  refrigerator,  15  by  20  feet, 
is  in  fair  condition.  The  bones,  heads  and  offal  are  thrown  onto  the 
ground  out  of  the  most  convenient  door,  but  in  summer  all  this  material 
is  said  to  be  buried.  About  75  calves  and  12  cows  are  killed  during  the 
season.    Water,  when  used,  is  obtained  from  a  well  outside. 

Bedford. 

27.  Portion  of  bam  used  for  killing  hogs  in  the  autumn  months.  At 
the  time  of  visit  there  was  no  evidence  of  slaughtering. 

Belchertown. 

28.  Slaughterhouse,  10  by  20  feet,  in  one  end  of  a  large  bam.  A  trap 
door  communicates  with  the  cellar  and  hogpen  below.  The  pen  opens  on 
one  side,  and  is  less  objectionable  than  the  average  pen.  The  bones  and 
offal  are  thrown.to  the  hogs.  From  10  to  25  calves  per  month  are  killed. 
There  is  not  much  cleaning,  but  the  blood  and  dirt  are  covered  with  hay 
and  sand,  etc. 

A  new  slaughterhouse,  25  by  16  feet,  is  being  built,  and  this  is  to 
have  a  cement  floor. 

29.  Slaughtering  done  in  portion  of  bam,  18  by  22  feet,  with  sloping 
floor,  which  gets  no  cleaning  except  such  as  can  be  done  with  a  broom ; 
consequently,  it  is  not  in  good  condition.  The  walls  and  benches  are 
covered  with  dirt  and  blood.  The  offal  goes  to  hogs  on  the  farm.  About 
30  animals  per  month  are  killed.  In  another  building  there  is  a  kettle 
for  rendering.    The  condition  of  both  buildings  is  dirty. 

30.  From  12  to  15  cows  and  calves  are  killed  monthly  on  the  floor  of 
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an  old  bam.  The  blood  and  offal,  which  are  fed  to  hogs  in  a  pen  outside, 
are  collected  in  a  wooden  trough  and  metallic  bucket.  There  is  little 
evidence  of  the  use  to  which  the  place  is  put.  No  spattered  blood  or  filth 
observed.    Place  fairly  clean. 

Beverly. 

31.  A  dilapidated  shed,  30  by  15  feet,  partly  floored.  The  unfloored 
portion  contains  about  a  foot  of  wet,  slimy  manure ;  back  of  the  shed  is  a 
hollow  filled  with  the  same  material.  The  place  has  been  in  use  for  many 
years,  but  it  shows  no  evidence  of  having  been  cleaned  in  any  way.  It  is 
situated  near  the  street,  through  which  runs  a  water  main;  but  what 
water  is  needed  is  brought  in  pails.  The  offal  is  said  to  be  buried;  the 
hoofs,  heads  and  grease,  etc.,  are  sold  to  renderers. 

Billerica, 

32.  Slaughtering  done  in  a  room,  12  by  20  feet,  in  the  end  of  a  bam. 
The  offal  is  thrown  through  a  trap  door  into  a  cellar  below,  where  it 
is  eaten  by  hogs.  Twenty-five  calves  per  month  are  killed  and  inspected 
by  the  town  inspector.  At  the  time  of  visit  3  exceedingly  small  calves 
were  waiting  to  be  killed.  It  was  said  that  one  of  them  was  to  be  killed 
only  for  its  hide.    The  general  condition  of  the  place  was  dirty. 

33.  Slaughtering  done  in  a  building  in  a  field  near  the  town.  The 
killing  room  is  20  by  30  feet.  About  10  calves  per  month  and  100  hogs 
and  6  cows  per  year  are  killed  and  inspected.  A  refrigerator,  12  by  8 
feet,  is  in  fair  condition,  but  the  slaughtering  room  and  the  cellar  below 
are  exceedingly  dirty,  no  cleaning  being  done.    The  offal  is  sold. 

Boxford. 

34.  A  fairly  good  building,  20  by  18  feet,  used  in  autumn  and  winter 
for  killing  hogs.  About  60  to  100  are  killed  during  the  season.  At  the 
time  of  visit  the  place  was  clean  and  in  good  condition.  The  cellar 
beneath  is  open  on  one  side  and  is  well  lighted.    This  algo  was  clean. 

35.  The  slaughterhouse  is  a  dilapidated  old  building,  38  by  20  feet, 
with  a  rough  floor.  In  the  cellar  beneath,  and  elsewhere  on  the  prem- 
ises, are  kept  hogs,  which  are  fed  on  swill.  Back  of  the  slaughterhouse 
is  a  brook,  which  receives  the  drainage  of  the  place.  The  floor  of  the 
slaughterhouse  is  covered  with  dried  blood,  manure  and  other  dirt,  and 
in  the  comers  are  old  rags,  papers  and  discarded  tools. 

The  animals  slaughtered  include  cows,  hogs  and  calves.  The  number 
could  not  be  ascertained,  but  it  was  estimated  that  hundreds  are  killed 
during  the  year.  The  meat  is  used  to  a  great  extent  in  a  sausage  factory 
in  Lawrence. 
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Bridgewater. 

36.  A  few  calves  (not  over  20  per  year)  are  killed  in  the  end  of  a 
bam.  Floor  covered  with  dirty  sawdust;  old  blood  stains  observed  on 
the  doors  and  walls.  At  the  time  of  visit  no  killing  had  been  done  for 
some  weeks. 

37.  In  a  dilapidated  out-building,  16  by  20  feet,  hogs  are  killed  in 
winter.  There  is  a  room  for  hanging  meat  to  cool.  The  floor  is  of 
loose  boards  and  is  not  cleaned. 

Brockton. 

38.  This  is  an  extensive  establishment,  with  cattle  yards,  refrigerators, 
and  a  sausage  factory.  The  cattle  come  from  Vermont  and  New  Hamp- 
shire, and  a  few  are  collected  in  the  neighborhood.  The  average  number 
of  animals  killed  is  125,  —  50  cows,  50  hogs  and  25  calves.  The  slaugh- 
tering room,  20  by  50  feet,  has  a  trap  door  through  which  some  of  the 
offal  goes  to  hogs  below;  the  rest  is  buried  in  the  woods  on  the  farm. 
The  slaughtering  floor  is  washed  with  hose  after  use,  but  the  walls  and 
utensils  are  left  dirty.  The  floor  is  level  and  drains  off  poorly.  The 
light  is  very  good.  The  refrigerator  is  fairly  clean.  The  sausage  factory 
was  not  in  use  at  the  time  of  visit,  and  was  in  fairly  clean  condition. 

Cambridge, 

39.  The  slaughterhouse  is  a  shed,  16  by  22  feet,  in  the  rear  of  a  bam. 
It  is  kept  scrupulously  clean  and  is  quite  free  from  odor.  It  has  a  tight 
wooden  floor  which  slopes  to  a  strainer  in  the  centre.  About  40  to  50 
calves  are  killed  per  weeL  The  offal  is  removed  immediately  and  the  meat 
is  inspected  by  the  Cambridge  inspector  before  it  can  be  sent  out. 

40.  An  old  slaughterhouse,  with  good  light  and  ventilation.  A  wooden 
floor  slopes  to  a  door,  where  the  drainage  is  caught  in  an  iron  tub.  The 
offal  is  removed  in  barrels  on  the  day  of  slaughter.  The  floor  is  scraped 
after  each  day^s  work,  and  is  clean.  "When  visited,  the  walls  were  found 
to  have  been  whitewashed  recently  and  were  in  good  order.  The  cutting 
board,  barrels  for  offal  and  meat  hooks  were  not  clean,  and  many  flies 
were  observed.  About  100  calves  per  week  are  killed.  The  general  con- 
ditions are  fair. 

41.  A  small  establishment,  with  a  floor  space  of  450  square  feet.  The 
wooden  floor  slopes  to  a  strainer,  which  is  connected  with  the  public 
sewer.  The  floor  is  clean,  but  the  walls  near  the  door  are  greasy  and 
bloody  for  about  two  feet  from  the  floor.    General  conditions  are  fair. 
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Chelmsford. 

42.  Twenty  calves  and  a  few  cows  are  killed  each  month  in  a  slaugh- 
tering room  in  a  barn,  with  a  fairly  good  floor  and  trap  door  to  cellar 
below.  The  floor  is  cleaned  to  a  certain  extent,  and  has  lime  sprinkled 
over  it.  The  cellar  beneath  is  entirely  without  light.  At  the  time  of 
visit  it  contained  a  foot  or  two  of  semi-liquid  manure  and  a  half  dozen 
pigs,  which  are  fed  on  oiffal  from  above.  The  heads,  hoofs  and  hides  are 
carried  away  by  a  rendering  company. 

43.  A  bam,  35  by  30  feet,  with  an  earthen  floor,  is  used  at  times  for 
killing  calves.  Not  more  than  6  per  month  are  killed  in  the  summer 
months.    At  the  time  of  visit  there  was  not  much  evidence  of  the  business. 

44.  Slaughterhouse  is  a  building  45  by  15  feet,  with  a  loose  board 
floor.  About  1,000  swine  are  killed  here  during  the  year,  but  not  in 
summer,  during  which  season  a  few  calves  are  slaughtered.  A  boiler  in 
a  room  adjoining  the  slaughtering  room  furnishes  hot  water,  some  of 
which  is  used  for  washing  the  premises.    Floors  and  walls  fairly  clean. 

45.  A  comparatively  new  bam,  with  a  room  20  by  30  feet,  the  floor 
of  which  contains  a  slit  and  a  trap  door,  through  which  the  blood  and 
offal  go  to  the  pigs  in  the  cellar.  The  pigs  have  an  outside  yard  as  well. 
From  20  to  30  calves  and  6  to  8  cows  are  killed  every  month.  The  place 
is  not  clean.  The  cellar  beneath  has  a  cemented  floor,  on  which  is  a  foot 
or  more  of  wet  manure.    The  outside  pen  is  fairly  dry. 

46.  Slaughtering  done  in  a  shed  connected  with  a  house  and  bam. 
In  one  side  of  the  shed  there  is  a  hole  which  leads  to  a  wooden  chute, 
which  carries  the  offal  below  to  hogs.  The  floor  is  scraped  a  little, 
but  no  other  cleaning  is  done,  and  the  whole  floor  is  covered  with  a 
mixture  of  blood  and  manure,  hair  and  grease.  The  entire  place  is  very 
dirty,  infested  with  flies,  and  foul  smelling.  The  number  of  animals 
slaughtered  per  month  is  from  20  to  30. 

47.  Slaughtering  carried  on  in  the  end  of  a  bam,  36  by  12  feet,  with 
a  slightly  pitched  floor  and  drain  in  centre.  The  offal  goes  to  a  hogpen 
below  in  winter,  but  in  summer  it  is  carted  to  a  hogpen  in  a  field  near 
by.  The  walls  and  sides  are  not  cleaned  at  all.  The  floor  is  cleaned 
with  water  brought  in  pails,  and  a  dry  powder,  said  to  be  "  antiseptic,'^ 
is  used  to  keep  down  odors.  The  heads,  hoofs  and  hides  are  carted 
away  by  a  rendering  company,  but  the  offal  is  mixed  with  cotton  waste 
in  the  cellar,  which  has  a  cemented  floor,  which  helps  to  retain  the  mois- 
ture, and  in  consequence  the  contents  are  in  a  very  bad  condition.  The 
number  of  animals  slaughtered  monthly  is  about  30,  — 10  cows  and  20 
calves. 

48.  The  slaughtering  room  is  a  comer  of  a  large,  fairly  clean  bam. 
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and  is  12  by  16  feet,  with  a  floor  pitching  to  the  centre.  When  visited  it 
had  been  whitewashed  and  was  fairly  clean,  and  lime  was  sprinkled  on 
the  floor,  upon  which  60  to  70  cows  and  calves  are  killed  per  month.  The 
refrigerator,  7  by  12  feet,  was  in  fair  condition. 

Under  the  slaughtering  room  there  is  a  cemented  cellar,  which  was 
in  a  wet  and  nasty  condition.  The  drainage  runs  back  through  a  ditch 
to  a  cornfield.  The  contents  of  the  cellar  are  said  to  be  mixed  from  time 
to  time  with  cotton  waste.  The  place  has  a  good  water  supply,  and  is 
equipped  with  a  hose  for  cleaning  purposes. 

Cheshire. 

49.  Small  building  back  of  a  bam,  with  earth  floor.  Slaughtering 
room,  11  by  24  feet,  was  found  to  contain  some  decomposing  bones  and 
hoofs.  Although  there  is  an  abundance  of  water  in  the  bam,  little 
appears  to  be  used,  and  the  place  is  dirty.  About  20  to  30  calves  per 
month  and  30  to  40  cows  per  year  are  slaughtered.  An  inspector  is  sent 
for  to  stamp  the  cows  but  not  the  calves.  The  meat  is  sold  in  Adams. 
In  winter,  the  hoofs  and  bones  are  sold  to  a  rendering  company. 

50.  Slaughtering  is  conducted  in  a  place,  20  by  30  feet,  in  the  end  of  a 
wagon  shed,  which  has  a  cemented  floor.  About  20  calves  per  month  are 
killed.  The  offal  goes  into  a  hole  near  by,  and  is  covered  with  earth 
and  charcoal  and  frequently  carted  away  and  buried.  Town  water  is 
used,  and  the  place  is  kept  fairly  clean.    The  meat  is  not  inspected. 

Clinton. 

51.  Wooden  building,  26  by  40  feet,  in  a  field  on  the  edge  of  the 
town.  It  has  a  refrigerator,  10  by  15  feet,  and  a  cooling  room  of  the  same 
size,  as  well  as  a  kettle  room  for  heating  water.  The  killing  floor  is 
15  by  25  feet;  it  has  a  trap  door  in  the  centre,  which  commimicates 
with  the  cellar  beneath.  A  hogpen  in  the  rear  is  open  and  clean.  The 
offal  is  carted  off  to  a  piggery  in  the  country;  the  heads  and  bones 
are  sold.  About  150  calves  per  month  come  from  Vermont  and  are 
slaughtered  here;  some  also  are  collected  from  towns  near  by.  In  addi- 
tion, about  20  sheep  per  month,  and  12  cows,  and  100  to  125  hogs  per 
year  are  slaughtered.  The  meat  is  stamped  by  an  inspector  before  being 
shipped  to  Boston.  The  middle  of  the  floor  is  cleaned  somewhat.  The 
waUs,  doors,  tables  and  utensils  are  dirty  and  foul  smelling,  and  the 
place  is  infested  with  flies. 

Concord. 

52.  Building  22  by  14  feet,  about  one-fourth  of  a  mile  from  the 
road.  It  has  a  rough  floor,  with  a  trap  door  in  the  centre  and  a  dark 
cellar  beneath,  in  which  are  pigs  which  are  fed  on  the  offal.     The  re- 
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frigerator,  10  by  12  feet,  is  dark  and  not  very  clean.  About  60  calves 
and  12  cows  per  month  are  slaughtered,  and  the  meat  is  sent  to  Lowell, 
where  it  is  sold  from  carts.  The  carcasses  are  inspected.  Heads  and 
hoofs  are  sold.  Cotton  waste  is  thrown  into  the  cellar  below,  to  keep  the 
manure  as  dry  as  possible,  but  the  cellar  and  the  whole  place  are  ex- 
ceedingly dirty  and  foul  smelling,  and  overrun  with  flies. 

Conway. 

53.  Market  on  Main  Street  in  Conway,  under  which  is  a  room,  25 
by  30  feet,  with  a  cemented  floor  draining  to  the  centre,  and  through 
a  pipe  into  the  river.  Calves,  lambs  and  poultry  are  killed  each  week. 
A  fairly  good  place,  but  not  well  kept,  being  dirty,  untidy  and  infested 
with  flies.  In  an  old  bam,  somewhat  more  than  a  mile  distant,  3  or  4 
cows  are  killed  each  week  on  a  floor  12  by  16  feet.  The  place  is  very 
dirty  everywhere,  and  apparently  no  attempt  is  made  to  clean  it.  There 
is  no  water  supply  except  that  which  is  brought  in  in  cans.  All  oflPal  is 
thrown  to  the  hogs  under  the  bam. 

Cummington, 

54.  Building  20  by  40  feet,  in  the  woods.  The  floor  at  one  end 
slopes,  and  has  a  trap  door  through  which  the  blood  and  offal  go  to 
hogs  in  the  cellar,  which  is  wet  and  dirty,  but  the  hogs  have  a  large 
yard  outside.  The  animals  slaughtered  here  include  cows,  calves  and 
sheep.  Little  cleaning  is  done  except  to  push  the  offal  into  the  cellar, 
and  consequently  the  floor  and  walls  are  covered  with  old  blood  and  dirt. 
The  hides  are  salted  and  piled  up  in  one  end  of  the  room*  Near  by  is  a 
shed,  16  by  12  feet,  where  calves  and  chickens  are  killed.  When  the 
killing  is  finished,  an  inspector  is  sent  for.  He  arrives  usually  the  next 
morning,  and  inspects  the  meat  and  stamps  it.  This  is  kept  in  a  more 
cleanly  manner,  but  is,  nevertheless,  dirty.  Most  of  the  meat  is  sold  in 
the  local  market. 

Dalton, 

55.  Slaughtering  is  conducted  in  a  part  of  an  addition  to  the  bam; 
floor  space,  28  by  16  feet.  There  is  a  hole  in  the  wall,  through  which 
offal  and  blood  are  pushed  into  tubs,  and  removed  for  burial  or  for 
feeding  to  hogs.  The  floor  appears  to  have  been  scraped,  but  no  other 
cleaning  is  done,  and  the  walls  are  very  dirty. 

56.  Slaughtering  conducted  on  a  part  of  a  bam  floor,  20  by  15  feet, 
which  slopes  to  a  square  hole,  through  which  blood  and  offal  are  dis- 
charged into  the  cellar,  where  hogs  are  kept.     Little  slaughtering  has 
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been  done  during  the  past  year,  —  not  over  a  dozen  calves  and  cows. 
The  floor  is  said  to  be  cleaned  with  a  broom,  but  at  the  time  of  inspection 
it  had  not  properly  been  cleaned  since  when  last  in  use. 


Danvers, 
67.  A  well-built  slaughterhouse,  connected  with  a  bam,  and  reached 
by  passing  through  the  stable.  The  killing-room  is  22  by  20  feet.  The 
wood  work  is  in  good  condition,  but  shows  no  evidence  of  any  process  of 
cleaning,  being  covered  with  dirt,  blood,  filth  and  grease.  The  floor  has  a 
slit  about  an  inch  in  width,  through  the  center,  through  which  the  blood 
escapes  to  a  hogpen  below.  About  25  calves  are  killed  per  month.  The 
heads,  hides,  hoofs,  boms,  bones,  fat  and  offal  are  taken  away  by  a  ren- 
dering company. 

58.  Shed,  17  by  25  feet,  connected  with  a  house  and  bam.  The  floor 
is  of  double  thickness,  and  slopes  to  a  gutter  which  discharges  into  a 
trough  outside,  which  overflows  onto  the  ground.  The  offal  is  carted 
away  to  a  hogpen  in  the  woods.  The  place  shows  no  evidence  of  ever 
having  been  washed,  but  the  floor  is  scraped  every  day  after  use.  The 
walls  and  ceiling  are  so  covered  with  spots  of  blood  and  filth  that  it  is 
hardly  possible  to  see  the  wood  itself. 

Dartmouth. 

59.  This  establishment  is  a  comparatively  new,  well-lighted  building, 
15  by  25  feet,  where  from  10  to  20  cows  and  a  larger  number  of  calves 
are  killed  each  month  by  a  number  of  butchers.  The  floor  appears  to 
have  been  scraped  at  some  time,  but  it  and  the  walls,  doors  and  windows 
show  abundance  of  blood,  dirt,  hair,  manure  and  grease.  The  offal  is 
pushed  through  a  hole  in  the  wall  into  a  pigpen,  a  large  portion  of  which 
is  filled  with  a  wet  mixture  of  manure  and  pieces  of  offal.  The  building 
is  not  supplied  with  water,  and  if  any  water  is  used,  it  is  brought  from  a 
spring  two  hundred  and  fifty  yards  away.  The  foul  odor  arising  from  this 
establishment  is  perceptible  at  a  distance  of  one  himdred  yards  in  all 
directions. 

60.  The  slaughtering  room  is  20  by  30  feet,  in  the  end  of  a  bam. 
It  has  a  rough  board  floor,  and  beneath  is  a  cellar.  Here  about  30  to 
40  calves  are  killed  per  month,  and  about  500  hogs  during  the  season. 
The  offal  is  thrown  to  hogs  in  the  cellar  beneath,  in  which  there  is  wet 
manure  to  the  extent  of  a  foot  in  depth.  The  slaughtering  room  is  said 
to  be  washed  with  water  brought  from  a  well  outside,  and  a  small  place 
in  the  middle  of  the  floor  bears  evidence  of  having  been  washed  to  a 
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slight  extent;  but  the  rest  of  the  place,  the  walls,  benches,  doors  and 
floor,  are  covered  with  clotted  blood,  manure  and  dirt. 

61.  A  comparatively  new  slaughterhouse,  20  by  28  feet,  situated  in  a 
meadow,  a  quarter  of  a  mile  from  the  owner's  house.  The  slaughtering 
is  done  by  another  person,  who  has  no  license.  No  definite  informa- 
tion could  be  obtained  as  to  the  number  of  animals  slaughtered,  but 
it  would  appear  that  from  40  to  60  a  month  are  killed.  The  floor 
is  fairly  good  and  appears  to  have  been  scraped,  but  the  rest  of  the 
place  is  very  dirty  in  every  part.  The  offal  is  pushed  through  a  hole 
in  the  wall  directly  onto  the  ground  outside,  where  it  is  mixed  to 
some  extent  with  seaweed.  The  surroundings  are  dirty,  and  the  odor  of 
the  decomposing  offal  is  perceptible  for  more  than  one  hundred  yards. 
If  any  water  is  used  in  the  establishment,  it  is  brought  in  in  a  single 
milk  can.  In  the  meadow,  close  by,  on  the  day  of  inspection,  a  sick  cow 
was  observed,  lying  with  head  on  the  ground,  and  breathing  forty  times 
to  the  minute. 

62.  This  place  is  a  room,  18  by  28  feet,  in  a  dilapidated  old  bam, 
in  which  are  three  stalls  containing  about  two  feet  of  manure.  The 
floor  is  rotten  and  broken  in  places.  The  floor,  walls,  benches  and 
everything  else  are  covered  thickly  with  manure,  blood  and  other  filth, 
and  there  is  no  evidence  that  any  cleaning  is  ever  done.  The  offal  is 
said  to  be  carted  away  to  a  farm.  The  cellar  beneath  the  slaughterhouse 
is  filled  almost  to  the  top  with  manure.  The  place  is  owned  by  a  local 
official,  and  is  used  by  a  number  of  butchers,  who  hold  no  license  to 
slaughter.  About  16  cows  per  month  are  killed,  and  an  unknown  number 
of  calves,  the  latter  not  inspected. 

Deerfield. 

63.  Wooden  building,  26  by  60  feet,  vnth  a  ventilated  slate  roof.  About 
300  hogs,  300  beef  cattle  and  500  calves  are  slaughtered  in  a  year,  in  a 
room,  15  by  26  feet,  with  a  tight  wooden  floor  pitching  to  a  drain  in  the 
centre,  through  which  blood,  etc.,  are  conveyed  to  a  receptacle  outside. 
This  floor  is  kept  in  a  clean  condition.  The  meats  are  himg  in  a  cooling 
room,  from  which  they  pass  to  a  large  refrigerator. 

Lard  is  tried  out  in  a  steam  kettle;  hams  and  bacon  are  cured  in  the 
cellar,  which  has  a  cement  floor ;  and  beef  is  corned  in  another  room. 

The  whole  establishment  is  clean  and  well  kept,  and  is  free  from  flies. 
No  spitting  was  observed. 

64.  Shed,  12  by  18  feet,  in  a  field.  It  has  a  cement  floor,  which  is  kept 
in  a  clean  condition.  Ice-box  connected  with  building  is  clean.  The 
place  is  used  for  killing  calves. 
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Dighton. 

65.  A  license  has  been  taken  for  the  purpose  of  killing  4  or  6  calves 
and  about  6  hogs  per  year.  Work  is  done  in  the  bam  or  in  the  yard,  and 
no  live  stock  is  bought  for  slaughtering. 

66.  About  30  calves  per  month  and  20  cows  per  year  are  killed  in 
a  comer  of  a  new  bam,  in  a  room  12  by  16  feet.  Beneath  is  a  cellar, 
in  which  are  kept  hogs,  to  which  the  blood  and  offal  are  given.  The 
beads  and  bones  are  sold  to  a  rendering  company.  The  source  of  water 
supply  is  a  well  in  the  yard,  but  no  water  is  used  and  the  floor  gets 
no  cleaning.  The  walls  and  utensils  are  spattered  with  blood,  and  the 
floor,  to  the  depth  of  more  than  an  inch,  is  covered  with  clotted  blood, 
hair  and  manure.  The  refrigerator,  10  by  8  feet,  dark  and  not  clean,  is 
situated  in  a  separate  building. 

Dracut. 

67.  In  one  of  several  poorly  kept  bams  and  sheds,  cows,  calves  and 
pigs  are  slaughtered  on  a  floor  14  by  20  feet,  with  a  trap  door  to  a 
shallow  cellar,  to  which  hogs  have  access.  On  the  day  of  inspection 
the  floor  had  recently  been  cleaned  and  sprinkled  with  lime.  About  10 
cows  per  month  and  as  many  calves  as  can  be  obtained  are  slaughtered. 
The  place  is  not  regularly  cleaned,  and  the  drainage  goes  into  the  yard. 
Part  of  the  refuse  matter  is  boiled  for  chicken  feed. 

68.  Wooden  building  constructed  for  the  slaughtering  business.  It 
has  a  room,  35  by  18  feet,  with  a  slightly  sloping  wooden  floor.  In  one 
of  the  walls  is  an  opening  near  the  floor,  through  which  the  offal  is  pushed 
out,  to  fall  onto  a  platform  in  a  hogpen  twenty-five  feet  below.  There  is 
also  a  slit  in  the  floor,  through  which  the  blood  goes  into  a  barrel  beneath. 
In  warm  weather  all  offal  is  carted  away  to  a  hogpen  in  a  field.  The 
refrigerator,  10  by  12  feet,  was  found  to  be  in  fair  condition. 

There  is  a  steam  boiler  on  the  place  and  hot  water  is  used  in  cleaning 
the  walls  and  floor.  On  the  day  of  inspection  th^*  walls  had  recently 
been  scraped,  and  the  accumulation  of  blood  thereon  had  been  reduced 
in  amount.  Under  the  slaughtering  room  is  a  place  for  salting  hides, 
and  beneath  this  is  another  roof,  and  both  were  found  to  be  in  fair 
condition.  Next  to  the  slaughtering  room  is  a  tie-up  for  6  to  8  cows, 
but  it  is  well  separated  by  partitions.  The  water  supply  is  derived  from 
a  well,  which  is  piped  to  the  bam  and  slaughterhouse.  The  drainage 
goes  one  hundred  yards  back,  into  a  meadow. 

The  inspector  of  animals,  etc.,  comes  "now  and  then,"  but  does  not 
see  all  that  is  killed  and  sold. 

69.  Slaughtering  done  on  the  bam  floor  near  a  door.  Six  to  10  calves 
per  month  are  killed.    The  hides,  heads,  etc.,  are  removed  by  a  rendering 
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company.    The  ofifal  is  mixed  with  earth  and  allowed  to  decompose  under 
ground.    The  floor  is  washed  sometimes  with  water  from  the  well. 

70.  On  the  day  of  visit  the  place  was  not  yet  ready  for  business,  the 
bam  floor  being  about  to  be  relaid. 

71.  Slaughtering  is  done  on  the  main  floor  in  the  bam.  The  oflEal  is 
brought  into  the  cellar  beneath,  where  hogs,  which  also  get  city  swill, 
are  kept.  A  few  pigs  are  kept  in  a  pen  close  to  the  slaughtering  place. 
On  the  day  of  visit  1  very  thin,  small  calf  was  waiting  to  be  killed.  The 
place  seems  to  get  no  cleaning,  but  apparently  not  much  slaughtering  is 
done  in  summer,  and  less  than  the  usual  amount  of  blood  and  filth  was 
found  on  the  floor  and  walls. 

72.  Slaughtering  done  in  a  place,  20  by  30  feet,  partitioned  off  on 
one  side  of  the  bam.  There  is  a  trench  in  the  floor  and  also  a  trap  door 
to  the  cellar  beneath,  where  pigs  consume  the  offal.  The  hoofs,  heads, 
hides,  etc.,  are  removed  by  a  rendering  company.  The  cellar  is  filled 
with  slimy  matter  and  wet  manure.  The  entire  place  is  very  dirty  and 
shows  but  a  limited  space  where  any  cleaning  is  done,  everything  else 
being  covered  with  blood,  grease,  manure  and  dirt.  There  is  no  re- 
frigerator. About  20  calves  per  month  are  killed  by  different  butchers 
during  the  summer,  but  many  more,  and  also  pigs  and  cows,  are  killed 
in  cold  weather.  At  the  time  of  inspection  3  or  4  immature  calves  were 
awaiting  slaughter. 

Duxbury. 

73.  Although,  formerly,  slaughtering  was  done  at  this  place  for  a 
butcher  in  town,  at  present  only  a  few  very  small  calves  are  killed  for 
their  hides,  the  meat  being  given  to  pigs  and  chickens.  Slaughtering  is 
done  in  a  bam  back  of  the  horse  stalls,  in  a  space  about  20  by  12  feet. 
The  offal  is  discharged  into  a  cellar,  where  it  is  buried  in  the  manure. 
The  conditions  found  were  imobjectionable. 

74.  Slaughtering  done  in  Bailey^s  bam,  in  the  southern  portion  of  the 
town.  About  a  dozen  sheep  had  been  killed  up  to  the  time  of  visit,  but  it 
was  anticipated  that  the  business  would  be  greater  later  on.  The  prem- 
ises show  little  evidence  of  the  business,  blood,  etc.,  not  having  been 
sprinkled  about.  The  bam  is  smaU  and  the  work  has  been  done  near  the 
door.    Offal  is  buried  beneath  manure  in  the  cellar. 

Egremont 

75.  In  a  small  building,  12  by  18  feet,  with  a  rough  fioor,  3  lambs  are 
killed  each  week.  The  place  is  kept  free  from  evidence  of  slaughtering, 
ashes  or  earth  being  spread  on  the  ground  over  any  blood  or  drippings. 
The  offal,  heads,  etc.,  are  carted  away. 
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76.  A  slaughterhouse  occupies  part  of  a  building,  the  other  portion 
of  which  is  a  market.  Between  these  two  establishments  are  two  doors. 
The  market  is  clean,  as  is  the  refrigerator,  10  by  12  feet,  which  on  the 
day  of  inspection  contained  meat  of  good  appearance  and  quality.  The 
killing  room,  18  by  30  feet,  has  a  cement  floor,  and  here  from  40  to  60 
calves,  cows  and  lambs  are  killed.  The  ofifal  goes  through  a  hole  in  the 
wall  to  a  hogpen  outside.  The  floor  of  the  killing  room  is  cleaned  a 
little  with  water  brought  from  a  trough  in  the  barnyard.  The  walls, 
tables  and  doors  are  very  dirty  and  bloody.  When  visited,  there  was  con- 
siderable rubbish  and  decomposing  meat  lying  about,  and  a  barrel  con- 
taining entrails  and  meat  scraps,  swarming  with  maggots,  stood  in  the 
centre  of  the  room.  The  odor  was  extremely  offensive.  Bones  and  heads 
are  sold  to  a  fertilizer  company. 

Essex. 

77.  Slaughterhouse  in  part  of  bam;  area,  15  by  12  feet.  The  sloping 
floor  drains  to  the  cellar.  The  place  is  clean,  and  in  good  condition. 
The  floor  is  kept  well  washed. 

Fall  River. 

78.  In  a  wooden  extension  of  a  rendering  plant  is  a  room,  40  by  35 
feet,  used  by  a  number  of  butchers,  who  kill,  at  all  hours  of  the  day  or 
night,  from  50  to  150  cows,  50  to  75  calves,  and  a  few  sheep  every  month. 
A  rendering  company  holds  the  license,  and  cleans  up  with  hot  and  cold 
water  and  a  hose  every  day;  but,  owing  to  the  unclean  methods  of  the 
butchers,  the  place  is  frequently  very  dirty.  All  the  offal  goes  to  the  ren- 
dering tanks.  No  inspection  is  made  of  the  meat  prepared  at  this  place. 
Those  who  slaughter  kill  what  they  please  and  peddle  the  meat. 

Fitchburg. 

79.  At  the  end  of  a  rendering  plant,  which  is  not  being  conducted  as 
such  at  present,  is  a  room  20  by  12  feet,  used  for  killing  and  skinning 
horses.  It  has  a  sloping  floor,  with  a  gutter  in  the  centre,  and  the  floor 
is  washed.  The  rest  of  the  place  is  very  dirty,  and  on  the  day  when 
visited  there  was  a  horse's  carcass  hanging  up,  covered  with  flies  and 
vermin. 

80.  Slaughterhouse,  25  by  15  feet,  in  the  end  of  a  bam.  The  floor 
contains  a  trap  door  commimicating  with  a  cellar,  where  hogs  are  kept. 
The  offal  is  pushed  through  a  trap  door.  About  100  calves,  40  cows 
and  12  hogs  per  month  are  killed.  A  rendering  company  collects  bones 
and  hides  twice  per  week.     Floor,  walls  and  the  whole  place  are  very 
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filthy,  and  show  no  evidence  whatever  of  any  cleaning.  The  nearest 
source  of  water  supply  is  in  a  bam  seventy-five  feet  away.  The  local 
inspector  is  notified  by  telephone  when  slaughtering  is  done. 

Oloticester. 

81.  Slaughtering  is  carried  on  in  a  compartment,  25  by  30  feet,  of  a 
bam.  The  killing  floor  is  rough  and  broken  in  places.  There  is  a  cellar 
beneath,  where  hogs  dispose  of  whatever  ofifal  is  thrown  down.  The 
floor  and  the  walls  appear  to  have  received  no  cleaning.  The  whole 
place  is  very  dirty,  and  swill  is  scattered  all  over  the  premises. 

82.  Slaughterhouse  is  an 'isolated  building,  20  by  30  feet,  which  ap- 
pears not  to  have  been  used  much  in  summer.  The  floor  is  dirty  and 
so  are  the  walls.  What  drainage  there  is  goes  to  a  stagnant  pool  among 
rocks  near  by.  A  considerable  number  of  calves  are  killed  in  the  course 
of  the  year,  but  on  the  day  of  visit  no  business  was  going  on. 

Oranby. 

83.  A  small  shed,  18  by  12  feet,  adjoining  the  bam,  is  used  as  a 
slaughterhouse  by  butchers  from  Holyoke.  About  4  to  6  animals  are 
killed  each  week.  Offal  goes  to  hogs  beneath.  The  place  is  very  dirty, 
and  apparently  no  cleaning  is  done. 

84.  Calves  are  slaughtered  in  a  space  14  by  18  feet,  in  a  bam.  The 
offal  goes  to  hogs  beneath,  and  is  covered  every  few  days  with  sand.  In 
winter  the  meat  is  sold  to  neighbors;  in  summer  it  is  sold  in  bulk. 
Occasionally  a  horse  is  killed  here  for  the  hide.  The  floor  is  not  properly 
cleaned. 

86.  A  shed,  18  by  20  feet,  in  a  pasture,  is  used  as  a  slaughterhouse, 
chiefly  by  butchers  from  Holyoke.  Six  to  10  cattle  are  killed  each  week, 
and  from  time  to  time  a  few  calves.  The  place  was  built  for  slaughter- 
ing purposes  and  has  a  refrigerator  connected,  but  no  ice  is  used.  The 
floor  is  somewhat  wom  and  has  not  been  kept  clean,  but  it  is  better  than 
the  average.  The  offal  is  fed  to  hogs  beneath.  There  is  a  small  ven- 
tilator in  the  roof,  and  a  steam  heater  to  provide  hot  water. 

Qreat  Barrington. 
86.  Slaughterhouse  is  a  small  building,  20  by  30  feet,  in  a  field  a 
mile  from  the  town.  Here  20  to  30  lambs  and  calves  are  killed  each 
month.  The  hoofs,  bones  and,  heads  are  sold.  Water  is  pumped  from 
a  well  underneath.  The  floor  is  cleaned  in  the  centre,  but  elsewhere  it  is 
dirty,  as  are  also  the  walls  and  benches.  The  offal  is  given  to  hogs  in  an 
adjoining  pen,  which  is.  kept  in  fair  condition. 
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Greenfield. 

87.  Slaughterhoufle,  26  by  40  feet,  situated  in  the  woods  about  two 
miles  from  town.  A  dozen  or  more  lambs  and  a  variable  number  of 
cows  and  calves  are  killed  each  week  in  the  busy  season.  There  is  a 
refrigerator  on  the  same  floor. 

Fat^  bones^  offal^  etc.^  go  into  the  rendering  tank,  and  the  oil  is  sold. 
The  tank  liquor  is  carted  away  and  deposited  in  the  fields.  The  tank 
residue  is  pressed  dry  and  sold  for  fertilizer.  The  bones  are  dried  on  the 
floor  of  a  separate  building  and  sold  for  glue  stock.  The  rendering  is 
done  in  a  building  adjoining  the  slaughterhouse.  The  floor  and  all  parts 
of  the  slaughterhouse  are  very  dirty,  and  apparently  no  cleaning  is  done. 
The  premises  in  general  are  very  dirty.  Most  of  the  meat  goes  to  local 
butchers. 

Hampden. 

88.  Shed,  12  by  18  feet,  used  as  a  slaughterhouse  for  calves,  poultry, 
etc.  A  portion  is  partitioned  off  and  used  as  a  pen  for  animals  awaiting 
slaughter.  The  offal  is  carried  away.  Slaked  lime  is  strewn  over  the 
floor,  which,  however,  is  not  very  clean. 

89.  From  10  to  12  calves  per  week  are  slaughtered  on  a  portion  of 
the  bam  floor,  10  by  12  feet.  The  offal  is  given  to  hogs  in  the  cellar 
beneath.  Water  for  cleaning  has  to  be  brought  in.  The  floor  is  in  poor 
condition.    The  general  condition  is  dirty. 

Hanson. 
fb.  About  10  cows  and  10  calves  per  month  are  killed  on  the  bam 
floor,  12  by  20  feet.  The  cow  and  horse  stalls  are  immediately  adjacent. 
The  offal  is  buried  on  the  farm.  The  heads,  etc.,  are  sold.  The  floor  is 
covered  with  hay  and  dirt,  but  at  the  time  of  visit  there  was  not  much 
evidence  of  the  slaughtering  business. 

91.  About  300  hogs  per  year  are  killed  in  the  building,  12  by  30  feet, 
which  is  in  fair  condition.  At  the  time  of  visit  the  floor  was  strewn  with 
lime  and  the  place  was  fairly  clean. 

Harvard. 

92.  Slaughterhouse  a  part  of  a  good  bam,  one-eighth  of  a  mile  from 
the  centre  of  the  town.  The  space  used  for  slaughtering  purposes  is 
20  by  35  feet;  the  rest  of  the  building  is  used  for  stalls  and  calf  pens. 
In  the  centre  of  the  killing  floor  is  a  trap  door  communicating  with 
a  dirty  cellar,  where  the  offal  is  given  to  hogs.  The  floor  is  cleaned 
to  some  extent  in  the  centre  by  means  of  an  old  broom,  but  the  rest  of 
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the  floor  and  the  walls  are  thickly  covered  with  blood  and  manure.  The 
place  is  infested  with  flies  and  has  a  disagreeable  odor.  About  70  calyes 
per  month  are  killed,  the  meat  of  which,  after  inspection  and  stamping, 
is  sent  to  Boston. 

93.  A  portion  of  one  end  of  a  large  new  bam,  in  the  centre  of  the  town. 
The  slaughtering  floor  is  20  by  30  feet,  with  a  trap  door  in  the  centre. 
The  cellar  beneath  is  large,  and  only  one  comer  is  used  for  manure. 
The  blood,  water,  etc.,  are  washed  into  this  portion.  The  oflEal  is  buried 
in  the  fields.    Hoofs  and  heads  are  sold. 

The  cooling  room,  10  by  12  feet,  and  the  refrigerator  of  the  same  size 
were  empty  at  the  time  of  visit  and  in  clean  condition. 

Fifty  calves  and  about  a  dozen  cattle  are  killed  each  month,  and  during 
the  course  of  the  year  about  150  hogs.  When  sent  for,  the  inspector 
comes  as  a  rule,  but  occasionally  fails  to  appear,  in  which  case  the  meat 
is  sent  to  Ayer.    Most  of  the  meat  is  sent  to  Boston. 

The  centre  of  the  floor  is  washed,  but  the  walls,  doors,  etc.,  are  left 
somewhat  dirty.    The  place,  as  a  whole,  is  in  fair  condition. 

Haverhill, 

94.  Slaughtering  is  done  in  one  end  of  a  bam,  which,  at  the  time  of 
visit,  was  filled  with  hay  and  appeared  not  to  have  been  used  for  some 
time.  A  variable  number  of  calves  (not  over  50  a  year)  are  said  to  be 
killed.    The  surroundings  and  general  character  of  the  place  are  good. 

95.  Slaughtering  floor,  12  by  28  feet,  connected  with  a  bam.  It  has  a 
loose  board  floor,  beneath  which  is  a  shallow  cellar.  At  the  time  of  visit, 
the  place  was  in  fairly  clean  condition,  and  showed  no  evidence  of  rec^t 
use.    About  500  hogs  and  calves  are  killed  between  October  and  April. 

96.  Part  of  a  large  old  building  in  a  field  about  a  quarter  of  a  mile 
from  the  road  and  dwelling  houses,  originally  used  as  a  piggery.  One 
end  is  partitioned  o£E  for  slaughtering.  The  floor,  25  by  25  feet,  slopes 
slightly  to  one  side,  where  the  oflfal  is  pushed  out  of  a  small  opening 
into  a  box,  and  this  is  carted  oflf  and  fed  to  pigs  elsewhere.  The 
slaughtering  floor  is  scraped  fairly  clean,  but  the  walls  are  not  cleaned 
at  all  and  are  very  dirty.  There  is  an  ice-box,  8  by  15  feet,  opening  into 
the  slaughtering  rooni,  but  it  is  not  used.  From  12  to  15  cows  and 
calves  per  week  are  killed. 

Holliston. 

97.  From  20  to  30  calves  and  cows  per  month  are  killed  in  an  annex, 
28  by  18  feet,  to  a  bam;  in  the  autumn  and  winter  hogs  are  also  killed. 
The  slaughterhouse  has  a  fairly  good  floor,  which  was  found  to  be  clean, 
but  the  walls  and  utensils  were  dirty.    The  offal  is  used  in  part  to  feed 
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fiwine  and  part  of  it  is  buried  on  the  farm.  Water  is  brought  in  pails 
from  the  well  as  needed.  On  the  day  of  visit  no  slaughtering  was  being 
done. 

Holydke. 

98.  Building,  12  by  20  feet,  in  a  field  half  a  mile  from  house,  used 
by  various  butchers  for  killing  12  to  40  cows  and  calves  per  month. 
The  oflEal  is  given  to  hogs  in  the  cellar  beneath.  Water  is  obtained 
from  a  brook  one  hundred  yards  away,  but  none  is  used  for  cleaning 
purposes,  and  the  floor  and  walls  are  dirty,  and  the  whole  place  and 
vicinity  give  oflf  a  disagreeable  odor. 

Hubhardsion. 

99.  Prom  20  to  40  cows,  calves  and  sheep  per  month  are  killed  on  the 
bam  floor.  The  work  is  done  in  a  neat  manner,  and  the  place  shows  very 
little  evidence  of  business,  for  sawdust  and  lime  are  used  on  the  floor 
and  the  blood  is  not  spattered  about.  The  oflEal  is  given  to  hogs  in  a  pen 
outside. 

100.  Ten  to  20  calves  per  month  are  killed  on  the  bam  floor,  which 
shows  little  signs  of  blood  or  dirt.  The  blood  is  caught  in  a  bucket  and 
the  oflEal  is  removed. 

101.  The  killing  floor,  12  by  12  feet,  is  partitioned  oflf  in  a  comer 
of  the  bam.  It  has  a  trap  door  to  the  cellar,  where  hogs  are  kept.  The 
floor  is  covered  thickly  with  sawdust.  About  20  calves  per  month  are 
said  to  be  slaughtered.  The  oflEal  is  fed  to  the  hogs.  Most  of  the  meat 
goes  to  Gardner. 

102.  Building,  20  by  24  feet,  with  good  sloping  floor,  with  a  hole 
at  one  end  through  which  the  oflEal  is  pushed.  Only  an  occasional  cow 
or  calf  is  slaughtered.  Cleaning  up  in  the  past  has  not  been  thorough, 
and  old  blood  and  dirt  remain  on  the  floor  and  walls.  What  water 
is  used  comes  from  a  well  seventy-five  feet  away.  Very  little  business 
had  been  done  for  three  months  preceding  the  day  of  inspection,  by 
reason  of  the  fact  that  competitors  had  been  buying  up  the  very  yoimg 
calves. 

103.  Part  of  an  annex  to  bam,  40  by  30  feet,  is  used  as  a  slaughter- 
house. The  floor  is  dirty  and  slippery  with  blood  and  dirt  mixed  with 
lime.  Considerable  stinking  oflEal  was  lying  about  on  the  day  of  inspec- 
tion. From  20  to  40  calves  and  cows  are  killed  each  month.  Some  of 
the  oflEal  is  fed  to  hogs  and  some  is  buried. 
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Hudson. 

104.  BuUding,  25  by  35  feet,  on  the  bank  of  a  river,  has  not  been 
used  for  slaughtering  purposes  for  more  than  a  year,  though  a  license  is 
held.  The  place  is  now  used  for  melting  grease.  The  floor  is  much  worn, 
but  has  been  washed.  The  tables,  utensils  and  refrigerator  are  dirty. 
In  the  cellar  beneath  is  a  decomposing  mass  of  oflEal,  old  blood,  manure 
and  slimy  material,  which  gives  ofE  foul  odors. 

105.  Slaughterhouse,  built  in  a  comer  of  a  new  bam,  covers  an  area 
12  by  15  feet.  It  has  a  trap  door  in  the  centre.  The  cellar  beneath  is 
fairiy  clean.  The  place  had  been  used  but  little  at  the  time  of  inspection, 
but  appeared  to  have  been  kept  clean.  About  10  calves  per  month  and 
25  hogs  per  year  are  slaughtered,  and  the  inspector  calls  and  stamps  the 
meat.  A  rendering  company  takes  the  hides  and  bones.  The  oflfal  is 
given  to  hogs. 

Laneshorough. 

106.  A  wooden  building,  28  by  50  feet,  is  used  as  a  market,  refrigerator, 
sausage  and  lard  room,  and  slaughterhouse.  It  is  divided  into  three 
rooms,  one  of  which,  28  by  15  feet,  has  a  wooden  floor  with  a  trap  door 
in  the  centre,  omder  which  are  a  box  ol  sand  and  a  bucket  for  catching 
blood.  The  blood  and  ofEal  are  given  to  hogs  under  a  bam  one  hundred 
feet  away.  The  killing  floor  is  strewn  with  lime,  and  little  evidence  of 
spattering  of  blood  is  observable.  The  business  appears  to  be  conducted 
in  a  neat  manner.    Thirty  or  more  calves  per  month  are  killed. 

The  lard  and  sausage  business  is  carried  on  only  in  cold  weather.  The 
material  used  in  this  part  of  the  business  is  brought  by  farmers  who  kill 
their  own  hogs. 

Lee. 

107.  Building,  24  by  12  feet,  used  until  March  last  for  killing  calves, 
cows  and  lambs,  no  business  being  bonducted  since  then.  The  floor 
slopes  to  the  rear.  When  used,  the  ofifal  was  pushed  out  of  a  door  in  the 
back  and  carted  away. 

108.  Building,  20  by  20  feet,  in  a  field  a  mile  from  the  town.  It  has  a 
rough  floor  with  a  trap  door,  through  which  the  ofifal  goes  to  a  platform 
in  the  cellar,  where  hogs  are  fed.  The  cellar  is  wet  and  dirty.  About 
20  to  30  calves  and  sheep  per  month  are  killed.  There  is  running  water, 
and  the  floor  shows  evidence  of  occasional  use  thereof,  but  the  doors  and 
walls  are  covered  with  blood  and  dirt.  Hoofs,  heads  and  bones  are  sold. 
The  premises  in  general  are  rather  dirty. 

109.  Wooden  building,  16  by  18  feet,  in  a  field.    It  has  a  rough  floor. 
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and  a  hole  at  one  side  through  which  the  offal  is  delivered  to  hogs.  The 
surface  water  and  drainage  from  the  slaughterhouse  gather  in  a  hole  in 
the  pigpen  behind,  and  form  a  green,  foul-smelling  pond  fifty  feet  in 
diameter. 

Thirty  to  40  sheep,  calves  and  cows  per  month  are  killed.  Only  a 
small  place  on  the  floor  is  cleaned;  the  rest  remains  dirty  and  bloody. 
What  water  is  used  is  brought  in  a  pail  from  a  spring.  Adjoining  are 
several  cattle  pens. 

110.  Forty  calves  and  a  few  cows  and  lambs  are  killed  each  month 
on  the  bam  floor.  The  offal  goes  out  of  the  back  door  to  hogs.  Hoofs 
and  heads  are  sold  to  the  collectors  of  a  rendering  company.  There  is 
no  evidence  of  cleaning,  and  the  floor  and  walls  are  bloody  and  dirty. 

Lenox. 

111.  Building,  24  feet  square,  on  the  edge  of  a  meadow.  Twenty 
calves  per  week  and  about  200  hogs  per  year  are  slaughtered.  In  a 
side  room,  10  by  12  feet,  there  is  a  kettle  for  heating  water.  A  hose 
supplied  with  town  water  is  used  for  cleaning  the  floor,  which  is  in 
good  condition,  but  the  walls  show  dried  blood  stains.  The  floor  has  a 
slight  pitch,  and  the  offal  is  pushed  out  of  the  small  opening  at  one  side 
into  a  hogpen,  where  it  decomposes  and  produces  a  bad  odor,  which  is 
perceptible  for  some  distance.    The  meat  is  sold  in  a  market  in  Lenox. 

112.  About  5  cows  and  25  to  40  calves  per  month  are  killed  in  a 
small  shed  17  by  10  feet,  on  the  river  bank.  The  floor  has  a  slight 
pitch,  and  the  offal  is  discharged  into  a  hogpen  adjoining,  where  it  is 
mixed  with  earth  and  manure.  The  floor  is  clean ;  the  walls  are  bloody 
and  stained.  Washing  is  done  with  river  water  obtained  with  a  bucket. 
There  is  but  slight  odor. 

113.  Slaughterhouse,  24  by  18  feet,  adjoins  the  bam.  About  50  calves, 
30  sheep  and  lambs,  and  35  to  40  cows  are  killed  per  month.  The 
refrigerator,  24  by  18  feet,  opens  from  the  slaughtering  room  and  is 
fairly  clean.  The  floor  has  a  slight  pitch,  and  is  provided  with  gutters; 
through  which  blood,  water  and  offal  are  shoved  along  into  a  hogpen 
adjoining.  The  water  supply  comes  through  a  pipe  from  the  hills  above, 
and  the  place  is  washed  with  bucket  and  broom.  It  appears  that  in  the 
past  the  cleaning  has  not  been  thorough,  for  the  floor  and  walls  are  con- 
siderably stained;  but  of  late  considerable  improvement  has  occurred. 
Some  alterations,  including  a  cement  floor,  are  being  considered.  The 
conditions  inside  may  be  described  ais  fairly  good. 
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Leominster. 

114.  Building  in  a  field,  with  slaughtering  floor  26  by  30  feet  Ee- 
frigerator  in  the  comer,  6  by  12  feet.  The  floor  of  the  slaughtering 
room  pitches  to  a  gutter  in  tiie  centre.  OflEal  is  pushed  out  of  a  hole 
in  the  wall  into  a  hogpen.  Fifteen  to  25  cows  and  50  to  100  calves  are 
killed  per  month.  Water  is  obtained  from  a  brook  by  means  of  a  bucket. 
The  refrigerator  is  dirty.  The  floor,  walls,  doors,  benches  and  all  utensils 
in  the  killing  room  are  exceedingly  filthy,  and  a  foul  odor  is  noticeable 
everywhere. 

Lexington, 

115.  Portion  of  small  bam,  20  by  18  feet,  nsed  for  slaughtering; 
has  a  rough  dirty  floor  covered  with  shavings,  which  are  used  also 
for  bedding  for  horses  in  the  adjoining  stalls.  Pieces  of  hamess  and 
a  lot  of  old  dirty  burlap,  some  knives  and  other  butchering  implements 
scattered  about.  The  walls  and  floor  are  covered  with  clotted  blood, 
dried  manure  and  dirt.  Water  is  obtained,  as  needed,  from  a  well. 
The  oflfal  is  thrown  out  of  the  only  window  to  hogs  in  a  small,  dirty 
pen.  Some  of  the  oflfal  is  said  to  be  buried  on  the  place;  and  hides, 
hoofs  and  heads  are  carted  out  and  sold  to  a  rendering  company.  From 
30  to  40  calves  per  month  are  slaughtered,  and  the  meat  is  sent  to  a 
commission  house  in  Boston.  On  the  day  of  inspection  8  small  calves, 
from  one  to  two  weeks  old,  were  confined  in  a  pen,  and  were  to  be  killed 
that  day. 

116.  Combination  slaughterhouse  and  piggery.  About  100  pigs  are 
kept  in  pens  and  are  fed  on  garbage.  Decomposing  garbage,  giving 
oflf  extremely  nauseous  odors,  was  observed  strewn  about  generally. 
Slaughtering  is  done  in  a  building  12  by  28  feet.  It  had  recently  been 
whitewashed,  the  whitewash  being  applied  over  the  accumulated  dirt. 
The  place  in  general  is  very  dirty.  Water  is  derived  from  a  well  in 
the  yard.  From  20  to  40  calves  per  month  are  slaughtered,  and  a  large 
number  of  hogs  —  more  than  1,000  —  per  year,  for  hotels  in  Boston. 
Much  of  the  oflfal  is  said  to  be  buried  on  the  farm,  and  some  is  sold. 

117.  Slaughterhouse,  20  by  15  feet,  is  a  shed  at  the  end  of  a  dwelling 
house.  It  has  a  rough  earth  and  cement  floor,  upon  which  ashes  and 
dirt  are  sprinkled  to  cover  up  blood,  etc.  It  is  used  not  only  for  slaugh- 
tering of  calves,  but  as  a  hen-roost,  and  considerable  hen  manure  was 
observed.    The  water  supply  is  derived  from  a  well  in  the  yard. 

118.  Slaughtering  is  done  on  a  platform,  12  by  15  feet,  on  the  floor 
of  a  fairly  clean  bam.  The  place  is  whitewashed  and  lime  is  used  on  the 
floor.    Twenty  to  30  calves  are  killed  per  month.    The  hides,  hoofs  and 
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heads  are  sent  to  a  rendering  establishment,  and  the  offal  is  fed  in  part 
to  pigs  kept  in  pens  some  distance  away,  and  in  part  is  buried  on  the 
farm.    A  fairly  clean  place. 

119.  On  the  floor  of  a  small  bam,  12  by  20  feet,  some  butchering  of 
calves  is  done  without  a  license.  On  the  day  of  visit  no  other  information 
was  obtainable.  The  floor  and  walls  were  covered  with  clotted  blood,  dirt 
and  hair.  The  offal,  mixed  with  manure,  was  stacked  up  outside  the 
bam. 

Longmeadow. 

120.  Shed,  16  by  30  feet,  in  a  field.  Six  to  10  calves  per  week  are 
killed,  and  the  offal  is  thrown  to  hogs  in  a  pen  adjoining.  In  cool 
weather  a  few  cows  and  hogs  are  slaughtered.  Water  is  brought  in  cans 
for  the  purpose  of  cleaning  the  floor,  which,  however,  is  diriy  and  smells 
badly. 

Ludlow. 

121.  From  6  to  10  calves  per  week  are  killed  on  the  floor  of  a  dirty 
cow  bam.  Hogs  are  kept  in  a  dark  pen  beneath,  and  to  them  are  given 
the  blood  and  offal. 

Lynn. 

122.  A  number  of  dilapidated  sheds,  bams  and  out-houses,  in  diri;y 
condition.  Thiriy  or  40  hogs  and  a  number  of  dogs  were  roaming  at  will 
on  the  day  of  visit.  The  slaughterhouse  itself  is  pari;  of  one  end  of  a 
bam,  25  by  30  feet.  It  contained  diriy  hamesses  and  tools,  grain  in  bar- 
rels, blankets  and  old  bags,  and  about  a  dozen  cow  and  calf  skins  folded, 
ready  for  removal.  The  cellar  underneath  was  filled  to  a  depth  of  two  or 
three  feet  with  slimy  material  and  manure.  The  place  is  exceedingly 
diriy  in  every  part.    A  large  number  of  animals  are  killed  weekly. 

123.  Small  slaughtering  establishment,  in  which  hogs  are  killed  be- 
tween October  and  March.  When  visited,  the  place  was  fairly  clean,  but 
had  not  been  used  for  five  months. 

Lynnfield, 

124.  Part  of  an  old  bam;  slaughtering  area,  20  by  25  feet.  On  the 
day  of  visit  a  hurried  job  of  whitewashing  had  been  done,  the  whitewash 
having  been  applied  over  the  dirt,  and  to  the  ropes,  wheels  and  elsewhere 
where  not  needed.  The  place  in  general  is  dirty  and  dilapidated.  The 
blood  and  offal  are  sent  through  a  trap  door  to  the  cellar,  which  drains 
into  an  unused  well.  About  10  cows  and  calves  per  week  are  killed;  hogs 
are  killed  in  the  autumn. 
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Marlborotigh. 

125.  About  25  calves  and  2  or  3  cows  per  week  are  slaughtered  on  a 
portion  of  a  barn  floor,  12  by  24  feet,  which  is  covered  with  loose  boards. 
There  is  a  refrigerator,  12  by  18  feet,  which  on  the  day  of  inspection 
was  empty.  In  an  adjoining  section  of  the  bam,  separated  by  a  partition 
and  doors,  a  few  horses  are  killed,  and  in  the  winter  season  about  300 
hogs.  This  place  had  not  been  used  for  some  time.  Beneath  the  former 
section  is  a  cellar,  wherein  are  confined  hogs  to  which  the  blood  and  offal 
are  given.  The  whole  place  and  surroundings  are  dirty,  and  the  bam  is 
foul  smelling. 

Medfield. 

126.  Four  or  6  calves  are  killed  per  month  in  a  room,  20  by  28  feet, 
in  the  rear  of  a  provision  store.  The  floor  slants  to  one  side,  and  the 
blood  and  offal  are  caught  in  a  pail  and  given  to  pigs  in  a  pen  farther 
back  in  the  yard.  There  is  no  evidence  of  recent  use,  and  the  place 
appears  to  be  kept  in  a  cleanly  manner. 

Medway. 

127.  When  visited,  this  place  had  no  license.  In  a  dark  shed,  12 
by  15  feet,  were  the  carcasses  of  several  calves,  which  were  being  skinned 
and  dressed  on  the  ground,  there  being  no  floor.  A  new  building,  12 
by  15  feet,  in  a  field  adjoining,  has  a  rough  cement  floor,  covered  with 
dirt  and  blood.  On  the  walls  hind  quarters,  lungs,  livers,  hearts,  etc., 
were  hanging  about,  swarming  with  flies.  In  a  crate  in  the  yard  were 
6  calves  awaiting  slaughter,  and  2  of  them  were  unusually  small  and 
lean.  The  whole  place  was  very  dirty  and  in  disorder.  Twenty-five 
cows  and  a  much  larger  number  of  calves  are  said  to  be  killed  monthly. 

Merrimac. 

128.  Space,  12  by  18  feet,  on  bam  floor  used  for  killing  calves  and 
occasionally  cows.  A  trap  door  in  the  floor  communicates  with  the 
cellar  below,  in  which  are  kept  hogs,  to  which  is  fed  the  offal.  The  re- 
frigerator, 6  by  9  feet,  opens  from  the  bam  floor.  It  is  clean  but  not 
in  use.  The  slaughtering  floor  and  the  walls  are  bloodstained  and 
dirty,  and  littered  with  feathers  from  recently  dressed  poultry.  In 
winter,  hogs  are  brought  to  this  place  after  being  slaughtered  on  farms, 
and  are  dressed  in  an  outhouse,  12  by  30  feet,  where  pork,  hams  and  bacon 
are  cured,  sausages  are  made  and  lard  is  rendered.  This  building  was 
found  to  be  in  fairly  clean  condition. 
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Methuen. 

129.  A  part  of  a  bam  floor,  35  by  15  feet,  is  used  for  slaughtering. 
It  has  a  slit  and  a  trap  door,  through  which  the  waste  products  go  to 
the  cellar,  where  they  are  eaten  by  hogs.  This  cellar  is  full  of  slimy 
matter  and  manure.  The  refrigerator,  12  by  15  feet,  fairly  clean,  was 
well  filled  with  meat.  The  water  supply  is  derived  from  a  well  in  the 
yard,  and  what  water  is  used  for  washing  is  brought  in.  From  25  to  30 
cows  and  40  calves  are  killed  each  month.  While  awaiting  slaughter^ 
they  are  kept  in  stalls  on  the  same  floor.  The  heads,  hides  and  hoofs 
are  carried  away  by  a  rendering  company.  The  whole  place  is  very 
dirty.  The  floors  and  walls  are  thickly  encrusted  with  blood  and  dirt. 
There  is  no  evidence  of  any  cleaning. 

130.  Slaughtering  done  in  a  filthy  old  bam,  on  a  floor,  20  by  26 
feet,  with  a  slight  slope.  In  the  centre  is  a  slit  for  the  blood,  and  in 
the  rear,  a  door  through  which  the  oflfal  is  sent  to  the  ground  outside, 
whicS  is  covered  to  a  depth  of  a  foot  or  more  with  slimy  manure  and 
refuse,  which  drain  back  into  a  field.  There  is  an  unused  refrigerator, 
20  by  15  feet.  The  place  is  in  constant  use,  and  from  20  to  50  cows  and 
calves  are  killed  per  month.  On  the  day  of  inspection  a  place  in  the 
centre  of  the  floor,  about  6  feet  in  diameter,  had  been  washed,  but  every- 
where else  were  dirt,  filth,  slime,  grease  and  files. 

131.  Slaughtering  room,  25  by  15  feet,  with  a  rough  wooden  fioor, 
in  which  is  a  trap  door.  Beneath  is  a  cellar  where  hogs  are  kept. 
There  is  a  refrigerator,  10  by  12  feet,  which  on  the  day  of  inspection 
was  empty.  Twenty-five  animals  per  month  is  the  average  number 
slaughtered,  exclusive  of  hogs,  which  are  killed  in  the  autumn  and 
winter.  Next  to  the  slaughtering  floor  is  the  cow  tie-up,  25  by  20 
feet.  Heads,  hides,  hoofs,  etc.,  are  removed  by  a  rendering  company. 
The  oflfal  is  thrown  into  the  cellar  to  the  hogs.  Here  the  admixture  of 
loam  to  the  manure,  etc.,  makes  the  condition  less  offensive.  The  whole 
place  was  found  to  be  very  dirty,  and  showed  no  evidence  of  regular 
cleaning. 

132.  The  slaughterhouse,  30  by  40  feet,  is  one  of  a  collection  of  sheds 
in  the  woods.  On  the  day  of  visit  it  was  locked,  and  admittance  could 
not  be  gained.  Hogs  were  observed  in  a  dark,  wet  cellar  beneath.  There 
was  a  foul  odor  about  the  premises,  and  what  could  be  seen  was  dirty, 
and  there  was  no  evidence  that  cleaning  is  ever  done.  From  20  to  40 
cows  and  calves  are  killed  each  month. 
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Middleborough. 

133.  About  400  hogs  and  50  cows  per  year,  and  30  calves  per  month 
are  killed  on  a  bam  floor,  25  by  10  feet.  The  water  supply  is  derived 
from  a  well  in  the  yard.  Close  by  are  cow  stalls  and  hay.  A  trap  door 
communicates  with  a  fairly  clean  cellar,  in  which  no  hogs  are  kept.  The 
oflfal  is  buried  on  the  farm  in  summer.  Heads  and  hoofs  are  sold  in  cold 
weather.  While  the  place  appeared  to  be  rather  dirty,  the  work  is  much 
more  neatly  done  than  in  some  other  places,  and  there  was  a  smaller 
accumulation  of  blood  and  dirt.  The  place  was  infested  with  flies,  and  2 
dressed  calves,  hanging  in  the  bam,  were  covered  with  them. 

Milford, 

134.  The  slaughtering  room  is  partitioned  oflf  in  the  end  of  a  very 
good  bam.  Beneath  is  a  cellar,  in  which  hogs  are  kept  in  summer  only. 
From  45  to  55  cows  and  calves  per  month  are  killed.  The  oflEal  and  blood 
are  collected  in  tubs  and  buried  in  the  summer  months,  and  mixed  with 
manure  in  the  cellar  in  the  winter.  In  another  building  is  a  market,  in 
which  is  situated  the  refrigerator.  In  another  small  building  sausages 
are  made  in  cold  weather.  There  is  running  water  in  the  bam  close  to  the 
slaughterhouse.  On  the  day  of  inspection  the  place  was  found  to  be 
fairly  clean,  the  walls  having  recently  been  scraped  quite  free  from  blood, 
etc.    The  refrigerator  and  market  were  f oimd  to  be  in  good  condition. 

Montague. 

135.  Building,  20  by  30  feet,  in  a  field  a  quarter  of  a  mile  from 
dwelling  house.  In  one  comer  a  refrigerator,  12  by  6  feet,  passably  dean. 
Next  to  the  slaughtering  floor  are  two  cow  stalls  and  a  pen  for  calves; 
in  another  comer  a  place  where  hides  are  salted  and  piled.  Underneath 
is  a  cellar  with  hogs,  which  feed  upon  the  oflfal.  The  slaughtering  floor, 
tables,  walls,  doors,  etc.,  are  very  filthy,  and  appear  to  get  no  cleaning 
whatever.  Some  water  is  collected  in  a  barrel  from  the  ice  which  melts 
in  the  refrigerator,  but  it  is  not  used  on  the  floor.  From  50  to  75  cows 
and  calves  are  slaughtered. 

New  Bedford. 

136.  Slaughterhouse  is  a  room,  11  by  15  feet,  in  a  building  which 
is  one  of  a  collection  of  stables,  sheds,  etc.,  on  the  outskirts  of  the  city. 
The  floor  is  rough  and  uneven,  and  although  it  is  washed  with  a  hose 
it  cannot  be  thoroughly  cleaned.  The  walls  and  benches  are  spattered 
with  blood  and  dirt,  and  appear  not  to  be  included  in  the  operation 
of  cleaning.  Ten  to  15  cows  and  a  larger  number  of  calves  are  killed 
each  month.    All  oflfal  and  refuse  are  removed  by  a  soap  company.    The 
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meat  is  carried  to  a  store  near  by  and  put  into  cold  storage.    This  estab- 
lishment was  fairly  clean. 

Condemned  cattle  are  killed  here  in  considerable  numbers  and  deliv- 
ered to  the  soap  company,  which  gives  a  receipt  for  the  carcasses,  and 
the  receipts  are  given  to  the  inspector  of  animals. 

Newburyport 

137.  In  a  shed  16  by  20  feet  from  15  to  20  calves  and  several  dozen 
chickens  are  killed  each  month,  and  in  winter  there  is  some  slaughtering 
of  hogs.  The  veal  is  sold  to  the  local  markets.  The  place  is  dirty  and 
untidy,  although  it  is  said  to  be  cleaned  after  each  killing.  The  hides, 
bones,  etc.,  are  taken  away  by  a  rendering  company. 

138.  Small  building  in  a  field,  with  a  small  yard  from  which  cattle 
are  led  through  a  stall  to  the  killing  floor,  which  is  20  by  30  feet.  The 
blood  and  offal  go  through  a  trap  door  to  a  cellar,  where  they  are 
covered,  once  a  week  or  oftener,  with  sand  or  dry  leaves.  Bones,  fat, 
hoofs,  hides,  etc.,  and  the  carcasses  of  condemned  horses  and  cows 
are  sent  to  a  rendering  plant  in  metallic  barrels.  The  meat  is  cooled 
and  then  hung  in  the  refrigerator,  10  by  12  feet.  Some  "  barrel  meat,^' 
consisting  of  trimmings  and  small  irregular  pieces,  is  sold  to  sausage 
makers.  The  floor  of  the  slaughterhouse  is  rough  and  imeven,  and 
though  said  to  be  cleaned  every  night  is  very  dirty*  The  walls  also  are 
very  dirty  and  are  apparently  never  cleaned.  The  place  is  infested  with 
flies  and  has  a  foul  odor. 

North  Adams. 

139.  In  an  old  building,  in  which  there  is  a  room  20  by  30  feet,  with 
a  rough  wooden  floor,  about  20  to  30  cows  and  calves  are  killed  monthly 
by  diflEerent  butchers.  There  is  nmning  water  from  the  hill,  but  the 
place  is  cleaned  only  with  a  broom,  and  is  dirty.  Oflfal  is  thrown  into  a 
hogpen  adjoining.    Bones  and  hides  are  sold. 

140.  On  a  hill  in  the  outskirts  of  the  city  is  a  large  hogpen,  near 
which  is  a  building  25  by  46  feet,  which  is  used  as  a  slaughterhouse. 
The  killing  room,  26  by  30  feet,  has  a  rough  wooden  floor.  The  offal 
is  pushed  out  onto  the  ground  and  left  in  a  decomposing,  stinking  heap. 
Although  there  is  nmning  water  at  hand,  no  cleaning  is  done.  An  un- 
certain number  of  cows,  probably  between  20  and  40,  are  killed  each 
month  by  different  butchers.    The  place  is  very  dirty  and  foul  smelling. 

Northampton. 

141.  A  small  building  in  a  field;  rented  to  a  number  of  butchers. 
Fifteen  to  30  cows  and  calves  are  slaughtered  each  month.  The  board 
floor  slopes  slightly  and  is  washed  clean.    In  the  middle  of  the  floor 
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is  a  trap  door,  and  at  the  end  is  a  slit  through  which  the  blood  escapes. 
All  offal  is  sent  into  a  shallow  cellar  or  into  a  ditch  behind,  from  which 
it  is  removed  from  time  to  time  and  buried.  The  water  supply  is  derived 
from  a  well  close  to  the  door.  There  is  an  ice-box  5  by  10  feet,  but  it  is 
not  used.  Although  the  floor  is  dean  and  well  kept,  the  walls  are  not 
cleaned,  and  considerable  blood,  etc.,  was  observed. 

Norwell, 

142.  Slaughterhouse,  10  by  25  feet,  in  the  end  of  a  dilapidated  bam. 
The  floor,  walls  and  doors  are  very  dirty.  About  175  hogs  and  25 
calves  are  killed  per  year.  The  offal  is  given  to  hogs  in  a  pen  outside. 
When  visited,  there  was  no  evidence  of  recent  use. 

143.  Ten  to  20  calves  per  month  are  killed  back  of  the  horse  stalls  on 
the  floor  of  an  old  bam.  The  slaughtering  is  confined  to  the  spring 
months.  The  offal  is  carted  off  and  buried.  On  the  day  of  inspection 
the  place  was  found  to  be  in  a  properly  clean  condition. 

144.  Thirty  or  40  calves  per  year  are  killed  in  a  shed  12  by  20  feet. 
There  is  no  cellar.  The  offal  is  buried  on  the  farai.  On  the  day  of  visit 
there  was  no  evidence  of  recent  work,  and  the  place  was  in  fairly  clean 
condition. 

145.  Slaughterhouse,  bnilt  twenty-five  years  ago,  contains  two  large 
refrigerators.  The  killing  floor,  28  by  14  feet,  has  communication  by 
means  of  a  trap  door  with  the  cellar,  into  which  offal  was  formerly  dis- 
charged. Although  this  practice  has  been  discontinued,  a  slimy,  stinking 
mass  of  offal  was  found  still  being  stored.  About  100  calves,  20  sheep 
and  5  cows  are  said  to  be  killed  during  the  course  of  a  year.  The  place, 
in  general,  is  dirty,  and  infested  with  flies. 

Palmer. 

146.  Part  of  a  bam  four  miles  from  town,  made  into  a  slaughterhouse; 
two  large  refrigerators,  15  by  15  feet,  not  much  used.  Main  slaughtering 
floor,  30  by  15  feet,  has  a  good  slope,  and  is  made  of  smooth  boards.  At 
one  end  is  a  hole,  through  which  offal  is  discharged  to  hogs  in  a  pen 
outside.  Prom  2  to  4  cows,  3  to  6  calves,  and  a  few  sheep  are  killed 
each  week.  Some  rendering  of  tallow  is  done  in  a  bnilding  in  the  yard. 
The  heads  are  boiled  and  the  bones  are  sold.  On  day  of  inspection  the 
walls  had  been  scraped  clean,  and  the  floor  showed  evidence  of  constant 
cleaning  with  water  from  a  cistem. 

Pedbody, 

147.  Building,  22  by  22  feet,  adjoining  a  bam  close  to  a  dwelling 
house.  The  floor  pitches  slightly  to  a  slit  about  four  feet  long  and  an 
inch  in  width,  through  which  the  blood,  and  water  used  in  cleaning,  run 
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to  the  cellar  beneath,  where  sawdust  is  used  for  their  absorption.  The 
fat,  heads,  hoofs,  etc.,  are  sold  to  Tenderers.  The  offal  is  buried  on  the 
farm.  The  place  shows  evidence  of  constant  care.  It  is  whitewashed, 
and  the  floor  is  very  clean.  Sulpho-naphthol  solution  is  sprayed  on  the 
floor  after  each  killing. 

Pembroke. 

148.  Prom  75  to  100  calves  and  a  dozen  cows  are  killed  in  the  course 
of  a  year  in  the  end  of  a  new  bam.  The  slaughtering  is  done  close  to  the 
horse  stalls,  where  there  is  a  trap  door.  Before  killing  begins,  sawdust 
is  spread  upon  the  floor  for  the  purpose  of  absorbing  blood,  and  later  it  is 
thrown  into  the  manure  cellar.  There  is  no  spattering  of  blood,  and  the 
place  is  clean. 

149.  An  old  blacksmith  shop,  20  by  28  feet,  used  as  a  slaughterhouse, 
chiefly  in  cold  weather.  About  100  calves  are  killed  in  the  course  of  a 
year  and  some  hogs  in  winter.  The  inspector  is  sent  for  when  there 
appears  to  be  anything  wrong  with  the  meat,  whereupon  he  decides 
whether  or  not  it  is  fit  for  food. 

150.  About  50  hogs  and  an  inconsiderable  number  of  calves  are  killed 
during  the  course  of  the  year  in  a  comer  of  the  bam.  When  inspected 
there  was  no  evidence  of  recent  use.  An  inspector  is  sent  for  to  stamp 
the  meat. 

Piitsiield. 

151.  Slaughterhouse  is  a  room,  20  by  25  feet,  next  to  the  bam.  It 
has  a  fairly  good  board  floor,  washed  clean.  Walls  and  doors  spattered 
with  blood.  Place  said  to  be  washed  after  each  killing.  Floor  slopes  to 
the  rear,  and  the  offal  is  discharged  into  a  fairly  dry  and  clean  hogpen 
outside.  During  the  summer,  only  about  10  calves  per  month  are  killed. 
The  heads  and  bones  are  boiled.  Conditions  much  cleaner  than  ordinarily 
observed  in  small  slaughterhouses. 

152.  This  place  is  known  as 's  slaughterhouse,  and  six  different 

individuals  have  licenses  to  kill  here.  Slaughtering  is  carried  on  in  a 
space  25  by  30  feet,  with  a  cellar  beneath.  The  water  supply  is  derived 
from  a  well  and  a  brook.  Prom  40  to  60  cows  and  calves  are  killed  each 
month.  The  offal  is  given  to  hogs.  The  bones  and  heads  are  sold.  On 
the  day  of  inspection  the  place  appeared  to  have  recently  been  cleaned, 
but  the  walls,  floors  and  doors  showed  evidence  of  having  gone  uncleaned 
for  a  long  time. 

153.  Building,  20  by  35  feet,  in  a  field  near  a  meadow.  The  killing 
floor  has  a  gutter  in  the  centre  for  blood.  In  the  wall  is  a  hole,  through 
which  to  push  out  the  offal,  which  is  collected  in  tubs  and  removed.  The 
place  is  dirty  and  foul  smelling.  No  information  could  be  obtained  as 
to  the  number  of  animals  slaughtered. 
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Plymouth. 

154.  About  25  animals  per  month  are  killed  in  a  building  22  by  28 
feet,  on  the  outskirts  of  the  town.  The  cellar  contains  manure  and  some 
bones  and  offal.  No  hogs  are  kept  and  most  of  the  offal  is  carted  away. 
The  place  has  no  water  supply,  and  no  cleaning  is  done.  The  floor,  walls, 
doors,  benches,  and  everything  about  the  premises  are  very  dirty. 

155.  A  few  calves  and  hogs,  not  over  a  dozen  per  year,  are  killed  in  the 
spring  and  fall  months  in  the  bam. 

Raynham. 

156.  Shed,  16  by  16  feet,  at  the  end  of  a  dirty  bam.  Floor  space, 
16  by  16  feet,  is  separated  by  a  fence  from  a  pigpen.  Manure  is  piled 
up  on  the  floor,  and  the  hogpen  is  full  of  slimy  manure.  From  20  to  40 
cows  and  calves  are  killed  per  month,  and  the  offal  therefrom  is  thrown 
over  the  fence  into  the  hogpen.  No  cleaning  is  done,  and  the  place  is 
very  dirty. 

Reading. 

157.  From  a  small,  dirty  yard,  cattle  are  driven  to  a  pen  and  thence 
into  a  slaughterhouse,  15  by  22  feet,  with  a  wooden  floor,  in  which  is  a 
trap  door  to  the  cellar  beneath.  The  place  is  supplied  with  running 
water,  but  the  floor,  walls  and  ceiling  show  no  evidence  of  its  use.  The 
floor  is  scraped  and  swept  occasionally,  but  the  place  as  a  whole  is  very 
dirty.  The  cellar  contains  about  two  feet  of  liquid,  slimy  manure.  A 
refrigerator,  10  by  12  feet,  in  fair  condition,  opens  from  the  slaughtering 
room.  From  30  to  60  animals  are  killed  monthly.  The  offal  is  carted 
away  and  buried.  The  fat,  heads,  hoofs,  etc.,  are  sent  to  a  rendering 
establishment. 

Rehoboth, 

158.  Slaughterhouse,  25  by  30  feet,  has  a  rough  board  floor,  com- 
municating by  means  of  a  trap  door  with  a  cellar,  in  which  4  hogs, 
fed  on  offal,  exist  in  three  feet  of  slushy  manure.  The  water  supply  is 
derived  from  a  well  in  the  yard.  Eefrigerator,  10  by  12  feet,  in  the 
comer,  empty  and  dirty.  About  50  cows  and  20  calves  per  month  are 
killed  by  several  butchers,  who  do  no  cleaning  whatever.  The  walls, 
doors,  utensils  and  floor  are  covered  with  blood,  manure,  hair  and  filth. 
Bones  are  collected  by  a  rendering  company.  The  meat  goes  to  Provi- 
dence.   There  is  no  inspection  whatever,  and  the  place  is  filthy. 
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Bochland. 

159.  Small  shed,  8  by  12  feet,  used  for  killing  about  10  calves  per 
month.  The  floor  is  washed  a  little  in  the  centre,  but  the  place  is  very 
dirty  and  foul  smelling.  Flies  were  numerous  on  the  day  of  inspection. 
The  oflfal  is  buried,  and  the  heads  and  bones  are  sold. 

160.  From  10  to  15  calves  per  month  during  part  of  the  year  are 
slaughtered  in  a  shed  12  by  16  feet.  No  cleaning  is  done,  but  lime 
is  strewn  on  the  floor.  Outside  is  a  hogpen  into  which  the  oflfal  is  thrown. 
The  place  is  dirty. 

Rowley. 

161.  Slaughterhouse  in  a  bam.  It  has  a  good  floor,  with  a  trap  door 
to  the  cellar,  and  has  plastered  walls.  There  is  a  refrigerator,  10  by  12 
feet,  filled  with  meat  of  all  kinds.  Twenty  or  more  cows  and  calves  per 
month  are  killed  between  October  and  May,  and  about  200  hogs  in  addi- 
tion. In  summer,  the  amount  of  slaughtering  done  is  small.  On  the  day 
of  visit  the  place  was  dirty,  and  much  decomposing  scrap  meat  was  lying 
about  on  the  floor,  benches,  etc.,  which  had  a  foul  odor.  Although  there 
is  running  water  in  the  bam,  little  is  used  in  cleaning  the  slaughter- 
house.   An  out-building,  20  by  45  feet,  is  used  for  curing  pork  and  hams. 

162.  A  few  calves  are  killed  each  month  on  part  of  the  bam  floor,  12 
by  25  feet.  The  oflfal  is  carried  away  and  buried.  Water  is  brought 
from  a  well  in  the  yard,  and  the  killing  floor  is  kept  fairly  well  washed. 
The  sides  and  walls  are  not  clean.  The  general  condition  of  the  place 
is  fair. 

163.  In  the  rear  end  of  a  good  bam  is  a  room,  20  by  12  feet,  in  which 
about  a  dozen  calves  are  killed  per  month  and  an  occasional  cow  or  sheep. 
Hogs  are  killed  in  the  autumn  and  winter.  The  floor  has  a  trap  door  to 
the  cellar  below,  where  hogs  are  kept  and  fed  upon  the  oflfal.  A  refrig- 
erator, 14  by  4  feet,  is  in  fair  condition.  The  water  supply  is  derived 
from  a  well  in  the  yard.  When  inspected  the  room  was  dirty,  but  showed 
no  signs  of  recent  use.  The  inspector  of  cattle  is  occasionally  sent  for 
when  any  question  regarding  the  fitness  of  meat  for  food  arises,  Jbut  he 
does  not  come  regularly. 

Sheffield. 

164.  Killing  done  in  a  space  25  by  16  feet,  next  to  horse  stalls. 
During  the  season  10  to  20  calves  and  lambs  are  killed  each  month.  The 
floor  is  of  earth,  and  apparently  little  cleaning  is  done.  The  oflfal  is 
carted  away. 

165.  Slaughtering  done  on  part  of  the  floor  of  an  old  bam,  12  by  15 
feet.    In  the  comer  is  a  hole,  through  which  the  oflfal  is  pushed  to  hogs. 
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Water  is  brought  in  a  pail,  and  the  place  is  rubbed  with  a  broom,  but  the 
floor  is  not  very  clean  and  the  walls  are  very  dirty.  About  30  calves  per 
month  are  killed.  In  a  shed  were  3  calves,  from  three  to  six  days  old, 
awaiting  slaughter. 

166.  Slaughtering  done  on  a  bam  floor  20  by  40  feet.  A  few  cows  and 
about  12  calves  per  month  are  killed.  The  offal,  heads  and  bones  are 
thrown  to  hogs  in  a  pen  behind  the  bam.  little  cleaning  is  done,  but 
the  work  is  perforaaed  in  a  fairly  neat  manner,  so  that  the  place  is  in 
reasonably  clean  condition.    The  ice  chest,  6  by  8  feet,  is  clean. 

Sherbom. 

167.  In  a  room,  10  by  30  feet,  in  a  large  old  building,  horses  and 
condemned  cattle  are  killed  for  hides  and  bones.  The  meat  is  cut  off 
and  buried.  The  offal  goes  to  a  cellar  below  and  is  covered  with  Ume. 
The  floors  are  badly  wom,  and  are  merely  scraped  clear  of  surface  blood. 
The  place  smells  distinctly  foul  and  is  infested  with  flies. 

168.  Slaughtering  done  in  a  part  of  the  bam,  12  by  18  feet,  which  is 
separated  from  the  rest  of  the  bam  by  thin  board  partitions,  and  has  a 
ventilator  in  the  room.  Within  twenty  feet  are  4  horses  and  5  cows.  The 
place  is  very  dirty,  and  does  not  appear  to  be  cleaned  at  alL  Offal  is 
thrown  into  the  manure  yard,  but  some  of  it  is  given  to  pigs.  From 
200  to  300  calves  and  cows  are  killed  in  the  course  of  the  year.  Not 
much  is  done  in  the  summer  months.  A  rendering  company  buys  the 
heads,  hides,  etc. 

Somerville. 

169.  An  old  slaughterhouse  in  course  of  repair;  killing  room,  20  by 
26  feet.  Floor  of  rough  planks,  sloping  to  a  trough,  which  can  be 
flushed  with  a  hose,  but  on  the  day  of  inspection  was  dirty  and  bloody, 
and  the  walls  were  spattered  with  blood  and  filth.  OflEal  is  thrown  onto 
a  manure  pile  in  the  cellar,  and  that  present  on  the  day  of  inspection 
was  several  days  old  and  very  offensive.  The  place  was  generally  untidy 
and  foul  smelling.  In  a  small  room,  14  by  8  feet,  the  carcasses  are  hung 
up  to  cool.  The  floor  drains  to  a  strainer  and  is  filthy  and  bloody.  The 
meat  hooks  are  greasy  and  bloody,  and  the  beams  black  and  covered  with 
grease  and  hair.    The  place  was  swarming  with  flies. 

Southampton. 

170.  The  slaughterhouse  is  an  old  bam,  the  floor  of  which  is  covered 
partly  with  zinc.  Thirty  to  40  cows  and  calves  per  month  are  slaugh- 
tered. The  offal  is  fed  to  pigs  kept  in  a  neighboring  fleld.  The  heads 
and  hoofs  are  sold.    On  the  day  of  inspection,  offal  was  still  lying  on 
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the  floor,  none  having  been  carried  out  since  the  last  killing.  The  floor 
gets  no  cleaning,  except  what  can  be  done  with  an  old  broom.  Lime  is 
sprinkled  about  from  time  to  time. 

Southborough. 

171.  Specially  constructed  building,  with  cement  floors.  The  hogs  are 
driven  from  pens  into  a  small  room,  where  they  are  caught  and  hoisted 
to  a  floor  above;  thence  to  the  killing  room,  which  has  a  cement  floor 
draining  to  a  pipe  in  the  centre.  After  being  bled,  they  go  to  a  scalding 
tank  and  flien  to  a  table,  where  they  are  shaved.  Next  they  are  hung  up 
and  dressed,  inspected  by  a  United  States  inspector  and  sent  into  the 
coolers. 

General  conditions  excellent.    Ventilation  and  light  adequate. 
The  hogpens  are  in  a  building  90  by  38  feet,  provided  with  water 
pipes.    The  offal  is  carted  away  to  rendering  works. 

StocJchridge, 

172.  Slaughtering  done  in  a  bam  some  distance  from  any  house,  on  a 
floor  20  by  30  feet,  covered  thickly  with  clotted  blood  and  manure,  and  a 
considerable  number  of  decomposing  heads,  hoofs,  bones,  etc.  The  offal 
is  said  to  be  carted  away.  About  25  calves  per  month  are  killed,  and 
the  meat  is  peddled  from  carts.  The  inspector  comes  when  sent  for  and 
stamps  the  meat.  The  odor  of  putrefying  meat  is  perceptible  for  a  long 
distance  from  the  bam.  There  is  no  water  supply,  and  no  cleaning  is 
attempted. 

173.  Slaughtering  done  in  a  bam  near  village,  in  a  room  8  by  10 
feet.  About  26  calves  per  month  is  the  average.  There  is  a  cellar  below, 
in  which  are  hogs  which  eat  the  offal.  The  killing  room  is  fairly  well 
cleaned  with  water  from  a  hose,  but  considerable  decomposing  matter 
exists  about  the  place,  and  there  is  a  strong  odor  therefrom  in  the 
vicinity.    The  meat  goes  to  market  in  Stockbridge. 

Taunton. 

174.  Hog-killing  house  back  of  the  bam,  with  a  kettle  and  scalding 
tank  and  table.  Area,  30  by  15  feet.  Although  this  place  is  licensed, 
no  business  has  been  done  for  two  or  three  years.  In  the  autumn  it  is 
let  for  butchering  calves  and  hogs.  The  building  is  dilapidated,  and  has 
not  been  cleaned  for  a  long  time. 

175.  A  few  pigs  and  an  occasional  calf  are  killed  in  the  yard.  No 
sign  of  slaughtering  observed  on  the  day  of  inspection. 
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176.  Building,  40  by  20  feet,  put  up  for  slaughtering  purposes,  and 
fairly  well  built  for  the  business.  The  water  supply  is  derived  from  a 
well  outside.  There  is  a  trap  door  in  the  centre  of  the  killing  room, 
communicating  with  a  shallow  cellar,  in  which  only  the  blood  of  the 
animals  is  discharged.  But  little  butchering  is  now  done  at  this  place,  — 
only  6  to  8  calves  per  month.  The  inspector  comes  when  sent  for  and 
stamps  the  meat. 

Although  the  centre  of  the  killing  floor  showed  evidence  of  being 
recently  washed,  the  walls  were  covered  with  old  blood  and  dirt. 

177.  Slaughtering  done  in  a  bam  on  the  outskirts  of  the  town.  The 
killing  floor,  which  is  of  loose  boards,  is  11  by  9  feet.  Prom  25  to  40 
calves  per  month  and  an  occasional  cow  are  killed.  The  offal  is  pushed 
out  of  doors  and  afterward  is  buried.  No  cleaning  is  done,  and  the 
floors,  walls  and  utensils  were  all  found  to  be  in  a  very  dirty  condition. 
On  the  day  of  inspection,  1  very  small  calf  was  being  dressed  and  a  still 
smaller  one  was  tied  outside.  It  was  asserted  that  this  was  to  be  fat- 
tened before  slaughter. 

Wakefield. 

178.  Shed,  20  by  25  feet,  in  which  hogs  are  killed.  It  has  a  cellar 
filled  with  loam,  which  is  used  for  the  absorption  of  blood  and  other 
liquids.  About  100  hogs  are  killed  during  the  season.  The  place  is 
dean,  and  seems  to  be  well  suited  to  the  business. 

Watertoivn. 

179.  The  slaughterhouse,  20  by  35  feet,  is  properly  lighted  and  ven- 
tilated, has  no  odor,  and  is  kept  scrupulously  neat  and  clean.  The  floor 
is  wood  over  concrete,  and  slopes  to  a  channel  connected  with  the  sewer. 
The  animals  killed  here  are  calves  and  swine.  The  offal  is  taken  at  once 
to  the  abattoir  at  Brighton.  The  room  in  which  the  swine  and  calves* 
heads  are  scalded  is  neat  and  clean,  as  is  also  the  ice  chest  which  is  used 
for  storage. 

Wenham. 

180.  Slaughtering  done  in  one  end  of  a  bam,  22  by  30  feet.  The 
blood  and  offal  pass  through  a  trap  door  into  a  wooden  trough,  which 
discharges  into  the  cellar  of  another  portion  of  the  bam.  A  refrigerator, 
opening  from  the  killing-room,  is  in  fair  condition;  but  the  rest  of  the 
place  —  the  floors,  benches,  tables,  walls  and  ceiling  —  is  exceedingly 
dirty,  and  apparently  never  cleaned.  The  loose  materials  are  scraped 
from  the  floor,  but  the  rest  remain.  The  cellars  are  in  a  filthy  condition. 
About  50  cattle  are  killed  per  month.  The  refuse  is  carted  away  by  a 
rendering  company. 
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Westfield. 

181.  Building,  20  by  14  feet,  in  rear  of  bam.  Twelve  to  16  calves 
per  month  slaughtered  on  a  rough  board  floor,  which  communicates  by 
means  of  a  trap  door  with  a  cellar,  in  which  hogs  are  kept.  The  cellar 
is  wet  and  muddy.  The  water  supply  is  derived  from  a  brook  near  by, 
and  although  some  water  is  used,  the  floor  is  not  thoroughly  cleaned, 
and  the  walls  are  not  cleaned  at  all.    Offal  is  given  to  the  hogs. 

Westford. 

182.  Space  26  feet  square,  in  the  end  of  a  bam.  Floor  covered  to  a 
depth  of  several  inches  in  places  with  a  mixture  of  blood,  manure,  hair 
and  grease.  Walls  and  ceiling  nearly  as  bad.  No  cleaning  is  done, 
and  the  place  is  very  foul  smelling.  The  cellar  beneath  the  killing  floor 
extends  to  a  pigpen  in  the  yard,  and  this  is  filled  to  a  depth  of  over  a 
foot  with  slimy  material,  manure  and  liquid  matter,  in  which  the  pigs 
have  difficulty  in  getting  about.  About  20  calves  per  week,  and  in  winter 
some  cows,  are  killed.    Hoofs,  heads,  etc.,  are  said  to  be  carted  away. 

West  Newbury. 

183.  Shed,  20  by  12  feet,  used  as  a  slaughterhouse,  where  10  to  20 
cattle  are  killed  each  week.  The  meat  is  supplied  to  local  butchers  and 
to  a  provision  company  in  Haverhill.  Although  the  place  is  said  to  be 
cleaned  after  using,  it  was  found  to  be  in  very  dirty  condition,  and 
everything  covered  with  flies  and  foul  smelling.  The  offal  is  carted 
away  to  a  pigpen  in  the  woods.  Fat,  bones,  etc.,  are  sold  to  a  soap  com- 
pany in  Haverhill. 

Weston. 

184.  Boom,  28  by  18  feet,  with  sloping  floor,  in  a  bam.  The  shallow 
cellar  beneath  is  empty  and  dry.  Twenty  to  30  cattle  and  calves  per 
month  are  killed.  The  blood  goes  into  a  box  on  the  ground  outside  the 
killing  room  and  thence  is  carted  away  and  buried.  The  floor  is  thor- 
oughly cleaned  with  water  from  a  well,  but  the  walls,  tables  and  benches 
are  not  clean  and  are  covered  with  clotted  blood.  The  conditions  in  and 
about  this  house  are  better  than  the  average,  and  the  bam,  as  a  whole, 
is  fairly  well  cleaned.  All  of  the  meat  is  inspected  before  removal,  and 
is  inspected  a  second  time  by  officials  in  Boston,  to  which  city  it  goes. 
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Westpori. 

185.  Calves  killed  in  an  annex  of  the  bam;  area,  20  by  20  feet.  It  has 
a  fairly  good  floor,  with  a  hole,  through  which  any  blood  and  oflfal  go  to 
the  cellar.  The  floor  is  not  cleaned,  but  it  is  sprinkled  with  sand  which 
covers  up  the  blood,  etc.,  and  the  acciumulation  is  carted  out  from  time 
to  time.  About  20  calves  per  month  are  killed.  The  offal  and  bones  go 
to  the  pigs  in  the  cellar.  The  cellar  is  full  of  wet,  slushy  manure  and 
portions  of  carcasses.  The  slaughterhouse  itself  is  whitewashed  and  not 
in  very  bad  condition. 

186.  Stone  building  put  up  many  years  ago  for  slaughtering  purposes. 
It  contains  large  refrigerators  and  closed  pens,  in  which  animals  were 
fonnerly  confined.  The  slaughtering  room,  35  by  40  feet,  is  used  by 
butchers  from  Fall  Eiver.  It  has  a  rough  board  floor,  sloping  to  one 
end,  where  the  offal  is  pushed  out  into  the  yard.  The  floor  is  not  cleaned 
at  all,  and  everything  is  bloody  and  diriy  and  covered  with  manure. 
Several  barrels  containing  putrefying  intestines,  said  to  have  been  saved 
for  sausage  casings  and  then  allowed  to  spoil,  were  observed.  The  offal 
is  fed  to  swine. 

187.  Slaughtering  carried  on  on  the  floor  of  the  bam,  which  has  a 
good  cellar  beneath,  well  lighted,  of  good  height  and  fairly  dry.  All 
offal  goes  into  this  cellar,  where  it  is  fed  to  swine.  The  manure  is  mixed 
with  cotton  waste.  On  the  day  of  inspection  there  were  five  good  sized 
veal  carcasses  hung  up  to  cool,  and  the  place  had  been  well  washed,  and 
but  little  staining  of  woodwork  anywhere  was  seen.  (Jeneral  condition 
excellent. 

188.  Only  a  few  calves  are  killed  on  the  floor  of  what  is  an  ordinary 
cow  bam.  The  floor  is  kept  clean,  and  shows  little  evidence  of  the 
business. 

Westwood, 

189.  Between  November  and  March,  about  100  hogs  and  a  few  calves 
are  killed  in  a  section  of  the  bam  which  is  used  for  the  meat  business 
all  the  year  round.  It  is  a  clean  and  well-kept  place,  and  shows  no  signs 
of  the  slaughtering  industry.  Meat  carts,  refrigerator,  benches,  etc, 
were  found  to  be  in  a  clean  condition,  and  protected  by  burlap  from  flies. 
Under  part  of  the  building  there  is  a  cellar,  in  which  2  hogs  are  kept 
in  the  summer  only.  During  the  killing  season  the  offal  is  carried  away 
and  buried.    General  conditions  are  excellent. 
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Weymouth. 

190.  About  25  calves  per  year  are  killed  on  a  wagon-shed  floor  having 
an  area  of  20  by  30  feet.  All  refuse  is  disposed  of.  When  slaughtering 
is  carried  on,  the  inspector  comes  and  stamps  the  meat.  The  place  is 
kept  in  clean  condition,  and  shows  little  evidence  of  butchering.  General 
conditions  are  excellent. 

Whately. 

191.  Slaughterhouse,  15  by  15  feet,  situated  in  a  bam.  This  room, 
which  is  partitioned  off  and  floored,  beside  being  used  for  slaughtering, 
contains  harnesses,  tools  and  cattle  feed.  The  animals  slaughtered  are 
calves  and  hogs.  The  offal  is  buried  on  the  farm.  Hides,  hoofs,  etc.,  are 
sold.    The  place  is  not  very  clean. 

Whitman. 

192.  Slaughterhouse  in  a  bam  and  wagon  shed  near  village.  The 
killing  floor,  12  by  8  feet,  slopes,  and  has  two  holes  for  the  escape  of 
blood  and  water,  which  go  into  troughs  leading  into  the  garden.  From 
10  to  20  calves  per  month  and  about  12  sheep,  12  hogs  and  10  cattle 
per  year  are  killed.  The  local  inspector  examines  and  stamps  the  meat. 
The  offal  is  carted  away  and  buried.  The  bones  and  heads  are  sold. 
The  floor  of  the  slaughterhouse  is  washed  clean,  and  the  place  shows  not 
much  evidence  of  the  butchering  business.  General  conditions  are  ex- 
cellent. 

Wilbraham. 

193.  Building,  30  by  30  feet,  with  fairly  good  floor  and  a  hole  at  one 
end,  through  which  the  offal  is  discharged  to  hogs  in  a  pen  outside. 
About  40  cows  and  calves  per  month  are  said  to  be  slaughtered.  Water 
is  obtained  from  a  well  in  the  yard  and  the  place  is  kept  in  a  cleanly 
condition. 

William^town. 

194.  Building,  25  by  50  feet,  with  room,  25  by  30  feet,  which  has  a 
sloping  floor  and  a  wooden  drain  in  the  centre.  About  26  calves  per  month 
and  250  cows  per  year  are  killed  here.  The  offal  is  fed  to  hogs  in  the 
field.  What  water  is  used  is  brought  from  the  brook  in  pails.  The  place 
is  cleaned  with  a  broom,  but  the  floor  and  walls  are  covered  with  old 
blood  and  dirt.  An  inspector  is  sent  for  when  needed.  The  place  in 
general  is  dirty  and  foul  smelling. 

195.  New  building,  about  one-third  of  a  mile  from  a  dwelling  house. 
Killing  room,  22  by  12  feet.  About  600  sheep,  calves  and  cows  are 
killed  each  month.    Most  of  the  meat  goes  to  North  Adams. 
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There  is  a  small  moveable  platf orm^  about  6  inches  high,  used  to  keep 
the  carcasses  from  contact  with  the  blood,  etc.,  on  the  floor  during  the 
process  of  skinning  and  dressing.  The  water  supply  is  derived  from  a 
driven  well  and  is  pumped  into  the  room.  A  broom  and  bucket  are  used 
in  cleaning  up.  The  walls  are  not  clean,  and  are  covered  half  way  to 
the  ceiling  on  one  side  with  clotted  blood  and  dirt. 

Hides  are  salted  in  the  loft  overhead,  and  the  rest  of  the  building, 
having  an  area  of  22  by  28  feet,  is  used  for  cattle  pens  and  refrigerator, 
—  the  latter  10  by  12  feet. 

The  ofifal  is  thrown  into  the  hogpen  from  one  side  of  the  killing  room. 
The  heads  and  bones  are  boiled  in  a  kettle  outside  and  then  given  to 
hogs.    The  blood  nms  into  a  trough  in  the  hogpen,  where  it  is  eaten. 

In  general,  the  conditions  are  fair,  but  the  process  of  cleaning  is  not 
sufficiently  thorough. 

Windsor. 

196.  Slaughtering  is  done  on  a  portion,  30  by  14  feet,  of  a  bam  floor. 
This  has  sawdust  sprinkled  over  it  to  cover  up  the  dirt  and  blood.  From 
16  to  26  sheep,  calves  and  cows  are  killed  here  each  month.  Outside, 
in  a  dirty  wet  pen,  hogs  eat  the  offal.  The  heads  are  thrown  into  the 
bushes  behind  the  bam,  where  they  decompose  and  create  a  strong  stench. 
Sometimes,  on  complaint  of  neighbors,  lime  is  sprinkled  about.  The 
inspector  calls  and  stamps  the  meat  when  sent  for.    . 

197.  A  few  calves  are  killed  in  the  comer  of  a  horse  stall.  The  place 
is  pretty  well  cleaned  up,  and  the  oflfal  is  carted  away  and  disposed  of. 
There  is  a  slaughterhouse  over  a  mile  away  in  a  shed  on  a  deserted  farm. 
It  has  a  floor,  20  by  14  feet,  sloping  to  the  centre  to  a  wooden  gutter. 
OflEal  and  heads  are  scattered  about  the  field  in  the  vicinity  for  crows 
to  eat.  The  surface  of  the  floor  is  bmshed  oflf  with  the  stump  of  a  broom, 
but  no  other  cleaning  is  done.  There  is  no  water  supply.  A  number  of 
animals,  varying  from  10  to  30  per  mouth,  according  to  the  supply,  are 
slaughtered  here.    Part  of  the  meat  is  sent  to  Pittsfleld. 

Worcester, 

198.  One  end  of  a  bam,  60  by  20  feet,  made  over  into  a  slaughter- 
house, with  a  trap  door  to  cellar  below.  No  hogs  are  kept  in  the  cellar, 
owing  to  objection  by  the  board  of  health.  About  100  cows  and  calves 
are  slaughtered  eaTch  month  by  different  butchers.  The  inspector  stamps 
the  meat. 

The  place  had  recently  been  whitewashed.  Whitewash  is  said  to  be  used 
every  week  to  cover  up  the  dirt.  The  place  is  dirty  and  littered  with 
scraps  of  viscera  and  other  filth,  and  swarms  with  flies.    When  visited. 
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heads,  bones,  hides  and  a  barrel  full  of  putrefying  intestines  were  stand- 
ing, awaiting  the  wagon  of  a  rendering  company.  Some  of  the  ofEal 
is  fed  to  hogs  kept  in  a  pen  outside.  The  refrigerator,  35  by  12  feet,  is 
in  fair  condition. 

199.  Slaughtering  floor,  12  by  16  feet,  in  a  building  formerly  used 
as  a  bam.    Trap  door  opens  to  a  cellar  beneath.    Hogs  are  kept  outside. 

The  centre  of  the  floor  shows  recent  washing  and  lime  is  used  as  a 
deodorant.  A  few  old  heads,  bones  and  some  offal  were  observed  on  the 
floor.  Hides  and  hams  are  kept  in  side  rooms.  Refrigerator,  12  by  6 
feet,  was  empty.  Not  much  slaughtering  is  done  at  this  place  in  simimer, 
but  in  other  seasons  from  30  to  40  cows  are  killed  each  month,  as  well  as 
a  few  calves  and  sheep.  The  water  supply  is  derived  from  a  spring 
outside.  The  offal  is  given  to  hogs  or  buried.  When  killing  is  done,  an 
inspector  is  sent  for.  On  the  day  of  inspection  the  place  was  in  fair 
condition. 

200.  End  of  a  bam  made  into  a  good  slaughterhouse,  26  by  30  feet, 
with  a  sloping  floor  to  trap  door  in  the  centre.  The  cellar  beneath  has  a 
stone  and  cement  floor.  Refrigerator,  10  by  12  feet,  at  time  of  visit  was 
empty.  From  20  to  30  calves  and  16  cows  per  month  are  killed.  After 
use,  the  floor  is  washed  clean,  and  the  premises  in  general  are  clean. 

Worthington. 

201.  Building,  20  by  16  feet,  built  of  slabs.  It  has  a  rough  wooden 
floor,  with  a  hole  on  one  side,  through  which  offal  is  pushed  out  to  hogs 
in  the  hogpen  outside.  In  this  pen  is  a  foot  of  mud,  and  from  time  to 
time  hay  is  thrown  in  to  cover  it.  Hides  are  salted  on  the  floor,  which  is 
cleaned  a  little  with  a  broom  and  with  water  caught  in  a  barrel  when  it 
rains.  About  20  cows,  16  lambs  and  10  calves  are  killed  each  month. 
The  building  is  far  from  clean.  The  owner  keeps  a  fairly  clean  market, 
and  peddles  meat  from  a  wagon.    The  imspector  is  sent  for  when  needed. 

Bakeries. 
Chapter  75  of  the  Revised  Laws  (sections  28  to  34)  requires  that  all 
buildings  occupied  as  bakeries  shall  be  properly  drained  and  plumbed; 
shall  be  provided  with  proper  wash  rooms  and  water-closets,  having  ven- 
tilation apart  from  the  bakeroom  or  rooms;  and  shall  have,  if  required 
by  the  local  board  of  health,  an  impermeable  floor  of  cement  or  of  tiles 
laid  in  cement,  and  an  additional  floor  of  wood  properly  saturated  with 
linseed  oil.  It  further  requires  that  the  walls  and  ceiling  of  a  bake- 
room shall  be  plastered  or  wainscotted,  and,  if  required  by  the  local 
board  of  health,  shall  be  whitewashed  once  in  three  months;  and  that 
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the  furniture  and  utensils  shall  be  so  arranged  that  they  and  the  floor 
may  at  all  times  be  kept  clean  and  in  sanitary  condition.  It  requires 
also  that  the  manufactured  products  shall  be  kept  in  perfectly  dry  and 
airy  rooms,  so  arranged  that  the  floors,  shelves  and  all  other  facilities 
for  storing  the  same  can  be  easily  and  perfectly  cleaned.  It  prohibits 
having  a  water-closet,  earth-closet,  privy  or  ash-pit  within  or  communi- 
cating directly  with  the  bakeroom  of  any  bakery;  and  provides  that 
sleeping  places  for  employees  shall  be  separate  from  the  rooms  in  which 
flour  or  meal  and  food  products  are  manufactured  or  stored. 

Bakeries  and  confectiou,ery  and  catering  establishments,  to  the  number 
of  647  were  visited,  in  26  cities  and  3  towns.  A  study  of  the  conditions 
observed  led  to  the  division  of  these  establishments  into  four  distinct 
classes,  as  follows:  — 

Class  A,  —  Worthy  of  especial  commendation. 

Class  B,  —  Satisfactory. 

Class  C.  —  Not  especially  bad. 

Class  D.  —  Distinctly  bad. 

Of  Class  D  many  are  situated  in  badly  lighted,  unventilated  base- 
ments, and  some  of  them  have  water-closets  either  in  the  bakeroom  itself, 
or  so  placed  as  to  make  the  air  thereof  distinctly  foul. 

In  order  to  warrant  classification  under  A  or  B,  the  following  condi- 
tions have  been  required:  — 

1.  The  situation  of  the  room  is  not  below  the  street  level. 

2.  The  size  of  the  room  is  such  that  there  is  sufficient  air  space  per 
capita. 

3.  Ventilation  is  adequate. 

4.  There  are  windows  enough  to  secure  good  light  Artificial  light  is 
not  needed  during  the  daytime. 

6.  Everything  is  open,  and  easUy  inspected. 

6.  The  floor  is  properly  constructed,  without  large  cracks. 

7.  The  floor  is  clean  (i.e,,  reasonably  clean  during  work  hours,  and 
always  free  from  accumulated  dirt). 

8.  The  ceiling  and  walls  are  unbroken  and  clean. 

9.  Tables  and  troughs  are  clean,  and  so  arranged  (preferably  portable) 
that  the  floor  beneath  may  at  all  times  be  kept  clean. 

10.  The  sink  and  its  surroimdings  and  all  shelves  are  clean,  and  free 
from  decayed  wood  and  decomposed  vegetable  matter. 

11.  The  water-closet  is  neither  in  nor  connected  with  the  bakeroom  and 
other  rooms  where  food  products  are  kept. 

12.  Employees  do  not  use  the  bakeroom  for  a  dressing  room.  Street 
clothes  and  underwear  are  not  hung  on  bakeroom  walls  nor  placed  on  the 
floors;  neither  are  they  laid  on  boxes  nor  within  a  closet  in  tiie  bakeroom. 
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The  following  table,  which  was  published  in  the  "  MoniMy  Bulletin  ** 
of  the  Board  for  August,  1906,  shows  the  number  of  establishments  ex- 
amined in  each  place,  and  their  classification :  — 


Plaoi. 


Komber 
Tiaited. 


A. 


B. 


0. 


AttleboroQgh, 
Boston,    . 
Brockton, 
Cambridge,     . 
Chelsea,  . 
Cblcopee, 
Clinton,    . 
FaU  RiTcr,       . 
Fltchbnrg, 
Framlngham, . 
Gloucester, 
Haverblll, 
Holjoke, . 
Lawrence, 
Lowell,    . 
Lynn, 
Maiden,   . 
Medford. 
New  Bedford, 
Newburyport, 
Qnincf,    . 
Salem, 
Soroeryille, 
Springfield,     . 
Tannton, . 
Waltbam. 
Wobnm,  . 
Worcester, 
Totals, 


4 

157 

7 

41 

10 

6 

8 

20 

10 

4 

7 

4 

22 

28 

85 

28 

10 

4 

19 

16 

6 

18 

20 

15 

4 

8 

4 


14 
1 
6 
2 


8 

18 

4 
2 

7 
8 

4 

1 

8 

12 

10 

11 

8 

2 

9 

8 

8 
6 
4 
1 
8 
1 
11 


1 
64 

8 
16 
4 

4 
8 
18 
7 
4 
8 
2 
18 
16 
26 
10 
6 
2 
10 
10 
5 
7 
14 
0 
2 
2 
8 
10 


647 


270 


Because  of  some  doubt  on  the  part  of  local  inspectors  as  to  what  is 
meant  by  '*  distinctly  bad^^  conditions,  and  because  the  standard  upon 
which  the  above  classification  is  based  is  more  exacting  than  that  called 
for  by  existing  laws,  a  division  of  Class  D  is  made,  merely  to  separate 
the  bakeries  which  were  found  to  be  clearly  not  in  accordance  with  the 


Digitized  by  VjOOQ IC 


610 


STATE  BOARD  OF  HEALTH.         [Pub.  Doc. 


intent  and  meaning  of  the  statutes  from  those  concerning  which  rea- 
sonable doubt  may  arise. 

In  the  new  classification^  basement  bakerooms  are  considered  alike 
with  those  otherwise  located,  and  not  so  much  stress  is  laid  on  certain 
points,  e.g.,  light  and  ventilation;  hence,  many  of  the  rooms  first  placed 
in  Glass  D  fall  into  Class  C.  In  addition,  a  list  of  all  bas^nent  bakeries 
is  given. 


Plaob. 


Ninnlwr 


B. 


D.i 


Attleborongta, 
Bofton,   . 
Brockton, 
Cambridge,    . 
Cbeltea,  . 
Chioopee, 
Clintoo,  . 
Fall  RlTer, 
Fltohborg, 
Framlngbam, 
Olonoester,     . 
HayerhlU, 
Holyoke» 
Lawrence, 
Lowell,   . 
Lynn, 
Maiden,  . 
HedfoTd, 
New  Bedford, 
Newbnryport, 
Qulncy,  . 
Salem, 

Somenrllle,     . 
Sprlngfleld,    . 
Taanton, 
Waltham, 
Wobum, 
Worcester, 
Totals, 


4 

- 

157 

4 

7 

- 

41 

1 

10 

- 

6 

- 

8 

- 

20 

- 

10 

- 

4 

- 

7 

- 

4 

- 

23 

- 

28 

- 

86 

- 

28 

1 

10 

- 

4 

- 

19 

- 

15 

- 

5 

- 

18 

1 

20 

- 

15 

1 

4 

1 

8 

1 

4 

- 

14 
1 
6 
2 


4 

lis 

5 
19 
5 
5 
4 
IS 
5 
8 
5 
2 
U 
20 
24 
18 
6 
4 
11 
6 
1 
18 
12 
4 
2 
8 
2 
12 


26 
1 

15 
8 
1 
4 
8 
5 
1 
2 
1 

10 
7 

11 
8 
2 

8 
7 
4 
2 
8 
9 
1 
2 
2 
18 


87 

4 
8 
1 
4 
6 
3 
5 

1 
1 
8 
8 
U 
6 
1 
1 
2 
6 
4 
8 
2 


1 
18 


547 


11 


826 


106 


182 


1  ••  D  "  refers  bere  to  establisbments  wltb  conditions  not  In  accordance  wltb  tbe  statntes. 
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The  object  of  the  investigation  was,  however,  not  to  determine  the 
number  of  ** passable^'  bakeries,  but  to  ascertain  the  conditions  under 
which  baking  and  similar  kinds  of  work  are  carried  on,  both  with  regard 
to  the  employees  and  the  consumers. 

Cellar  air  that  is  vitiated  by  respiration,  by  illuminating  gas,  kero- 
sene, and  the  gas  from  coke  or  coal,  is  not  fit  for  the  employees  to 
breathe;  neither  is  a  cellar  a  suitable  place  for  handling  flour,  dough, 
jellies,  cream,  milk,  etc.,  which  go  to  make  up  food  products,  particularly 
on  windy  days  in  summer,  when  the  sidewalk  windows  permit  ready 
entrance  of  street  dust  into  the  chocolate  and  cream  fillings  or  the  lemon 
and  apple  pie  fillings,  as  not  infrequently  has  been  observed. 

The  walls  of  a  very  large  niunber  of  bakerooms  were  found  to  be 
more  or  less  dirty  and  uninviting,  and  especially  were  those  repellant 
with  cobwebs  and  greasy  and  filthy  shelves  for  dirty  pans  and  trays.  The 
walls  of  some  had  hanging  upon  them  trousers,  coats,  vests,  shoes,  under- 
wear and  stockings. 

Not  a  few  neat-appearing  salesrooms  of  bakeries  were  foimd  to  lead 
directly  into  baking  rooms  which  contain  not  only  water-closets  but 
filthy  sinks,  and  where  street  clothes  and  other  wearing  apparel  hang  on 
the  walls  or  rest  on  the  tables  and  other  furniture.  In  many  of  them, 
it  was  observed,  the  employees  chew  tobacco,  smoke  and  spit  about  pro- 
miscuously; and  in  one  a  baker  was  seen  to  spit  within  a  short  distance 
of  loaves  that  were  stacked  on  the  fioor. 

The  best  conditions  were  found  to  obtain  as  well  in  the  small  "  home 
bakery  '^  as  in  the  large  modem  establishments  managed  by  corporations; 
and  the  poorest  conditions  were  observed  not  alone  in  the  smallest  estab- 
lishments. Bakeries  worthy  of  especial  commendation  were  noted  in  Bos- 
ton, Cambridge,  Lynn,  Salem,  Springfield,  Taunton,  Waltham  and 
Worcester;  and  others  with  satisfactory  conditions  in  Boston,  Brockton, 
Cambridge,  Chelsea,  Haverhill,  Holyoke,  Lawrence,  Lynn,  Maiden,  New- 
buryport,  Salem,  Springfield,  Taimton,  Waltham  and  Worcester. 

Examples  of  Bakeries  with  Commendable  Conditions, 
Boston. 

A.  A  small  ''home''  bakery.  The  bakeroom  is  large,  well  lighted  and 
ventilated,  and  is  on  the  first  floor.  The  water-closet  is  entirely  separate. 
The  whole  place  is  exceedingly  clean  and  neat. 

B.  A  small  bakery,  employing  3  men.  The  bakeroom  is  new,  and  finely 
arranged  as  regards  cleanliness  and  ease  of  cleaning.  The  light  and  ventila- 
tion are  excellent.  The  water-closet  is  in  an  entirely  separate  part  of  the 
building. 
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C,  A  large  bakery,  employing  280  handsi  who  work  in  two  shifts.  The 
whole  place  is  kept  very  neat  and  clean,  and  the  rooms  are  light  and  well 
ventilated.  The  toilet  rooms  are  separated  from  the  rest  of  the  bakery,  and 
are  ample.  Great  care  is  taken  to  have  every  part  of  the  building  in  a 
cleanly  condition. 

D.  A  large  bakery,  well  lighted  and  ventilated,  and  neat  and  clean  through- 
out. A  stone  alley  in  the  rear  of  the  oven  is  provided  for  the  removal  of 
ashes,  thus  doing  away  with  ash  dust  in  the  bakeroom.  The  toilet  arrange- 
ments and  metal  clothes  lockers  are  in  the  basement,  iaway  from  the  bakerooms^ 
and  are  well  ventilated. 

Cambridge, 

A  building  teith  ideal  sanitary  conditions,  erected  and  equipped  at  great 
expense.  Floors  of  stone,  or  cement  covered  with  wood.  Tiling  readily 
washed.  Rooms  well  whitened.  Rooms  well  lighted  (electricity  for  artificial 
lighting)  and  adequately  ventilated.  All  departments  clean  and  neat  Wash 
and  toilet  rooms  in  a  separate  part  of  building;  separate  porcelain  sinks^ 
with  towels,  for  employees;  metal  lockers;  stone  floor;  all  conveniences 
modem;  shower  baths  being  constructed  at  time  of  visit.  Employees  not 
permitted  to  use  tobacco  while  at  work.  Spitting  not  allowed  in  any  of  the 
rooms.  Drivers  of  teams  required  to  use  gloves  while  driving,  and  to  take- 
them  off  when  handling  bread. 

Lynn. 

Second  floor  front  room,  85  by  50  feet,  exceptionally  well  lighted  and 
ventilated.  Distance  from  floor  to  ceiling  12Vi  feet.  Eight  windows.  Floor 
well  constructed,  and  dean.  Tables  and  shelves  covered  with  marble  slabs- 
and  galvanized  iron.  Sink  is  of  wood,  and  is  away  from  partition,  to  pre- 
vent collection  of  dirt  and  filth  in  comers.  Doughnut  kettle  well  situated,, 
and  surroundings  protected.  Everything  clean.  The  following  notice  is 
posted :  ''  Please  assist  in  keeping  the  wall  and  floor  neat  and  clean."  Toilet 
and  wash  rooms  are  situated  far  from  the  bakeroom,  and  the  conditions  in 
these  departments  are  excellent. 

Salem. 

Large  room,  with  store  in  front.  Large  store  window.  Ceiling  plastered,, 
clean  and  white.  Sheathing  from  floor  up  to  about  8  feet,  then  painted. 
Floor  well  constructed,  and  dean.  Skylight  window  in  front  of  oven,  8  by^ 
5  feet.  Clean  galvanized  iron  in  front  of  oven;  clean  floor  under  oven. 
Trough  and  tables  clean  underneath;  troughs  portable.  Sink  conditions  ad- 
mirable. Floor  cleaned  and  scrubbed  several  times  each  week.  Bakers  cleaik 
and  healthy  appearing.    Toilet  room  down  stairs. 

Springfield. 
Room  175  by  60  feet.  Twenty  to  25  employees  (day  and  night).  Light 
good  (three  skylight  monitors,  about  8  by  10  feet;  electric  lights  for  night 
work).  Ventilation  good.  Fire  boxes  in  a  back  alley,  thus  preventing  ash 
dust  in  the  bakeroom  in  front  of  the  oven.  The  well-laid  maple  wood  floor 
is  dean.    Ceiling  and  sides  of  the  room  are  sheathed.    Height  of  ceiling,  1& 
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or  18  feet  Tables  movable.  Sink  and  its  surroundings  clean.  Four  women 
keep  the  room  in  a  cleanly  condition.  Doughnut  room,  separate  from  the 
bakeroom,  20  by  25  feet,  is  dean,  light  and  pleasant. 

Taunton. 
Room  about  30  by  30  feet,  well  lighted  and  adequately  ventilated.  High 
ceiling,  wood  sheathed.  Good  (new)  floor,  and  comparatively  clean.  Room 
well  painted.  Sink  conditions  good.  Closets  for  storage  of  pans  and  food 
stuff  in  good  sanitary  condition.  Trays  said,  and  appeared,  to  be  scraped 
and  cleaned  frequently.  Every  week  two  men  give  the  room  a  thorough 
cleaning  and  scrubbing.  A  woman  aids  in  daily  cleaning.  The  room,  furni- 
ture and  utensils  have  every  appearance  of  cleanliness. 

Wdltham. 

"Home"  bakery  with  good  light  and  ventilation.  High-studded,  clean 
room,  covered  with  metallic  sheathing.  Good  hard-pine  floor.  Oven  rests  on 
cement  floor.  Sink  and  surroundings  clean.  Water-closet  upstairs,  away 
from  bakeroonL 

Worcester, 

ELigh-studded  room,  40  by  80  feet,  with  large  front  windows;  good  light 
and  ventilation.  Ceiling  and  walls  plastered  and  whitewashed.  The  hard- 
wood floor  is  scrupulously  clean;  one  person  employed  solely  for  scrubbing 
and  cleaning.    Sink  conditions  excellent.    No  spitting. 

Examples  of  Bakeries  with  Objectionable  Conditions. 
Boston. 

A.  Iron  sink  in  small  side  room  smells  as  if  it  were  U3ed  as  a  urinal. 
When  the  water-closet  upstairs  is  used,  the  water  backs  up  a  little  in  this  sink. 

B.  Bakeroom  is  used  as  a  playroom  by  two  children  about  two  and  four 
years  old,  and  a  cat  is  allowed  to  wander  at  will  about  the  bakery,  into  the 
bread  pans,  etc.    Waste  is  thrown  in  a  heap  under  the  oven. 

C.  Place  is  untidy,  but  not  very  dirty.  Spitting  on  the  floor  is  practiced. 
The  bakeroom  is  separated  from  the  stable  by  a  single  door.  The  horse's 
stall  is  used  as  a  urinaL 

D.  Spitting  on  the  floor  was  seen.  Water-closet,  next  to  bakeroom,  is 
dark  and  dirty  and  apparently  has  no  outside  ventilation.  The  bakeroom 
floor  is  dirty. 

E.  The  water-closet  is  dirty  and  offensive.  It  is  a  dark,  unventilated 
doset,  leading  off  the  cellar  stairs  just  outside  the  bakeroom  door.  As  the 
door  to  the  cellar  stairs  is  frequently  open,  and  is  always  so  when  entering 
the  water-closet,  there  is  a  direct  ventilation  of  the  water-closet  into  the 
bakeroom. 

F.  Water-closet  in  small  side  room,  which  also  contains  the  sink.  The 
door  leading  to  the  water-closet  is  kept  wide  open,  allowing  the  odors  to  enter 
the  bakeroonL 
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0.  Large  bakeroom,  with  bad  light  and  poor  ventilation;  gas  used  here 
even  on  brightest  days.  Floor  dirty,  and  covered  with  ashes  and  coal  dust 
Spitting  on  floor  by  workmen.  Mixing  room  with  poor  light  and  only  fair 
ventilation. 

H,  Light  fair  in  middle  of  room,  but  poor  at  sides.  Ventilation  fair. 
Cats  are  allowed  free  run.  Considerable  spitting  on  the  floor.  The  water- 
closet  opens  directly  off  the  bakeroom,  and  the  door  is  kept  open,  allowing 
free  ventilation  into  the  bakery.  The  hand  sink  is  in  the  water-closet,  but 
the  towel  is  kept  in  the  bakery. 

1.  First  floor  room.  Water-closet,  filthy  and  offensive,  is  in  a  comer  of  the 
cellar  used  for  storing  stock.  Bakeroom  is  dirty  and  untidy.  The  floor  is 
dirty.  Eggshells  and  other  waste  are  thrown  in  a  heap  under  the  oven. 
Flour  and  other  stock  are  stored  in  the  cellar  near  the  water-closet.  The 
cellar  floor  is  damp,  and  in  one  place  there  is  a  pool  of  water. 

J.  Basement  bakeroom.  Light  fair.  Ventilation  fair.  Water-closet  opens 
practically  off  bakeroom,  allowing  ventilation  into  roonL  Aprons  hang  in 
water-closet.    Baker  smokes,  and  spits  on  floor. 

K.  Basement  bakeroom.  Light  bad.  Ventilation  poor.  Water-closet  off 
an  outside  passage,  and  has  a  window  to  bakeroom,  which  can  be  opened. 
No  light  in  water-closet,  and  no  outside  ventilation.  Floor  of  water-closet 
is  wet  and  nasty.  Sink  in  the  bakery  is  kept  covered,  and  a  bucket  is  used 
in  its  place.    Bakers  smoke  while  at  work,  and  spit  on  floor.    Place  untidy. 

Brockton, 
Light  and  ventilation  fair.    Floor  in  a  nasty  condition.    Sink  is  nasty,  as 
is  also  the  water-closet  in  the  comer  of  the  bakeroom. 

Cambridge, 
Boom  25  by  70  feet.    Light  and  ventilation  fair.    Sink  and  surroundings 
dirty.    Beans  and  other  food  stuff  thrown  under  oven  among  coal  and  ashes. 
Table  and  woodwork  behind  it  very  nasty. 

Chdaea, 
Basement  bakery,  with  poor  light  and  no  means  of  ventilation.    Floor  very 
dirty.    Water-closet  communicates  directly  with  bakeroom,  and  is  near  flour 
and  bread. 

Clinton, 
Cellar  with  fair  light  and  ventilation.    Water-closet  is  practically  in  the 
bakeroom,  and  is  in  filthy  condition.     About  a  foot  away  stands  an  open 
barrel  of  flour.         * 

Fall  River. 
A,    Rear  room,  badly  ventilated,  and  so  dark  that  three  gas  jets  are  re- 
quired in  the  daytime.    Water-closet  is  in  the  bakeroom,  and  the  floor  in  its 
vicinity  is  exceedingly  f  otd.    The  workmen  spit  about  promiscuously.    Sink 
conditions  fllthy. 
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B.  Two  rooms,  badly  lighted  and  ventilated.  Trap  of  sink  is  stopped  up, 
and  drainage  flows  over  the  floor.  Everything  is  filthy.  Workingmen's  clothes 
hang  near  bread  troughs. 

Fitchhurg, 
Cellar  bakery,  dark  and  unventilated.     A  very  dirty  place,  with  nasty 
shelves  where  bread  is  stored.     Old  clothes,  towels,  overalls,  rubbers,  etc, 
scattered  about.    Water-closet  practically  in  the  bakeroom. 

Gloucester, 
Cellar  rbom,  with  fair  light  and  ventilation.    Under  part  of  the  floor  is 
running  water,  said  to  be  the  overflow  from  a  welL    This  is  within  three  feet 
of  a  sink  drain.    Floor  very  nasty.    Thick  cobwebs,  clothes,  shoes  and  food 
material  in  close  proximity. 

Holyoke. 
Boom  with  very  dirty  windows  and  walls.    Floor  matted  with  dirt.    Water- 
closet  in  the  room.    Pails  of  pie-filling  near  dirty  clothing  and  shoes. 

Lawrence, 
Room  dark  and  unventilated.    Floor  nasty.     Conditions  back  of  sink  are 
filthy.    Foul,  dark,  unventilated  water-closet  opens  out  of  bakeroom. 

LoweU. 
Small,  fairly  lighted  room,  in  the  comer  of  which  is  a  water-closet.    Con- 
ditions about  sink  are  filthy.    Floor  exceedingly  dirty.    Workmen  smoke  and 
spit  promiscuously. 

Lyrm, 
Cellar  room,  lighted  by  gas,  and  with  no  means  of  ventilation.    Small  sink, 
with  nasty  surroundings.     Extremely  offensive  water-closet  near  by.     All 
conditions  absolutely  bad.    The  shop  upstairs  has  large  windows,  neat  show 
cases  and  attractive  display  of  products. 

Maiden, 
An  old  room,  poorly  lighted  and  unventilated.    Floor  has  large  cracks  and 
holes,  containing  food  materials.     Windows  very  dirty.     Sheathing  smoky. 
Shelves  covered  with  dirt.    Unclean  conditions  especially  marked  under  the 
bread  trough  and  back  of  and  around  sink. 

New  Bedford, 
Dark  and  unventilated  room,  with  water-closet  opening  out  of  comer. 
This  closet  is  dark  and  filthy,  and  ventilates  only  into  the  bakeroom.     The 
plastering  is  broken  in  several  places.    The  trays  are  very  dirty.    The  sink 
and  surroundings  are  filthy.    The  ceiling  is  black. 
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Newburyport 

A.  Boom  on  street  floor,  12  by  12  feet.  Floor  of  boards  laid  on  soil, 
with  large  cracks  between.  In  the  comer  of  another  room  is  a  sink,  which 
receives  the  waste  water  from  a  sink  in  the  story  above.  The  collected 
organic  matter  in  this  sink  gives  rise  to  a  very  nauseating  odor.  The  man 
in  charge  states  that  when  "  much  stuff  collects  they  shovel  it  out." 

B.  An  old  and  very  dirty  roouL  Water-closet  practically  within  the 
bakeroouL  That  part  of  the  floor  where  ice  cream  is  frozen  is  covered  with 
dirt,  which  comes  from  ice,  milk  cans  and  other  sources.  There  is  a  layer  of 
accumulated  filth  from  one-quarter  to  one-half  inch  in  thickness.  The  scoops 
are  kept  in  dirty  water  in  an  agate  basin. 

C.  Basement  room,  very  badly  lighted  by  gas.  Floor  of  concrete.  Mix- 
ture of  milk|  eggs  and  sugar  found  standing  in  cans  exposed  to  the  cellar 
dust.  Many  flies  observed  floating  in  the  mixture.  A  water-closet  stands  in 
the  comer  of  the  room.  A  short  distance  away  and  within  two  or  three  feet 
of  the  closet  bowl  is  a  large  puddle  of  filthy  water,  due  to  the  overflow  from 
an  obstructed  drain. 

D.  Cellar  very  poorly  lighted,  by  means  of  gas.  Even  with  the  gas 
lighted,  it  was  impossible  to  see  whether  the  cans  and  other  utensils  used 
were  clean.  The  floor  is  partly  cement  and  partly  soil,  and  over  a  portion 
of  it  are  loose  boards,  beneath  which  is  an  accumulation  of  stagnant  water, 
which  splashes  between  the  cracks  as  one  walks  over  them.  General  condi- 
tions exceedingly  nasty. 

E.  Cellar  room,  with  loose  brick  floor.  Near  the  ice  cream  freezer,  which 
is  situated  on  the  floor,  is  a  gutter  about  flve  feet  long,  leading  to  a  half- 
hogshead  set  into  the  ground  in  the  comer.  From  the  hogshead  a  pipe  runs 
outside  to  the  yard,  but  the  pipe  being  plugged,  the  hogshead  overflows. 
Near  by  is  a  window  with  a  wire  screen,  and  when  the  hogshead  becomes  full 
to  overflowing,  an  employee  dips  the  water  out  with  a  large  pail  and  throws 
it  through  the  screen,  the  network  of  which  is  in  consequence  partly  ob- 
structed with  slime  and  filth. 

F.  Ice  cream  is  made  in  a  cellar  having  an  area  of  375  square  feet.  Over 
a  portion  of  the  soil  floor  are  filthy  boards.  What  light  there  is  comes  from 
two  small  windows.  There  is  no  ventilation.  At  the  time  of  the  visit  a  ten- 
gallon  can  was  standing  ready  for  a  fresh  mixture  of  milk  and  eggs,  and  it 
was  said  to  have  just  been  washed  thoroughly  with  soap  powder  and  hot 
water.  On  the  bottom  and  sides  of  the  can  were  thin  layers  of  soft  chocolate, 
which  could  be  removed  by  rubbing  with  the  fingers.  Bewashing  was  ad- 
vised, and  the  can  was  taken  upstairs  for  that  purpose;  and  it  was  noted 
that  the  water  used  for  washing  was  not  boiling,  but  was  merely  warm. 

Quincy. 
A.    A  small  basement  bakeroom,  25  by  20  feet,  containing  a  bed  with  dirty 
bed  clothes  and  filthy  wearing  apparel.    Within  a  few  feet  of  the  oven  and 
food  materials  is  a  dark,  foul-smelling  water-closet. 


Digitized  by  LjOOQ IC 


No.  34.]  FACTORY  CONDITIONS.  617 

B,  Basement  roomi  25  by  20  feet.  Floor  very  dirty,  and  in  places  ex- 
ceedingly nasty.  Much  smoke  in  the  room.  Ceiling  very  sooty.  Employees 
chew  tobacco  and  spit  freely. 

SomervUle. 

Rear  room,  with  fair  ventilation.  Back  of  and  around  the  sink  the  con- 
ditions are  nasty.  Water-closet  leads  out  of  and  ventilates  into  bakeroom, 
the  door  standing  open.  Pails  of  pie-filling  stand  near  the  open  water-closet 
door.    Clothes  closet  in  bakeroom,  with  door  open. 

Springfield. 
Cellar  room,  65  by  15  feet.  Sink  conditions  filthy.  Toilet  and  clothes 
room  in  a  dark  comer  with  door  open,  so  that  there  is  direct  communication 
with  the  bakeroom.  About  six  feet  from  the  toilet  room  the  following  foods 
were  found:  milk,  mincemeat,  lemon  and  pastry.  Under  the  oven  were  seen 
cans,  paper,  coal,  dirt  and  accumulated  food  materials. 

Taunton. 

Distinctly  bad  conditions.  Light  fair.  Ventilation  fair.  Shed  in  back 
yard  with  ash  heap  near.  Low  ceiling,  smoky  and  very  dirty.  Stove  funnel 
across  dough  table,  covered  with  ashes  and  other  dust.  I^gshells,  broken 
eggs,  pasteboard  and  other  clutter  on  floor.  Wooden  sink,  very  filthy,  is 
boxed  in  underneath;  its  back  and  all  parts  are  thoroughly  nasty.  Floor  in 
front  of  sink  nasty. 

Waltham. 

Fairly  lighted  and  ventilated  room,  from  one  side  of  which  a  door  leads 
directly  into  a  room  about  9  by  3^  feet.  This  door  has  no  panel  in  the  upper 
part,  and  was  found  wide  open.  The  small  room  has  two  compartments,  but 
the  partition,  in  which  is  a  door  to  the  farther  compartment,  lacks  several 
feet  of  reaching  to  the  ceiling.  One  of  these  compartments,  that  nearest  the 
bakeroom,  is  addressing  room,  and  the  other  is  a  water-closet.  The  whole 
place  is  dark  and  i^oorly  arranged.  This  represents  a  not  uncommon  arrange- 
ment for  water-closets,  and  raises  the  question  whether  the  wording  of  the 
present  law  is  sufiQciently  explicit  Some  bakers  claim  that  a  toilet  room  thus 
placed  is  allowed  by  the  present  wording  of  the  law. 

Wohum, 

Low-studded  room,  with  poor  light  and  ventilation.  Small,  dark  dressing 
room  in  the  comer  contains  old  clothes  and  rubbish;  the  door  stands  open. 
Rubbish  on  top  of  old  unused  oven,  —  bottles,  brushes,  dippers,  clothes,  cob- 
webs and  dirt.  Utensils  dirty.  Shoes,  trousers  and  rubbish  on  shelves.  Ceil- 
ing black  and  peeling. 

Laundries. 

The  public  laundry  business  is  one  which  has  developed  to  a  remarkable 
extent  within  recent  years,  and  it  gives  employment  to  thousands  of 
persons,  chiefly  adult  women.     More  than  one-fourth  of  the  establish- 
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ments  visited  employ  more  than  50  persons,  and  3  of  them  employ  more 
than  100.  The  heavy  machine  work  is  performed  by  men;  bnt  even  for 
the  lightest  work  girls  are  not  extensively  employed,  although  their  ser- 
vices can  be  secured  at  lower  rates  than  are  commanded  by  women,  be- 
cause, so  employers  assert,  they  are  far  less  attentive,  and  the  amount 
and  quality  of  their  work  is  much  inferior.  In  the  69  laundries  visited 
there  are  employed  2,368  persons,  divided  as  follows:  men,  356;  boys,  6; 
women,  1,860 ;  girls,  146.  Thirty-six  of  the  69  employ  up  to  20  persons 
each;  15  employ  between  20  and  50  each;  15,  between  50  and  100;  and 
3,  between  100  and  160. 

In  the  establishments  of  any  considerable  size  the  bundles  are  brought 
to  the  ''markers,'^  who  open  them,  mark  each  piece  if  not  already 
marked,  and  separate  the  "  flat  ^^  from  the  ^'  starched ''  work.  The  work 
of  the  markers  is  the  most  disagreeable  of  all,  since  each  piece  must  be 
handled  and  examined  separately.  After  sorting,  the  clothes  are  con- 
veyed to  the  washing  machines,  where  they  are  churned  up  with  hot 
water  and  soap  or  washing  powder  for  about  twenty  minutes.  A  bleach- 
ing agent  is  commonly  added,  to  prevent  the  dingy  or  dirty  look  which 
otherwise  they  are  likely  to  acquire.  After  removal  from  the  washing 
machines  they  are  transferred  to  rapidly  revolving  centrifugal  machines, 
which  quickly  throw  out  the  excess  of  water.  A  small  proportion  of 
special  work  is  performed  by  hand  in  tubs. 

After  treatment  in  the  centrifugal  machines  the  articles  are  dried  on 
racks  in  rooms  heated  to  high  temperatures  by  means  of  steam  pipes. 
Prom  the  drjdng  rooms  the  *'  flat  work  ^'  goes  directly  to  the  mangles,  by 
which  it  is  ironed  and  folded  ready  for  delivery.  The  *^  starched  work  '* 
is  treated  with  starch,  usually  by  feeding  into  a  starching  machine,  and 
the  ironing  is  done  in  part  by  hand  and  in  part  by  machinery.  The 
finished  material  is  conveyed  to  the  sorting  room,  and  after  sorting  is 
bundled  for  delivery. 

The  washing  machines  are  run  by  men,  and  part  of  the  heavy  ironing 
is  also  done  by  men,  but  the  rest  of  the  work  is  done  almost  entirely  by 
women. 

In  almost  all  of  the  establishments  in  which  machinery  is  employed 
it  is  well  protected;  in  5  it  is  only  partially  protected.  In  1,  in  which 
the  machinery  is  not  only  not  well  guarded  but  also  not  easily  stopped, 
a  sign  is  posted  which  reads :  '^  This  machine  is  dangerous.  Bun  it  at 
your  own  risk !  '^  but  it  is  to  be  said  that  this  place  is  small,  employing 
only  4  persons,  and  that  no  accidents  have  occurred  in  thirteen  years. 

The  mangles  in  use  are  in  almost  all  cases  equipped  with  a  clutch, 
which,  in  the  event  of  engagement  of  the  operative's  fingers,  stops  the 
machine  instantly,  and  accidents  are  rare.    In  one  establishment,  em- 
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ploying  95  persons,  2  accidents  had  occurred  in  five  years;  in  another, 
employing  15  persons,  a  hand  was  crushed  some  seven  years  ago,  but  no 
accident  had  occurred  since;  in  another,  employing  54  persons,  2  slight 
accidents,  due  to  carelessness,  had  been  recorded  in  fifteen  years'  op- 
eration. 

The  laundry  business  is  not  uncommonly  regarded  as  one  attended  by 
more  or  less  danger  of  contracting  infective  disease,  because  of  handling 
the  bed  linen  and  body  linen  of  sick  persons;  but  the  returns  secured  in 
this  investigation  do  not  support  this  assumption.  Those  who  are  most 
exposed  to  possible  infection  are  the  markers,  who  are  obliged  to  examine 
and  mark,  if  necessary,  each  piece  submitted;  but,  while  this  work  is  dis- 
agreeable, there  is  no  positive  evidence  that  it  is  dangerous.  As  a  rule, 
they  are  very  skilful,  and  are  not  obliged  to  handle  unduly  the  articles 
which  they  have  to  examine.  Many  of  those  questioned,  including  one 
who  had  worked  continuously  for  twenty-two  years,  asserted  that  they 
had  not  lost  a  day  in  years  of  service.  In  one  of  the  largest  establish- 
ments, employing  150  persons,  and  in  a  large  proportion  of  the  others, 
it  was  said  that  very  few  cases  of  actual  illness  of  any  kind  occurred  in 
any  year.  In  one,  employing  52  persons,  one  or  two  cases  of  tuberculosis 
had  occurred  in  twenty-seven  years;  but  in  a  number  of  other  large 
establishments  no  cases  whatever  were  known  to  have  occurred.  It  must 
be  said,  however,  that  in  many  of  these  establishments  those  who  appear 
to  be  tmable  to  do  good  work  by  reason  of  lack  of  strength  are  dismissed. 

Many  laundries  refuse  to  handle  very  filthy  clothes,  and  return  such 
at  once,  and  one  goes  so  far  as  to  cause  their  immediate  destruction  in 
the  furnace;  but  some  accept  anything,  no  matter  how  foul,  and  report 
that  the  markers  and  sorters  suffer  no  injury. 

As  a  general  thing,  the  establishments  examined  showed  commendable 
conditions  as  to  light,  ventilation  and  general  sanitation.  In  3  of  the 
entire  number  the  light,  and  in  5  the  ventilation,  were  distinctly  bad. 
In  11  the  water-closets  were  described  as  filthy.  Several  of  the  smaller 
places  presented  most  unfavorable  conditions.  In  one  the  pipe  from 
the  tank  of  the  water-closet  burst  some  years  ago  and  has  never  been 
repaired,  and  the  closet,  which  on  the  day  of  visit  was  full  of  excrement, 
has  to  be  flushed  with  a  bucket.  In  another,  a  '*  family  laundry,'^  the 
whole  place  was  found  to  be  dirty,  the  floor  looking  as  though  it  had  not 
been  washed  in  months.  Another,  operated  by  4  persons,  in  a  dark  front 
room  and  cellar,  was  in  such  a  generally  foul  condition  as  to  cause 
nausea. 

On  the  whole,  the  establishments  examined  were  open  to  but  little 
criticism,  and  the  employees  appeared  to  be  exceptionally  well  and  strong. 
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Eeport  upon  Inyestigation  of  Local  Outbreaks  of 
Infective  Diseases. 


Following  is  an  account  of  the  local  outbreaks  of  infective  diseases  in 
which  the  assistance  of  the  Board  was  requested :  — 

Adams.^ 

During  the  latter  part  of  the  summer  of  1905  typhoid  fever  became 
prevalent  in  Adams,  and  in  the  autumn  assumed  the  proportions  of  a 
mild  epidemic. 

Prior  to  June,  1905,  no  cases  of  this  disease  had  been  reported  to  the 
local  board  of  health  since  1902,  when  a  small  epidemic  occurred.  One 
case  was  reported  in  June  and  2  in  the  earlier  part  of  September,  1905. 
Between  August  23  and  December  7,  74  cases  were  reported;  and  upon 
investigation,  20  unreported  cases  were  discovered.  The  occurrence  of 
these  cases  was  as  follows :  — 

Cmm.  Cases. 

Aagast, 7    1    October,     .  .        .        .61 

September, 22    I    December, 2 

Four  additional  cases  were  reported  to  the  State  Board  of  Health  on 
December  13,  subsequent  to  the  visits  of  its  representative,  which  were  the 
last  to  be  so  reported,  and  at  that  date  the  epideniic  presumably  became 
extinct.  The  total  number  of  cases  reported  and  otherwise  ascertained 
was  102. 

At  the  request  of  the  local  board  of  health,  the  agent  of  the  State  Board 
of  Health  visited  the  town  and  investigated  as  to  the  source  and  the  mode 
of  spread  of  infection. 

The  cases  were  widely  distributed  over  the  town,  and  occurred  among 
all  classes  of  people.  Of  the  98  cases  investigated,  46  were  males  and  52 
were  females;  32  per  cent,  were  under  seventeen  years  of  age,  51 
per  cent,  were  from  seventeen  to  thirty  years  of  age,  and  7  per  cent,  were 
over  thirty.  Eather  more  than  50  per  cent,  of  the  adults  were  mill 
operatives. 

A  large  proportion  of  the  persons  aflfected  either  habitually  used  or  had 
access  to  the  public  water  supply.     In  some  instances,  however,  the 

1  Beported  In  **  Monthly  BnUeOn/*  February,  1006. 
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patient  had  used  well  water  only.  This  was  true  of  certain  cases  in  out- 
lying districts,  unsupplied  with  town  water.  The  mill  operatives  had 
access,  in  addition  to  public  supply,  to  the  private  water  supply  in  certain 
of  the  mills.  In  the  case  of  one,  at  least,  of  these  mills,  this  supply  was 
the  only  one  available  upon  certain  days  in  August,  when,  owing  to  the 
shutting  off  of  one  of  the  principal  mdns,  necessitated  by  alterations, 
the  pressure  in  the  distributing  mains  and  service  pipes  of  the  public 
supply  was  very  greatly  lowered. 

Investigation  of  the  public  water  supply  failed  to  disclose  any  facts 
proving  tiiis  to  be  a  means  for  the  spread  of  infection.  No  cases  of 
typhoid  fever  were  found  upon  the  water-sheds  of  either  of  the  sources 
of  public  supply,  and  the  same  is  true  of  the  private  supply  above  re- 
ferred to.  This  latter  is  not  intended  for  drinlqng  purposes,  and  is 
unprotected  from  pollution.  No  cases  of  typhoid  fever  were,  however, 
known  to  exist  upon  the  shores  of  the  stream  yielding  this  supply. 

Thirty-five  per  cent,  of  the  cases  occurred  among  the  customers  of  one 
milk  dealer,  a  number  equivalent  to  about  one-tenth  of  these  customers. 
Upon  investigation,  it  was  found  that  a  fatal  case  of  typhoid  fever  had 
occurred  in  the  family  of  one  of  the  producers  furnishing  millr  to  the 
dealer;  the  patient  was  a  child,  who  died  September  29.  There  was  no 
proof  that  this  child  infected  the  supply  of  milk  from  this  source,  al- 
though opportunity  probably  existed.  This  supply  was  excluded  from 
the  market  about  October  1.  Seventeen  other  milk  dealers  among  their 
customers  had  from  one  to  nine  cases  of  typhoid  fever.  In  ten  instances 
the  patient  obtained  milk  from  private  sources. 

Careful  study  of  the  facts  gained  by  investigation  fails  to  show  con- 
clusively that  either  the  public  water  supply  or  any  of  the  sources  .of 
milk  supply  was  the  means  whereby  the  contagion  was  spread.  While  it 
is  true  that  cases  of  the  disease  were  widely  distributed  throughout  the 
town,  "it  is  likewise  true  that  neither  in  numbers  nor  in  thoroughness  of 
distribution  does  this  coincide  with  an  epidemic  from  water-borne  con- 
tagion. The  fact  that  not  over  35  per  cent,  of  all  cases  were  supplied 
with  milk  from  one  source,  appears  to  relieve  this  source  from  the  re- 
sponsibility of  the  entire  epidemic.  The  further  fact,  however,  that  a 
larger  proporti6n  of  the  users  of  this  supply  were  infected  than  was  the 
case  with  the  users  of  milk  from  other  sources,  suggests  that  this  milk 
may  have  carried  contagion,  infection  occurring  from  the  case  of  the  boy 
above  referred  to. 

In  this  epidemic,  upon  the  evidence  of  the  facts  at  hand,  it  is  clearly 
impossible  to  assert  that  infection  of  either  water  or  milk  supply  was  the 
cause. 
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Chesterfield. 

Following  is  a  report  of  the  investigation  of  6  cases  of  scarlet  fever, 
which  occurred  in  as  many  different  families  in  West  Chesterfield  during 
the  period  March  8  to  March  17.  No  cases  of  scarlet  fever  other  than 
these  had  been  known  to  have  occurred  in  Chesterfield  for  a  very  long 
time. 

It  was  stated  that  an  evangelist  from  Boston  held  a  series  of  revival 
meetings  in  a  hall  in  the  village  during  the  week  just  preceding  the 
outbreak,  and  that  nearly  every  member  of  the  community  attended 
the  meetings.  Inasmuch  as  the  first  2  cases  to  be  reported  originated 
in  the  family  in  which  he  boarded,  it  was  believed  in  the  town  that  the 
infection  had  been  introduced  by  him  from  without. 

The  cases  were  eflfectively  quarantined  by  the  local  board  of  health,  and 
no  others  were  reported.  ,    , 

Falmouth.^  ^    i 

During  the  period  July-November,  1905,  23  cases  of  diphtheria  were 
reported  to  the  board  of  health  of  Falmouth.  Investigation  by  an  agent 
of  the  State  Board  of  Health  showed  that  these  cases  were  distributed 
among  11  families,  and  that  14  of  them  were  evidently  primary,  the 
others  being  due  to  contact  infection  at  home.  Owing  to  the  prevalence 
of  the  disease  among  the  pupils  of  the  grammar  school,  this  school  was 
closed  by  order  of  the  local  board  of  health.  The  families  in  which  the 
disease  was  present  were  quarantined,  and  release  from  this  condition  waa 
conditional  on  the  return  of  a  negative  report  on  bacteriological  examina-^ 
tion  of  the  patient^s  throat.  Following  these  precautions  the  outbreak 
subsided,  and  finally  died  out  completely. 

It  is  probable  that  the  occurrence  of  diphtheria  in  this  town  continued 
through  a  period  of  many  weeks  largely  because  of  the  existence  of  cases 
of  mild  iufection  among  children,  not  recognized  in  some  instances  at 
least  by  reason  of  failure  to  employ  bacteriological  examination  as  an  aid 
in  diagnosis. 

FiSKDALE    (StUKBRIDGE.)^ 

In  response  to  a  request  from  the  local  board  of  health  for  advice  in 
regard  to  an  qpidemic  in  Fiskdale,  a  village  in  the  town  of  Sturbridge, 
an  investigation  was  conducted  in  April  which  revealed  the  presence  of 
numerous  cases  of  typhoid  fever. 

Prior  to  this  outbreak,  which  occurred  during  the  first  two  weeks  of 
April,  Fiskdale  had  been  comparatively  free  from  this  disease.    One  case 


»  Reported  In  "  Monthly  BnlJetln,"  Janoary,  1906. 
*  Reported  In  "Monthly  BnlletlD/'  April,  1906. 
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was  reported  in  October,  1905,  2  were  reported  in  February,  and  1  was 
reported  early  in  March,  1906. 

At  the  time  of  the  investigation  11  cases  had  been  reported  to  the  local 
board  of  health,  the  persons  stricken  having  all  been  taken  sick  between 
March  26  and  April  7. 

Information  obtained  from  the  local  physicians  indicated  that  abont 
40  persons  were  then  sick,  some  of  whom  were  regarded  as  suffering 
from  typhoid  fever,  while  in  others  it  was  suspected.  The  symptoms 
generally  present  were:  (1)  fever;  (2)  diarrhoea;  (3)  abdominal  pain; 
(4)  prostration.    In  no  instance  had  the  serum  test  been  applied. 

The  investigation  included  visiting  of  families  in  which  sickness  was 
present,  and  obtaining  from  many  of  the  patients  specimens  of  blood  for 
the  serum  test;  determining  the  source  of  the  milk  and  water  used 
by  the  patients ;  and  inquiring  into  the  nature  of  the  private  water  supply 
of  the  Fiskdale  Company. 

The  44  cases  of  sickness  investigated  were  distributed  among  26 
families,  in  12  of  which  2  or  more  persons  were  ill.  A  large  proportion 
of  the  patients  were  French  Canadians,  the  older  persons  being  employed 
in  the  Fiskdale  Cotton  Mills.  One  of  the  patients,  a  young  man  who  re* 
turned  to  his  home  in  Fiskdale  about  April  1,  was  ill  at  tiie  time  of  his 
arrival,  and  unquestionably  acquired  the  disease  out  of  town.  In  but  one 
instance  was  the  time  relation  between  the  onset  of  the  disease  in  different 
members  of  the  same  family  such  as  to  admit  of  regarding  a  later  case  as 
secondary  to  an  earlier. 

The  age  periods  were  represented  among  the  patients  as  follows :  — 

CttMt. 

One  to  five  years, 7 

Six  to  ten  years, 8 

Eleven  to  eighteen  years, 19 

Over  eighteen  years, 10 

Of  these  44  cases,  23  were  children  in  school  or  under  the  school  age, 
17  were  mill  operatives,  and  3  were  employed  at  home. 

The  distribution  of  these  cases  in  the  village  was  general.  The  4  per- 
sons stricken  in  the  fall,  winter  and  early  spring  lived  on  Main  Street. 
Those  taken  sick  during  the  outbreak  in  April  lived  in  different  parts  of 
the  town,  in  some  instances  at  a  considerable  distance  from  the  village 
proper.  A  large  proportion  of  the  sick  persons  lived  in  houses  owned  by 
the  Fiskdale  Company. 

The  serum  test  for  typhoid  fever  was  applied  in  29  cases,  representing 
20  families.  In  17  instances  the  test  was  positive,  and  in  1,  clinically 
typhoid  fever  in  the  third  week  of  the  disease,  it  was  reported  as  "  incom- 
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plete/'  Of  the  11  cases  in  which  the  test  was  negative,  the  persons 
aflfected  had  been  ill  for  less  than  one  week.  Of  the  12  families  in  which 
several  persons  were  sick,  in  11  the  serum  test  was  applied  to  1  or  more 
members ;  and  in  10  families  it  was  positive  in  the  case  of  at  least  1  per- 
son.   The  tests  were  made  in  the  laboratory  of  the  State  Board  of  Health. 

In  view  of  the  results  of  the  serum  test,  it  seems  justifiable  to  regard 
all  of  the  patients  who  presented  the  same  general  symptoms  as  suffering 
from  typhoid  fever,  and  to  assert  that  there  was  no  room  for  doubt  as  to 
the  nature  of  the  epidemic. 

The  source  of  the  milk  used  by  the  sick  persons  was  determined  in  30 
cases.  Each  of  the  two  principal  milk  dealers  of  the  town  supplied  13  of 
the  patients,  a  third  dealer  supplied  3 ;  and  1  patient  used  milk  from  a 
private  source.  In  4  instances  the  patient  was  a  member  of  a  family  in 
which  no  milk  was  used. 

The  source  of  the  water  used  by  the  infected  persons  in  their  homes  was 
found  to  be  as  follows :  — 

Fiskdale  Company ^8  system, 86 

Wells, 7 

The  36  persons  who  used  reservoir  water  for  drinking  purposes  at  home 
include  many  who  had  no  other  supply.  This  water  is  led  into  all  of  the 
121  tenements  let  by  the  company,  representing  some  60  or  70  houses. 
Some  of  these  houses  have  wells,  but  very  few  of  these  were  in  use.  In 
many  cases  the  reservoir  water  is  the  only  supply  present  in  the  house. 
All  of  the  23  children  aflfected,  who  naturally  had  no  access  to  the  mills. 
lived  in  families  in  which  reservoir  water  was  regularly  used  for  drinking 
pnrposes.  In  but  one  instance  did  an  individual  in  whose  house  botli 
reservoir  and  well  water  were  available  regularly  use  the  latter  for 
drinkinjj. 

The  7  persons  who  depended  for  domestic  water  supply  upon  wells 
were  all  adults.  Six  of  these  lived  in  houses  not  supplied  by  the  Fisk- 
dale  Compan/s  system,  and  in  families  which  obtained  their  water 
supply  solely  from  wells  on  the  premises.  One  of  these  7  persons  was 
taken  sick  two  weeks  after  the  return  to  her  family  of  her  brother,  who 
on  April  1  came  to  Fiskdale  from  out  of  town,  and  was  at  that  time 
suflfering  from  typhoid  fever.  This  case  was  probably  secondary.  A 
second  case  was  that  of  a  young  man  in  whose  house  reservoir  water  was 
used,  but,  it  is  alleged,  not  for  drinking.  The  remaining  5  persons  were 
all  employed  in  the  weave  room  of  the  No.  1  Mill,  a  part  of  the  mill 
which,  during  the  month  of  March,  was  supplied  with  reservoir  water 
for  drinking  purposes. 
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It  thus  appears  that,  of  the  persons  known  to  be  ill  at  the  time  of  the 
investigation  (excluding  the  out-of-town  case  and  the  secondary  case 
dependent  upon  it),  all  but  1  regularly  drank  reservoir  water,  either  at 
home  or  at  their  place  of  employment. 

The  water  used  in  the  private  system  of  the  Fiskdale  Company,  and 
through  service  pipes  carried  into  all  of  the  dwelling  houses  owned  by  this 
company,  is  drawn  from  the  Quinebaug  Eiver.  It  is  taken  from  the  tail 
race  of  the  lower  of  the  two  mills,  which  derives  its  water  power  from  a 
mill  pond  between  this  mill  and  one  above.  This  pond  receives  surface 
drainage  from  nearby-streets,  and  house  sewage  from  several  dwellings  on 
Main  Street.  Two  sewers  empty  into  this  pond,  one  about  30  feet  and 
another  about  100  feet  above  the  sluice  which  conveys  water  to  the  lower 
mill.  It  is  probable  that  the  sewage  so  discharged  includes  that  from  one 
or  more  of  the  houses  on  Main  Street,  in  which  typhoid  fever  occurred 
during  the  late  winter  and  early  spring.  The  houses  in  question  are 
provided  with  privies,  and  the  sewage  does  not  include  that  from  water- 
closets. 

The  outlets  of  these  sewers  stand  in  such  relation  to  the  sluice  as  to 
favor  the  entrance  of  the  sewage  into  the  sluice,  and  to  prevent  its  dis- 
persion through  the  mill  pond. 

Analysis  of  the  water  furnished  by  the  Fiskdale  Company  showed  it  to 
be  of  much  better  quality  than  would  have  been  supposed,  in  view  of  the 
facts  just  stated.  This  may  be  accounted  for  by  the  relatively  high  stage 
of  the  river,  and  the  abimdant  flow  of  water.  It  is  not  at  all  inconsistent 
with  specific  pollution  of  the  water  with  iyphoid  bacilli. 

Prior  to  the  installation  of  this  system  of  water  supply,  several  years 
ago,  the  Fiskdale  Company,  as  required  by  statute,  sought  the  advice  of 
the  State  Board  of  Health  with  reference  to  a  source  of  water  supply. 
At  that  time  it  was  proposed  to  draw  water  from  certain  tubular  wells. 
The  company  was  advised  that  the  supply  from  these  wells  might  safely 
be  increased  by  proper  filtration  of  the  river  water.  In  this  advice  was 
contained  the  implication  that  the  unfiltered  river  water  was  unfit  for 
public  supply. 

The  facts  gathered  in  the  course  of  this  investigation  may  be  sum- 
marized as  follows :  — 

(1)  An  outbreak  of  sickness,  explosive  in  character,  and  involving  no 
fewer  than  40  persons,  occurred  during  the  first  two  weeks  of  April. 

(2)  Ample  evidence  shows  the  disease  to  have  been  typhoid  fever. 

(3)  The  persons  aflfected  included  many  children,  individuals  not 
employed  in  the  mills. 

(4)  From  the  nature  of  the  epidemic  it  is  evident  that  it  was  not  due 
to  the  spread  of  infection  by  contact. 
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(5)  There  is  no  evidence  of  the  agency  of  milk  as  a  vehicle  of  con- 
tagion. 

(6)  With  but  one  or  two  exceptions,  all  of  the  ajBEected  persons  had 
regularly  used  for  drinking  purposes,  either  at  home  or  at  their  work,  at 
least  during  the  month  of  March,  the  water  furnished  by  the  Fiskdale 
Company. 


Map  of  Fiskdale,  bhowiko  Location  of  Cases  of  Typhoid  Fevbs. 

#  Cases  prior  to  the  oatbreak.  0  Cases  from  oat  of  town. 

O  Cases  In  present  epidemic  (two  cases  not  shown). 

(7)  This  water  was  drawn  from  a  mill  pond  receiving  sewage  from 
near-by  houses.  It  is  probable  that  this  sewage  includes  that  from  two 
dwellings  in  one  of  which  typhoid  fever  occurred. in  October,  and  in 
another  in  the  early  part  of  March. 
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Prom  these  facts  may  be  drawn  the  following  conelusicms :  — 

(1)  The  epidemic  followed  a  sudden  influx  of  infection  at  about  the 
middle  of  March.  This  is  shown  by  its  explosive  natxire  and  by  the  date 
of  the  outbreak. 

(2)  The  vehicle  of  contagion  of  necessity  was  one  with  a  general  dis- 
tribution, and  one  which  conveyed  infection  to  many  of  the  infected  per- 
sons (children)  in  their  homes. 

(3)  The  only  such  vehicle  common  to  practically  all  of  the  infected 
persons  was  water  from  the  Fiskdale  Compan/s  supply.  All  of  the  facts 
point  to  water-borne  infection.  There  is  no  evidence  that  milk,  food 
stuflfs  or  contact  played  any  part  in  the  outbreak. 

(4)  The  water  supplied  by  the  Fiskdale  Company  is  drawn  from  a 
source  freely  exposed  to  pollution ;  water  which  may  easily  have  received 
typhoid  bacilli  from  sewage  infected  by  the  persons  who  suffered  from 
typhoid  fever  prior  to  the  present  outbreak. 

The  accompanying  map  shows  the  distribution  of  the  cases,  and  also 
the  outlets  of  the  sewers  in  relation  to  the  sluice  whence  the  water  supply 
is  drawn. 

Hanson. 

In  February,  in  response  to  a  request  from  the  board  of  selectmen,  an 
investigation  was  undertaken  to  determine  the  cause  of  a  small  outbreak 
of  iyphoid  fever.  The  evidence  which  was  gathered  showed  that  between 
February  5  and  13,  9  cases  of  the  disease  occurred  in  five  families  living 
in  the  immediate  vicinity  of  the  railroad  station  in  South  Hanson. 
These  five  families  constituted  70  per  cent,  of  the  customers  of  one  milk 
dealer,  and  all  of  the  persons  stricken  were  users  of  the  milk  supplied 
by  him. 

The  milkman  sold  the  product  of  his  own  two  cows  and  six  or  eight 
quarts  which  were  brought  daily  from  a  farm  in  Halifax.  Investigation 
of  the  premises  of  the  Halifax  producer  showed  nothing  to  point  to  the 
possibility  of  infection  there.  Moreover,  no  sickness  existed  in  other 
families  who  used  milk  from  the  same  farm,  distributed  by  other  persons. 
The  premises  of  the  milkman  were  dirty,  and  there  was  every  evidence 
of  extreme  domestic  imtidiness.  The  cans  and  milk  utensils  were  washed 
by  the  milkman^s  wife  in  the  kitchen,  with  water  from  a  well  situated 
imder  the  floor  of  an  adjoining  shed,  and  about  20  feet  from  an  ordinary 
box  privy  adjoining  the  shed  and  opening  out  of  it.  A  sample  of  the 
water  was  analyzed  in  the  laboratory  of  the  Board,  and  foimd  to  be 
extensively  polluted  with  domestic  sewage. 

The  second  person  to  be  seized  was  the  milkman  himself,  but  the 
original  source  of  infection  could  not  be  determined.  That  it  was  upon 
the  premises  of  the  milk  dealer  seems  most  probable,  and  that  it  existed 
in  the  polluted  well  water  is  possible. 
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In  response  to  a  request  from  the  board  of  health  of  Lynn  for  assist- 
ance in  investigating  the  cause  of  an  outbreak  of  typhoid  fever,  the 
State  Board  of  Health  sent  a  representative  to  that  city,  who  spent 
several  days  in  making  a  thorough  investigation. 

During  July,  August  and  the  first  few  days  of  September  nearly  50 
cases  of  typhoid  fever  were  reported  to  the  local  board  of  health.  Eight 
of  these  cases  occurred  between  July  10  and  August  4,  and  they  were  so 
distributed  both  geographically  and  in  point  of  time  as  to  cause  no 
special  comment.  Between  August  4  and  August  15  no  cases  were 
reported,  but  between  August  15  and  August  29,  a  period  of  two  weeks, 
37  persons  were  stricken  with  the  disease;  and  between  August  29  and 
September  4,  3  more  cases  were  reported.  The  explosive  character  of 
the  outbreak  is  thus  clearly  marked,  and  the  time  of  its  occurrence 
points  to  the  early  part  of  the  month  as  the  period  within  which  the 
infection  was  spread. 

A  majority  of  the  victims  lived  in  the  easterly  part  of  the  city,  within 
a  district  bounded  by  Western  Avenue,  the  Swampscott  line,  Essex 
Street  and  Franklin  Street.  Seven  lived  in  the  westerly  part  of  the  city, 
5  in  the  southerly  and  2  near  the  westerly  end  of  Flax  Pond.  Of  the 
33  persons  living  in  the  district  first  named,  all  but  4  were  taken  sick 
within  the  last  two  weeks  of  August.  Three  were  taken  sick  in  July, 
all  being  of  one  family,  and  2  of  the  cases  were  undoubtedly  of  sec- 
ondary origin.  Of  the  15  persons  who  lived  elsewhere  than  in  this  dis- 
trict, 3  were  taken  sick  in  July,  2  early  in  August  and  2  during  the  first 
few  days  of  September. 

It  appeared,  then,  that  about  75  per  cent,  of  all  of  the  cases  reported 
were  taken  sick  during  the  latter  half  of  August. 

In  6  instances  2  or  more  of  the  same  household  were  affected.  In  3 
of  these  the  time  relation  between  earlier  and  later  cases  was  such  as  to 
render  it  probable  that  the  later  cases  were  secondary.  The  number  of 
such  secondary  cases  is  5.  In  3  households  in  which  more  than  one  case 
occurred,  the  persons  affected  were  all  taken  sick  at  about  the  same  time. 

The  number  of  such  multiple  cases  was  7.  In  but  4  instances  was  it 
at  all  probable  that  infection  was  acquired  outside  the  city. 

Age  Periods.  —  The  persons  affected  fell  within  the  various  age  periods 
as  follows :  — 


Under  five  years,  . 

.      8 

Twenty-one  to  thirty  years,  . 

12 

Six  to  ten  years,    . 

.      6 

Thirty-one  to  forty  years,     . 

9 

Eleven  to  fifteen  years, 

9 

Forty-one  to  fifty  years. 

2 

Sixteen  to  twenty  years, 

.      6 

Over  fifty  years,    . 

1 

1  Reported  in  "  Monthly  Bulletin/'  Angost.  1906. 
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Water  Supply.  —  All  of  the  patients  had  access  to  or  regularly  used 
city  water;  but,  inasmuch  as  the  explosion  was  limited  geographically, 
there  was  nothing  to  implicate  the  water  supply. 

Milk  Supply.  —  The  milk  supply  of  the  patients  was  furnished  by 
several  different  dealers.  Of  the  persons  seized  after  August  14,  40  in 
number,  31,  or  77  per  cent.,  were  supplied  by  one  milkman,  H.  The 
remaining  households  were  supplied  by  separate  dealers.  Of  the  8  cases 
reported  prior  to  August  15,  the  date  of  the  beginning  of  the  explosive 
outbreak,  none  received  milk  from  the  dealer  above  referred  to.  An 
investigation  of  all  the  dairies  from  which  this  particular  milk  supply 
was  derived  showed  that  upon  none  of  them  was  any  sickness  present, 
and  that  it  was  wholly  improbable  that  any  infection  could  have  orig- 
inated there.  Upon  further  inquiry,  it  was  learned  that  among  the 
persons  reported  sick  in  August  was  a  young  man  who  was  admitted  to 
the  Lynn  Hospital  on  August  28.  At  the  time  of  admission  he  was 
doubtless  well  advanced  in  the  disease,  his  temperature  showing  wide 
oscillation.  According  to  his  statement,  he  was  employed  by  the  milk 
dealer  H.  for  a  period  of  two  or  three  weeks,  his  employment  ending 
about  August  10,  and  he  began  to  feel  sick  during  the  following  week. 
While  with  the  milk  dealer  H.  his  duties  included  the  washing  of  milk 
bottles. 

The  facts  revealed  in  this  investigation  lead  to  ihe  conclusion  that 
the  explosive  outbreak  which  attracted  the  attention  of  the  local  authori- 
ties was  due  to  milk  supplied  by  the  milkman  H.,  and  that  the  said  milk 
received  its  infection  upon  H.^s  premises,  and  not  upon  the  premises  of 
any  of  the  producers.  The  cause  of  the  infection  in  the  other  cases  was 
not  determined,  but  they  were  not  more  numerous  than  are  likely  to  be 
found  in  a  population  of  equal  size  at  that  period  of  the  year,  and,  had 
it  not  been  for  the  occurrence  of  the  milk-borne  cases,  it  is  improbable 
that  they  would  have  attracted  special  attention. 

Medway.^ 

Information  received  by  the  Board  early  in  March  led  to  the  imme- 
diate investigation  of  sickness  prevalent  in  a  factory  boarding-house 
in  Medway.  At  the  time  of  the  inquiry  no  cases  of  typhoid  fever  had 
been  reported  to  the  local  health  officials  either  recently  or  for  many 
months. 

Investigation  showed  that  withiu  the  period  February  17-28,  13  of  the 
50-odd  patrons  of  a  boarding-house  conducted  for  the  use  of  the  em- 
ployees of  the  Hirsch  &  Park  straw  hat  factory^  and  known  as  the  Met- 


1  Reported  in  "  Monthly  Bulletin/*  March,  1906. 
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XiaU  House,  had  been  taken  sick.  The  attending  physician  pronounced 
the  iUness  grippe^  her  diagnosis  being  confirmed  by  consultation  with  a 
physician  from  Milford.  Several  of  the  patients  were  said  to  have 
recovered  suflSciently  to  enable  them  to  return  to  their  homes,  while  3  had 
been  removed  to  hospitals  in  Milford.  Two  persons  had  gone  to  their 
homes  in  Maine,  and  of  them  nothing  further  is  known,  excepting  that 
they  were  there  under  treatment  for  typhoid  fever.  Of  the  11  others,  1, 
a  young  man,  was  under  the  care  of  a  Medway  physician,  who  regarded 
the  case  as  one  of  typhoid  fever,  reporting  it  as  such  to  the  local  health 
officials  on  March  4.  The  serum  test  in  this  instance  was  positive,  as  it 
was  also  in  the  case  of  2  patients  who  were  permitted  to  go  to  Swamp- 
scott  with  temperatures  of  104°,  and  who  there  came  under  the  care  of  a 
physician  wh6  at  once  caused  this  test  to  be  applied. 

A  positive  reaction  was  also  yielded  by  the  blood  of  all  of  the  patients 
in  the  Metcalf  House  and  in  the  hospitals  at  Milford. 

One  of  the  patients,  a  young  woman  of  twenty-seven,  who  had  been 
transferred  to  a  private  hospital  in  Milford  on  March  7,  died  after  a  few 
days^  treatment  for  grippe.  Autopsy  showed  the  characteristic  lesions  of 
typhoid  fever. 

The  nature  of  this  outbreak  having  been  established,  effort  was  made 
to  determine  the  vehicle  of  contagion  and  the  source  of  infection. 

The  milk  used  in  the  Metcalf  House  was  derived  from  the  same 
source  as  that  used  in  many  households  in  the  town,  in  none  of  which 
did  cases  of  typhoid  fever  exist. 

The  water  supply  of  the  house  was  found  to  be  from  two  sources:  (1) 
a  well,  situated  under  the  house;  and  (2)  the  Charles  Eiver. 

The  well  in  question  had  been  in  use  up  to  about  February  1,  the 
water  being  employed  for  general  domestic  purposes,  including  drinking. 
On  or  about  February  1  the  use  of  this  water  was  discontinued,  by 
reason  of  its  offensive  odor  and  taste,  and  for  it  was  substituted,  accord- 
ing to  the  statement  of  the  proprietor,  water  from  a  well  near  his  own 
house,  several  hundred  yards  distant. 

Analysis  of  the  water  from  the  well  under  the  Metcalf  House  showed 
it  to  be  extremely  polluted,  and  comparable  with  crude  sewage.  The 
source  of  the  pollution  was  not  apparent.  The  well  is  20  feet  distant 
from  a  cesspool,  but  the  latter  is  fully  drained  and  is  cemented. 

The  water  from  the  Charles  River  is  derived  from  a  main  in  the  neigh- 
boring street,  which  was  laid  several  years  ago  for  fire  protection.  This 
main  is  supplied  by  a  pump  drawing  water  from  a  raceway  which  leads 
from  the  river  just  below  the  Sanford  Mills.  This  water  was  distributed 
from  a  tank  in  the  top  of  the  house  to  the  bath  room  and  the  kitchen.  In 
the  latter  it  flowed  from  a  faucet  in  the  sink.    According  to  the  pro- 
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prietor  and  the  housekeeper,  this  water  was  never  used  for  drinking  pur- 
poses or  for  cooking. 

A  review  of  the  evidence  gathered  in  the  course  of  this  investigation  led 
to  the  following  conclusions :  — 

1.  The  outbreak  was  probably  due  to  a  single  influx  of  infecticm,  for 
nearly  all  of  the  persons  stricken  were  taken  sick  within  a  period  of  ten 
days.    The  date  of  this  infection  must  have  been  on  or  about  February  1. 

2.  The  place  of  infection  was  in  all  probability  the  dining  room  of  the 
Metcalf  House,  because :  — 

(a)  All  of  the  persons  taken  sick  were  boarders  at  this  house,  and 
their  number  includes  several  who  did  not  lodge  in  the  house. 

(b)  A  considerable  number  of  persons  must  have  been  exposed  to 
infection  at  one  and  the  same  time,  for  the  infection  was  single,  and  the 
proportion  of  cases  to  the  boarders  (over  30  per  cent.)  very  large,  im- 
plying the  reception  of  infective  material  by  a  large  number  of  indi- 
viduals. 

(c)  The  only  place  in  which  persons  stricken  could  have  been  so  ex- 
posed was  in  this  dining  room. 

3.  The  vehicle  of  contagion  was  undoubtedly  water,  because :  — 

(a)  Evidence  is  wanting  which  would  point  to  milk  or  ice  as  vehicles, 
for  persons  other  than  the  boarders  at  the  Metcalf  House  using  Tm'llr  and 
ice  from  the  same  sources  as  those  supplying  this  house  were  not  affected. 

(6)  The  sorts  of  food  served  at  the  boarding-house  at  this  season  of 
the  year  were  not  such  as  to  render  infection  through  this  channel  prob- 
able. Oysters  and  other  shellfish  had  not  been  served,  uncooked,  at  the 
house. 

(c)  Polluted  well  water  was  in  use  in  the  house  up  to  within  about 
two  weeks  of  the  outbreak,  and  possibly  less.  This  water  upon  analysis 
showed  the  characteristics  of  crude  sewage. 

(d)  Polluted  water  from  another  source,  the  Charles  River,  was  at  all 
times  available  in  the  house.  At  a  time  when  drinking  water  was  being 
brought  from  a  distance,  the  filling  of  the  water  jar  in  the  dining  room 
from  the  tap  in  the  kitchen  sink  yielding  this  water,  by  an  uninstructed 
or  careless  servant,  was  quite  possible.  Such  an  accident  would  fully 
account  for  the  outbreak. 

4.  The  primary  source  of  infection  in  this  epidemic  cannot  be  abso- 
lutely established.  No  case  of  typhoid  fever  is  known  to  have  existed 
upon  the  premises  of  the  Metcalf  House  prior  to  this  outbreak,  nor  is 
there  evidence  to  show  whether  or  not  any  one  among  the  boarders  con- 
veyed to  the  house  the  infective  material  which  led  to  the  outbreak. 
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Natick,  Needham  and  Wellesley/ 
•During  September  and  October  118  persons  living  in  Natick,  Wellesley 
and  Needham  were  stricken  with  typhoid  fever.  Of  this  number,  105, 
or  89  per  cent.,  were  taken  sick  between  September  9  and  October  13,  a 
period  of  five  weeks.  Fifty-six  of  these  persons  lived  in  Natick,  37  in 
Wellesley  and  25  in  Needham. 

The  general  facts  relative  to  the  incidence  and  the  distribution  of 
these  118  cases  of  typhoid  fever  are  set  forth  in  the  following  table :  — 


TabU  No.  . 

z. 

WsBK  avoura. 

SwnMBBU 

OOTOBBB. 

NOTBM- 

Totia 

No. 
Cases. 

Popnls- 
tionl900. 

Cases 

1. 

s. 

19. 

M. 

M. 

6. 

IS. 

M. 

W7, 

s. 

1«. 

Natick,     .       .       . 
South  Natick, .       . 
WcUealey,      .       . 
Needham, 

1 

8 

8 

7 

4 
3 

2 
14 
6 
7 

11 

6 

4 

8 
8 
9 
8 

6 

1 
8 
9 

1 
S 

8 

2 

- 

40) 

87 

25 

9,488 

6,072 
4.016 

6.2 

7.4 
6.2 

Total,        .       . 

Per  cent,  of  cases 
in  each  week, 

0.8 

8 
2.6 

16 
12.7 

28 
28.7 

21 
17.8 

18 
16.8 

28 

19.6 

4 
8.6 

8 
2.6 

2 

1.7 

- 

118 

18,576 

6.87 

4  cases,— 
8.8   per 
cent. 

106  cases,— 89.0  per 
cent 

9  cases,— 7.7 
percent. 

I,     The  Epidemic  in  Natick. 

Fifty-six  residents  of  Natick  were  stricken  with  typhoid  fever  between 
August  26  and  October  27.  Of  this  number,  16  lived  in  Natick  proper 
and  40  in  South  Natick,  a  small  village  about  one  and  a  half  miles  from 
the  center  of  the  town. 

The  cases  in  Natick  proper  were  distributed  between  August  26  and 
October  13.  Of  the  40  cases  in  South  Natick,  32  (80  per  cent.)  occurred 
between  September  10  and  September  19.  The  epidemic  was  thus  lim- 
ited mainly  to  South  Natick  and  was  distinctly  explosive  in  character. 
(See  Pig.  1.)  Nearly  all  of  the  families  in  which  typhoid  fever  occurred 
lived  in  that  part  of  South  Natick  which  lies  between  Eliot  Street,  the 
Charles  Eiver  and  the  Wellesley  town  line.  Additional  facts  relative  to 
the  occurrence  of  the  cases  in  South  Natick  are  as  follows :  — 

1  Beported  In  *<  Monthly  Bnlletin,**  October,  1906. 
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No. 

No. 

HOQMfaoldS. 

IndiTidiala. 

8 

9 

2 

4 

4 

8 

1 

8 

10 

34 

16 

16 

Hoaseholds  In  which  two  or  more  oasee  of  tjphold  fever  occorred 
2  primary  cases  followed  by  1  secondary, 

1  primary  case  followed  by  1  secondary, 

2  primary  cases, 

8  primary  cases 

Households  in  which  but  one  case  of  typhoid  fever  occurred. 
Total, 


40 


It  thus  appears  that  the  40  eases  of  typhoid  fever  in  South  Natiek 
were  distributed  among  26  families;  that  but  6  of  the  cases  were  sec- 
ondary; and  that,  of  these  6,  only  2  occurred  during  the  period  Sep- 
tember 10-29. 

The  16  cases  of  typhoid  fever  in  Natick  proper  occurred  in  14  house- 
holds, 3  of  them  being  in  the  same  family.  All  were  primary.  The 
-distribution  of  the  cases  was  widespread. 

It  does  not  appear  that  any  of  the  victims  of  the  epidemic  in  this 
locality  acquired  typhoid  fever  while  living  elsewhere. 

Water  Supply.  —  The  water  used  by  the  stricken  persons  in  practically 
every  instance  was  derived  from  the  public  supply. 

MUh.  —  Of  the  40  victims  who  lived  in  South  Natick,  32  (80  per 
cent.)  bought  milk  from  the  same  dealer,  "B.^*  This  number  includes 
80  per  cent,  of  the  persons  taken  sick  between  September  10  and  Sep- 
tember 29.  The  outbreak  of  typhoid  fever  here  was  therefore  chiefly 
among  the  customers  of  this  milkman.  The  following  table  showB  the 
number  of  individuals  in  South  Natick  who  were  taken  sick  during  each 
week  of  the  epidemic,  grouped  according  to  the  source  of  their  milk 
supply :  — 

TabU  No.  2. 


Milk  Dbalu. 

Prirate. 

Un- 
knowiL 

Wkbk  SNDnro. 

A. 

B. 

D. 

L. 

Total.  1 

September  1, 
September  8, 
September  16, 
September  22, 
September  29, 
OcJober  6,    . 
October  13,    . 
October  20,  . 
October  27,   . 

2 
1 

11 
11 

1 

1 

1 
1 

1 

14 
11 

Total,      . 

8 

82 

1 

1 

2 

1 

40 

The  16  victims  living  in  Natick  proper  obtained  their  milk  from  8 
different  dealers.    Four  were  supplied  by  "  D,"  3  by  "  F/'  3  by  ''  Q ''  and 
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2  by  "  H/^  Four  persons  were  supplied  by  4  other  dealers,  "  I/^  "  J," 
0  *^  and  "  E/^  The  3  persons  supplied  by  "  G  ^'  were  members  of  the 
same  family,  and  were  taken  sick  October  6,  7  and  13.  It  was  alleged 
that  these  3  persons  on  or  about  September  25  drank  milk  from  another 
dealer,  "A/' 

II,  The  Epidemic  in  Wellesley. 

In  Wellesley  37  cases  of  typhoid  fever  occurred  during  September  and 
October.  Twenty-eight  persons  (80  per  cent.)  were  taken  sick  between 
September  17  and  October  13;  15  were  stricken  during  the  period  Sep- 
tember 9-29 ;  5  cases  occurred  after  October  13. 

Twenty-one  of  the  victims,  including  15  employees,  were  persons  con- 
nected with  Wellesley  College.  All  of  these  individuals  took  one  or  more 
of  their  meals  at  the  college. 

Two  persons,  and  possibly  a  third,  acquired  the  disease  while  living 
elsewhere  than  in  Wellesley.  Pour  cases  of  typhoid  fever  occurred  in 
households  where  the  disease  was  already  present,  and  were  undoubt- 
edly secondary. 

Water  Supply.  —  All  of  the  persons  stricken  in  Wellesley  either  regu- 
larly used  or  had  access  to  water  from  the  public  supply. 

Milk  Supply.  —  The  source  of  the  milk  used  by  the  37  victims  was 
ascertained  in  all  but  2  cases.  Thirty-one  used  milk  from  dealer  '^A.'^ 
Ten  of  the  persons  using  this  milk  received  it  at  their  homes  as  in- 
dividual customers;  21  had  access  to  it  at  Wellesley  College,  which  was 
supplied  by  dealer  ''A.'^  Four  victims  obtained  their  milk  from  as 
many  different  milkmen,  "D,''  ''E/'  "N''  and  "Q,''  and,  of  these 
persons,  2  (supplied  by  ^^N"'^  and  "Q^^)  were  probably  infected  else- 
where than  in  Wellesley. 

It  thus  appears  that  a  large  proportion  of  the  Wellesley  victims  ob- 
tained their  milk  from  the  same  source,  dealer  ''  A.'*  Excluding  the  2 
cases  in  which  infection  took  place  out  of  town,  and  2  in  which  the 
source  of  milk  supply  was  not  determined,  31  out  of  33  (94  per  cent) 
of  the  persons  stricken  had  access  to  the  milk  supplied  by  dealer  '*A.'' 
This  dealer,  besides  supplying  Wellesley  College,  distributed  milk  to 
about  30  individual  customers  in  Wellesley. 

III.  The  Epidemic  in  Needham. 

In  Needham  25  persons  were  stricken  with  typhoid  fever  between 
September  15  and  October  13.  Thirteen  of  these  were  taken  sick  within 
the  nine  days  September  16-24,  and  12  within  the  eleven  days  October 
2-13.  Of  the  latter,  4  lived  in  Highlandville.  With  the  exception  of 
these,  all  of  the  victims  were  residents  of  the  main  village  of  Needham. 
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In  no  instance  was  it  clear  that  the  disease  had  been  acquired  out  of 
town.    One  case  was  undoubtedly  secondary. 

Water  Supply.  —  Practically  all  of  the  victims  used  or  had  access  to 
the  public  supply. 

Milk  Supply,  —  Nineteen  persons  bought  milk  from  dealer  '^  C/*  one 
of  the  chief  distributers  in  the  village.  Three,  all  residents  of  High- 
landviUe,  were  supplied  by  dealer  "E.'*  The  remaining  2  victims  ob- 
tained their  milk  from  two  dealers,  "K,^'  who  kept  but  one  cow,  and 
sold  milk  to  a  few  customers  only,  and  "  P.^'  One  of  the  stricken  per- 
sons used  milk  from  a  private  supply,  but  asserted  that  occasional  use  had 
been  made  of  milk  from  a  store  which  was  supplied  by  dealer  *'C.'* 

IV,      The  Epidemic  as  a  Whole. 

The  fact  that  the  outbreak  of  typhoid  fever  in  the  three  communities 
was  practically  simultaneous  suggests  that  what  might  appear  to  be 
three  epidemics  constituted  essentially  one. 

By  reference  to  Table  No.  1  it  will  be  seen  that  89  per  cent,  of  the 
cases  occurred  between  the  week  of  September  16  and  that  of  October 
13,  and  that  during  this  period  the  disease  reached  its  maximum  degree 
of  prevalence  in  each  of  the  three  towns. 

The  accompanying  chart  (Fig.  1)  shows  the  explosive  nature  of  the 
outbreak,  and  indicates  the  time  relation  between  the  epidemics  in  the 
several  localities.  The  curves  in  this  figure  are  based  on  the  number  of 
persons  taken  sick  in  each  locality,  by  weeks. 

From  this  it  appears  that  the  outbreak  was  most  pronounced  in  South 
Natick,  and  that  here  it  reached  its  climax  about  September  20,  rapidly 
declining  thereafter.  In  Wellesley  the  epidemic  was  somewhat  more 
gradual  in  its  development,  not  reaching  its  maximum  until  October, 
and  persisting  well  into  that  month.  In  Needham  there  seem  to  have 
been  two  outbreaks,  separated  by  an  interval  of  about  one  week.  It  is 
worthy  of  note  that,  of  the  9  cases  constituting  this  second  outbreak,  3 
were  in  a  part  of  the  town  remote  from  that  in  which  the  epidemic 
originated,  and  1  was  secondary.  In  Natick  proper  the  prevalence  of 
typhoid  fever  was  at  no  time  sufficiently  marked  to  warrant  its  being 
regarded  as  epidemic. 
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FiQ.  l.~  Weekly  Incidence  of  cases  In  South  Natlck,  Natlck, 
Wellesley  and  Needhani. 
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Age  and  Sex.  —  The  age  and  the  sex  of  the  stricken  persons  is  shown 
hy  the  following  table :  — 

TabU  No.  3. 
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16 
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8 
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82 

84 

Welleiiey, 

. 

2 

8 

1 

8 

18 

4 

2 

_ 

9 

87 

12 

25 

Needham, 
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2 

S 

4 

1 

6 

5 

- 
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- 

8 

2& 
118 

11 

14 

Total, 

- 

U 

14 

10 

11 

84 

IS 

7 

8 

- 

16 

78 

The  proportion  of  cases  to  population  was  nearly  the  same  in  all  three 
towns.  In  Natick  and  in  Needham  there  were  6.2  cases  per  1,000  popu- 
lation ;  in  Wellesley,  7.4  cases. 

Milk  Supply,  —  The  milk  supply  of  Ihe  persons  stricken  in  this  epi- 
demic was  investigated,  and  the  source  ascertained  in  nearly  every  in- 
stance. 

In  the  following  table  the  several  dealers  from  whom  the  victims 
obtaiued  their  milk  are  designated  by  letters,  opposite  which  ate  indi- 
cated the  number  of  persons  in  each  locality  who  obtained  milk  from 
the  source  specified.  This  table  further  shows  the  proportion  to  the 
whole  number  of  cases  of  the  number  among  the  users  of  milk  from  a 
given  source. 

TabU  No.  4. 


SouBCB  ov  Milk  Svfplt. 


Katiok,  Booth 
Natiok. 


Wdllealey. 


Needham. 


Total. 


PflfT  Cant,  of 
Whole  Number. 


A, 

B,l      .  . 

0.1      .  . 
D,i     . 

s»*  •  • 

r, 

G.     .  . 

H.i     . 

I  •;  ; 

!■:  : 

?;,  :  : 

i   :  : 

Private,  . 
Undetennined, 

Total, . 


8 

82 


81 

8 
2 
1 

1 


81 


19 
8 


84 
82 
19 
6 
4 
8 
8 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
8 
8 


28.8 
27.1 
16.1 
4.2 
8.4 
2.6 
2.6 
1.7 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
0.8 
2.6 
2.6 


66 


87 


26 


118 


100.0 


1  Wholesale  customers  of  *'  A,"  either  regular  or  oocaslonal. 

I  Members  of  same  family;  all  drank  milk  from  "  A  *'  about  September  26. 

Milk  supply  of  victims  according  to  source  and  locality. 
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Prom  this  it  appears  that  dealers  *'  A/'  ^'  B  ^^  and  ''  C  ^^  together  fur- 
nished the  milk  used  by  86  victims,  or  72  per  cent,  of  the  whole  number, 
while  the  remaining  33  obtained  their  milk  from  17  diflferent  dealers. 

It  was  ascertained  that  both  "  B  '^  and  '*  C  *'  regular^  purchased  milk 
at  wholesale  from  '*  A,''  and  that  6  more  of  the  milkmen  concerned  in 
the  epidemic  were  occasional  purchasers  from  this  source.  The  7  dealers 
who  so  purchased  are  indicated  in  the  preceding  table.  The  total  num- 
ber of  victims  who  obtained  milk  from  ^^  A,'^  or  from  any  of  the  dealers 
who  purchased  at  wholesale  from  him,  was  98,  which  is  83  per  cent,  of 
the  whole  number. 

The  following  table  presents  figures  showing  the  number  of  cases  of 
typhoid  fever  among  the  patrons  of  "  A,'*  or  of  the  several  dealers  who 
obtained  a  part  of  their  milk  supply  from  him,  grouped  according  to 
locality,  together  with  percentages :  — 


Table  No.  5.  ' 

PLAOa. 

Total 

No. 

CaMa. 

SotJBoa  A. 

Souaca  B. 

Soxraoa  0. 

D.B.H.I.P. 

Total 
Percent 

these 
Sources. 

No. 

Per 
Cent. 

No. 

Per 

Cent. 

No. 

Per 
Cent. 

No. 

Per 
Cent. 

Nattck, 

South  Natick,      . 
WeUesley.    .... 
Needham,    .... 

16 
40 

26 

8 
81 

6.4 
88.7 

82 

80.0 

19 

76.0 

7 
1 
1 
4 

48.7 
2.6 
2.7 

16.0 

48.7 
88.9 
86.4 
92.0 

Total  number  caies,    . 
Number  auppUed  by  "  A," 
etc. 

112 
98 

84 

28.8 

82 

27.1 

19 

16.9 

18 

11.0 

88.0 

Number  of  persona  who  obtained  milk  from  *'  A  "  or  from  dealers  who  purchased  from  **  A.** 

The  accompanying  chart  (Fig.  2)  shows  in  graphic  form  essentially 
the  data  contained  in  the  preceding  table.  The  double-hatched  area  indi- 
cates the  number  of  victims  who  were  supplied  with  milk  by  "  A  '*  or  by 
the  dealers  who  purchased  from  him. 

The  evident  importance  of  the  dairies  of  '*  A,*'  '*  B  '^  and  "  C  as 
possible  factors  in  the  epidemic  caused  them  to  be  carefully  inspected. 

The  dairy  of  ^'  A  ^*  was  found  to  be  a  large  and  well-conducted  farm, 
situated  in  South  Natick.  The  yield  of  milk  from  this  dairy  on  Sep- 
tember 1  was  about  60  cans  a  day.  Of  this  amount,  16  cans  a  day  were 
sent  to  Wellesley  College,  about  6  cans  a  day  were  distributed  to  indi- 
vidual retail  customers  in  Wellesley,  some  3  cans  a  day  were  consumed 
on  the  farm,  and  the  remainder  was  in  large  part  sold  by  the  can  to 
various  milk  dealers  who  distribute  in  South  Natick,  Natick,  Needham, 
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Newton  and  Brookline.  No  record  was  kept  of  these  sales,  the  milk 
being  paid  for  when  taken.  It  was  therefore  impossible  to  determine 
the  dates  upon  which  these  wholesale  customers  bought  milk,  or  the 
number  of  cans  purchased.  It  appears,  however,  that  "  B  '^  and  ^'  C  '^ 
were  daily  customers,  and  that  "  A  ^^  supplied  to  each  from  2  to  3  cans 
of  milk  a  day.  The  other  wholesale  purchasers  bought  from  2  to  10 
cans  at  a  time,  and  at  irregular  intervals. 

The  milk  at  the  dairy  of  ^'  A  **  is  handled  in  a  milk  room  adjoining 
one  of  the  bams,  and  distant  about  forty  feet  from  the  dwelling  house. 
This  room  is  fairly  well  appointed,  and  at  the  time  of  inspection  was 
clean.  In  this  room  the  milk  is  strained,  cooled  by  an  aerator  and 
again  strained  into  a  large  mixing  tank,  whence  it  is  drawn  into  the  caJi. 
Wholesale  purchasers  furnish  their  own  cans,  which  are  filled  from  this 
tank.  The  milk  is  handled  by  five  men,  —  four  milkers  and  a  foreman 
in  charge  of  the  milk  room.  The  milk  utensils  are  washed  by  the  fore- 
man in  the  milk  room.  The  water  on  the  premises  is  from  the  public 
supply. 

It  was  ascertained  that  at  the  time  of  inspection,  September  26,  all 
of  the  persons  employed  upon  this  farm  were  healthy.  As  a  matter  of 
precaution,  the  agglutiuative  test  was  applied  to  the  blood  of  each  of 
the  five  men  who  handled  the  milk,  with  negative  results.  It  appeared, 
however,  that  a  young  woman  who  had  served  as  a  waitress  in  the  em- 
ployees' dining  room  since  July  5  had  been  taken  sick  September  16. 
She  continued  at  her  work  until  September  20,  when  she  returned  to 
her  home  in  Boston.  A  day  or  two  later  she  was  admitted  to  the  Boston 
City  Hospital,  with  a  diagnosis  of  typhoid  fever.  The  agglutinative  test 
was  positive  on  the  day  of  her  admission  to  the  hospital. 

Inquiry  alike  from  this  young  woman  herself  and  from  the  employees 
on  the  farm  showed  that  her  duties  did  not  include  any  of  the  procedures 
relative  to  the  handling  of  the  milk  or  of  the  milk  utensils.  The  box 
privy  used  by  this  person  was  not  disinfected  until  after  September  26. 

The  sale  of  mUk  to  other  dealers  was  discontinued  at  this  dairy  after 
September  23,  the  product  after  that  date  being  distributed  to  Wellesley 
College  and  to  retail  customers  in  Wellesley. 

The  dairy  of  "  B,*'  situated  in  South  Natick,  produced  about  20  cans 
of  milk  a  day.  The  proprietor  supplemented  this  by  from  2  to  3  cans  a 
day  purchased  from  the  dairy  of  "  A,''  the  milk  being  distributed  to  about 
126  customers  in  South  Natick.  The  proprietor  stated  that  the  purchased 
milk  was  not  mixed  with  that  produced  by  the  dairy.  Investigation  on 
September  26  showed  no  illness  on  the  premises,  and  yielded  no  history 
of  typhoid  fever.  The  conditions  here  were  found  to  be  unsatisfactory 
for  the  proper  handling  of  milk,  but  the  proprietor  at  this  time  was 
making  improvements. 
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One  of  the  earliest  victims  in  South  Natick,  who  was  taken  sick  Sep- 
tember 10,  lived  near  this  dairy,  but  there  was  no  evidence  to  show  that 
she  could  have  infected  the  milk  in  any  way.  The  family  of  which  this 
person  was  a  member  was  supplied  with  milk  from  their  own  cow. 

Three  members  of  the  family  of  "  B  ^^  were  subsequently  stricken  with 
typhoid  fever,  one  on  September  27,  one  on  October  3  and  a  third  on 
October  23.  The  milk  from  "  B's  *'  dairy  was  excluded  from  the  Wellesley 
market  by  the  local  board  of  health  about  September  28. 

The  dairy  of  "C,^^  a  farm  situated  in  Needham,  produced  about  18 
cans  of  milk  a  day,  an  amount  which  was  supplemented  by  from  2  to  3 
cans  a  day  purchased  from  the  dairy  of  "  A.'^  It  was  alleged  that  this 
auxiliary  supply  was  not  mixed  with  the  local  product.  The  milk  was 
distributed  to  about  300  customers,  chiefly  in  Needham.  The  premises 
were  found  to  be  in  a  satisfactory  condition.  It  could  not  be  ascertained 
that  any  illness  was  then  present,  or  that  any  one  living  there  within 
recent  months  had  been  sick. 

It  was  learned  that  a  part  of  the  product  of  this  dairy,  8  cans  of  morn- 
ing's milk,  had  for  many  weeks  been  sent  daily  to  the  Convalescent  Home 
of  the  Children's  Hospital,  at  "Wellesley  Hills,  at  which  during  Sep- 
tember there  were  from  40  to  60  children.  No  cases  of  typhoid  fever 
occurred  among  these  children. 

V.    Summary.  —  Conclusions, 

A  review  of  the  evidence  yielded  by  the  investigation  of  this  epidemic 
shows  that  a  large  number  of  persons  living  in  three  separate  communi- 
ties were  stricken  with  typhoid  fever  within  a  relatively  short  period ;  in 
other  words,  that  the  outbreak  was  explosive,  and  at  the  same  time  wide- 
spread. It  further  shows  that  a  very  large  proportion  of  the  victims  were 
users  of  milk  sold  by  dealers  who  obtained  a  part  of  their  supply  from  a 
common  source,  the  dairy  of  "  A,'*  and  that  among  the  employees  of  this 
dairy  a  case  of  typhoid  fever  occurred  about  the  middle  of  September. 

The  evidence  at  hand  leads  to  the  following  conclusions  relative  to  the 
cause  of  this  epidemic :  — 

1.  The  victims  must  have  acquired  infection  through  a  medium  com- 
mon to  the  three  communities  in  which  they  lived.  The  only  such 
medium  demonstrable  is  the  milk  derived  from  the  dairy  of  "A,'*  as 
distributed  either  directly  from  this  source  or  through  the  hands  of  other 
milk  dealers. 

2.  The  initial  infection  of  this  milk  must  have  occurred  on  or  about 
September  1.  The  earliest  victims  of  the  epidemic  were  stricken  on 
September  10,  and  the  minimum  period  of  incubation  in  typhoid  fever 
is  about  ten  days.    The  period  within  which  this  milk  was  infective  was 
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not  prolonged;  this  fact  is  demonstrated  by  the  explosive  character  of 
the  outbreaJ^ 

3.  The  source  of  infection  was  probably  the  person  employed  as  a 
waitress  at  the  dairy  of  "  A/.'  Although  no  satisfactory  proof  exists  of 
the  manner  in  which  infection  of  the  milk  may  have  occurred  from  this 
source,  there  is  strong  evidence  that  opportunity  was  not  lacking.  The 
fact  that  this  individual  showed  no  symptoms  until  September  16  does 
not  prove  that  she  may  not  have  been  a  source  of  infection  for  a  number 
of  days  prior  to  that  date,  while  the  additional  fact  that  the  origin  of 
her  own  infection  is  not  demonstrable  subtracts  nothing  from  the  im- 
I)ortance  of  her  case  as  a  factor  in  the  epidemic. 

This  epidemic  is  instructive,  as  showing  the  possible  results  of  the 
accidental  infection  of  milk  with  typhoid  bacilli,  and  of  the  importance 
attaching  to  the  protection  of  market  milk  from  such  accidents. 

Stockbridge.i 

Duriug  July  and  August,  21  cases  of  diphtheria,  chiefly  in  children, 
were  reported  in  Stockbridge,  in  that  portion  of  the  town  known  as  the 
Furnace  District,  a  community  of  16  dwelling-houses,  to  9  of  which 
the  cases  were  confined. 

An  investigation  made  by  an  agent  of  the  State  Board  of  Health,  at 
the  request  of  the  local  board,  shows  that  the  spread  of  the  contagion 
was  undoubtedly  due  to  the  premature  release  from  quarantine  of 
patients  who  were  not  yet  free  from  diphtheria  bacilli.  In  proof  of  this 
is  the  fact  that  in  at  least  5  instances  another  member  of  the  same  house- 
hold was  taken  sick  within  a  few  d^ys  after  a  patient  had  been  released 
from  quarantine  and  allowed  to  mingle  freely  with  his  family. 

The  outbreak  clearly  demonstrates  the  importance  of  continuing  quar- 
antine upon  patients  with  diphtheria,  imtil  it  is  certain  that  they  are 
no  longer  capable  of  conveying  infection  to  others.  In  this  instance, 
the  patients  were  released  as  soon  as  their  throats  appeared  to  the  eye 
to  be  normal,  and  this  was  after  an  interval  of  from  eight  to  twenty-one 
days  subsequent  to  the  onset  of  the  disease. 

There  is  no  method  of  determining  with  certainty  when  a  convalescent 
patient  is  free  from  the  diphtheria  bacilli  other  than  bacteriological 
examination  of  the  throat,  and,  in  some  instances,  of  the  nose.  To 
make  release  from  quarantine  conditional  upon  a  negative  report  of  such 
examination  is  by  far  the  most  effectual  method  which  can  be  adopted 
by  the  health  authorities  of  cities  and  towns  for  the  prevention  of  the 
spread  of  this  disease. 

1  Reported  in  **  Monthly  Bulletin/'  Augnst,  1906. 
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The  number  of  deaths  in  the  State  in  1906  was  60,486,  which  was 
equivalent  to  a  death-rate  of  16.81  per  1,000  upon  the  census  population 
of  3,003,680. 

The  mean  death-rate  of  the  four  years  1902,  1903,  1904  and  1906  was 
16.26,  the  same  as  for  the  four  years  1901-04,  which  was  much  less  than 
that  of  any  four  successive  years  since  the  beginning  of  registration  in 
1842. 

The  following  figures  are  presented  for  the  ten  years  ended  with 
1906 :  — 

MMsachusetts. 


Tbam. 

Popu]»tlon.i 

Deaths. 

Death- 
rates. 

TlAM. 

1 

Poimlation.1 

Deaths. 

Death: 
rates. 

1896.  . 

9,668.448 

49,381 

19.90 

1901,  . 

2.870.710 

48,275 

16.82 

1897,  . 

2,618,061 

47,419 

18.11 

1902,   . 

2.987.600 

47,491 

16.17 

1896,  ..        . 

2,679,049 

46,761 

17.46 

1908,   . 

8.006.040 

49,064 

16.82 

1899,  . 

2,741,470 

47,710 

17.40    ! 

1904,  . 

3,076,088 

48,482 

16.76 

1900,  . 

2,806,846 

61,156 

18.24    j 

1905,  . 

8,003,680 

50,486 

16.81 

1  Population  estimated  for  Intercensal  years. 

Infective  Diseases. 

The  death-rate  from  the  principal  infective  diseases  in  1906  was  gen- 
erally higher  than  that  of  the  previous  year.  There  was  an  increase  in 
the  number  of  deaths  from  cancer,  cerebro-spinal  meningitis,  whooping 
cough,  pneumonia,  typhoid  fever,  measles  and  cholera  infantum,  and  a 
decrease  in  the  deaths  from  consumption,  smallpox,  diphtheria,  scarlet 
fever  and  dysentery. 

The  deaths  and  death-rates  from  each  of  the  foregoing  diseases  in  the 
past  five  years  are  shown  in  the  following  table :  — 
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Deaths  and  Death-rates  from  Certain  Diseases  in  Massachusetts,  1901-1905. 


Smallpox, 
Diphtheria,      . 
Scarlet  fever,  . 
Typhoid  fever. 
Measles,   . 
Cholera  Infantum,  . 
Consumption,  . 
Dysentery, 
Whooping  coagh, 
Pneumonia,     . 
Cancer,     . 
Cerebro-splnal  meningitis. 


97 

1,166 

885 

661 

ITS 

S,705 

5,083 

228 

210 

4,772 

2,060 

177 


IS. 


.84 

4.06 
1.34 
1.93 

.60 
9.43 
17.54 

.78 

.73 
16.62 
7.26 

.62 


284 

878 

818 

688 

833 

3,157 

4,685 

193 

337 

4,583 

2,141 

165 


11 


.97 

2.97 

1.07 

1.83 

1.13 

10.75 

15.95 

.66 

1.16 

16.60 

7.29 

.56 


22 

869 

610 

627 

247 

2,469 

4,581 

188 

619 

5,190 

2,243 

166 


II 


.07 
2.89 
1.70 
1.76 

.82 
8.21 
16.07 

.68 

1.73 

17.27 

7.46 

.52 


188 

468 

160 

2,297 

4,874 

184 

117 

5,100 

2,421 

165 


II 


.03 
2.27 

.45 
1.51 

.62 
7.47 
16.84 

.60 

.88 
16.68 
7.87 

.54 


2 

652 

117 

620 

177 

2,617 

4,702 

1S2 

218 

5,878 

2,601 

560 


II 


.007 

2.17 

0.39 

1.78 

0.59 

8.72 

15.67 

00 

78 

17.98 

8.88 

1.87 


In  the  following  table  a  balance  is  presented  between  the  deaths  from 
the  principal  infective  diseases  in  the  two  years  1904  and  1905,  by 
which  it  appears  that  the  sum  of  the  deaths  from  these  twelve  causes  in 
1905  was  higher  by  999  than  those  of  1904  from  the  same  causes :  — 

Deaths  from  Certain  Infective  Diseases  in  1904  and  1905, 


DusAsn. 


lOM.  1909.         Inoreaae.      Decrease. 


Smallpox,   ... 
Dip  htherla  and  croup , 
Scarlet  fever. 
Typhoid  fever,   . 
Measles,      .       .       .       . 
Cholera  Infantum, 
Consumption,     . 
Dysentery, .       .       .       . 
Whooping  cough. 
Pneumonia, 

Cancer,       .       .       .       . 

Cerebro-splnal  meningitis, 

Totals,  .       .       .       . 


188 

468 

160 

2,297 

4,874 

184 

117 

6,100 

2,421 

165 


16,627 


2 

652 

117 

520 

177 

2,617 

4,702 

182 

218 

6,878 

2,601 

660 


67 
17 
820 


101 

278 

80 

395 


17,626 


1,248 


47 
21 


172 
2 


249 
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Infant  Mortality. 

The  rate  of  infant  mortality  during  the  year  1906  was  somewhat 
higher  than  that  which  prevailed  during  the  four  years  1901,  1902,  1903 
and  1904,  it  being  141.4  for  the  year  1906,  as  compared  with  133.6  for 
1904,  139.6  for  1903,  140.4  for  1902  and  137.2  for  1901. 

The  total  number  of  births  which  occurred  during  the  year  ended  June 
30,  1906,  was  74,387,  and  the  total  deaths  under  one  during  the  year 
ended  Dec.  31,  1906,  were  10,619. 

For  the  sake  of  accuracy  the  death-rate  of  infants  under  one  year  old 
is  obtained  by  comparing  the  deaths  of  such  infants  occurring  in  a  year 
with  the  mean  number  of  infants  under  one  living  throughout  a  year, 
and  this  number  must  "lie  between  the  annual  number  of  births  and 
that  number  diminished  by  the  deaths  under  one.  It  would  be  nearer  the 
latter  than  the  former  number  on  account  of  the  excess  of  deaths  in  the 
first  months  of  life"  (Dr.  Fair).  In  the  following  table  the  births  in 
the  first  line  are  those  which  occurred  between  July  1,  1896,  and  June  30, 
1896,  inclusive,  and  so  on  through  the  table,  the  births  in  the  last  line 
being  those  for  the  year  ended  June  30,  1906. 

The  deaths  under  one  in  the  same  table  are  those  of  the  calendar  years 
ended  Dec.  31,  1896,  1897,  etc.  The  births  during  these  ten  years  were 
727,324,  and  the  deaths  under  one  year  were  106,367,  which  is  equivalent 
to  an  infant  mortality-rate  of  146.2  per  1,000  births  for  the  decade.  The 
last  half  of  the  period  shows  a  substantial  gain  over  the  first  half,  since 
the  infantile  death-rate  in  the  last  five  years  was  138.4  per  1,000  births, 
as  compared  with  164.2  in  the  first  five  years. 

Infant  Mortality,  Massachusetts:  1896-1905,  Ten  Tears, 


Birthain 

Tear  ending 

June  30. 

Deatha 

under  One 

Year. 

Death-rate 

under  One 

Year  per 

1,000  Births. 

Tbass. 

Birthain 

Tear  ending 

June  30. 

under  One 
Tear. 

Death-rate 

under  One 

Tear  per 

1,000  Births. 

1896,  .        . 

1897,  . 

1898,  . 

1899,  . 

1900,  . 

70,167 
72,678 
78.868 
71,166 
72,480 

11.766 
10,761 
11.012 
10,632 
11.600 

167.7 
148.1 
149.1 
148.0 
160.0 

1901.  . 

1902.  . 
1908.     . 
1904.     . 
1906,     . 

72,569 
71,770 
78.618 
74,791 
74,887 

9,962 
10,076 
10.269 

9,992 
10.619 

187.2 
140.4 
189.6 
188.6 
141.4 

Total  births  in  ten  years  ended  June  80, 1905. 727.824. 

Total  deaths  under  one  In  ten  years  ended  Dec.  81, 1905, 106,867. 

Mean  infantile  death-rate,  146.2  per  1,000  births. 


Smallpox. 
During  the  years  1901-03,  smallpox  became  epidemic  to  an  imusual 
degree,  but,  owing  to  the  vigorous  and  painstaking  measures  employed,  in 
the  years  1904  and  1906  it  assumed  practically  the  conditions  which 
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prevailed  in  the  two  years  immediately  preceding  those  of  the  epidemic. 
The  fataliiy  from  this  disease  was  4.6  per  cent,  in  1905,  9  per  cent  in 

1904  and  3.3  per  cent,  in  1903.  The  fatality  in  1902,  when  the  epidemic 
was  at  its  height,  was  11.9  per  cent. 

The  total  number  of  cases  reported  to  this  Board  during  the  year 

1905  was  44,  and  the  deaths  from  this  cause  were  2.  Of  this  number,  28 
eases  were  those  of  males,  with  2  deaths,  and  16  were  of  females,  with  no 
deaths. 

In  the  five  years  1901-06,  3,644  cases  had  been  reported  to  the  State 
Board  of  Health,  with  405  deaths,  making  a  fatality  of  11.1  per  cent 
In  1899  there  were  105  cases  reported,  with  14  deaths,  and  in  1900,  104 
cases,  with  3  deaths ;  the  fataliiy  for  these  years  being,  respectively,  13.3 
per  cent,  and  2.9  per  cent. 

In  1905  the  largest  number  of  cases  occurred  during  the  month  of 
May,  14  being  reported  for  that  month.  Only  1  case  each  was  reported 
in  July  and  October,  and  none  during  the  months  of  March,  November 
and  December. 

The  following  table  shows  the  prevalence  of  the  disease  by  months 
during  the  year  1906 :  — 


Caaet. 

Death!. 

Cases. 

Deaths. 

January,       .... 

11 

1 

J«iy 

1 

_ 

rebruary 

8 

- 

Angust,         .... 

S 

- 

March 

- 

- 

September,    .... 

2 

- 

April 

2 

1 

October 

1 

- 

May 

14 

- 

November,    .... 

- 

- 

June, 

7 

- 

December,     .... 

- 

- 

Of  the  44  cases  reported  to  the  Board,  the  largest  number,  22,  occurred 
in  Lowell.  The  following  table  shows  the  distribution  of  this  disease 
among  the  cities  and  towns  of  the  State,  together  with  the  number  of 
deaths  in  each :  — 


Reported 
Gases. 

Deaths. 

Reported 
Cases. 

Deaths. 

Lowell, 

Lawrence 

Boston,         .... 
Everett 

22 
6 
6 
8 
3 

1 
1 

Hyde  Park 

Haverhill 

Lynn. 

New  Bedford,       . 

Totals 

2 

1 
1 
1 

- 

Qulncy,         .... 

U 

2 
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The  following  summary  presents  the  number  of  reported  cases  and 
deaths  in  each  year  for  the  twenty-three  years  1883-1905 :  — 


Summary  of  Several  Years,  1883-1905. 

TSASS. 

Cases. 

Deaths. 

TiABS. 

Cases. 

Deaths. 

1888 

21 

5 

1896, 

6 

1884,        

9 

8 

1897 

18 

4 

1885,        

32 

19 

1898 

12 

_ 

1886, 

2 

- 

1899,        

105 

14 

1887.        

18 

8 

1900,        

104 

8 

1888,         

82 

9 

1901 

778 

101 

1889,         

16 

6 

1902,        

2,805 

274 

1890,        

6 

1 

1908,        

417 

191 

1891,        

5 

8 

1904,        

100 

9 

1892, 

19 

2 
9 

1905 

44 

2 

Itf98,        ..... 

45 

1894 

185 

88 

Totals,     .... 

4,278 

519 

1895,        

1 

~ 

1  Four  of  these  deaths,  which  occurred  In  the  first  days  of  January,  1908,  were  those  of  cases 
reported  in  December,  1902,  and  in  reckoning  the  fatality  of  cases  should  be  classed  with  the  deaths 
of  1902. 

The  total  number  of  reported  cases  in  the  twenty-three  years  was 
4,273  and  the  deaths  of  these  were  519,  or  12.1  per  cent. 

The  following  table  presents  the  data  obtained  from  the  returns  re- 
ceived since  and  including  1888.  The  returns  made  previous  to  that  date 
did  not  contain  information  of  a  sufficiently  definite  character  to  be 
included  in  this  summary. 

Smallpox  in  Massachusetts  by  Ages,  and  with  Reference  to  Vaccination, 

1888-1905. 


VAccnrATSD. 

UlTTACOXirATBD. 

XJotcrowk. 

Total. 

Pbeiods. 

Cases. 

Deaths. 

Cases. 

Deaths. 

Gases. 

Deaths. 

Oases. 

Deaths. 

0-1  year, 

6 

. 

180 

46 

2 

. 

187 

46 

1-5  years, 

87 

- 

491 

66 

4 

1 

532 

57 

6-10  years. 

89 

— 

272 

8 

9 

— 

820 

8 

10-15  years, 

49 

- 

184 

4 

2 

- 

185 

4 

16-20  years. 

95 

8 

255 

17 

6 

2 

856 

22 

20-80  years, 

455 

29 

575 

79 

21 

5 

1,051 
795 

113 

80-*0  years, 

R06 

44 

282 

65 

7 

1 

100 

4(WK)  years. 

815 

80 

180 

84 

8 

- 

458 

64 

Over  50  years, 

212 

88 

65 

17 

8 

1 

280 

56 

14 

- 

12 

5 

10 

- 

86 

5 

Totals, 

• 

1,727 

144 

2,896 

821 

72 

10 

4,195 

475 

Consumption. 
The  total  number  of  deaths  from  this  cause  registered  in  1905  was 
4,702,  a  decrease  of  172  deaths  from  the  number  of  deaths  occurring  from 
this  disease  in  1904,  and  171  more  than  occurred  from  the  same  disease 
in  1903.  The  death-rate  from  consumption  w^s  less  in  1905  than  that 
of  any  year  of  record,  except  that  of  1903. 
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The  following  figures  present  the  deaths  and  death-rates,  by  ten-year 
periods,  during  the  half  century  1851-1900,  and  for  the  single  years 
1901,  1902,  1903,  1904  and  1905 :  — 


Deaths  and  Deaih-raies  from  Consumption  in  Massachusetts y  1851-1905. 


Pbbiods. 

DMth-ratoa 
per  10,000. 

Pbeiods. 

Deaths. 

Deatb-imtas 
per  10,000. 

1861-60,    .... 
1861-70,    .... 
1871-80,    .... 
1881-90,    .... 
1891-1900, 

45,252 
45,918 
54,069 
68,808 
64,874 

39.9 
84.9 
82.7 
29.2 
21.4 

1901,         .... 

1902 

1908,         ...         . 
1904,         .... 
1906 

5.088 
4.686 
4,681 
4,874 
4,702 

17.6 
15.9 
15.1 
15.8 
15.7 

Typhoid  Fever. 
The  following  table  presents  the  deaths  and  death-rates  of  these  cities 
from  this  cause  during  the  year  1905 :  — 


Deaths  and  Death-rates  from  Typhoid  Fever  in  the  Cities  of  Massachusetts,  1905. 


Ginss. 

Deaths  from 

Typhoid 

Fever. 

Death-rates 
per  10,000. 

Ciths. 

Deaths  from 

Typhoid 

Fever. 

Death-rates 
per  10,000. 

Waltham, 
Newburyport, 
Pittsfleld, 
Beverly, 
Wobum, 
Salem,     . 
Springfield,    . 
Northampton, 
Everett,  . 
Haverhill, 
Lynn,      . 
Worceater,     . 
Lawrence,     . 
Boston,  . 
Brockton, 
Gloacester,     . 

16 

8 
10 

4 

10 

19 

6 

7 

9 

17 

27 

15 

119 

9 

6 

7 

6.7 
5.6 
4.0 
8.8 
2.7 
2.7 
2.6 
2.5 
2.4 
2.4 
2.2 
2.1 
2.1 
2.0 
1.9 
1.9 
1.9 

Lowell,   . 
Medford, 
Somerville, 
Fitchbnrg, 
Cambridge, 
Newton,  . 
Qnincy,  . 
Maiden,  . 
Chicopee, 
Taunton, 
Fall  River.      . 
North  Adams, 
Holyoke, 
Marlborough, 
New  Bedford, 
Mehrose, 

17 
8 
9 
4 

12 
4 
8 
4 
2 
8 

11 
2 
4 
1 
5 

1.8 
1.6 
1.3 
1.2 
1.2 
1.1 
1.1 
1.1 
1.0 
1.0 
1.0 
0.9 
0.8 
0.7 
0.6 

Chelsea,  . 

Total,        . 

876 

- 

Death.ra 

te  for  the  at 

K>ve  S3  ciUes,  19i 

06,1. 

9. 
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Following  is  a  condensed  summary  from  the  report  of  1900,  from 
which  it  can  be  seen  that  a  decided  and  continuous  improvement  in  the 
death-rate  from  typhoid  fever  is  taking  place :  — 

Dtath-raUsfrom  Typhoid  Fever  per  lOfiOO,  1871-1905,  MassachuseUs. 


1871-75, 
1876-80, 
1881-85, 
1886-90, 


8.2 
4.2 
4.1 
4.6 


1891-«5, 3.4 

1896-19U0, 2.6 

1901-05, 1.9 


For  the  entire  State  the  death-rates  from  this  cause  in  1901,  1902, 
1903,  1904  and  1905  were,  respectively,  1.95,  1.83,  1.75,  1.75  and  1.73 
per  10,000  inhabitants. 

The  highest  death-rates  from  this  cause  among  the  cities  appear  to 
have  occurred  in  Waltham  (5.7),  Newburyport  (5.5)  and  Pittsfield  (4.0) ; 
and  the  lowest  occurred  in  Holyoke  (0.8),  Marlborough  (0.7)  and  New 
Bedford  (0.6).    Melrose  reported  4  cases  of  typhoid  fever,  with  no  deaths. 

Diphtheria. 
The  following  table  shows  the  deaths  and  death-rates  from  diphtheria 
by  five-year  periods  from  1876  to  1900,  and  for  the  single  years  1901, 
1902,  1903,  1904  aod  1905 :  — 

Deaths  and  Death-rates  from  Diphtheria  per  10,000, 1876-1905,  Massachttselts, 


TlAES. 

De«ths. 

Death-ratei. 

TSASS. 

Deftthi. 

Death-rates. 

1876-80,. 

18,676 

16.8 

1901,       .... 

1,166 

4.1 

1881-85,. 

8,944 

9.5 

1902,       .... 

878 

8.0 

1886-90,. 

8,857 

8.4 

1908,       ...        . 

869 

2.9 

1891-95,. 

7.652 

6.4 

1904 

699 

2.3 

1896-1900, 

6,831 

4.7 

1905 

652 

2.2 

Further  and  more  definite  information  relative  to  diphtheria  may  be 
found  in  that  portion  of  the  report  which  relates  to  the  production  and 
distribution  of  antitoxin. 

Other  Preventable  Diseases. 
The  following  table  presents  the  deaths  and  death-rates  from  measles, 
scarlet  fever,  dysentery,  cholera  infantum  and  whooping  cough  for  the 
period  of  forty  years,  1866-1905. 
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Deaths  and  Dtath-rate*  in  Ma$$achu»etl9  per  10,000  Living  from  Certain  In- 
fective Diseases  by  Five-year  Periods,  1866-1905. 


Mbaslm. 

8CA«LBT  P«V»B. 

Cholbea 
IxvAimrM. 

Whoofoto 

COU6H. 

Deaths. 

Desth. 
rates. 

Deaths. 

Death- 1 
rates.  | 

Deaths. 

Death- 
rates. 

Deaths. 

Death- 
rates. 

Deaths. 

Death- 

rates. 

1866-70, 

1.081 

1.6 

4,670 

6.8 

8.244 

4.7 

6,948 

10.1 

1.481 

2.1 

1871-75. 

1.188 

1.4 

6.78t 

2,191 

2.8 

12,458 

15.8 

1.661 

2.0 

187ft-80. 

74S 

0.9 

8,617 

2,866 

2.7 

9,064 

10.6 

1.498 

1.7 

1881-86, 

1.007 

1.1 

2.504 

1.601 

1.7 

9,894 

10.6 

1,213 

1.3 

1886^, 

1.089 

1.0 

1.810 

1,276 

1.2 

10.904 

10.8 

1.421 

1.3 

1891-95, 

815 

0.7 

2,867 

1,088 

0.9 

18.426 

11.2 

1.445 

1.2 

1896-1900, 

948 

0.7 

1.858 

1.0 

1,484 

1.1 

11.865 

8.9 

1.465 

1.1 

1901-1905, 

1,090 

0.7 

1.46S 

1.0 

970 

0.7 

18.245 

9.1 

1.401 

1.0 

The  deaths  from  cerebro-spinal  meningitis  were  560,  a  marked  increase 
over  the  preceding  year,  and  represented  a  death-rate  of  1.86  per  10,000 
living. 

There  were  2  deaths  from  hydrophobia  during  the  year  and  1  from 
glandets. 
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The  Btatlstical  information  relating  to  disease  and  mortality  which  has 
been  received  by  the  Board  during  each  year,  either  through  the  medium 
of  voluntary  returns  or  in  consequence  of  legal  requirements,  has,  in  the 
recent  reports  of  the  Board,  been  presented  under  four  different  heads  or 
groups.  Since  1902,  this  series  of  statistics  has  been  condensed  as  much 
as  can  be  done  consistently  with  a  clear  and  intelligent  method  of  pres- 
entation. 

These  summaries  are  defined  as  follows :  — 

I.  The  Weekly  Mortality  Returns,  —  These  consist  of  the  reports  of 
deaths,  which  are  made  up  weekly  and  are  sent  to  the  oflBce  of  the  State 
Board"  by  the  registration  oflBcials  of  cities  and  towns.  They  serve  prin- 
cipally to  show  the  seasonal  prevalence  of  each  of  the  chief  infective 
diseases,  and  the  mortality  of  children  under  five  years  old,  in  weekly 
periods.  Beginning  with  the  year  1876,  this  series  of  statistics  has  been 
annually  reported  (see  page  475  of  report  for  that  year),  and  was  first 
published  as  a  summary  in  the  report  of  1883. 

II.  The  Reports  of  Certain,  Infective  Diseases,  —  Diphtheria,  Scarlet 
Fgver,  Typhoid  Fever  and  Measles.  —  These  are  obtained  from  the  re- 
ports of  local  boards  of  health  forwarded  during  1905  to  the  State 
Board  as  cases  arose.  By  comparing  the  numbers  of  reported  cases 
with  the  reported  deaths,  ihe  mean  fatality  of  each  disease  in  the  places 
from  which  the  reports  are  made  is  obtained  with  a  reasonable  degree 
of  accuracy. 

III.  Reports  of  Cities  and  Towns,  made  under  the  Provisions  of 
Chapter  75,  Section  62,  of  the  Revised  Laws,  —  By  this  act  each  local 
board  of  health  is  required  to  report  to  the  State  Board  every  case  of 
"  disease  dangerous  to  the  public  health  *'  which  is  reported  to  the  local 
board.  A  digest  of  these  reports  is  presented  in  Summary  No.  III.  This 
summary  was  first  published  in  the  report  of  1893,  page  639. 

IV.  Annual  Reports  made  under  the  Provisions  of  Chapter  76,  Section 
12,  of  the  Revised  Laws.  —  The  full  reports  of  deaths  occurring  in  each 
city  and  town  having  over  5,000  inhabitants  comprise  another  series  of 
returns,  which  are  summarized  in  No.  IV.    The  population  of  these  cities 
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and  towns,  as  shown  by  the  census  of  1905,  constituted  about  86  per 
cent,  of  the  total  population  of  the  State.  These  reports  are  made  under 
the  requirements  of  the  following  statute :  — 

In  each  city  and  town  having  a  population  of  more  than  five  thousand 
inhabitants,  as  determined  by  the  last  census,  at  least  one  member  of  said 
board  shall  be  a  physician,  and  the  board  shall  send  an  annual  report  of  the 
deaths  in  such  town  to  the  state  board  of  health.  The  form  of  such  reports 
shall  be  prescribed  and  famished  by  the  state  board  of  health.  (Revised 
Laws,  chapter  75,  section  12.) 

This  summary  was  first  presented  in  the  report  of  1894. 


Note.  —  A  supply  of  the  postal  cards,  necessary  for  the  reporting  of 
voluntary  mortality  returns  such  as  are  required  for  the  data  presented  m 
Section  I.  of  the  following  summary,  will  be  forwarded  to  the  r^istration 
oflScers  of  any  city  or  town  who  are  willing  to  contribute  the  necessary  in- 
formation. 

Postal  cards  are  also  sent  to  all  boards  of  health  in  the  State,  for  the  pur- 
pose of  aiding  them  to  comply  with  the  provisions  of  chapter  75,  section  52, 
of  the  Revised  Laws,  relative  to  the  reporting  of  diseases  dangerous  to  the 
public  health  to  the  State  Board  immediately  after  reports  of  the  same  are 
received  by  the  local  board. 

Annual  blank  forms  are  also  sent  to  each  local  board  of  health  in  cities  and 
towns  having  over  5,000  inhabitants,  for  the  return  of  such  information  as  is 
called  for  by  the  provisions  of  chapter  75,  section  12,  of  the  Revised  Laws. 
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I. 

The  Weekly  Mortality  Eetuens. 

In  the  following  summary,  the  voluntary  reports  of  deaths  received  at 
the  close  of  each  week  from  the  city  registrars,  town  clerks  and  boards 
of  health  of  the  cities  and  towns  are  epitomized  for  the  fourteen  months 
ended  Nov.  30,  1906.  The  chief  value  of  this  abstract  consists  in  the 
fact  that  it  presents  a  continuous  history  of  the  mortality  from  certain 
specified  diseases  from  week  to  week  throughout  the  year. 

This  weekly  report  has  been  published  in  the  Boston  Medical  and 
Surgical  Journal  every  week  for  a  period  of  twenty-five  years  or  more, 
and  also  in  a  publication  of  the  Board,  a  weekly  bulletin,  since  and  in- 
cluding 1883.^ 

These  returns  are  necessarily  incomplete,  since  they  are  voluntary  and 
consequently  embrace  the  statistics  of  only  a  portion  of  the  population, 
the  reporting  places  being  chiefly  the  cities  and  large  towns. 

The  population  of  the  cities  and  towns  contributing  to  these  returns  in 
these  fourteen  months  was  2,153,376,  or  72  per  cent,  of  the  total  popu- 
lation. 

The  following  items  are  embraced  in  this  summary :  — 


Total  deaths  reported  for  each  week. 
Deaths  of  children  under  five  years. 
Deaths  from  consumption. 
Deaths  from  acute  lung  diseases. 
Deaths  from  typhoid  fever. 
Deaths  from  diphtheria. 
Deaths  fix)m  scarlet  fever. 
Deaths  from  measles. 
Deaths  from  diarrhoeal  diseases. 


Deaths  from  whooping  cough. 
Deaths  from  puerperal  fever. 
Deaths  from  malarial  fever. 
Deaths  from  erysipelas. 
Deaths  from  cerebro-spinal  meningitis 
Deaths  from  smallpox. 
Deaths  from  influenza. 
Deaths  from  hydrophobia. 


The  following  table  contains  a  summary  of  the  statistics  compiled  from 
these  weekly  returns  of  mortality :  — 

1  The  bulletlD  was  changed  from  a  weekly  to  a  monthly  publication  in  January,  1906. 
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Condensed  Skuisttee,  embracing  the  Total  Deaths^  Deathi  under  Five  Teare^  and 
Deaths  Jrom  Cerlain  Causes  in  BeporUng  Cities  and  Tmans  of  Massachusetts 
for  the  Fourteen  Months  ended  Nov.  30.  1906. 


DMfthS. 

Avenge 
Number  of 

Desthsfai 
SsehWeak. 

Fereentege 

of 

TMal 

Mortslity. 

Deetb-isto 
jwMOO 

Total  deaths, 

40,884 

874 

100.00 

18.75 

Deaths  under  fl?e  yean 

1S,8W 

814 

81.75 

6.97 

Deaths  from  oonaumptton, 

8,ei4 

80 

8.9 

1.68 

Deaths  from  acute  lung  diseases, 

S,1M 

88 

18.76 

8.89 

Deaths  from  typhoid  £BTer, 

488 

7.8 

1.08 

0.80 

Deaths  frt>m  diphtheria, 

618 

10.8 

1.68 

0.89 

Deaths  from  scarlet  fover, 

100 

1.1 

0.16 

0.09 

1T7 

8.8 

0.48 

0.08 

Deaths  from  dlarrhoeal  diseases. 

S,410 

40.0 

6.98 

1.18 

Deaths  frt>m  whooping  cough,    .... 

840 

6.1 

0.76 

0.16 

89 

0.6 

0.07 

0.01 

Deaths  frx>m  malarial  fever,       .... 

0 

0.1 

0.08 

0.002 

88 

1.4 

0.21 

0.04 

Deaths  from  cerebrospinal  meningitis,   . 

878 

6.8 

0.98 

0.18 

Deaths  from  smallpox, 

- 

- 

- 

- 

Deaths  from  Influenza, 

11 

1.8 

0.87 

0.006 

Deaths  from  hydrophobia, 

8 

0.08 

0.004 

0.0009 

The  usual  observations  upon  the  weekly  mortality  statistics  are  omitted, 
and  the  foregoing  short  table,  containing  the  essential  statistics,  supplies 
their  place.  The  omission  is  made  because  infonnation  of  the  same  char- 
acter is  presented  in  a  different  form  in  Section  IV.  of  these  summaries. 
The  chief  difference  consists  in  the  fact  that  the  information  given  in  this 
section  (I.)  is  entirely  voluntary  and  is  detailed  by  weeks,  while  that  of 
Section  IV.  is  required  by  statute,  the  data  not  being  forwarded  to  the 
Board  until  after  the  close  of  the  year.  The  population  which  furnishes 
the  statistics  presented  in  Section  IV.  is  considerably  larger  than  that 
embraced  in  Section  I.,  but  both  populations  consist  of  the  more  densely 
settled  parts  of  the  State. 
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II. 

Fatality  op  Certain  Diseases. 

Since  the  year  1891  the  following  statistics  relative  to  the  fatality  of 
certain  diseases  have  been  gathered  from  the  published  reports  of  local 
boards  of  health.  Until  the  passage  of  the  law  in  1893  this  was  the  only 
source  from  which  figures  could  be  obtained  on  which  to  base  the  fatality 
of  diseases  as  compared  with  cases.  When  the  law  (chapter  302,  Acts 
of  1893)  requiring  local  boards  of  health  to  report  all  cases  of  con- 
tagious diseases  to  the  State  Board  of  Health  first  went  into  effect  very 
few  returns  were  made,  and  it  was  not  until  after  public  notice  had  been 
given  by  the  State  Board  to  every  board  of  health  throughout  the  State 
that  these  returns  came  in  with  any  regularity.  The  practice  by  the 
local  boards  of  health  of  reporting  cases  of  contagious  diseases  is  now  so 
well  established,  and  the  returns  are  so  complete,  it  is  no  longer  deemed 
necessary  to  continue  the  former  method  of  basing  the  fatality  of  certain 
contagious  diseases  on  the  figures  obtained  through  the  annual  reports 
of  local  boards,  but,  instead,  to  make  use  of  the  more  complete  returns 
as  received  from  day  to  day  at  this  oflRce. 

The  diseases  embraced  in  this  summary  in  1905  are  diphtheria,  scarlet 
fever,  typhoid  fever  and  measles. 

The  tabular  list  of  cities  and  towns  is  omitted  in  this  report.  The 
summary  of  the  figures  for  1905  is  as  follows :  — 

Reported  cases  of  diphtberiH  for  the  State,  .  .        .        .  5,783 

Registered  deaths  from  diphtheria, 652 

Fatality  (per  cent ), 11.3 

Reported  cases  of  scarlet  fever  for  the  State, 4,112 

Registered  deaths  from  scarlet  fever, 117 

Fatality  (percent.) 2.8 

Reported  cases  of  typhoid  fever  for  the  State,  3,064 

Registered  deaths  from  typhoid  fever, 520 

Fatality  (percent), 17.0 

Reported  cases  of  measles  for  the  State,       .    ^ 7,876 

Registered  deaths  from  measles 177 

Fatality  (per  cent  ) 2.2 
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The  following  table  presents  the  summary  of  these  statistics  for  the 
fifteen  years  1891-1906 :  — 


Reported  Cases  of  Infective  Diseases  in  MctsiachuseUs. 

Diphtheria. 

[Pre-Antitoxln  Period.] 


Reported  cases, . 

Deaths, 

Fatality  (per  cent), . 


1S»1. 


8,4a 

075 
28.5 


1S»S. 


8,088 
891 
S9.S 


ists. 


8,919 

916 

81.7 


18*4. 


4,986 
1,876 
27.9 


ToteL 


18,888 
8,768 
28.8 


Diphtheria, 
[Antitoxtn  Period.] 


1*«5. 


Total 


Reported  casee. 
Deaths,     . 
FataUtj  (per  cent), 


6,954 
677 
9.8 


5»788 
668 
11.8 


79,718 
9,908 
18.4 


Scarlet  Fever, 


l—€. 


1—9* 


Total 


Reported  cases. 
Deaths,     . 
Fatality  (percent), 


8,441 
109 
8.2 


4,119 
117 

8.8 


76,048 

4,167 

6.5 


TupJurid  Fever, 


Reported  ( 
Deaths,  . 
Fatality  (percent.), 


Measles. 


Reported  cases,      . 
Deaths,     . 
Fatality  (percent). 
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In  the  foregoing  tables  the  statistics  relating  to  diphtheria  have 
been  arranged  in  two  periods,  which  may  properly  be  called  the  pre- 
antitoxin  and  the  antitoxin  periods,  since  antitoxin  came  into  general 
use  in  the  State  about  the  beginning  of  the  year  1895.  For  the  latter 
period  the  figures  for  1904  and  1905  are  given  and  the  total  for  the 
eleven  years  1895  to  1905,  inclusive.  The  mean  fatality  in  the  former 
period  (1891-1894)  was  28.3  per  cent,  (ratio  of  deaths  to  cases),  and 
in  the  latter  period  (1895-1905)  it  was  12.4  per  cent.,  or  less  than  half 
as  large. 
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III. 

Official  Retukns  of  Notified  Diseases  Dangerous  to  the  Public 
Health,  fob  the  Year  ended  Nov.  30,  1906. 

The  figures  presented  in  the  following  summary  are  those  of  the  ofScial 
returns  of  diseases  "  dangerous  to  the  public  health/^  made  to  the  State 
Board  of  Health  during  the  year  ended  Nov.  30,  1906,  under  the  pro- 
visions of  chapter  75  of  the  Revised  Laws.  In  this  act  no  disease  is 
specified  as  being  "dangerous  to  the  public  health'*  except  smallpoi. 
Hence  the  State  Board  deemed  it  necessary  to  indicate  the  diseases  which 
should  be  included  in  the  meaning  of  the  term  '^  dangerous  to  the  public 
health."  They  are  the  following :  smallpox,  scarlet  fever,  measles,  typhoid 
fever,  diphtheria,  cholera,  yellow  fever,  typhus  fever,  cerebro-spinal 
meningitis,  hydrophobia,  malignant  pustule,  leprosy,  trichinosis. 

The  whole  number  of  cases  of  infective  diseases  reported  to  the  Board 
in  the  year  ended  Nov.  30,  1906,  under  the  provisions  of  this  act  was 
33,696,  which  were  divided  as  follows :  — 

Reported  cases  of  smallpox, 35 

Reported  cases  of  scarlet  fever, 5  162 

Reported  cases  of  diphtheria,                          ....  7,967 

Reported  cases  of  typhoid  fever,     ....  8,093 

Reported  cases  of  measles, 17,04§ 

Reported  cases  of  cerebro-8 1  dual  meningitis, 291 

Total, 33,596 

The  summary  for  the  thirteen  years  and  three  months  1893-1906  is  as 
follows :  — 


RspoRTED  Casu  or  — 

1 

Smallpox. 

Scarlet 
Fever. 

Diphtheria. 

^^r 

Measles. 

Cerehro- 

spfaml 

Meidngitis. 

'    Totals. 

1 
1 

189.?  (four  months  only), 

85 

!'Si* 

1,109 

1.525 

1,508 

_ 

7.086 

1894, 

181 

6,781 

4,178 

2,872 

2,133 

- 

15,605 

1895, 

1 

6,194 

7,806 

2.438 

4.868 

- 

21,307 

1896» 

5 

8,801 

8,516 

2,687 

6.362 

- 

21.820 

1897, 

18 

6,495 

7,613 

2,104 

12,696 

- 

27,926 

1898, 

10 

8,667 

8.980 

2,196 

4,478 

- 

14,331 

1899, 

106 

5»!^® 

7,184 

2,776 

12,856 

_ 

27,719 

1900, 

104 

6,896 

12,641 

2,967 

10,607 

- 

1      82,616 

1901, 

778 

4,356- 

9,798 

2,689 

9,398 

. 

27,009 

1902, 

2,814 

4,618 

.7,086 

2,721 

17,249 

. 

83,S6S 

1908. 

422 

6,877 

6,888 

2,966 

9,4«) 

_ 

26,572 

1904, 

100 

4,100 

6,772 

2,606 

12.511 

-. 

26,088 

1905  (11  months),    . 

44 

8,694 

6,069 

2,794 

6,107 

456 

18.058 

1906   (Dec.  1,  1905-Nov. 

80,1906),       . 

85 

6,162 

7,967 

8,098 

17,048 

291 

33,696 

ToUl 

s,      .        .        . 

4.147 

68,249 

96,491 

85,872 

126,644 

746 

832,149 
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By  months  these  diseases  were  reported  as  follows :  — 

Casct  of  Infective  Diseases  reported  to  the  State  Board  of  Health  by  Months 
from  Dec.  1,  1905,  to  Nov.  30,  1906. 


Smallpox. 

Scarlet 
Fever. 

Diphtheria. 

Typhoid 
Ferer. 

Meaalee. 

Cerebro- 
spinal 
Meniiigitifl. 

December, 

- 

619 

722 

272 

1,768 

12 

Janiiary,    . 

- 

692 

669 

116 

2,642 

89 

February,  . 

- 

418 

674 

76 

8,140 

24 

March, 

5 

68i 

596 

121 

8,799 

68 

April. .       . 

- 

490 

498 

146 

2.722 

86 

May,   .       . 

6 

670 

497 

118 

1,704 

61 

June,  .       . 

20 

454 

601 

180 

760 

24 

July,   .       . 

8 

249 

868 

186 

299 

18 

AUgUBl.        . 

- 

182 

452 

860 

94 

19 

September, 

1 

240 

720 

747 

24 

8 

October,     . 

- 

455 

1,176 

679 

88 

6 

November, . 

- 

459 

1,201 

808 

68 

8 

ToUlB, . 

85 

6,162 

7,967 

8,098 

17,048 

291 

The  following  table  is  introduced  for  the  purpose  of  facilitating  the 
comparison  of  the  seasonal  prevalence  of  the  disease  named  in  the  table, 
in  different  years.  By  means  of  the  method  employed,  the'  errors  due  to 
the  difference  in  the  length  of  the  months  are  eliminated.  The  figures 
should  be  read  as  follows:  for  example,  the  mean  daily  number  of  re-, 
ported  cases  of  diphtheria  throughout  the  year,  Dec.  1,  1905,  to  Nov.  30, 
1906,  was  21.8;  of  scarlet  fever,  14.1;  of  typhoid  fever,  8.5;  and  of 
measles,  46.7.  During  the  month  of  December  the  mean  daily  number 
of  reported  cases  of  these  diseases  was :  for  diphtheria,  23.3 ;  scarlet  fever, 
16.7;  typhoid  fever,  8.8;  and  for  measles,  67.0  (see  columns  marked  A). 
Assuming  a  standard  of  10  as  a  daily  mean  throughout  the  year  for  each 
disease,  the  ratios  for  December  were  as  follows :  diphtheria,  10.7 ;  scariet 
fever,  11.8 ;  typhoid  fever,  10.4 ;  and  measles,  12.2  (see  columns  marked 
B).  So  that  for  each  10  cases  of  diphtheria  repori;ed  as  a  daily  mean 
throughout  the  year,  Dec.  1,  1905,  to  Nov.  30,  1906,  there  were  10.7  in 
December,  9.9  in  January,  9.4  in  February,  etc. 

From  this  table  it  appears  that  the  maximum  prevalence  of  diphtheria 
was  in  November  and  the  minimum  in  July.  The  prevalence  in  the  last 
three  months  was  greater  than  that  of  the  first  three  months. 

The  prevalence  of  scariet  fever  was  above  the  mean  in  December, 
January,  February,  March,  April,  May,  June,  October  and  November, 
and  below  it  in  the  remaining  months,  the  maximum  occurring  in  Jan- 
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nary  and  the  TniTiimnm  in  Angust.    In  the  previous  year  the  TnaxInniTn 
was  in  February  and  March  and  the  TniniTnum  in  August. 

Typhoid  feyer  was^  as  usual,  below  the  mean  in  the  intensity  of  its 
previdence  in  the  months  January  to  July,  indusiye,  rising  to  a  wiftYiinnm 
in  September. 

The  preyalence  of  measles  was  aboye  the  mean  in  December,  January, 
February,  March,  April  and  May,  and  below  it  in  the  remaining  months, 
the  maTrimum  occurring  in  March  and  the  minimum  in  September  and 
October. 

Certain  IftfecUve  Di8ea$e$.  —  Seofonal  InUnHty  c^  Prevalence, 


MOMTHt. 


December,! 
January, 
Feliroary, 
March, 
April, 
May. 
June, 
July, 
August, 
September, 
October,  . 
November, 
Mean, 


DiPHTBaatiL. 


!•••. 


2S.8 
S1.6 
SO.O 
19.8 
16.4 
16.0 
16.7 
11.9 
14.6 
S4.0 
87.9 
40.0 


31.8 


10.7 

9.9 

9.4 

8.8 

7.5 

7.8 

7.6 

0.6 

6.7 

11 .0 

17.4 

18.8 


10.0 


12.0 
13.8 
10.1 
8.8 
9.4 
10.7 
B.9 
7.0 
S.6 
8.6 
18.6 
16.8 
10.0 


ScABLvr  Fam. 


16.7 
19.1 
14.9 
17.3 
16.8 
18.4 
lA.l 
8.0 
0.9 
8.0 
14.7 
10.8 


14.1 


11.8 
18.0 
10.0 
18.8 
11.6 
18.0 
10.7 
0.7 
4.8 
0.7 
10.4 
10.8 


10.0 


t—9. 


18.4 
18.1 
12.8 
12.8 
18.6 
18.4 
10.8 
5.6 
8.0 
0.8 
8.8 
18.6 


10.0 


Tmom  Fam. 


!•••.        1—9. 


11. 
ill 


8.8 

8.7 

8.7 

8.9 

4.9 

8.6 

4.8 

4.4 

11.8 

84.9 

18.7 

10.8 


8.0 


10.4 

4.4 

8.2 

4.6 

0.8 

4.2 

0.1 

0.8 

18.8 

89.8 

82.0 

18.1 


10.0 


9.6 
4.4 

0.3 
2.0 
8.7 
8.6 
4.2 
0.6 
18.1 
80.0 
19.4 
12.9 


10.0 


67.0 

86.2 

112.1 

122  JS 

90.7 

00.0 

25.8 

9.6 

8.0 

0.8 

1.0 

2.1 


46.7 


12.2 
18.2 
24.0 
26.2 
19.4 
11.8 
0.4 
2.1 
0.6 
0.2 
0.2 
0.4 


10.0 


4.1 

12.8 

9.7 

U.7 

10.0 

12.5 

16.8 

9.7 

2.6 

1.7 

4.7 

17.8 


10.0 


1  The  flgorea  for  December,  in  the  first  two  columns,  are  for  1906,  and  in  the  third  column,  for 
1904. 
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Casts  of  Infective  Diseases  reported  to  the  State  Board  of  Eealth  from  309 
Cities  and  Towns,  from  Nov.  30,  1905,  to  Nov.  30,  1906. 


Diph- 
theria. 

MeMles. 

Soviet 
Ferer. 

Typhoid 

Tuber- 

COkMifl. 

Cerebro- 
M^ngitis. 

SmaU- 
pox. 

Whoopfaig 
Cough. 

AbiDgton, 

. 

8 

110 

2 

- 

1 

- 

- 

ActOD,    . 

1 

18 

- 

- 

- 

- 

- 

Acoslmet, 

1 

4 

- 

- 

- 

- 

- 

Adams,  . 

19 

- 

86 

18 

- 

- 

- 

- 

Agawam, 

4 

- 

l' 

- 

- 

- 

- 

Amesbnry, 

SO 

1 

18 

84 

- 

- 

- 

- 

Amherst, 

- 

1 

- 

- 

- 

- 

- 

Ando?er, 

10 

14 

11 

- 

- 

- 

- 

ArliDgton, 

27 

57 

13 

22 

1 

- 

- 

- 

Ashbnrnham, 

- 

1 

- 

- 

- 

- 

- 

Ashfleld, 

- 

8 

- 

- 

- 

- 

- 

Ashland, 

- 

- 

8 

- 

- 

- 

Athol,     . 

47 

12 

- 

- 

1 

- 

- 

Attleborough, 

10 

24 

4 

- 

1 

- 

- 

Anboro, 

- 

- 

- 

- 

- 

- 

Avon,     . 

1 

- 

- 

- 

- 

- 

Aycr.      . 

4 

10 

4 

1 

- 

- 

- 

Barnstable, 

16 

4 

- 

- 

- 

- 

Barre,     . 

88 

4 

1 

- 

- 

- 

- 

Becket,  . 

- 

- 

- 

- 

- 

- 

- 

Bedford, 

- 

24 

- 

- 

- 

- 

- 

Belchertown, 

8 

- 

- 

1 

- 

- 

- 

Bellingbam, 

4 

1 

- 

- 

- 

- 

- 

Belmont, 

6 

2 

6 

- 

- 

- 

- 

Berkley. 

- 

- 

- 

- 

- 

- 

- 

Berlin,    . 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Beverly, 

48 

87 

28 

14 

- 

1 

- 

- 

BUlerica, 

9 

- 

- 

4 

- 

- 

Blackstone, 

- 

12 

- 

- 

- 

- 

- 

Blandford, 

- 

- 

- 

- 

- 

- 

Bolton,   . 

- 

- 

- 

- 

- 

- 

Boston,  . 

«,U4 

4,48S 

1,856 

1,041 

2,178 

106 

7 

- 

Bonme, . 

- 

- 

- 

- 

- 

- 

- 

Boxborongh, 

- 

- 

- 

- 

- 

- 

- 

Boxford, 

1 

- 

- 

- 

- 

- 

~ 
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Cases  of  Infective  Diseases  retorted  to  the  State  Board  of  Heaith  from  309  CUies 
and  Towns  from  Nov.  SO,  1905,  to  Nov.  30,  iPOtf—  Continued. 


Diph- 
theria. 

Meulet. 

Scarlet 
Feyer. 

Typhoid 
Ferer. 

Tuber- 
ouloda. 

Cerebro- 

spinal 

Menfaigitis. 

Small- 
pox. 

Whooping 
Cough. 

Boyleton, 

1 

40 

- 

- 

- 

- 

- 

BralDtree, 

4 

8 

81 

- 

- 

- 

- 

- 

Brewster, 

- 

8 

- 

- 

- 

- 

- 

Brldgewater, 

7 

8 

8 

8 

- 

- 

- 

- 

Brlmfleld. 

- 

- 

1 

- 

- 

- 

- 

- 

Brockton, 

76 

89 

87 

07 

- 

1 

- 

- 

Brookfleld, 

1 

- 

- 

1 

- 

- 

- 

- 

Brookline, 

88 

863 

70 

17 

7 

- 

- 

- 

Buckland, 

- 

4 

1 

- 

- 

- 

- 

- 

BarllngtOD, 

- 

- 

1 

- 

- 

- 

- 

- 

Cambridge, 

6d8 

6S6 

181 

121 

161 

86 

- 

- 

Canton,  . 

0 

84 

1 

- 

- 

- 

- 

Carlisle, . 

1 

- 

- 

- 

- 

- 

- 

- 

Carver,  . 

• 

- 

1 

- 

- 

- 

- 

- 

Charlton, 

1 

- 

6 

- 

- 

- 

- 

- 

Chelmsford, 

8 

8 

18 

1 

- 

- 

- 

- 

Chelsea, . 

61 

886 

82 

84 

9 

8 

- 

- 

Cheshire, 

8 

- 

- 

- 

- 

- 

- 

- 

Chester,  . 

8 

- 

- 

1 

- 

- 

- 

- 

Chesterfield, 

- 

_ 

6 

6 

- 

- 

- 

- 

Chlcopee, 

IS 

18 

47 

17 

18 

1 

- 

- 

Chllmark, 

- 

8 

- 

2 

- 

- 

- 

- 

Clinton,  . 

9 

13 

8 

1 

1 

8 

- 

- 

Cohasset, 

- 

- 

1 

- 

- 

- 

- 

- 

Colraln,  . 

- 

- 

1 

- 

- 

- 

- 

- 

Concord, 

18 

80 

15 

- 

- 

1 

- 

- 

Cnmmlngton, 

- 

- 

1 

1 

1 

- 

- 

2 

Dalton,  . 

8 

- 

8 

- 

- 

- 

- 

- 

Dana, 

- 

16 

- 

1 

- 

- 

- 

- 

Danvers, 

15 

7 

28 

16 

- 

1 

- 

- 

Dartmouth, 

6 

14 

4 

4 

- 

- 

- 

- 

Dedham, 

15 

88 

45 

8 

1 

1 

- 

- 

Deerfleld, 

- 

- 

1 

- 

- 

- 

- 

- 

Dennis,  . 

- 

6 

1 

- 

- 

- 

- 

- 

Dlghton, 

2 

- 

- 

- 

- 

1 

- 

- 

Doaglas, 

1 

- 

- 

8 

- 

- 

- 

- 
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Ca»es  of  Infective  Diseases  reported  to  the  Slate  Board  of  Health  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  30,  ISOtf— Continued. 


Diph- 
th«ria. 

Measles. 

Scarlet 
Fever. 

Typhoid 
Fever. 

Tuber- 
onlosis. 

Cerebro- 
spinal 
Meningitis. 

Small- 
pox. 

Whooping 
Ooogh. 

Dover,     .... 

1 

2 

1 

- 

- 

- 

- 

- 

Dracut,   . 

18 

6 

8 

- 

- 

- 

- 

- 

Dudley.  . 

. 

1 

1 

1 

- 

- 

1 

- 

- 

DonstAble,      . 

2 

2 

- 

- 

- 

- 

- 

Dnxbury, 

. 

1 

26 

8 

1 

- 

- 

- 

East  Bridgewater, 

1 

2 

4 

- 

- 

- 

- 

- 

East  Longmeadow, 

1 

- 

- 

1 

- 

- 

- 

- 

Eastham, 

- 

- 

1 

- 

- 

- 

- 

- 

EasthamptoD, 

1 

- 

- 

1 

- 

- 

- 

- 

Easton,  . 

- 

2 

7 

5 

- 

1 

- 

- 

Edgartown,   . 

8 

- 

- 

- 

- 

- 

- 

- 

Enfleld,  . 

- 

- 

- 

- 

1 

- 

- 

- 

Brvlng,  . 

1 

8 

- 

- 

- 

- 

- 

- 

Essex,    . 

15 

10 

17 

2 

- 

- 

- 

- 

Everett, . 

97 

276 

55 

61 

5 

1 

- 

- 

Falrbaven,     . 

10 

49 

14 

1 

- 

- 

- 

- 

Fall  River.     . 

78 

6 

82 

46 

- 

U 

- 

- 

Falmouth, 

5 

28 

- 

6 

- 

- 

- 

- 

Fltchburg.     . 

88 

58 

19 

8 

- 

- 

- 

- 

Foxborough, . 

2 

57 

1 

8 

- 

- 

- 

- 

FramlDgham, 

8 

8 

5 

5 

- 

- 

- 

- 

Franklin, 

4 

252 

8 

- 

- 

- 

- 

- 

Freetown,      . 

- 

- 

11 

1 

- 

- 

- 

- 

Gardner, 

44 

200 

88 

10 

- 

- 

- 

- 

Gay  Head,     . 

- 

1 

- 

- 

- 

- 

- 

- 

Georgetown,  . 

- 

1 

- 

- 

- 

- 

- 

- 

GUI.        .       . 

- 

- 

1 

- 

- 

- 

- 

- 

Gloucester,    . 

196 

6 

88 

4 

- 

- 

- 

- 

Goshen, . 

- 

- 

1 

- 

- 

- 

- 

- 

Grafton, 

8 

4 

26 

- 

- 

- 

- 

- 

Great  Harrington, 

10 

- 

10 

- 

- 

- 

- 

- 

Greenfield,     . 

1 

1 

4 

- 

- 

- 

- 

Greenwich,    . 

- 

- 

- 

- 

- 

- 

- 

Groton,  . 

80 

- 

- 

- 

- 

- 

- 

Groveland,     . 

- 

1 

4 

- 

- 

- 

- 

Hadley,  .       . 

1 

7 

1 

- 

- 

- 

- 
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Caaea  of  Irtfeetive  Diseatet  rymrted  to  the  Stale  Board  <^  EtaUh  from  309  OiUet 
m4  Towns  from  Nov.  30, 1905,  to  N<m.  30,  i^O^  —  ContiiMMd. 


Diph- 
theria. 

Msaalat. 

8cari«t 
Ferer. 

T^« 

Tuber- 
oulods. 

Cenbio- 

Small- 
pox. 

Whooijng 
Cough. 

lUUfax. 

2 

1 

- 

- 

- 

- 

- 

Hamilton, 

- 

- 

1 

- 

- 

- 

- 

- 

Hampden, 

- 

- 

4 

- 

- 

- 

- 

- 

Hanson, 

1 

- 

2 

8 

- 

1 

- 

- 

Hardwick,     . 

88 

2 

6 

- 

- 

- 

- 

- 

Harvard, 

- 

8 

6 

- 

- 

- 

- 

- 

Hatfield. 

2 

I 

- 

- 

- 

" 

- 

HaverhiU,      . 

161 

67 

152 

86 

89 

7 

- 

9 

Hlngham, 

2 

11 

1 

- 

- 

- 

- 

Holbrook. 

- 

8 

2 

- 

- 

- 

- 

Holden,  . 

27 

8 

4 

- 

- 

- 

HolUston, 

48 

19 

- 

- 

- 

- 

- 

Holyoke, 

M 

20 

60 

10 

- 

1 

- 

- 

Hopedale, 

88 

7 

2 

- 

- 

- 

- 

Hopklnton,    . 

- 

8 

2 

- 

- 

- 

-     . 

HabbardBtoD, 

- 

- 

1 

- 

- 

- 

- 

Hudson, 

17 

22 

12 

4 

- 

- 

- 

- 

Hull,       . 

2 

- 

- 

- 

- 

- 

- 

Huntington,  . 

- 

- 

- 

- 

• 

- 

- 

HjdePark,    . 

^'i 

186 

28 

12 

- 

1 

- 

14 

Ipswich, 

44 

4 

10 

- 

- 

- 

- 

Kingston, 

2 

1 

8 

1 

- 

- 

- 

Lancaster, 

- 

1 

2 

- 

- 

" 

- 

Lanesborougl 

1, 

11 

2 

1 

- 

1 

- 

17 

Lawrence, 

182 

486 

82 

100 

- 

19 

1 

- 

Lee, 

0 

15 

4 

- 

- 

- 

- 

Leicester, 

- 

1 

2 

- 

- 

_ 

Lenox,  . 

- 

1 

- 

- 

- 

- 

- 

Leominster, 

120 

192 

6 

9 

- 

- 

- 

~ 

Lexington, 

U3 

8 

2 

2 

- 

- 

Leyden, 

- 

- 

- 

1 

- 

- 

- 

- 

Lincoln, 

- 

6 

4 

- 

- 

- 

- 

- 

Littleton, 

1 

1 

- 

- 

- 

1 

- 

- 

Longmeadow 

- 

- 

1 

- 

- 

- 

- 

- 

Lowell,  . 

339 

604 

76 

87 

- 

46 

- 

- 

Ludlow, 

2 

- 

6 

- 

- 

- 

- 

- 
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Casta  qf  Itrfective  Diseases  reported  to  the  State  Board  of  HeaUh  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  30, 190e—Cootixmei. 


Diph- 
theria. 

Maaalea. 

Soarlet 
Ferer. 

Typhoid 
FeTer. 

Taber- 
onloeia. 

Gerebro- 
Meningitis. 

Small- 
pox. 

Whooping 
Coogh. 

Lunenbui-gr,   . 

8 

1 

- 

- 

- 

- 

- 

Lynn,     .       . 

128 

U9 

160 

127 

- 

2 

- 

- 

Lynnlleld,     . 

2 

2 

- 

1 

- 

- 

- 

MAlden,  . 

102 

674 

72 

46 

- 

- 

- 

- 

Manchester,  . 

7 

4 

7 

1 

- 

- 

- 

- 

MAnBfleld.      . 

12 

85 

- 

1 

- 

~ 

- 

- 

Marblehead,  . 

28 

2 

82 

7 

- 

- 

- 

Marion,  . 

- 

- 

4 

8 

- 

- 

- 

- 

Marlborongfa, 

7 

828 

6 

15 

- 

- 

- 

Marshfleld,    . 

2 

2 

- 

- 

- 

- 

- 

- 

Mattapolsett, 

2 

2 

1 

1 

- 

- 

- 

- 

Majnard, 

17 

68 

1 

8 

- 

- 

- 

- 

Medfleld, 

- 

1 

- 

- 

- 

- 

- 

7 

Medford, 

81 

486 

87 

18 

7 

- 

- 

- 

Medway, 

1 

26 

2 

12 

- 

- 

.    - 

- 

Melroae. 

20 

46 

86 

1 

- 

- 

- 

- 

Mendon, 

8 

8 

2 

- 

- 

- 

- 

- 

Merrlmac,      . 

8 

- 

- 

- 

- 

- 

- 

- 

Methuen, 

24 

126 

81 

0 

- 

- 

- 

- 

MlddleboroDgh, 

2 

18 

1 

1 

- 

1 

- 

- 

Middleton,     . 

1 

2 

1 

- 

- 

1 

- 

- 

Mllford. . 

21 

86 

6 

9 

- 

- 

- 

- 

MUlbury, 

1 

86 

6 

8 

- 

- 

- 

MiUis.     .        . 

1 

- 

- 

- 

- 

. 

- 

- 

Milton,    . 

16 

62 

16 

9 

2 

- 

- 

- 

Monroe,  . 

- 

- 

4 

- 

- 

- 

- 

- 

Monson, . 

0 

2 

2 

2 

- 

- 

- 

- 

MoDtagoe, 

- 

- 

1 

- 

- 

- 

- 

- 

Nahant,  . 

4 

- 

8 

- 

- 

- 

- 

- 

Nantucket,     . 

1 

- 

- 

- 

- 

- 

- 

- 

Natick,   . 

28 

- 

8 

68 

- 

- 

- 

- 

Needbam, 

26 

- 

4 

29 

1 

- 

- 

- 

New  Bedford, 

187 

260 

188 

88 

12 

8 

12 

- 

New  Braintree, 

1 

- 

- 

- 

- 

- 

- 

- 

New  Marlborough, 

1 

- 

- 

- 

- 

- 

- 

- 

New  Salem,    . 

- 

1 

- 

- 

- 

- 

- 

3 
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Cases  of  Infective  Diseases  reported  to  the  Stale  Board  of  Health  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  3t),  1906—  Continiied. 


Diph- 
theria. 

MmsIm. 

Scarlet 
Fever. 

Typhoid 

Taber- 
colode. 

Cerebro- 
McXgitia. 

Small- 
pox. 

Whooping 
Cough. 

Newbury, 

1 

17 

- 

- 

- 

- 

- 

- 

Newburyport, 

80 

5 

18 

82 

- 

1 

- 

- 

KewtOD, .... 

110 

689 

106 

88 

6 

- 

- 

- 

Norfolk,. 

1 

1 

4 

1 

- 

- 

- 

- 

North  Adams, 

57 

1 

28 

24 

1 

1 

- 

- 

North  Andover,     . 

1 

- 

5 

- 

- 

- 

- 

- 

North  Attleborough,     . 

18 

14 

80 

- 

- 

1 

- 

North  Brookfleld.  . 

1 

- 

- 

- 

1 

- 

- 

North  Beading,     . 

- 

2 

- 

- 

- 

- 

- 

Northampton, 

86 

8 

25 

14 

- 

- 

- 

- 

Northborongh, 

- 

12 

- 

- 

- 

- 

- 

Norihbrldge,  . 

11 

8 

18 

10 

- 

- 

10 

- 

Northfleld, 

- 

86 

1 

- 

- 

- 

Norton,  . 

- 

4 

- 

- 

- 

- 

Norwell, 

1 

1 

7 

- 

- 

- 

- 

Norwood, 

4 

169 

44 

1 

- 

- 

- 

Oakham, 

- 

7 

6 

- 

- 

- 

- 

Orange,  . 

2 

22 

1 

- 

- 

- 

- 

Otis,       . 

- 

- 

1 

- 

- 

- 

- 

Oxford,  . 

1 

- 

- 

2 

- 

- 

- 

Palmer,  . 

4 

181 

12 

- 

- 

- 

- 

Paxton,  . 

- 

1 

- 

- 

- 

- 

- 

Peabody, 

24 

IS 

57 

- 

2 

- 

- 

Pelham, . 

1 

- 

1 

- 

- 

- 

- 

Pembroke, 

4 

1 

1 

- 

- 

- 

- 

PeppereU, 

2 

- 

7 

- 

- 

- 

- 

- 

Petersham, 

- 

2 

- 

- 

2 

- 

- 

- 

PhllUpston, 

1 

6 

1 

- 

- 

- 

- 

- 

Plttsfleld, 

44 

8 

81 

22 

- 

1 

- 

- 

Plalnvllle, 

- 

8 

8 

- 

- 

- 

- 

- 

Plymouth, 

9 

9 

4 

8 

- 

- 

- 

- 

Princeton, 

1 

18 

2 

6 

- 

- 

- 

- 

Provlncetown 

> 

8 

- 

- 

6 

- 

- 

- 

- 

Quincy,  . 

76 

887 

59 

4 

6 

- 

2 

- 

Randolph, 

4 

- 

- 

8 

1 

- 

- 

- 

Raynham, 

- 

- 

- 

- 

1 

- 

- 

- 
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Catea  of  Infective  Diseases  reported  to  the  State  Board  of  Health  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  30, 1  POff— Continued. 


Dipb- 

MaMlM. 

Boarlet 
Ferer. 

Typhoid 
Ferer. 

Tnber- 
ooloeU. 

Cetebro- 
MeSngitl*. 

Small- 
pox. 

Whooping 
Ooagh. 

Beailing, 

81 

6 

« 

8 

- 

- 

- 

- 

Behoboth, 

- 

- 

8 

- 

- 

- 

- 

- 

Bevere,  . 

87 

- 

10 

6 

6 

1 

- 

- 

Bochester, 

- 

- 

- 

8 

- 

- 

- 

- 

Bockland, 

1 

126 

26 

18 

- 

- 

- 

- 

Rockport, 

8 

2 

2 

- 

- 

- 

- 

- 

Bowley, . 

4 

- 

8 

14 

- 

- 

- 

- 

Boyalfton, 

- 

2 

- 

- 

- 

- 

- 

- 

RusaeU,  . 

- 

1 

- 

- 

- 

- 

- 

- 

Ratland, 

- 

- 

- 

6 

620 

- 

- 

- 

SAlem,    . 

184 

187 

78 

87 

4 

2 

- 

- 

SalUbary, 

5 

1 

1 

7 

1 

- 

- 

- 

SaDdUfleld, 

- 

- 

1 

- 

- 

- 

- 

- 

Saogns,  . 

80 

- 

- 

1 

- 

- 

- 

- 

Scitnate, 

S 

9 

- 

- 

- 

- 

- 

- 

Seekonk, 

- 

- 

- 

4 

- 

- 

- 

- 

Sharon,  . 

- 

20 

- 

- 

2 

- 

- 

- 

Sheffield, 

6 

9 

- 

8 

- 

- 

- 

- 

Sbelbarne, 

1 

1 

- 

- 

- 

- 

- 

- 

Sherborn, 

- 

6 

1 

- 

- 

- 

- 

- 

Shirley.  . 

13 

11 

- 

- 

- 

- 

- 

- 

Shrewsbury, 

- 

1 

- 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

- 

- 

- 

SomervUle, 

226 

286 

169 

70 

28 

6 

1 

- 

Soath  Hadley, 

19 

- 

2 

1 

- 

- 

- 

- 

Sonthampton, 

- 

6 

1 

- 

- 

- 

- 

- 

SoQthborongh, 

- 

1 

1 

1 

- 

- 

- 

- 

Southbrldge,  . 

52 

4 

4 

7 

- 

- 

- 

- 

Southwlck. 

- 

- 

1 

- 

- 

- 

- 

- 

Spencer, 

- 

- 

- 

2 

- 

- 

- 

- 

Springfield, 

261 

86 

248 

106 

- 

- 

- 

- 

Sterling, 

- 

8 

- 

- 

- 

- 

- 

- 

Stockbridge, 

27 

3 

2 

- 

- 

- 

- 

Stoneham, 

2 

- 

3 

- 

- 

- 

- 

- 

Stonghton, 

8 

80 

9 

1 

' 

- 

" 

- 

Stow.      . 

- 

1 

1 

i 

- 

- 

- 
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Cases  of  Infective  Diseases  reported  to  the  State  Board  of  Eealth  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  30, 1906  — Continued. 


Dlpb. 
th£b. 

Soviet 
Ferer. 

Typbold 
Fever. 

Tnber- 
onloeit. 

Cerebro- 
MeSngiiU. 

Small- 
pox. 

Whooptag 
Coogh. 

Sturbridge,    . 

e 

- 

- 

89 

- 

- 

- 

- 

Sndbury, 

- 

81 

8 

- 

- 

- 

- 

- 

Sunderland,  . 

- 

- 

8 

- 

- 

- 

- 

- 

Satton,   . 

81 

11 

8 

- 

- 

- 

- 

- 

Swampscott, 

S 

9 

10 

8 

- 

- 

- 

- 

Swansea, 

1 

- 

8 

- 

- 

- 

- 

- 

Tannton, 

88 

- 

89 

6 

- 

9 

- 

- 

Templeton, 

9 

188 

- 

- 

- 

- 

- 

Tewksbnry, 

15 

6 

- 

1 

8 

- 

- 

- 

Tlsbury, 

8 

189 

- 

- 

- 

- 

1 

- 

Topsfleld, 

- 

88 

17 

- 

1 

- 

- 

Townsend, 

- 

8 

1 

- 

- 

- 

- 

- 

Tmro,    . 

1 

- 

- 

- 

- 

- 

- 

- 

Upton,    . 

7 

167 

- 

1 

- 

- 

- 

- 

Uxbridge, 

8 

17 

17 

- 

- 

- 

- 

- 

Wakefield, 

17 

890 

48 

8 

- 

- 

- 

- 

Wales,    . 

1 

- 

- 

- 

- 

- 

- 

- 

Walpole, 

9 

140 

17 

1 

- 

- 

- 

- 

Waltham, 

190 

419 

71 

41 

18 

8 

- 

- 

Ware,     . 

96 

8 

8 

- 

- 

- 

- 

- 

Wareham, 

5 

- 

1 

1 

- 

- 

- 

- 

Warren, 

8 

8 

8 

6 

- 

- 

- 

- 

Warwick, 

S 

- 

- 

1 

- 

- 

- 

- 

Watertown, 

87 

100 

86 

6 

- 

4 

- 

- 

Wayland, 

8 

7 

8 

1 

- 

- 

- 

- 

Webster, 

15 

80 

- 

- 

- 

- 

- 

- 

WeUealey, 

5 

141 

16 

89 

8 

- 

- 

- 

Wellfleet, 

1 

- 

- 

- 

1 

- 

- 

- 

West  Boylston, 

- 

21 

- 

- 

- 

- 

- 

- 

West  Bridgewater 

- 

1 

- 

- 

- 

- 

- 

- 

WestBrookfleld, 

- 

- 

1 

- 

- 

- 

- 

West  Newbury, 

8 

- 

- 

- 

- 

- 

- 

West  Springfield,  . 

18 

1 

6 

8 

- 

- 

- 

- 

West  Tlsbury, 

- 

2 

- 

- 

- 

- 

- 

- 

Westboroagb, 

- 

8 

8 

1 

- 

- 

- 

- 

Westfield, 

88 

97 

7 

86 

8 

1 

- 

- 
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Caae»  of  Infective  Diseases  r^xnied  to  the  State  Board  of  Health  from  309  Cities 
and  Towns  from  Nov.  30, 1905,  to  Nov.  30, 1906  —  CaaolvAfA. 


Dipb- 

MeMles. 

Soarlet 

FSTW. 

Typhoid 

Tuber- 
oQlods. 

Oerabio- 

tpioftl 

M«2bigitit. 

BmsU- 
pox. 

Whooping 
Congh. 

Westford, 

- 

- 

- 

- 

. 

- 

- 

WestluunptoD, 

- 

- 

1 

- 

- 

- 

- 

WeetmiBflter» 

- 

80 

10 

1 

- 

- 

- 

- 

WeBton, . 

- 

61 

1 

- 

- 

- 

- 

Wettport, 

- 

4 

- 

- 

1 

- 

- 

Weatwood, 

4 

8 

- 

- 

- 

- 

- 

Weymouth, 

10 

11 

21 

4 

- 

- 

- 

- 

Whately, 

- 

- 

- 

- 

- 

- 

- 

Whitmao, 

7 

28 

6 

- 

- 

- 

- 

WUbraham, 

- 

S 

2 

- 

- 

- 

- 

Winiamsbarg, 

- 

- 

2 

- 

- 

- 

- 

Wimamstown, 

4 

8 

4 

- 

- 

- 

- 

WllmlDgloo,  .       . 

S 

68 

1 

- 

- 

- 

- 

4 

168 

4 

- 

- 

- 

- 

Winchester,  .       . 

80 

81 

2 

2 

- 

- 

- 

Windsor, 

- 

- 

- 

- 

- 

- 

- 

Wlnthrop,     . 

W 

124 

18 

6 

2 

- 

- 

- 

Wobnm, 

11 

78 

16 

- 

0 

- 

- 

Worcester, 

ese 

446 

122 

74 

- 

1 

" 

- 

Wrentham, 

- 

21 

- 

- 

- 

- 

- 

Tarmonth, 

- 

- 

- 

- 

~ 

- 

- 

Totals,     . 

7,967 

17,048 

6,162 

8,096 

8,101 

291 

86 

62 

Leprosy  occurred  in  the  following  place :  — 

Lynn, 

Hydrophobia  occurred  in  the  following  places :  — 

Attleborongh, 


Salem, 


Total, 


Erysipelas  occurred  in  the  following  places :  — 


Fall  Rlyer, 
Lynn, 


North  Adams, 
Berere,  . 
Salem,    . 


Springfield, 8 

Total, "u 
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Chicken-pox  occurred  in  the  following  places :  — 


Barnstable, 
Canton,  . 
CheUea,  . 
Everett,  . 
Faiiliayen, 
Hyde  Park, 
PittsDeld, 

Total, 


1 

1 
7 
8 
8 
9 
8 

SI 


List  of  Cities  and  Towns  from  which  no  Reports  were  received. 

L    Cities. 
None. 

IL    Towns  having  a  Population  of  More  than  5fi00. 
None. 

IIL    Towns  having  a  Population  of  More  than  IfiOO  but  Less  than  5  ft 00  in  Each. 


Charlemont, 

Cottage  City, 

Orleans, 

Chatham, 

Hanover, 

Sandwich, 

Clarksburg, 

Harwich, 

WestStockbridge.— 11. 

Conway, 

Hinsdale, 

/F.    Ibw 

ns  having  Less  than  IftOO 

Inhabitants. 

Alford, 

Leverett, 

Rowe, 

Ashby, 

Mashpee, 

Savoy, 

Egremont, 
Florida, 

Middlefield, 

Shutesbnry, 

Monterey, 

Tolland, 

Crosnold, 

MontgomeiY, 

Tyngsborough, 

Granby, 
Granville, 

Mount  Washington, 

Tyrinffham, 

Washington, 

Wendell, 

New  Ash  ford. 

Hancock, 

Peru, 

Hawley, 

Plainfield, 

Wenham, 

Heath, 

Plympton, 

Worthington.  — 34. 

Holland, 

Prescott, 

Lakeville, 

Richmond, 

A  supply  of  postal  cards  for  the  purpose  of  reporting  infectious  dis- 
eases to  the  State  Board  of  Health,  as  required  by  statute,  will  be  for- 
warded to  any  local  board  of  health  on  application  to  the  secretary  of 
the  State  Board,  Eoom  141,  State  House,  Boston. 
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IV. 

Official  Eeturns  of  Deaths  in  Cities  and  Large  Towns  (Revised 
Laws,  Chapter  76,  Section  12). 

In  the  following  summary,  the  statistics  of  deaths  required  by  chapter 
75,  section  12,  of  the  Revised  Laws,  are  presented.  These  statistics  are 
returned  to  the  Board  from  each  city  and  town  which  has,  **  according 
to  the  latest  census,  more  than  five  thousand  inhabitants." 

The  cities  and  towns  which  have  contributed  these  returns  for  the 
year  1905  are  somewhat  in  excess  of  the  list  of  1904,  the  taking  of  the 
State  census  of  1905  having  added  6  towns  to  the  list  of  places  having  a 
population  of  more  than  5,000  in  each  during  the  five  years  which  have 
elapsed  since  the  taking  of  the  State  census  in  1900,  viz.,  Abington, 
Grafton,  Ipswich,  Maynard,  South  Hadley  and  Swampscott.  The  net 
gain  by  the  addition  of  new  towns  to  the  list  is  31,344. 

Two  towns,  Hingham  and  Williamstown,  which  had  more  than  5,000 
inhabitants  in  1900,  have  fallen  below  5,000  in  their  populations  in  1905, 
Hingham  dropping  from  5,059  to  4,819  and  Williamstown  ^  from  5,013 
to  4,425.    These  two  towns  have  made  returns  this  year. 

Although  the  census  population  of  Easton  for  1905  is  but  4,909,  a 
return  was  sent  in  by  that  town,  this  being  the  second  time  it  has  appeared 
in  the  list.  Reading  has  also  volimtarily  contributed  returns  of  deaths 
to  the  Board  during  the  past  eight  years,  although  not  required  by  law 
to  do  so. 

The  list  for  the  year  1905  includes  101  cities  and  towns.  The  total 
population  of  this  group  of  cities  and  towns,  as  shown  by  the  census  of 
1905,  was  2,588,962,  or  about  86  per  cent,  of  the  total  population  of  the 
State. 

The  whole  number  of  registered  deaths  in  these  towns  in  1905  was 
43,410,  and  the  death-rate,  as  calculated  from  the  foregoing  census  popu- 
lation, was  16.77  per  1,000  of  the  living  population,  that  of  the  previous 
year  having  been  15.47  per  1,000,  and  that  of  1903,  16.14  per  1,000. 

The  death-rate  for  the  year  1905  was  somewhat  higher  than  that  of  the 
three  preceding  years,  due,  in  part,  to  the  fact  that  for  those  three  years 
the  death-rate  was  based  on  an  estimated  population.  It  was,  however, 
lower  than  in  1901  and  1900  (census  year),  and  considerably  lower  than 
the  mean  annual  death-rate  of  the  State  for  the  fifty  years  ended  Dec.  31, 
1900,  which  was  19.22  per  1,000. 

1  In  1900  a  part  of  Williamstown  was  annexed  to  North  A  dams.  ^-^  '  , 
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Sexes.  —  The  number  of  deaths  of  males  was  22,243,  or  51.27  per 
cent,  of  the  whole  number  of  deaths  whose  sex  was  known ;  and  the  deaths 
of  females  were  21,142,  or  48.73  per  cent.  There  were  25  in  which  the 
sex  was  not  stated  in  the  returns. 

Ages.  —  The  deaths  by  four  groups  of  ages  were  as  follows :  — 


AOM. 


Under  1  year, 
1  to  90  years, 
90  to  60  years, 
60  and  oTer, 


DeaClM 


9,921 
5,966 
10,689 
17,489 


PiacairTAOH  or  All  D&ltbs. 


91.27 
18.74 
94.6S 
40.84 


1»M. 


91.84 
18.57 
95.01 
40.06 


Infant  Mortality.  —  The  deaths  of  infants  under  one  year  old  were 
9,221,  or  21.27  per  cent,  of  the  total  mortality,  as  compared  with  21.34 
per  cent,  in  1904 ;  and  this  was  the  lowest  rate  of  infant  mortality  during 
the  period  of  twelve  years  since  the  law  was  enacted  requiring  these 
returns;  that  of  the  five  years  1901-1905,  respectively,  constituted  21.6, 
21.7,  21.38,  21.34  and  21.27  per  cent,  of  the  total  mortaUiy. 

The  deaths  of  children  under  five  years  old  were  12,512,  or  28.9  per 
cent,  of  the  total  mortality,  as  compared  with  29  per  cent  for  the  same 
age  in  1904. 

All  of  the  percentages  in  the  foregoing  table  were  estimated  upon  the 
number  of  deaths  of  those  whose  ages  were  stated  in  the  returns.  The 
total  number  of  deaths  in  which  the  age  was  not  specified  was  59;  in 
1904  it  was  15. 

StilUbirths.  —  The  number  of  still-births  was  2,844,  and  when  com- 
pared with  the  total  mortality  (still-births  included),  this  was  6.1  per 
cent,  of  the  total  deaths  and  still-births  combined.  In  1904  the  percentage 
was  6.2. 

Months  and  Quarters.  —  The  number  of  deaths  in  each  quarter  of  the 
year  is  shown  in  the  following  table :  — 


First  quarter. 
Second  quarter,  . 
Third  qnarter,    . 
Fourth  quarter,  . 
Total,    . 


Deaths 


11,586 
10,879 
11,589 
9,968 
48,406 


PncBHTAoas. 


26.68 
98.89 
26.57 
99.96 
100.00 


1M4. 


97.14 
38.71 
25.99 
98.96 
100.00 
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These  percentages  differ  but  little  from  the  mean  of  several  years, 
which  usually  shows  the  highest  mortality  in  the  third  quarter  of  the 
year.  In  1899, 1901, 1903  and  1904  the  highest  mortality  was  in  the  first 
quarter.    In  1906  the  first  and  third  quarters  were  practically  the  same. 

During  the  forty-year  period  (1866-96)  the  mortality  was  generally 
above  the  mean  in  the  third,  quarters  of  the  years  and  below  it  in  the 
other  three  quarters. 

The  intensity  of  the  seasonal  death-rate  is  more  accurately  shown  in 
the  following  table,  the  method  employed  being  explained  on  page  669 
in  Section  III.  of  these  summaries,  relating  to  disease  notification.  By 
this  method  the  errors  which  are  due  to  differences  in  the  length  of  the 
months  are  eliminated. 


DesUMinEaoh 

MMm 
DaUy  Deaths 

CumsiMAL  Ratio. 

Month. 

per  Month 

1»M. 

1M4.1 

January, 

8,859 

124.6 

104.7 

108.6 

February, 

8,688 

182.1 

lll.l 

106.8 

March, 

8,»79 

128.4 

106.0 

112.6 

». 

8,669 

122.0 

102.6 

108.5 

8,618 

116.6 

96.0 

96.8 

June, 

8100 

108.8 

86.9 

81.8 

Jniy;. 

8,94fi 

127.8 

107.1 

97.0 

SepiemW 
O^ber. 

4.158 
8,428 

184.1 
114.8 

112.8 
96.1 

104.2 
100.5 

8,S85 

106.1 

89.2 

89.4 

Noyember, 

8,270 

108.0 

91.7 

96.7 

December, 

8,408 

100.8 

92.8 

99.6 

Annaa 

Imea 

in. 

• 

- 

118.9 

100.0 

100.0 

>  In  aaoertalning  the  mean  daily  deaths  and  the  centesimal  ratioB,  aUowance  was  made  for  the 
f^t  that  1904  had  886  days. 

The  figures  in  the  foregoing  table  indicate  a  departure  in  excess  of 
the  mean  death-rate  in  the  first  four  months  of  the  year  and  in  July  and 
August,  while  that  of  the  remaining  months  was  below  the  mean. 

The  mean  maximum  departure  from  the  death-rate  for  each  month 
for  the  period  of  twenty  years,  1866-76,  was  32.9  per  cent,  in  August, 
and  the  twenty-year  period  1876-96  it  was  20  per  cent,  in  August,  while 
that  of  August,  1906,  was  12.8  per  cent,  and  those  of  February  and 
March,  1905,  were,  respectively,  11.1  and  8  per  cent. 

In  the  two  years  having  the  highest  death-rates  in  Massachusetts  in 
the  past  half -century  or  more  (1849  and  1872)  the  maximum  departures 
from  the  yearly  means  were,  respectively,  83.4  per  cent,  in  August,  1849, 
and  40  per  cent,  in  August,  1872.  That  of  January,  1890,  the  month 
in  which  the  epidemic  of  influenza  was  at  its  maximum,  was  43.4  per 
cent,  above  the  mean. 

The  figures  for  1905,  when  compared  with  those  of  earlier  years  in  the 
past  half-century,  show  a  much  greater  uniformity  in  the  seasonal  mor- 
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tality^  since  serious  epidemics  haye  not  prevailed  in  the  State  either  in 
the  past  year  or  in  any  of  the  years  of  the  past  decade. 

Death-rates  of  Cities  and  Large  Towns,  —  In  Table  II.,  last  coliunn, 
the  death-rates  of  cities  and  towns  having  over  5,000  inhabitants  are 
given.  These  death-rates  are  obtained  by  cojnparing  the  deaths  in  each 
city  and  town  with  the  census  population.  They  vary  from  a  minimum 
of  8.7  in  Wellesley  to  20.8  per  1,000  in  Hingham. 

The  following  cities  and  towns  had  death-rates  above  19  per  1,000  in 
1906:  Hingham,  20.8;  Montague,  20.7;  Stoughton,  20.6;  Fall  River, 
20.2;  Lowell,  20;  Maynard,  20;  Blackstone,  19.9;  Newburyport,  19.8; 
Middleborough,  19.6;  Lawrence,  19.6;  Salem,  19.6. 

Of  the  foregoing,  Blackstone  and  Newburyport  had  deatti-rates  above 
19  per  1,000  in  1904. 

The  following  cities  and  towns  had  death-rates  less  than  12  per  1,000 
in  1906:  Northampton,  11.9;  Whitman^  11.7;  Brookline,  11.5;  Win- 
chester, 11.2;  Milton,  10.9;  South  Hadley,  10.6;  Hudson,  9.7;  Wellesley, 
8.7;  of  these,  Brookline,  Wellesley  and  Whitman  also  had  death-rates 
below  12  per  1,000  in  1904. 

The  following  table  presents  the  mean  death-rates  of  cities  over  26,000 
population  for  the  five  census  years  1870,  1875,  1880,  1886  and  1890, 
together  with  the  death-rates  for  the  years  1900  and  1905. 

In  all  of  these  cities  except  2  (Taunton  and  Newton)  there  appears 
to  have  been  decided  improvement.  In  Taunton,  the  death-rate  for  1905 
is  somewhat  higher  than  the  mean ;  in  Newton,  it  has  remained  the  same. 

Death-rates  of  Certain  Cities  having  a  Population  of  More  than  26,000.  Mean 
Death-rates  of  the  Five  Census  Years  1870, 1875, 1880, 1885, 1890,  and  for 
1900  and  1905. 


Mean 

Mean 

Death-rates, 

Death- 

Death- 

Death-rates, 

Death- 

Death- 

1870, 1876, 

rate, 

rate, 

1870, 1875, 

rate, 

rate, 

1880,1885 

1900. 

1905. 

1880,1885 

1900. 

1905. 

and  1890. 

and  1890. 

Boston,     . 

24.1 

20.8 

18.61 

Brockton. 

16.2 

18.8 

12.7 

Worce«ter, 

19-.7 

18.8 

17.41 

Haverhill, 

17.8 

16.2 

16.6 

Fall  River, 

23.4 

21.0 

20.2 

Sftlem, 

22.1 

19.6 

19.5 

Lowell.      . 

22,6 

19.6 

20.0 

Chelsea,    . 

19.7 

19.1 

18.41 

Cambridge, 

19.9 

16.8 

16.5 

Maiden,     . 

17.0 

14.6 

13.8 

Lynn, 

17.8 

16.8 

16.2 

Newton,    . 

18.1 

14.9 

18.1 

Lawrence, 

26.6 

20.0 

19.6 

Fltchburg, 

17.0 

14.9 

18.1 

New  Bedford,  . 

20.9 

20.6 

17.2 

Tannton,   . 

19.6 

21.1 

21.81 

Springfield, 

19.8 

18.4 

16.2 

Gloucester, 

21.8 

14.6 

14.8 

SomervlUe, 

18.2 

16.7 

14.0 

Qulncy,     . 
Waltham, .  .     . 

18.7 

14.4 

13.1 

Holyoke,  . 

28. 1 

21.5 

16.3 

16.3 

16.6 

18.7 

I  These  figures  for  Boston,  Chelsea,  Worcester  and  Taunton  include  all  deaths.  By  exclusion 
of  deaths  of  non-residents  In  Boston  and  deaths  in  public  and  private  Institutions  In  the  other  8 
cities,  the  death-rates  would  be  reduced  to  16.9  in  Chelsea,  16.8  in  Boston,  17.9  in  Taunton  and  16.8 
In  Worcester. 

Causes  of  Death,  —  In  Table  III.  the  mortality  of  the  cities  and  towns 
embraced  in  this  summary  is  presented  in  absolute  figures,  classified  ac- 
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cording  to  the  principal  causes  of  death.  The  same  figures  are  again 
presented  in  relative  terms  in  Table  IV.,  for  the  whole  group  of  cities 
and  towns  combined.  Two  sets  of  figures  are  given  in  Table  IV.,  in  one 
of  which  the  mortality  from  each  principal  cause  of  death  is  compared 
with  the  census  population  of  the  group  for  1906,  as  well  as  for  each  of 
the  last  five  years,  and  in  the  other  with  the  total  mortality  of  the  group 
of  cities  and  towns. 

By  this  it  appears  that  the  general  death-rate  from  all  causes,  as  shown 
in  the  lower  line  at  the  left  of  the  table,  167.67  per  10,000  living,  or,  as 
usually  stated,  16.77  per  1,000,  was  higher  than  that  of  the  three  preceding 
years,  but  considerably  lower  than  the  three  preceding  census  years,  viz., 
1900,  when  the  death-rate  was  18.26 ;  1895,  when  it  was  19.18 ;  and  1890, 
when  it  was  21.38.  The  population  comprised  in  these  returns  consti- 
tutes over  86  per  cent  of  that  of  the  whole  State. 

The  decline  in  the  general  death-rate  is  chiefly  due  to  a  decrease  in  the 
relative  nxmaber  of  deaths  from  infectious  diseases,  and  especially  from 
those  which  are  usually  considered  preventable. 

The  death-rates  from  each  of  the  following  causes  was  less  than  that 
of  1904:  consimiption,  measles,  diphtheria,  erysipelas  and  dysentery. 
Those  of  smallpox,  measles,  scarlet  fever,  diphtheria  and  dysentery  were 
also  less  than  the  death-rates  from  the  same  causes  in  any  of  the  last  five 
years,  with  the  exception  of  scarlet  fever  in  1904  and  dysentery  in  1903, 
when  the  death-rate  from  each  of  these  was  the  same  as  in  1906. 

The  following  table,  first  published  in  the  report  of  1899,  presents  the 
combined  death-rate  from  eight  of  the  principal  infectious  diseases,  and 
also  shows  that  this  combined  death-rate  in  1906  was  less,  with  the  ex- 
ception of  1904,  than  that  of  any  of  the  years  embraced  in  this  series  of 
reports. 

The  diseases  referred  to  are  consumption,  measles,  scarlet  fever,  diph- 
theria, whooping  cough,  typhoid  fever,  puerperal  fever  and  cholera  in- 
fantum. 

The  combined  death-rate  per  10,000  of  the  population  from  these  eight 
causes  for  the  eleven  years  (1895-1906)  in  the  cities  and  towns  included 
in  this  report  (about  six-sevenths  of  the  total  population  of  the  State) 
was  as  follows :  — 

Combined  Death-rate  from  Eight  Principal  Infective  Diseases. 


Combined 

Combined 

Tbab. 

Death-rftte  p«r 

TlAB. 

Death-rate  per 

10,000. 

10,000. 

1895 

46.4 

1901.       

88.6 

\Bm, 

46.8 

1902.       

80.9 

\m\ 

89.7 

1908 

80.7 

1898,       

86.3 

1904 

27.0 

1899,       

V^.% 

1906,       

28.0 

1900 

40.7 

^nogfc 
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The  death-rate  from  consumption  was  lower  than  during  1904,  being 
16.01  in  1905,  16.06  in  1904,  15.66  in  1903  and  16.38  in  1902. 

The  seasonal  table  which  appeared  in  the  earlier  reports,  presenting 
the  deaths  by  months  for  each  city  and  town  and  for  the  whole  State,  is 
omitted  in  the  present  report,  since  the  details  presented  in  this  table  are 
not  of  essential  value.  Its  chief  value  consisted  in  the  column  of  total 
figures  for  the  State,  which  is  retained  essentially  in  the  table  on  page  668. 

The  table  of  percentages  of  total  mortality  shown  in  Table  IV.  acts  in 
a  measure  as  a  check  or  control  in  case  of  erroneous  estimates  of  popiQa- 
tion. 

The  changes  in  the  death-rate  from  consumption,  typhoid  fever  and 
puerperal  fever  (see  child-birth  in  report  of  1896,  page  804)  were  quite 
fully  treated  in  the  report  of  1896.  To  these  may  be  added  the  later 
comments  on  the  changes  in  the  death-rate  from  diphtheria,  which  appear 
in  the  figures  of  the  past  eleven  years. 

The  following  preventable  causes  of  death,  consumption,  measles,  scar- 
let fever,  diphtheria,  whooping  cough,  typhoid  fever,  puerperal  fever  and 
cholera  infantum,  together  constituted  27.2  per  cent,  of  the  total  mor- 
tality in  1894,  but  had  fallen  off  to  24.2,  24.2,  21.9,  21.1,  20.4,  22.3,  19.9, 
19,  19,  17.6  and  16.7  in  the  eleven  succeeding  years;  while  the  principal 
acute  lung  diseases,  diseases  of  the  heart,  brain,  kidneys,  cancer,  suicide 
and  accident  had  increased  from  36.7  per  cent,  of  the  total  mortality  to 
36.9,  36.9,  38.6,  39.2,  40.2,  38.6,  40.1,  42.7,  43,  45.7  and  46.6  in  the 
same  years. 

These  all  combined  constituted  the  greater  part  of  the  total  mortality 
in  each  of  the  twelve  years  1894-1906,  and  of  the  diseases  specified  in 
the  table  entitled  the  "Balance  of  Mortality,*^  in  the  annual  report  of 
1896,  page  812. 

Table  I. 
Population  of  Cities  and  Large  Toums.    (Census  of  1905.) 


BvosTiiio  CiniB  XND  Tomrs. 


Population  for 
1905. 


RBFOETnCO  CiTIBS  AKD  TOWHS. 


Population  for 


Abington,    . 
Adams, 
AmeBbnry,  . 
Amherst, 
Andover,     . 
Arlington,   . 
Athol,  . 
Attleborongh, 
Beverly, 
Blackstone, . 
Boston. 
Rraintree,    . 
Bridgewater, 
Brockton,     . 
Brookline,    . 
Cambridge, . 
Chelsea, 


5,081 

12,486 

8,840 

5,818 

6,632 

9,668 

7,197 

12,702 

15,228 

5,786 

595,380 

6,879 

6,754 

47,794 

28,486 

97,434 

87,289 


Chicopee, 

Clinton. 

Concord, 

Danvers, 

Dedham, 

Easthampton, 

Easton, 

Everett, 

Fall  River, 

Fitchbnrg, 

Framlngham, 

Franklin, 

Gardner, 

Qloucester, 

Grafton, 

Great  Barrington, 

Greenfield,  . 


20,191 

18,105 

5,421 

9,068 

7.774 

6,808 

4,909 

29,111 

106,762 

SS,021 

11,548 

5.244 

12,012 

96,011 

5,052 

6.162 

9,156 
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Table  I.  —  Ckmcluded. 


RiPomTDia  Cmm  Ain)  Tomrt. 


HftTerhUl, 

Hlngbam, 

flolvoke, 

HnciBon, 

Hyde  Park, . 

Ipswich, 

Lawrsnoe, 

Ijeomlnster. 

Lowell, 

Lynn,   . 

lUlden, 

Harblehead, 

Marlborough, 

Maynard,     . 

Medford, 

Melrose, 

Methaen, 

Mlddleborongh, 

Mllford, 

Milton, 

Moniagne,    . 

Natick, 

New  Bedford, 

Newbury  port, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborough, 

Northbridge, 

Norwood, 

Orange, 

Palmer, 

Peabody, 

Pittsfleld, 

Plymouth, 


87.880 

4,6ly 

4tf.984 

6,817 

14,610 

5,205 

70,060 

14,297 

04,880 

77,042 

88.087 

7,200 

14.078 

6,811 

ltf,6b6 

14,206 

8,676 

6,888 

12.106 

7,054 

7,016 

9;609 

74,862 

14,676 

86,827 

22,160 

1»,957 

7,878 

7.400 

6,781 

6,678 

7,766 

18,006 

26,001 

11,119 


RvoaTura  Cinas  akd  Towns. 


Qulncy, 
Beading, 
Severe, 
Rockland,    * 
Salem,  . 
Saugus, 
Somerville,  . 
Southbridge, 
South  Hadley, 
Spencer, 
Springfield, . 
Stoneham,    . 
Stooghton,  . 
Swampscott, 
Taunton, 
Wakefield,   . 
Wattham,     . 
Ware.   . 
Watertown, 
Webster, 
Wellesley,    . 
Westltorough, 
Westfleld,     . 
West  Springfield, 
Weymouth,  . 
Whitman,     . 
William  stown, 
Winchendon, 
Winchester, 
Winthrop,    . 
Woburn, 
Worcester,  . 


Total, 


Population  for 


28.076 
6,682 

12,660 
6,287 

87,627 
6,268 

69,272 

11,000 
6.064 
7,121 

78»640 
6,882 
6,969 
6,141 

80,967 

10.268 

26,282 
8,604 

11,268 

10,018 
6,189 
6,878 

18,611 
8,101 

11,586 
6,581 
4,486 
6,968 
8,842 
7,084 

14,408 
128,186 


8,688,968 
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Table  IV. 

Deaths  from  Specified  Causes^  1905,  in  Cities  and  Totans  required  to  report  to  the 
State  Board  of  Health,  Dtath-rates  per  10,000  (1901-1905},  Deaths  per 
1,000  from  All  Causes,  1901-1905, 
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Consumptioii,  . 

4,144 

16.01 

16.06 

15.66 

16.38 

17.68 

96.46 

101.06 

104.58 

Smallpox, 

2 

0.008 

0.03 

0.08 

1.12 

0.39 

0.046 

0.20 

0.51 

6.89 

2.30 

Measles 

157 

0.61 

0.63 

0.69 

0.92 

0.73 

3.62 

4.04 

4.27 

5.66 

4.85 

Scarlet  fever,   . 

m 

0.48 

0.43 

1.75 

1.13 

1.46 

2.56 

2.77 

10.85 

6.99 

8.64 

Diphtheria,       .       .       . 

570 

2.20 

2.88 

2.94 

3.22 

4.40 

18.18 

16.39 

18.20 

19.84 

26.18 

Whooping  cough,    . 

164 

0.64 

0.45 

1.64 

0.96 

0.84 

8.78 

2.92 

10.19 

5.96 

4.99 

Typhoid  fever, 

484 
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1.88 
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612 
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6.91 
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Suicide,     .... 
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1.03 
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The  following  digest  consists  chiefly  of  extracts  from  the  annual 
reports  of  the  boards  of  health  of  cities  and  towns  for  the  year  1905, 
illustrating  the  character  and  extent  of  the  sanitary  work  performed  by 
the  local  authorities. 

Forty-four  cases  of  smallpox  were  reported  for  the  year  1905,  as 
against  100  for  the  year  1904  and  417  for  the  year  1903,  showing  a 
marked  decrease  in  the  prevalence  of  this  disease. 

There  was  a  slight  increase  in  the  number  of  reported  cases  of 
scarlet  fever  for  the  year  1905,  as  compared  with  the  number  reported 
for  1904.  The  largest  number  of  deaths  from  this  disease  occurred  in 
Lawrence  (10  deaths  in  95  cases),  the  fatality  being  10.5  per  cent.  In 
Boston  there  were  1,131  reported  cases  and  44  deaths,  a  fatality  of  3.9 
per  cent. ;  in  Cambridge,  146  cases  with  4  deaths,  the  fatality  being  2.7 
per  cent. ;  in  Fall  River,  67  cases  with  3  deaths,  the  fatality  being  4.6  per 
cent.;  in  Somerville  the  fatality  was  3  per  cent.;  in  Worcester,  5.3  per 
cent.  In  Lowell  and  Newton  there  were  48  and  78  cases,  respectively, 
with  no  deaths. 

The  following  numerical  statement  of  bacteriological  work  performed 
by  local  boards  of  health  is  also  taken  from  the  annual  reports  of  those 
boards  for  the  year  1906:  — 

BacleriologiccU  Work  performed  by  Local  Boards  of  Health  and  by  the  State 
Board  of  Health,  1906, 


Diphtheria 
Cultnres. 


Boston,!     . 

Brockton  ,< 

Brookllne, 

Cambridge, 

Pall  River, 

Fitchbarg, 

Greenfleld, 

Holyoke,    . 

LfOwell, 

Lynn, 

New  Bedford,  . 

Newton, 

Palmer,     . 

Somerville, 

Springfield, 

Waltham,  . 

Worcester, 

State  Board  of  Henlth, 


7,831 
101 
782 

1,428 
289 
187 
20 
520 

1,096 
272 
425 
186 
11 
792 

1,406 
298 

1,846 

8,382 


Tuberculosii. 


3,650 
274 
148 


426 
110 


162 
147 
50 
420 
1,090 


Typhoid  Fever. 


1,281 
176 

72 
248 
108 

54 


155 

48 

78 

74 

459 


Malaria. 


182 
110 
27 


21 


1  Glanders,  194;  other  dtseases,  155. 


a  Other  diseases,  52. 
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Bevehly. 

Quite  a  number  of  cases  of  typhoid  fever  were  reported  during  Sep- 
tember and  the  early  part  of  October.  Many  of  these  cases  were  on  the 
line  of  a  certain  milk  route,  and  the  board,  after  a  most  careful  in- 
vestigation, were  of  the  opinion  that  the  source  of  infection  could  be 
traced  to  this  milk  supply ;  the  dealer  was  at  once  notified  to  discontinue 
the  delivery  of  his  milk,  and  good  results  were  at  once  apparent,  which 
seemed  to  confirm  the  opinion  of  the  Board. 

The  care,  storage  and  handling  of  milk  is  a  matter  of  great  im- 
portance, and  this  board  cannot  too  strongly  urge  upon  all  the  necessity 
for  keeping  ever)iliing  thoroughly  clean  where  milk  is  placed.  This  in- 
cludes care  of  cattle,  drainage  and  cleanliness  of  stables,  cooling  and 
rehandling  the  article. 

Boston. 

The  total  number  of  deaths  for  the  year  was  11,007,  an  increase  over 
the  previous  year  of  250  deaths.  The  census  population,  in  the  middle 
of  the  year,  was  595,380.  The  death-rate  for  the  year,  as  calculated  on 
this  population,  is  18.49  per  1,000  inhabitants.  This  rate  was  greater 
by  0.21  than  that  of  the  previous  year,  but  lower  by  1.78  than  the 
average  of  the  previous  ten  years.  There  were  2,161  deaths  from  in- 
fective diseases,  including  consumption,  a  decrease  of  150  deaths.  There 
were  74  fewer  deaths  from  diphtheria  and  croup  than  in  1904,  and  a 
proportionate  decrease  in  the  number  of  cases.  The  percentage  of 
deaths  to  the  number  of  cases  of  diphtheria  reported  was  8.52,  as  against 
8.12  per  cent,  the  preceding  year.  There  were  44  deaths  from  scarlatina, 
5  more  deaths  than  in  the  preceding  year,  and  62  deaths  less  than  the 
average  for  the  ten  previous  years.  Typhoid  fever  caused  117  deaths 
during  the  year,  18  less  deaths  than  the  preceding  year.  Fifty-eight  of 
th^  deaths  from  this  cause  occurred  during  the  months  of  August,  Sep- 
tember and  October,  and  66  of  the  whole  number  died  between  the  ages 
of  twenty  and  forty  years. 

There  were  64  deaths  from  measles  during  the  year.  The  nmnber 
of  deaths  of  children  imder  five  years  of  age  was  3,024,  compared  with 
3,105  for  the  previous  year,  showing  a  decrease  of  81  deaths.  The  respira- 
tory diseases  caused  fully  25  per  cent,  of  the  mortality  for  the  past 
year. 

Smoke  Nuisance,  —  The  smoke  nuisance  in  Boston  having  grown  to 
such  proportions  in  the  last  few  years  as  to  become  a  source  of  general 
discomfort  and  complaint,  the  subject  was  taken  in  hand  by  a  few 
public-spirited  citizens,  who  asked  for  relief  by  the  Legislature  of  1902. 
Being  defeated  in  1902,  and  again  in  1903,  a  third  appeal  was  made  in 
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1905.  At  this  time  an  act  was  passed  which  differs  somewhat  from 
the  old  smoke  law,  and  places  its  enforcement  upon  the  board  of  health. 

In  December,  1905,  shortly  before  the  law  went  into  effect,  the  board 
distributed  copies  of  the  new  law  among  those  who  were  likely  to  make 
an  excessive  amoimt  of  smoke,  and  prefaced  each  by  notice  that  the 
board  of  health  would  commence  the  enforcement  of  the  new  law  on 
Jan.  1,  1906.  The  department  had  seventeen  sanitary  inspectors  in  as 
many  sanitary  districts,  into  which  the  city  is  divided.  Their  daily 
inspections  and  observations  in  these  districts  were  such  as  to  render 
them  easily  available  for  the  new  duties,  without  material  hindrance  to 
their  general  work.  The  board  knew  them  to  be  thoroughly  competent 
and  found  them  willing  and  ready  to  take  on  the  new  duties,  under  the 
instructions  of  the  board  and  the  inmiediate  supervision  of  the  chief 
sanitary  inspector.  These  inspectors  are  instructed  to  make  note  of  the 
exact  time  and  extent  of  any  violation  of  the  smoke  law,  to  carefully 
identify  the  chimney  from  which  the  smoke  issues,  without  entering 
buildings,  when  it  can  be  avoided,  and  to  neglect  all  talk  about  particular 
''  smoke-consuming  '^  devices  and  fuel. 

During  the  month  of  January,  the  inspectors  reported  violations  of 
the  law  in  174  different  places.  Notices  in  all  cases  were  sent  by  the 
board  and  responses  made  by  representatives  of  the  several  hotels,  stores, 
factories,  oflSce  buildings,  schools,  colleges  and  various  industries.  Con- 
ferences between  the  board  of  health  and  the  business  men  who  have 
responded  to  these  notices  have  resulted  most  satisfactorily,  with  a  full 
understanding  of  the  import  of  the  law,  the  prospect  of  its  being  en- 
forced, and  a  mutual  desire  to  see  the  smoke  nuisance  abated.  A  very 
general  request  is  being  made,  under  the  permit  clause  of  the  law,  for 
time  in  which  to  make  constructive  alterations  or  other  changes  by 
which  the  amount  of  smoke  can  be  reduced,  to  comply  with  the  law. 
In  many  instances  no  material  alterations  will  be  necessary  to  keep 
witlun  the  requirements,  except  that  of  securing  proper  and  faithful 
stoking.  In  no  instance  has  the  board  of  health  recommended  any 
special  device  or  kind  of  coal  as  a  remedy.  It  has,  however,  emphasized 
the  importance  of  suflBcient  boiler  capacity  and  intelligent  stoking  as  the 
primal  means  not  only  for  reducing  the  amount  of  smoke  to  the  legal 
limit,  but  for  reducing  the  fuel  expense  and  the  demand  for  special 
additional  apparatus. 

It  was  found  necessary  to  prosecute  but  one  case,  and  that  was  placed 
on  file  on  the  plea  of  guilty,  and  assurances  that  the  infraction  would 
not  be  repeated. 

There  was  a  marked  decrease  in  the  amount  of  smoke  during  the 
month  of  January  except  from  sources  which  are  exempt  by  law,  and  it 
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is  confidently  expected  that  a  progressive  decrease  in  the  amount  of 
smoke  to  the  lawful  limit  will  be  seen  from  now  on^  and  probably  witti- 
out  many  prosecutions. 

Medical  Inspection  of  Schools.  —  It  is  now  nearly  twelve  years  since 
this  work  was  begun  in  Boston.  For  some  years  the  board  of  health 
has  asked  permission  to  increase  the  amount  of  inspection  in  our  schools^ 
to  improve  the  present  incomplete  surveillance  over  the  pupils  and  others 
while  suffering  from  infectious  diseases  at  home,  to  guard  the  return  to 
school  of  pupils  convalescing  from  infectious  or  unreported  diseases,  to 
point  out  more  of  the  existing  physical  and  mental  defects  among  the 
school  children,  by  which  they  are  more  or  less  incapacitated  for  their 
work,  and  for  which  relief  might  be  found,  and  thus  render  greater 
service  to  the  schools  and  the  public.  This  additional  service  can  be 
secured  for  a  moderate  increase  of  expense,  which  can  be  met  within 
the  present  appropriation. 

Removal  of  Buildings.  —  The  removal  of  buildings  and  parts  of  build- 
ings on  account  of  evils  in  themselves  or  because  they  make  other 
buildings  unfit  for  habitation,  and  which  cannot  be  remedied  by  repairs, 
has  continued  to  receive  an  increasing  amount  of  attention,  with  gratifying 
results,  not  only  from  a  sanitary  point  of  view,  but  from  the  fact  of  a 
diminishing  opposition.  This  work  is  invariably  followed  by  increased 
sunlight  and  therefore  a  drier  and  cleaner  air  for  the  yards,  kitchens, 
basements,  halls,  closets  and  stairways  of  the  remaining  buildings.  There 
is  an  immediate  and  corresponding  improvement  of  premises,  cheerful- 
ness of  tenants  and  a  gradual  approval  of  landlords.  One  hundred 
and  sixty-nine  buildings  were  removed. 

Bacteriological  Laboratory,  —  The  total  nimiber  of  routine  bacterio- 
logical examinations  made  between  Feb.  1,  1905,  and  Feb.  1,  1906,  was 
18,321.  Of  these,  12,762  were  diagnosis  and  5,559  were  milk  examina- 
tions. 

Special  examinations  during  the  past  year  have  included  examinations 
for  the  organisms  causing  anthrax,  leprosy,  rabies,  cerebro-spinal  menin- 
gitis, septic  wounds,  etc.,  and  for  diphtheria  and  streptococcus  virulence. 

The  board  offers  to  make  examinations,  free  of  charge,  of  any  disease 
of  a  bacteriological  nature. 

Bacteriological  Examination  of  Milk,  —  During  the  year  a  new  method 
of  estimating  the  number  of  bacteria  in  milk  by  direct  microscopical 
examination  has  been  devised  by  the  first  assistant  of  the  laboratory. 

Examination  of  Sputum,  —  As  each  year  has  seen  a  decided  increase 
in  the  number  of  sputum  specimens  to  be  examined,  methods  have  been 
devised  which  have  either  materially  shortened  the  time  consumed  in 
preparing  the  specimens  or  have  increased  the  eflBciency  of  the  examina- 
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lion.  Recently  (December,  1905)  a  shaking  machine  was  devised  by 
the  present  director  of  the  laboratory  in  which  sixteen  sputum  bottles 
can  be  placed  at  one  time  and  shaken  until  all  caseous  particles  and 
coagulated  lumps  are  broken  up  and  the  contents  of  the  bottle  rendered 
homogeneous  throughout.  The  chances  of  finding  the  bacilli  of  tuber- 
culosis when  these  are  very  few  in  number  are  undoubtedly  increased 
by  this  method. 

Special  Investigations.  —  Acting  in  accordance  with  instructions  from 
the  board,  the  following  inspections,  investigations  and  analyses  were 
made  during  the  year :  — 

Keeping  of  lobster  "  floats  "  in  polluted  water. 
Wall  papers  as  infecting  agents. 
Drawn  versus  undrawn  fowl. 
Miscellaneous  tests. 

Included  in  the  work  of  the  board  for  the  past  year  are  two  series  of 
tables,  one  series  showing  the  comparison  of  deaths  in  a  few  large 
American  and  foreign  cities,  as  compared  with  the  city  of  Boston,  the 
other  showing  the  annual  increase  in  the  number  of  cremations  in  the 
principal  cities  of  this  country  and  of  Europe  for  the  period  1876-1905, 
inclusive. 

The  board  has  also  adopted  regulations  relative  to  the  handling  and 
storing  of  manure,  thus  doing  away  with  the  old-fashioned  manure  pit. 

Brockton. 

For  several  years  this  board  has  repeatedly  called  attention  to  the 
matter  of  medical  school  inspection.  With  the  experience  of  other  cities 
which  have  adopted  inspection,  and  which  show  a  great  reduction  in 
the  number  of  contagious  cases,  with  a  consequent  decrease  in  the 
death-rate,  it  seems  criminal  to  further  neglect  so  important  a  matter. 
The  board  again  adds  its  appeal  and  trusts  some  action  will  be  taken 
in  the  matter  this  year. 

During  the  year  successful  efforts  were  made  in  procuring,  for  the 
use  of  the  board,  a  building  where  comfortable  and  humane  provisions 
may  be  afforded  those  sick  with  contagious  diseases  who  have  not  a  home 
of  their  own.  The  house  has  been  opened  three  times  since  its  comple- 
tion (November  1),  and  the  board  is  of  the  opinion  that  a.clean,  sanitary 
building,  with  good  air  and  the  best  of  care,  has  had  much  to  do  with 
the  speedy  recovery  of  the  patients  taken  there. 

Brockton  should  have,  as  soon  as  possible,  a  hospital  for  communicable 
diseases,  where  every  case  of  scarlet  fever  and  diphtheria  might  be  sent, 
if  necessary. 
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A  new  feature  adopted  by  the  laboratory  the  past  year,  and  now 
available  for  the  physicians  of  the  city,  is  the  examination  of  blood  for 
aid  in  diagnosis  of  other  diseases  besides  malaria  and  typhoid  fever. 

Brookline. 

The  board  is  trying  the  experiment  of  inducing  two  or  three  men 
with  consumption  to  live  in  one  of  the  smaller  hospital  buildings,  tem- 
porarily unused  for  other  purposes,  where  they  can  live  a  life  largely  out 
of  doors,  and  where  they  can  see  their  families  and  friends  without 
danger. 

The  noticeable  decrease  in  mosquitoes  during  the  spring  and  summer 
may  be  attributed  in  part  to  the  weather  conditions,  but  it  is  undoubtedly 
due  to  a  large  extent  to  the  effective  work  done  under  the  direction  of 
the  assistant  bacteriologist.  Landowners  have  helped  a  little  more  than 
in  previous  years,  and  a  good  many  troublesome  holes  have  been  filled  up, 
so  that  water  will  no  longer  stand  in  them  to  form  breeding-places  for 
mosquitoes.  Additional  areas  have  been  controlled  by  petrolizing,  notably 
between  Commonwealth  Avenue  and  Beacon  Street,  where  the  rise  and 
fall  of  the  tide  in  Charles  River  is  felt,  and  where  a  type  of  mosquitoes 
common  in  brackish  water,  but  unknown  elsewhere  in  Brookline,  is  found. 
The  gross  expenditure  for  mosquito  work  was  $626.30,  but  landowners 
for  whom  work  was  done  repaid  $130.43,  and  there  are  charges  to  other 
landowners  still  unpaid  which  amount  to  $60.15.  It  is  proposed  to  con- 
tinue this  work  this  year  at  an  estimated  cost  of  $760,  the  additional 
cost  being  chiefly  for  supplies  and  repairs  of  wagon  and  harness. 

Most  of  the  work  done  in  connection  with  malarial  fever  was  of  a 
permanent  nature,  namely,  the  draining  or  filling  in  of  stagnant  pools 
found  to  be  breeding  malarial  mosquitoes.  Over  a  thousand  street  catch- 
basins,  located  in  thickly  settled  parts  of  the  town  and  found  to  be 
breeding-places  of  the  common  mosquito,  were  treated  with  petroleum 
by  the  street  department  about  every  four  weeks  throughout  the  season. 
It  is  very  necessary  that  landowners  should  cooperate  more  generally  with 
the  board  in  its  efforts  to  abate  the  prevalence  of  malarial  and  of  common 
mosquitoes  in  the  town,  especially  in  the  more  thickly  settled  parts,  if 
the  best  results  are  to  be  obtained. 

The  systematic  medical  inspection,  at  least  once  a  week,  of  the  pupils 
of  the  public  schools  and  of  the  parochial  school,  more  fully  referred  to 
in  last  yearns  report,  was  continued  throughout  the  school  year.  The 
agent  of  the  board  of  health,  accompanied  by  the  medical  inspector  of 
each  school,  visited  every  school  at  least  once  during  the  past  year,  and 
found  teachers  and  physicians  earnestly  cooperating  to  safeguard  the 
health  of  the  pupils  while  in  the  somewhat  crowded  condition  inseparably 
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connected  with  instruetion  in  large  classes  in-doors.  Hygienic  drinking 
fountains  have  now  been  put  into  most  of  the  buildings,  and  also  on 
three  playgrounds  close  to  public  schools,  thus  removing  the  chance  of 
contracting  disease  from  infected  drinking  cups.  In  September,  copies 
of  a  circular,  calling  attention  to  the  need  of  teaching  personal  cleanli- 
ness and  to  certain  other  measures  that  tend  to  prevent  the  spread  of  com- 
municable disease  among  school  children,  were  issued  to  all  the  regular 
teachers. 

Arrangements  are  now  made  for  an  examination,  by  specialists,  of  the 
eyes,  ears,  noses,  throats  and  teeth  of  the  pupils  in  our  largest  and  most 
representative  school,  the  Pierce  school,  where  a  little  over  800  children 
are  enrolled.  Since  the  neglect  of  physical  defects  in  children  results 
in  many  cases  in  partial  arrest  of  physical  and  mental  development  by 
reason  of  eye  strain,  deafness,  nervous  troubles,  premature  decay  of  the 
teetli,  and  other  forms  of  serious  but  preventable  impairment  of  health, 
the  importance  of  this  new  measure  is  very  great.  If  successful  in  the 
Pierce  school  the  pupils  of  the  other  schools  will  be  similarly  examined 
in  a  careful,  judicious  manner,  and  whenever  necessary  a  note  will  be 
sent  to  the  parent  suggesting  the  taking  of  the  child  to  the  family  phy- 
sician for  advice  as  to  further  examination  by  a  specialist. 

As  a  means  of  maintaining  and  further  improving  the  health  of  the 
people,  not  only  the  various  special  measures  mentioned  in  this  report 
must  be  continued,  and,  where  practicable,  improved  upon,  but  a  number 
of  additional  measures  deserve  and  are  receiving  consideration.  Among 
these  should  be  mentioned  the  providing  of  as  many  places  as  practicable 
for  exercise  and  recreation  in  our  public  parks  and  playgrounds,  and  in 
the  commodious,  centrally  located  and  well-equipped  municipal  gym- 
nasium that  has  been  planned  and  is  soon  to  be  erected.  The  experience 
with  the  playgrounds  we  already  have  indicates  that  they  are  fully  appre- 
ciated, and  of  very  great  service  to  the  health  of  the  children  and  the 
youth  of  the  town. 

The  experience  also  at  the  public  baths  on  Tappan  Street,  where  over 
57,000  baths  were  taken  the  past  year,  and  also  at  the  Lincoln  and 
Heath  schools,  where  excellent  shower  baths  have  been  installed  and  are 
used  more  and  more  by  the  school  children,  indicates  that  facilities  pro- 
vided by  the  town  are  appreciated  and  availed  of  by  the  citizens. 

The  investigation  of  the  source  of  milk  supply  and  methods  of  hand- 
ling, sterilizing  of  jars,  etc.,  immediately  after  a  case  of  contagious  dis- 
ease is  reported,  is  a  new  departure,  and  although  this  work  was  begim 
only  last  October,  it  has  already  disclosed  many  cases  of  carelessness, 
and  brought  about  so  many  improvements,  that  it  is  evident  its  continu- 
ance will  lessen  the  spread  of  contagion  through  milk,  and  will  enable 
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the  inspector  to  have  a  detailed  record  of  everything  connected  with  any 
questionable  milk  supply.  Thus,  if  any  considerable  number  of  cases 
appear  upon  one  dealer's  route,  the  conditions  can  be  readily  and  quickly 
corrected. 

It  was  found  in  connection  with  this  that  drivers  were  taking  milk 
from  houses  where  cases  of  contagious  disease  existed,  contrary  to  the 
regulations  of  the  board  of  health,  being  unaware  of  the  fact,  as  a  small 
card  on  the  front  door  does  not  serve  as  a  warning  to  the  many  drivers 
and  others  who  invariably  use  the  rear  entrance.  Although  a  driver  of 
a  milk  wagon  is  promptly  notified  of  a  case  upon  his  route  as  soon  as  it  is 
reported  to  the  department,  it  would  seem  advisable  to  have  the  rear 
doors  of  quarantined  houses  placarded  as  well  as  the  front. 

The  work  of  dairy  inspection  has  been  more  extensively  done  than  in 
the  past,  and  with  very  gratifying  results.  Over  100  places  were  in- 
spected, the  larger  part  being  dairies  which  had  not  been  previously 
visited.  It  was  found  that  the  best  results  could  be  obtained  by  having 
the  licensed  dealer  accompany  the  inspector  to  the  dairies  from  which  his 
own  supply  came.  Unsanitary  conditions  could  then  be  more  forcibly 
explained  to  both  dairyman  and  dealer,  and  instructions  given  as  to 
their  correction,  under  penalty,  in  some  cases,  of  having  the  milk  from 
imsanitary  dairies  excluded  from  sale  in  the  town  of  Brookline.  The 
better  class  of  milk  dealers  are  learning  that  milk  properly  produced, 
cooled  and  handled  will  not  only  retain  its  sweetness  longer  and  yield 
larger  returns,  but  that  it  is  a  valuable  asset  to  their  business  to  have  it 
known  that  their  supply  comes  from  dairies  which  are  recorded  as  clean 
and  sanitary,  and  under  the  supervision  of,  and  regularly  inspected  by, 
this  department.  It  has  been  found  necessary  to  shut  out  but  a  few 
undesirable  producers.  In  most  cases  where  the  dairyman  has  not  been 
properly  cooling  or  storing  his  milk,  the  suggestions  offered  resulted 
to  his  pecuniary  advantage.  As  an  example,  one  Sudbury  dealer  who 
had  been  cooling  his  milk  in  a  stagnant  pool  behind  his  bam,  as  he  had 
no  available  proper  water  supply,  was  having  an  average  of  twelve  cans 
a  month  returned  to  him  as  unsalable.  He  was  notified  through  the 
dealer  that  he  must  provide  an  artificial  cooler,  which  was  installed  in 
April.  When  a  second  visit  was  made  in  August,  it  was  found  that  not  a 
can  had  been  returned  to  him  since  the  cooler  was  installed. 

The  records  of  over  200  dairies,  showing  their  sanitary  conditions, 
methods  of  production,  handling,  etc.,  are  now  on  file  at  the  milk  in- 
spector's office  at  the  town  hall.  Judging  by  the  number  of  citizens  who 
have  looked  over  these  records  during  the  year,  and  the  fact  that  the 
most  reliable  dealers  are  reporting  an  increase  in  their  output,  while 
others  report  a  decrease,  this  work  is  bearing  fruit  in  the  right  direction. 
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Cambridge. 
The  diseases  discovered  in  the  schools,  through  medical  inspection,  and 
the  number  of  cases  are  as  follows :  — 

Chicken  pox, 7 

Measles, 9 

Mumps, 18 

Scarlet  fever, 1 

Whooping  cough, 10 

Pediculosis, 106 

Diseases  of  ear, 9 

Diseases  of  eye, 76 

Diseases  of  skin, 137 

Diseases  of  nervous  system, 6 

All  other  diseases, 174 

Total 660 

The  board  recommends  that  the  city  build  a  modem  hospital  for  the 
care  and  treatment  of  infectious  diseases,  such  as  diphtheria,  scarlet  fever, 
measles  and  typhoid  fever.  There  should  also  be  a  hospital  for  the  care 
and  treatment  of  persons  suffering  with  tuberculosis  of  the  lungs.  The 
buildings,  formerly  dwellings,  which  were  used  during  the  smallpox 
epidemic,  should  be  destroyed,  as  they  are  unfit  for  habitation,  and  an 
inexpensive  wooden  structure  should  be  built  for  smallpox  cases,  to  be 
destroyed  after  a  smallpox  epidemic,  and  a  new  building  of  a  similar  type 
constructed. 

Several  years  ago  the  board  passed  a  regulation  for  proper  ventilation 
of  cars,  but  it  was  powerless  to  direct  any  specific  method  of  ventilation. 
This  year  steps  were  taken  to  have  the  railroad  commissioners  given 
authority  to  investigate  the  manner  of  ventilating  street  cars,  with  power 
to  adoplf  any  method  they  deemed  expedient.  A  bill  to  this  effect  was 
presented  to  the  Legislature,  but  it  was  contended  that  the  railroad  com- 
missioners could  secure  better  ventilation  without  the  passage  of  this  bill. 
The  bill  failed  of  passage.  The  board  again  proposes  to  renew  its  efforts 
in  that  direction,  because  it  feels  that  thereby  the  spread  of  infection 
would  be  prevented,  and  the  vitality  of  passengers  would  not  be  weakened 
by  riding  in  improperly  ventilated  cars. 

The  following  recommendations  have  been  made  by  the  board:  that 
there  should  be  an  incinerator,  located  in  some  isolated  section  of  the 
city,  where  rubbish  could  be  burned ;  that,  in  view  of  the  nuisance  existing 
at  Cider  Mill  Pond,  caused  by  the  emptying  into  it  of  the  refuse  from 
several  basins  at  the  Payson  Park  reservoir,  the  pipe  running  from  the 
reservoir  to  the  pond  be  connected  with  the  sewer;  that  the  city  make 
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some  arrangement  with  the  owner  of  the  clay  pit  on  Sherman  Street  in 
North  Cambridge  to  have  the  same  filled  in;  that  the  sewer  in  North 
Cambridge  which  enters  Tannery  Brook,  the  sewage  from  which  flows 
along  and  enters  Alewife  Brook,  is  a  menace  to  the  health  of  the  neigh- 
borhood, and  should  be  remedied  without  delay;  that  the  building  ordi- 
nances be  amended  so  as  to  provide  that  all  water-closets  be  ventilated 
by  a  vent. 

The  board  has  directed  the  sanitary  inspectors  to  make  a  report  upon 
the  sanitary  condition  of  all  stables  in  the  city,  in  accordance  with  its 
requirements. 

In  March  new  sputum  outfits  were  sent  out,  consisting  of  a  square 
pasteboard  box,  containing  a  labelled  bottle,  with  wide  mouth,  in  which 
are  a  few  drachms  of  5  per  cent,  carbolic  acid.  A  smaller  and  more 
serviceable  test-tube  has  been  adopted  for  the  diphtheria  outfits,  and  the 
boxes  for  these  outfits  were  recently  changed  from  those  open  at  both 
ends  to  a  form  which  is  closed  on  three  sides,  obviating  the  danger  of 
dropping  the  box  and  tubes  while  holding  the  cover. 

Chicopee. 

At  the  February  meeting,  the  board  made  arrangements  with  Spring- 
field for  supplying  physicians  of  Chicopee  with  swabs,  whereby  they 
might  avail  themselves  of  a  bacteriological  diagnosis  in  cases  of  sore 
throat  of  doubtful  character.  It  is  not  the  intention  of  the  board  at  this 
time  to  require  swabs  to  be  taken  in  every  case  of  diphtheria  which  may 
come  to  the  notice  of  physicians,  but  the  opportunity  is  now  offered  for 
the  examination  of  swabs  taken  from  any  suspected  case.  It  is  only  by  a 
bacteriological  examination  of  such  cases  that  the  true  diagnosis  can  be 
made. 

Fall  River. 

The  death-rate  has  never  before  been  so  low  as  it  was  for  the  \ear  just 
closed,  with  the  exception  of  last  year,  when  the  number  of  deaths  was 
somewhat  lower.  Contagious  and  other  preventable  diseases  reported 
were  also  low,  as  compared  with  other  years. 

Although  the  outbreak  of  cerebro-spinal  meningitis  caused  grave  ap- 
prehension while  it  lasted,  the  stringent  measures  adopted  for  its  eradi- 
cation proved  effective,  and  the  epidemic  was  of  short  duration.  Cerebro- 
spinal meningitis  and  erysipelas  have  been  added  to  the  list  of  contagious 
diseases. 

Last  year  a  regulation  was  adopted,  which  went  into  effect  July  1, 
making  consumption  a  notifiable  disease.  This  regulation  was  published 
in  all  of  the  daily  newspapers  of  the  city  and  was  afterwards  printed  in 
pamphlet  form,  together  with  directions  for  the  care  of  consumptives  and 
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those  living  with  them.  This  pamphlet,  with  a  circular  letter,  amiouncing 
the  action  of  the  board,  and  a  supply  of  stamped  envelopes  and  printed 
forms  upon  which  to  report  cases,  were  delivered  to  every  physician  in 
the  city,  whose  cooperation  was  asked  in  combating  the  disease.  Since 
the  regulation  went  into  effect,  the  residence  of  every  person  who  has 
died  of  consumption,  or  of  those  who  have  been  reported  ill  and  may 
have  moved  out  of  the  tenement,  has  been  fumigated  by  the  department, 
and  such  repairs  and  renovations  as  have  been  considered  necessary  have 
been  required  of  the  owner  before  he  is  given  a  permit  to  reoccupy  the 
premises.  Besides  what  has  been  accomplished  through  this  regulation, 
over  500  spitting  notices  were  posted  in  the  principal  streets  and  public 
places  of  the  city,  and  others  will  be  put  up  this  spring. 

Since  the  enactment  of  the  law  making  it  obligatory  for  boards  of 
health  to  care  for  cases  of  contagious  and  infectious  diseases,  and  main- 
tain one  or  more  hospitals  for  that-  purpose,  an  old  house  has  been  made 
to  do  service  as  a  contagious  hospital.  Many  repairs  and  improvements 
have  had  to  be  made  upon  this  building  since,  but  even  with  these  it  is 
only  a  makeshift  of  a  contagious  hospital,  and  it  is  only  with  considerable 
trouble  and  risk  that  more  than  one  kind  of  disease  can  be  accommodated 
there  at  the  same  time.  A  building  with  better  facilities  should  be 
provided. 

The  necessity  for  an  inspector  of  meats  and  provisions  is  very  great, 
particularly  as  almost  every  city  of  any  size  and  many  towns  in  this  and 
adjoining  States  have  an  inspector  of  meat,  and  the  absence  of  such  an 
oflBcer  here  makes  this  city  a  desirable  market  place  for  dealers  in  a  class 
of  goods  that  would  not  be  allowed  in  other  cities. 

The  medical  inspection  of  schools,  at  least  at  the  reopening  after  each 
vacation,  is  of  vital  importance,  and  the  board  recommends  an  appro- 
priation for  the  purpose.  Up  to  the  present  time  inspection  has  been 
done  only  as  an  emergency  measure  in  a  general  way  at  the  reopening 
of  schools  in  September. 

No  cases  of  smallpox  have  been  reported  during  the  year.  Siuce  the 
smallpox  epidemic  and  general  vaccination  in  1903  the  vaccination  laws 
have  been  rigidly  enforced.  Vaccination  is  provided  free  of  expense  at 
the  office  of  the  board  of  health,  and  school  children  are  required  to 
produce  certificates  of  successful  vaccination  from  the  family  physician 
or  the  board  of  health  before  being  admitted  to  school.  The  teachers  in 
all  schools,  public,  parochial  and  private,  scrupulously  observe  this  rule. 
During  the  year,  2,063  persons  were  successfully  vaccinated  at  the  office 
of  the  board. 

The  records  show  again  this  year  another  substantial  decrease  in  the 
nimiber  of  cases  of  scarlet  fever.    This  reduction  has,  xmdoubtedly,  been 
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brought  about  by  an  inspection  of  the  patient  in  every  ease  by  one  of  the 
district  physicians  before  an  order  is  given  to  fumigate  the  premises  or 
release  the  quarantine,  and  the  greater  strictness  with  which  the  quar- 
antine regulations  were  made  and  enforced  in  late  years. 

FiTCIIBURG. 

No  epidemic  of  any  disease  has  appeared  during  the  past  year.  It  is 
interesting  to  observe  that  the  number  of  cases  and  also  the  number  of 
deaths  from  tuberculosis  and  pulmonary  phthisis  are  40  per  cent,  and 
20  per  cent.,  respectively,  less  than  last  year.  The  board  recommends  a 
careful  consideration  of  the  necessity  of  caring  for  persons  afflicted  with 
tuberculosis  in  its  various  forms.  This  should  be  done  for  the  welfare  of 
those  ill  with  the  disease  and  for  those  coming  in  contact  with  them. 

During  the  year  a  large  number  of  children  have  been  vaccinated  at 
the  office  of  the  board  without  expense,  to  the  city,  this  plan  proving  the 
most  satisfactory  way  to  obtain  the  desired  and  necessary  vaccinations. 
In  September,  free  vaccine  virus  was  supplied  the  physicians  of  the  city, 
furnished  by  the  State,  and  it  has  been  imiformly  and  highly  satisfactory. 

The  milk  farms  have  been  inspected  more  generally  than  usual,  and  in 
several  instances  the  defective  sanitary  conditions  found  upon  the  prem- 
ises have  been  remedied.  A  constant  and  general  supervision  should  be 
maintained  of  milk-producing  plants  at  such  intervals  as  to  furnish  the 
public  at  all  times  with  pure,  clean  milk. 

Early  in  the  year  it  was  voted  by  the  board  to  include  cerebro-spinal 
meningitis  in  its  list  of  notifiable  diseases. 

In  May,  the  full  board  inspected  that  portion  of  the  city  through 
which  Punch  Brook  runs,  lying  between  Mechanic  Street  and  Rindge 
Street,  finding  it  in  a  very  filthy  condition  and  dangerous  to  the  public 
health.  A  communication  was  addressed  to  the  city  government,  calling 
its  attention  to  the  conditions  existing  there,  and  recommending  that  said 
brook  be  properly  enclosed  in  retaining  walls  and  covered,  in  accordance 
with  the  provisions  of  chapter  188,  Acts  of  1869. 

Haverhill. 

The  city  has  been  reasonably  free  from  contagious  diseases.  Diphtheria 
has  been  more  prevalent,  74  cases  having  been  reported,  with  8  deaths,  as 
compared  with  37  cases  and  two  deaths  in  1904. 

In  the  absence  of  any  medical  supervision  of  the  schools,  ii;  is  impossi- 
ble to  prevent  occasional  epidemics  of  contagious  diseases.  With  medical 
inspection  at  regular  intervals,  knowledge  of  the  existence  of  these  dis- 
eases would  be  obtained  and  their  spread  prevented.  This  has  been 
frequently  urged  in  the  annual  reports  of  the  board  and  was  recommended 
last  year  by  the  school  board. 
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HOLYOKE. 

The  board  is  pleased  to  state  that  the  general  public  health  and  the 
sanitation  of  the  city  is  in  a  satisfactory  condition.  This  favorable  state 
of  affairs  has  been  brought  about  gradually  by  constant  attention  during 
the  past  few  years  to  all  nuisances,  sources  of  filth  and  causes  of  infec- 
tion. There  exists  to-day  a  very  general  desire  on  the  part  of  the  people 
of  the  city  to  comply  with  the  rules  of  the  board  and  the  State  laws  re- 
lating to  the  same.  Many  of  the  old  and  dilapidated  buildings  about 
the  city  have  been  removed,  thus  eliminating  foci  of  contagion  and  filth. 

The  passage  through  the  city  of  the  sewage-laden  canal  water  is  a 
constant  menace  to  the  general  health  of  the  people,  and  it  is  hoped  that 
the  near  future  will  see  these  canals  relieved  of  this  objectionable  feature. 

The  completion  of  two  additional  sections  of  sewers  has  enabled  the 
board  to  abate  nuisances  formerly  existing,  and  the  city  is  now  practically 
free  from  vaults  and  cesspools. 

A  noteworthy  fact  to  be  mentioned  in  connection  with  the  yearns  work 
is  the  very  high  percentage  of  positive  cases  which  have  been  released 
only  upon  the  finding  of  a  negative  culture.  There  has  been  a  steady 
improvement  in  this  line  from  year  to  year,  and  during  1905  practically 
all  positive  cases  have  been  so  treated. 

Hyde  Park. 
Early  in  the  year  1905  the  attention  of  the  board  was  called  to  the  in- 
fectiousness and  prevalence  of  cerebro-spinal  meningitis,  or  spotted  fever. 
As  a  result,  the  board  passed  a  regulation  relative  to  cerebro-spinal  men- 
ingitis and  tuberculosis,  adding  them  to  the  list  of  notifiable  diseases. 

Leominster. 

The  board  now  has  a  well-equipped  laboratory,  furnished  with  the 
latest  necessary  utensils.  That  this  is  fully  appreciated  by  the  physician 
is  shown  by  the  large  number  of  specimens  brought  for  examination.  The 
laity  are  beginning  to  recognize  the  value  of  such  a  laboratory  by  bring- 
ing in  specimens  themselves  for  examination. 

The  board  has  adopted  rules  which  govern  these  examinations.  These 
rules  are  similar  to  those  in  use  in  other  large  towns  and  cities  having 
laboraj;ories. 

The  board  would  urge  upon  all  families  in  which  a  death  occurs  from 
tuberculosis  to  immediately  notify  the  board  of  health,  in  order  that  their 
houses  may  be  properly  fumigated  and  other  proper  precautions  taken,  as 
in  other  contagious  diseases. 

In  order  to  eliminate  as  much  as  possible  tlie  spread  of  the  so-called 
milder  contagious  diseases  in  the  schools,  it  has  been  deemed  best  by 

Digitized  by  LjOOQ IC 


712  STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

those  connected  with  the  schools  and  by  the  board  to  hereafter  require  a 
school  certificate  from  the  board  of  health  readmitting  those  who  have 
been  kept  out  of  schoool  in  cases  of  measles,  mumps  and  whooping  cough. 

LOWKLL. 

The  death-rate  of  Lowell  for  the  year  1905  was  the  third  lowest  in  the 
past  sixteen  years.  Aside  from  the  epidemic  of  cerebro-spinal  meningitis^ 
the  mortality  from  contagious  diseases  shows  a  favorable  record.  The 
board  has  now  adopted  a  rule  placing  cerebro-€pinal  meningitis  in  the 
same  category  with  diphtheria  as  regards  the  placarding  of  houses  and 
funeral  restrictions. 

In  December,  1904,  the  city  council  voted  to  borrow  $10,000,  to  be 
expended  for  a  cremator,  under  the  direction  of  the  board  of  health.  Ac- 
cordingly, the  various  incinerators  which,  in  the  opinion  of  the  board, 
would  most  likely  meet  the  requirements  of  the  city,  were  investigated, 
and  an  incinerator  has  now  been  installed  and  is  in  operation  in  Ayer's 
City. 

Lynn. 

The  death-rate  at  the  contagious  hospital  during  the  past  year  has  been 
very  low.  Out  of  107  admitted,  but  4  died.  Of  those  admitted,  there 
were  30  cases  of  diphtheria,  62  of  scarlet  fever  and  12  of  erysipelas. 
There  were  also  3  patients  cared  for,  each  of  whom  had  diphtheria  and 
scarlet  fever  combined.    Of  the  latter,  all  recovered. 

Many  inspections  of  the  markets  and  stores  where  perishable  provisions 
are  sold  have  been  made  in  order  to  restrict  the  sale  of  decayed  or  un- 
wholesome fruits  or  provisions.  Special  attention  has  been  paid  to  the 
fruit  stores  and  also  to  the  teams  of  all  hawkers  or  peddlers,  who  are 
required  by  ordinance  to  have  a  license  or  permit  before  making  any  sales, 
and  a  decided  improvement  has  been  made  in  this  direction.  Five  hun- 
dred and  fifty-nine  inspections  have  been  made  of  fruit  and  provision 
stores  and  274  of  the  teams  of  hawkers  and  peddlers.  One  hundred  and 
ninety  permits  have  been  granted  during  the  year. 

Malden. 

During  the  past  year  the  city  has  been  very  free  from  contagious  dis- 
eases, there  having  been  only  42  cases  of  measles,  89  of  diphtheria,  47  of 
scarlet  fever  and  52  of  typhoid  fever,  making  a  total  of  230  cases,  with 
only  7  deaths. 

The  board  still  continues  the  medical  inspection  of  the  public  schools 
(employing  four  physicians  for  that  work)  and  they  feel  satisfied  that 
the  results  show  well  for  the  small  amount  expended. 
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The  board  believes  that  the  time  has  arrived  when  it  should  require  that 
all  cases  of  tuberculosis  should  be  reported  and  that  all  care  be  taken  to 
prevent  the  spread  of  the  disease. 

Melrose. 

The  board  has  made  a  change  in  its  regulations  by  adding  cerebro- 
spinal meningitis  to  the  list  of  diseases  to  be  reported. 

During  the  year,  the  board  has  circulated  through  the  schools  3,000 
copies  of  a  circular  obtained  from  the  Boston  Association  for  the  Relief 
of  Tuberculosis,  with  an  addendum  by  the  local  board,  giving  in  brief 
what  is  desired  in  cases  of  consumption. 

Relative  to  the  act  requiring  all  cases  of  sore  eyes  in  an  infant  under 
two  weeks  of  age  to  be  reported  to  the  board  of  health,  a  notice  was  pub- 
lished and  sent  to  physicians  and  nurses,  informing  them  that  the  board 
was  prepared  to  make  the  necessary  cultures  as  required  for  the  deter- 
mination of  these  cases. 

The  isolation  hospital  was  open  246  days  during  the  year  1905,  caring 
for  16  patients.  There  were  no  fatalities.  It  is  the  judgment  of  the 
board  that  the  isolation  hospital  was  of  immense  value  in  the  care  of 
contagious  diseases  during  the  year.  It  may  be  looked  upon  as  a  sort  of 
insurance  for  the  rest  of  the  community,  which  is  to  be  measured  largely 
for  its  general  protection  and  not  wholly  by  the  comparatively  few  cases 
that  it  cares  for.  It  has  been  the  policy  of  the  board  to  care  for  all  cases 
when  in  the  opinion  of  the  attending  physician  the  case  could  not  be 
properly  isolated  at  home.  It  has  also  been  the  policy  of  the  board  to 
take  care  of  as  many  cases  as  possible  at  the  hospital  when  the  mother 
of  the  family  was  the  sole  nurse.  Another  class  of  cases  that  should  be 
cared  for  at  the  hospital  are  those  where  more  than  one  family  occupy  a 
house,  and  the  family  or  families  not  having  cases  are  subject  to  the 
annoyance  and  expense  of  quarantine. 

With  the  beginning  of  the  school  year  in  September,  the  board  of 
health  began  a  regular  medical  inspection  of  the  schools  of  the  city. 

Fifteen  successful  vaccinations  were  performed  at  the  office  and  120 
certificates  of  vaccination  issued.  The  board  continues  to  receive  vaccine 
virus  from  the  State  Board  of  Health.  It  is  received  fresh  as  required, 
and  its  use  gives  much  satisfaction,  not  only  in  the  successful  results  of 
vaccination  but  in  the  absence  of  all  untoward  effects. 

During  the  month  of  February  the  board  had  printed  upon  cards 
14  by  16  inches  a  notice  relative  to  spitting  in  public  places.  Janitors, 
when  questioned,  have  unanimously  testified  to  the  good  effect  of  this 
notice. 

The  report  of  the  inspector  of  milk  and  vinegar  shows  that  only  a  few 
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of  the  samples  of  milk  taken  have  been  found  to  be  below  the  standard 
required  by  law,  and  these  only  slightly.  One  dairy  that  was  supplying 
a  local  dealer  was  dropped  for  selling  milk  below  the  standard  and  this 
milk  does  not  come  to  the  city  now.  Most  of  the  milkmen  are  desirous 
of  having  the  best  milk  to  be  had,  and  the  people  of  the  city  are  fortunate 
in  having  a  large  number  of  good  dairies  near  which  supply  a  large  part 
of  the  milk. 

New  Bedford. 

With  the  exception  of  January  and  the  last  two  months  of  the  year, 
the  city  has  been  particularly  free  from  contagion.  During  the  three 
months  mentioned,  diphtheria  prevailed  to  some  extent,  but  otherwise 
there  were  but  few  cases  of  contagious  disease.  During  a  portion  of  the 
summer  not  a  single  house  was  quarantined  for  a  disease  dangerous  to 
the  public  health,  which  is  a  feature  in  the  sanitary  work  of  the  board 
seldom  realized. 

There  never  has  been  a  time  in  the  history  of  the  city  when  the  collec- 
tion of  garbage  has  been  so  thoroughly  performed  as  during  the  year 
1905.  The  disposal  of  garbage  by  the  Wheelwright  process  has  proven 
a  signal  success.  The  material  has  been  quickly  destroyed,  and  in  such  a 
manner  that  no  one  could  justly  find  fault.  Experts  from  various  cities 
who  have  examined  the  plant  have  spoken  in  the  highest  terms  of  praise 
of  its  success,  while  the  absence  of  unpleasant  odors  during  the  process  of 
destruction  makes  the  plant  an  ideal  one  from  a  sanitary  standpoint. 

With  but  very  few  exceptions,  the  tenement  blocks  in  this  city  (except 
where  no  sewer  abuts  the  premises)  have  been  plumbed  in  a  sanitarj 
manner.  During  the  year  the  board  made  another  inroad  upon  the  con- 
gested section  by  ordering  the  removal  of  outbuildings,  and  in  the  twelve 
months  which  have  elapsed  no  less  than  54  houses  were  ordered  plumbed 
and  the  vaults  on  the  premises  abandoned. 

Newton. 

In  the  early  months  of  the  year  there  was  a  number  of  cases  of  epidemic 
cerebro-spinal  meningitis,  and  some  alarm  was  felt  in  regard  to  it.  The 
number  of  cases  reported,  however,  was  only  slightly  in  excess  of  the 
average.  To  prevent  alarm  on  the  part  of  the  citizens,  the  board  in- 
structed the  undertakers  to  treat  the  bodies  of  persons  dying  from  this 
disease  in  a  manner  similar  to  those  of  persons  who  died  of  other  con- 
tagious disease,  and  the  rooms  where  such  patients  had  been  ill  were  dis- 
infected.   No  quarantine  was  imposed,  nor  were  the  patients  isolated. 

A  meeting  between  the  board  and  a  sub-committee  of  the  school  com- 
mittee was  held  during  the  autumn  to  discuss  the  question  of  a  daily 
medical  inspection  of  schools.     Owing  to  the  peculiar  conditions  which 
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obtain  in  Newton,  the  problem  of  a  practical  method  is  somewhat  difficult 
of  solution.  A  very  important  adjunct  to  the  medical  inspection  would 
be  the  passing  of  a  rule  by  the  school  committee  requiring  every  child 
who  has  been  absent  from  school  for  more  than  a  certain  time,  say,  three 
days,  to  present  a*  certificate  from  the  medical  inspector  of  the  district 
stating  that  it  is  safe  for  him  to  return  to  school.  The  scheme  of  inspec- 
tion contemplates  the  supervision  of  contagious  diseases  only,  and  does 
not  include  in  its  scope  such  things  as  diseases  of  the  eyes,  nose  or  ears. 

There  was  nothing  resembling  an  epidemic  of  diphtheria  during  the 
year,  and  the  total  number  reported  was  far  below  the  number  for  the 
past  five  years,  the  yearly  average  for  that  period  being  87. 

Eight}^-five  cases  of  scarlet  fever  were  reported  during  the  year,  with 
no  deaths.  A  number  of  unreported  cases  were  discovered  during  the  late 
fall  which  caused  some  little  trouble,  as  the  children  had  been  attending 
three  different  schools  and  all  of  these  schools  had  to  be  disinfected. 

A  special  item  of  $200  was  added  to  the  appropriation  of  the  board  of 
health  for  the  examination  of  sputum  in  suspected  cases  of  consumption. 

The  number  of  cases  of  typhoid  fever  reported  during  1905  was  18, 
with  4  deaths,  a  rate  of  22.22  per  cent.  The  number  of  cases  is  much 
smaller  than  usual,  the  average  for  the  past  five  years  being  41. 

The  experiment  of  substituting  galvanized  iron  barrels  for  the  wooden 
ones  formerly  in  use  proved  so  successful  that  this  year  more  of  the  iron 
barrels  were  purchased  and  the  wooden  barrels,  most  of  which  were  in  a 
badly  dilapidated  condition,  were  discarded.  The  iron  barrels  have  stood 
the  test  of  service  better  than  the  wooden  tubs,  being  lighter,  neater  in 
appearance  and  much  less  expensive. 

Particular  attention  has  been  given  to  the  work  of  supervising  the 
production  and  distribution  of  milk.  As  in  previous  years,  each  milk 
farm  in  the  city  where  more  than  four  cows  are  kept  for  the  purpose  of 
producing  milk  for  public  supply  has  been  examined  by  the  agent  at  least 
once  each  month,  and  farms  where  less  than  four  cows  are  kept  for  the 
same  purpose  have  been  inspected  at  frequent  intervals.  Absolute  cleanli- 
ness has  been  insisted  on,  and,  on  the  whole,  little  difficulty  has  been 
encountered  in  securing  the  results  desired. 

The  rules  adopted  by  the  board  in  1904  for  the  regulation  of  the  milk 
business  have  been  put  in  force  during  the  year,  and  with  two  exceptions 
all  the  dealers  and  producers  in  the  city  have  unhesitatingly  complied 
with  its  requirements. 

It  was  felt  advisable  to  subject  outside  milk  farms  sending  their 
product  into  Newion,  so  far  as  possible,  to  the  regulations  imposed  on 
local  producers.  With  this  purpose  in  view,  a  list  was  prepared  of  all 
farms  and  dealers  sending  milk  into  the  city,  and  a  systematic  inspection 


Digitized  by  LjOOQ IC 


716  STATE   BOARD   OF   HEALTH.  [Pub.  Doc. 

inaugurated.     In  all,  83  farms  located  in  19  different  towns  and  cities 
have  been  visited  and  a  total  of  117  inspections  made. 

On  the  whole,  the  milk  producers  have  shown  entire  willingness  to 
comply  with  the  regulations  of  the  board,  and  as  a  result  of  the  inspec- 
tions a  marked  improvement  iu  the  condition  of  these  farms  has  been 
noted.  For  failure  to  comply  with  the  requirements  of  the  board,  the 
sale  of  milk  from  four  farms  was  forbidden. 

North  Adams. 

During  the  year  an  act  was  passed  forbidding  the  distribution  of  free 
samples  of  medicinal  substances  from  house  to  house.  The  enforcement 
of  that  rule  should  receive  the  earnest  cooperation  of  the  police  and  citi- 
zens, as  a  practice  of  indiscriminate  and  careless  distributing  of  deadly 
drugs  in  the  doors  and  hallways  of  our  homes  is  a  danger  not  to  be  lightly 
regarded. 

The  board  would  agaiu  urge  the  need  of  a  laboratory  to  carry  on  the 
work  of  this  department.  The  arguments  in  favor  of  its  establishment 
need  not  be  repeated  here.  Such  an  institution  has  the  endorsement  both 
as  to  eflSciency  and  economy  in  the  practice  of  many  of  the  cities  of  the 
Commonwealth. 

The  board  also  urges  an  early  consideration  of  a  contagious  hospital, 
which  could  be  made  open  to  parents  and  visitors. 

The  question  of  sanitary  barber  shops  has  been  carefully  considered, 
and  rules  were  adopted  and  placed  in  each  shop  whereby  the  patrons 
might  learn  the  requirements  of  the  board.  The  matter  of  enforcing  such 
regulations  is  in  the  hands  of  the  citizens,  who  alone  are  able  to  know 
whether  or  not  there  are  violations  of  the  law. 

Northampton. 

In  December,  rules  relating  to  plumbing  and  regulations  regarding 
barber  shops  were  adopted. 

The  city  council  having  authorized  an  appropriation  for  a  salary  for  a 
physician  to  the  board  of  health,  the  appointment  was  made,  and  instruc- 
tions given  relative  to  making,  without  charge,  bacteriological  examina- 
tions ia  any  case  suspected  of  having  diphtheria  or  pulmonary  or  laryngeal 
tuberculosis.  At  the  same  time  the  board  made  new  regulations  regard- 
ing the  reporting  of  tuberculosis  and  the  quarantining  of  diphtheria. 

PiTTSPIELD. 

The  general  health  of  the  city  for  the  past  year  has  been  excellent. 
There  have  been  no  epidemics  of  any  character.  It  is  believed  by  the 
board  that  this  may,  in  a  measure,  be  due  to  the  improved  sanitary  condi- 
tions ia  the  city,  resulting  from  the  large  number  of  dwellings  which 
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were  connected  with  the  sewer  during  the  past  year,  and  the  thorough 
cleaning  of  premises  adjacent  to  houses. 

After  considerable  diflScidty  with  some  abutting  landowners  the  board 
was  able  to  abolish,  as  it  believes,  all  drains  discharging  house  refuse 
into  the  west  branch  of  the  Housatonic  River,  with  the  exception  of 
Jordan  Avenue,  the  condition  of  which  will  be  remedied  in  the  spring, 
when  connections  with  the  new  sewer,  laid  through  that  street  last 
autumn,  can  be  enforced. 

During  the  past  year  we  have  endeavored  to  enforce  strictly  the  require- 
ment of  the  laws  in  relation  to  sewer  connections,  which  has  resulted  in 
tlie  addition  of  189  dwellings  to  the  city's  sewage  system.  This  has  not 
been  accomplished  without  resort  to  drastic  measures.  Something  like 
40  persons  have  been  summoned  before  the  district  court  for  failure  to 
comply  either  with  our  orders  or  with  the  requirements  of  the  ordinances. 
All  of  this  number  have  either  pleaded  guilty  or  been  so  adjudged  by  the 
court,  and  in  all  but  3  cases  the  work  desired  has  been  accomplished. 
Three  fines  have  been  imposed  upon  the  persons  who  failed  to  do  the 
work  ordered  by  the  court  and  this  board,  and  in  these  cases  the  work 
will  be  completed  this  spring.  A  thorough  canvass  has  been  made  of  all 
houses  remaining  unconnected,  and  notices  have  been  served  during  the 
present  year  upon  their  owners  requiring  their  compliance  with  the  sewer 
regulations. 

The  board  recommends  the  extension  of  the  sewer  system  to  the  plants 
of  all  the  large  manufacturing  companies  as  rapidly  as  the  city  can  do 
the  work. 

The  board  particularly  recommends  that  physicians  and  the  public 
make  a  strong  eflfort  to  assist  in  obtaining  full  information  as  to  the 
existence  of  tuberculosis.  It  cannot  be  combated  successfully  without  the 
cooperation  of  physicians  and  of  the  infected,  and  all  known  cases  should 
be  reported.  The  board  will  fumigate  all  houses  where  death  has  occurred 
or  where  a  house  has  had  a  case  of  the  disease  in  it,  and  will  furnish 
printed  directions  for  the  care  of  patients. 

Salem. 

Since  July,  the  hospital  for  contagious  diseases  has  been  in  use.  It  has 
proved  its  value  and  received  the  commendation  of  physicians. 

The  board  is  of  the  opinion  that  medical  inspection  of  the  schools 
should  be  undertaken;  also  that  greater  care  should  be  paid  to  the  pro- 
tection of  meats,  fruits  and  vegetables  exposed  for  sale  out  of  doors. 
Attention  is  called  to  the  greater  care  needed  in  handling  milk.  With 
this  in  view,  the  board  believes  that  the  law  should  be  changed  so  that  it 
shall  be  empowered  to  appoint  and  regulate  the  duties  of  a  milk  inspector. 
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SOMERVILLE. 

The  board  has  adjudged  that  the  diseases  known  as  smallpox,  scarlet 
fever,  diphtheria,  membranous  croup,  typhus  fever,  t}'phoid  fever,  chicken 
pox,  pulmonary  tuberculosis,  cerebro-spinal  meningitis  and  cholera  are 
infectious,  or  contagious,  and  dangerous  to  the  public  health  and  safety 
within  the  meaning  of  the  statutes.  Physicians  are  required  to  report 
immediately  to  the  board  every  case  of  either  of  these  diseases  and  all  cases 
of  measles  coming  under  their  care,  and  postal  cards  conveniently  printed 
and  addressed  are  supplied  to  them  for  the  purpose. 

On  May  17,  1901,  the  city  purchased  an  estate  iu  West  Somerville  for 
the  purpose  of  establishing  a  contagious  hospital.  Nothing  further  was 
done  until  a  year  ago,  when  the  agitation  in  favor  of  the  project  was 
renewed,  and  later  on  an  appropriation  of  $5,000  was  made  by  the  board 
of  aldermen  for  the  purpose  of  converting  the  house  in  its  present  location 
into  a  contagious  hospital.  "Work  was  begun  early  in  the  fall  and  the 
building  is  now  nearly  ready  for  occupancy.  Forty  or  more  persons  can 
be  accommodated  at  one  time,  and  the  facilities  for  taking  care  of  them 
will  be  of  the  best  and  most  modem  character.  Here  patients  may  be 
taken  when  proper  isolation  or  care  is  impossible  at  home,  and  thus  will 
the  prevalence  of  these  diseases  be  better  controlled  and  the  public 
health  be  better  protected. 

Springfield. 

An  attempt  was  made  last  year  to  secure  from  the  city  council  an 
appropriation  to  enable  the  board  to  inaugurate  a  system  of  medical 
inspection  of  the  school  children  *of  the  city.  Although  the  measure 
failed  to  pass,  the  board  feels  that  this  work  should  be  undertaken  by  the 
city  without  further  delay. 

In  December  of  1905  the  board  voted  to  furnish  the  physicians  of  the 
city  with  facilities  for  free  laboratory  tests  in  suspected  cases  of  typhoid 
fever.  This  work  will  be  done  by  the  bacteriologist  of  the  board,  and  as 
soon  as  the  necessary  outfits  are  ready  the  physicians  will  be  notified  by 
circular.  The  board  feels  that  in  providing  free  laboratory  facilities  for 
the  diagnosis  and  corroboration  of  cases  of  typhoid  fever,  diphtheria  and 
tuberculosis,  it  is  placing  Springfield  in  the  front  rank  with  larger  cities 
which  have  maintained  such  service  for  some  years. 

Much  has  been  done  during  the  past  year  to  improve  the  quality  of  the 
milk  supply  of  the  city  and  the  conditions  under  which  milk  is  produced, 
so  that  a  cleaner,  safer  product  may  be  assured.  During  the  fall,  the 
State  dairy  inspector  visited  all  the  dairies  from  which  Springfield 
received  milk,  in  company  with  the  city  inspector  of  milk.  Reports  have 
been  received  from  the  State  Board  of  Health  as  to  the  conditions  of 
many  dairies,  and  recommendations  were  made  in  certain  instances. 
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Following  out  these  suggestions,  the  board  has  excluded  the  milk  from 
12  dairies  from  being  sold  or  distributed  in  the  city  until  the  sanitary 
conditions  at  these  places  were  improved.  Many  other  producers  have 
received  warning  notices,  and  it  is  the  intention  of  the  board  to  do  all  in 
its  power  to  improve  the  conditions  under  which  milk  is  produced,  sold 
and  distributed. 

In  November,  the  board  adopted  a  set  of  rules  relative  to  the  care  and 
sale  of  milk,  and  these  are  now  being  distributed  to  producers,  peddlers, 
contractors  and  dealers. 

The  success  of  the  public  playgrounds,  instituted  last  summer  by  pri- 
vate enterprise,  is  much  appreciated  by  the  board.  The  carrying  on  of 
this  scheme  cannot  but  be  beneficial  to  the  smaller  children,  whose  chief 
playgroimds  heretofore  have  been  the  city  streets. 

A  beginning  has  been  made  in  the  matter  of  official  recognition  of 
tuberculosis.  Seventy-three  cases  of  this  disease  have  been  reported  to 
the  board  of  health,  which,  while  it  does  not  begin  to  represent  the  total 
number  of  existing  cases  in  the  city,  marks  the  beginning  of  the  attempt 
to  control  its  spread.  Efficient  methods  of  dealing  with  tuberculosis 
cannot  be  said  to  have  been  put  forward  as  yet.  An  organized  effort  is, 
however,  to  be  made  this  year  to  deal  with  this  disease,  and  the  greatest 
aid  to  the  board  will  consist  in  the  prompt  reporting  of  such  cases. 
Circulars  as  to  the  manner  of  spread  of  the  disease,  methods  of  disposal 
of  the  sputum,  and  other  facts  that  both  the  sick  and  the  well  should 
know,  are  being  prepared  for  distribution,  and  special  cases  will  receive 
further  advice  and  attention  as  needed.  A  hospital  to  which  cases  of 
tuberculosis  could  be  sent,  within  easy  reach  of  the  city,  would  greatly 
assist  in  lessening  the  amount  of  exposure  in  many  families. 

More  than  usual  work  has  been  done  in  caring  for  premises  where 
infectious  diseases  existed.  This  included  placarding  and  obtaining  a 
complete  history  of  each  case,  together  with  the  removal  of  the  notifica- 
tion cards,  the  cleansing  and  fumigation  of  premises  after  the  death  or 
recovery  of  the  patients.  In  this  connection,  service  has  been  rendered 
to  tuberculosis  cases. 

Number  of  houses  fumigated, 302 

Number  of  rooms  fumigated, 888 

Waltham. 

During  the  past  year  there  was  an  unusual  number  of  cases  of  typhoid 
fever  reported,  the  total  number  being  98;  of  this  number,  65  cases 
occurred  in  September,  19  cases  in  October  and  7  cases  in  November,  or 
91  cases  during  the  fall  months. 

During  the  month  of  September  the  board  called  upon  the  State  Board 
of  Health  for  assistance  in  finding  the  cause  for  the  large  number^  of 
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cases  that  were  occurring.  Careful  investigation  showed  that  45  cases  of 
typhoid  fever  occurred  on  the  route  of  one  milkman.  Eleven  other  cases 
were  traced  to  one  boarding  house. 

These  two  sources  of  infection  account  for  56  cases,  leaving  42  cases 
unaccounted  for. 

The  average  number  of  cases  of  typhoid  fever  in  Waltham  for  the  past 
five  years  has  been  43.4  per  year. 

With  the  exception  of  typhoid  fever,  the  city  has  been  very  free  from 
infectious  diseases. 

Ware. 

In  order  to  limit  the  spread  of  diphtheria  the  board  has  made  active 
efforts,  in  cooperation  with  the  school  authorities,  to  learn  of  cases  of 
throat  trouble  that  had  features  suggesting  investigation.  It  seemed 
best  to  employ  a  pathologist,  from  whom  the  board  could  get  a  diagnosis 
of  the  disease  or  a  report  of  its  absence  as  early  as  practicable.  The 
avoidance  of  imnecessary  quarantine  and  the  early  detection  and  isolation 
of  the  disease  appears  to  be  called  for  by  public  sentiment,  even  at  the 
necessary  cost  for  the  clinical  laboratory  report. 

Other  diseases  likely  to  occur  among  children  at  school  have  received 
attention  of  the  school  authorities  during  the  last  year  and  requests  have 
been  made  for  examination  by  the  board  when  it  seemed  to  be  called  for. 
Postal  cards  for  use  by  physicians  or  householders,  in  compliance  with 
the  law,  have  been  prepared  in  a  revised  form  and  sent  to  physicians. 

In  order  to  effectually  limit  the  spread  of  disease,  it  has  been  found 
necessary,  the  past  year,  to  prevent  the  sale  of  milk,  the  sale  of  meat  and 
provisions  in  another  instance,  and  again  to  require  the  destruction  of  a 
considerable  number  of  school  books  which  were  considered  dangerous 
for  use. 

Wellesley. 

This  year  a  rule  has  been  made  and  enforced  by  which  indiscriminate 
collection  of  garbage  has  been  discontinued,  and  its  collection  and  dis- 
posal put  wholly  under  the  charge  of  the  town. 

Another  rule  has  also  been  made  prohibiting  the  keeping  of  swine 
within  the  residential  district. 

The  board  is  glad  to  report  that  negotiations  for  stopping  the  pollution 
of  Lake  Waban  by  discharge  into  its  inlet  of  the  wastes  from  tiie  paint 
mill  have  practically  been  completed,  and  it  is  expected  that  early  in  the 
spring  this  pollution  will  be  permanently  discontinued. 
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Watertown. 

Communicable  diseases  have  been  more  or  less  prevalent  during  the 
year,  and  the  board  has  been  alert  to  the  possibilities  of  epidemics,  but 
none  has  occurred.  This  is  due  in  no  small  measure  to  the  carefulness  of 
the  medical  inspectors  and  to  the  vigilance  and  care  of  the  teachers  in  the 
public  schools  in  separating  from  other  children  such  as  exhibit  suspicious 
symptoms. 

That  the  mosquito  is  the  medium  through  which  malarial  fever  is 
spread  is  now  a  matter  of  universal  acceptance.  In  view  of  this  fact 
the  board  employed  an  agent  who  periodically  petrolized  the  breeding 
places  of  this  pest  throughout  the  mosquito  season.  A  considerable  sum 
was  expended  in  the  work  which,  however,  resulted  in  an  almost  complete 
immunity  from  malaria. 

In  response  to  an  urgent  demand  of  the  public  for  protection  against 
the  danger  of  the  brown-tail  moths,  the  board,  imder  authority  of  chapter 
75  of  the  Revised  Laws  of  Massachusetts,  issued  an  order  adjudging  the 
brown-tail  moth  a  nuisance,  and  cause  of  sickness  and  dangerous  to  the 
public  health. 

The  board  has  published,  in  connection  with  its  annual  repori;,  several 
pages  of  "Health  Suggestions,*^  giving  directions  as  to  preventing  the 
spread  of  tuberculosis,  diphtheria,  typhoid  fever,  scarlet  fever  and  other 
contagious  diseases. 

Westfield. 

The  board  feels  that  the  decrease  in  the  number  of  contagious  disea8e& 
for  the  past  two  years  may  be  accredited  in  some  degree  to  the  manner  of 
fumigation  and  the  timely  use  of  disinfectants  in  suspicious  cases. 

The  board  has  had  printed  circulars  of  information  and  rules  governing 
each  contagious  disease,  and  when  quarantining  a  house  a  copy  of  this 
circular  is  left  with  some  member  of  the  family  and  a  strict  compliance 
with  the  same  is  insisted  upon. 

It  has  been  decided  that  consumption  must  take  its  place  with  other 
contagious  diseases;  therefore,  some  provision  must  be  made  for  treat- 
ment.   The  board  recommends  a  tuberculosis  hospital. 

Worcester. 

One  hundred  and  fifty  cases  of  typhoid  fever  were  reported  during  the 
year,  with  26  deaths,  a  mortality  of  17.33  per  cent. 

The  number  of  cases  in  excess  of  last  year,  46,  is  exactly  the  nimiber 
reported  in  the  epidemic  which  occurred  in  August. 

On  the  9th  of  August,  word  was  received  from  one  of  the  visiting 
physicians  at  the  City  Hospital  that  members  of  two  different  families 
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were  sick  with  typhoid  fever  at  the  hospital.  Both  of  these  families  were 
taking  milk  from  the  same  milkman  in  Holden.  An  inspector  was  sent 
at  once  to  Holden  to  investigate.  He  reported  that  a  girl  was  sick  in  the 
family  of  the  milkman  with  what  the  physician  in  attendance  called  heat 
prostration.  No  chances  were  taken,  however,  and  the  milkman  was 
ordered  to  bring  no  more  milk  into  Worcester  until  further  notice.  It 
was  well  this  precaution  was  taken,  for  in  the  next  two  weeks  46  cases 
were  reported,  9  of  which  died.  A  thorough  investigation  failed  to  dis- 
close the  initial  case  in  this  epidemic. 

An  outbreak  of  cerebro-spinal  meningitis  in  an  epidemic  form  occurred 
during  the  year.  This  department  treated  it  as  if  it  were  one  of  the 
acute  infectious  diseases,  requiring  prompt  burial,  private  funerals  and 
disinfection  'after  each  case.  Fouri:een  cases  were  reported,  with  9 
deaths. 

The  regular  free  vaccination  of  children  was  carried  on,  as  usual,  by 
the  chairman.    During  1905  there  were  1,997  vaccinated. 

The  board  feels  that  it  cannot  do  better  than  to  repeat  its  recommenda- 
tion of  last  year  relative  to  the  medical  inspection  of  schools. 

The  work  of  the  isolation  hospital  during  the  past  year  has  been,  as 
always,  commendable.  The  last  two  months  of  the  year  just  closed 
have  brought  to  the  attention  of  the  board  the  great  need  of  some 
provision  for  mixed  cases  of  infection,  together  with  those  sent  of  mis- 
taken diagnosis.  No  less  than  11  cases  of  diseases  other  than  those 
regularly  treated  at  the  hospital  were  sent.  Five  of  these  were  measles, 
the  most  contagious  of  all  diseases.  How  to  prevent  these  from  con- 
tracting diphtheria  or  scarlet  fever,  and  how  to  protect  regular  patients 
from  such  diseases,  is  a  most  difficult  problem.  It  shows  conclusively 
how  imperative  it  is  to  have  the  addition  built  for  which  the  board 'has 
been  pleadiag  for  more  than  five  years  past. 

The  ninth  annual  report  of  the  isolation  hospital  shows  that  the 
proportion  of  cases  of  diphtheria  reported  in  the  city  in  1905  which 
came  to  the  hospital  was  63.63,  as  against  20.8  in  1897,  and  of  scarlet 
fever,  28.0  in  1905,  as  against  7.0  in  1897.  All  infectious  diseases 
assumed  a  more  serious  type  in  1905  than  for  several  preceding  years, 
measles  and  diphtheria  especially.  The  death-rate  for  the  latter  has  not 
been  as  high  since  1901,  either  for  hospital  or  non-hospital  cases,  and  the 
cause  is  not  easily  defined. 
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Industrial  wastes,  purification  of 290 

Infant  mortality 682 

Rate  of,  during  1905 651 

Rates  of,  for  ten  years 651 

Infective  diseases,  death-rate  from,  in  1905 649 

Local  outbreaks  of 621 

Reported  oases  of,  for  fifteen  years 666 

Reports  of  certain 6S9 

Reports  of,  from  cities  and  towns,  during  1906 671 

Seasonal  prevalence  of 669 

Influenza,  number  of  deaths  from,  during  1906 664 

Weekly  returns  of  death  from 662 

Inspection  of  dairies 58 

Inspection  of  food  and  drugs 56,  351 

Inspection  of  liquors 58 

Instruments,  surveyors',  manufacture  of 531 

Insulated  wire,  manufacture  of 530 

Ipswich,  examination  of  dairies  in 419 

Milk  supply  of 376 

Water  supply  of •  .  189 

Iron,  galvanizing 528 

Iron  and  steel  foundries 523 

Island  Park  Box  Factory,  advice  concerning  water  supply  of        ...        .  92 

Jabish  Canal,  analysis  of  water  of 191 

Jamaica  ginger,  alcohol  In 409 

Jams,  examination  of 390,  399 

Jellies,  examination  of 390,  399 

Jewelry,  manufacture  of 533 

Johnson's  Pond,  analysis  of  water  of 189 

Jonathan's  Pond,  analysis  of  water  of 191 

Jones,  £.,  &  Co.,  advice  to,  concerning  water  supply 132 

Jute,  manufactures  of 48i 

Kenoza  Lake,  analysis  of  water  of 189 

Kent  Reservoir,  analysis  of  water  of 191 

Kerosene,  examination  of 407 

Kibbe  Brothers  Company,  advice  to,  concerning  water  supply      ....  136 

Kingston,  water  supply  of 193 

Kitchen  Brook,  analysis  of  water  of 188 


Digitized  by  VjOOQ IC 


INDEX.  737 

PAOB 

Lactic  acid,  manufacture  of 542 

Lake  Averic,  analysis  of  water  of 191 

Lake  Gochituate,  analysis  of  water  of 187 

Lake  Pleasant,  analysis  of  water  supply  of 190 

Lake  Saltonstall.  analysis  of  water  of .        .  189 

Lake  Williams,  analysis  of  water  of 190 

Lambs*  tongues,  examination  of 399 

Lampblack,  manufacture  of 542 

Lanesborough,  condition  of  slaughter-house  in 588 

Examination  of  dairies  In 419 

Lard,  examination  of 391,  399 

Rendering 561,567 

Laundries,  danger  to  health  of  workers  in 453 

Sanitary  condition  of 617 

Laurel  Park,  advice  concerning  wells  at 109 

Lawrence,  advice  concerning  the  water  supply  of  Wood  Worsted  Mills  in   .        .  93 

City  filter 304 

Experiment  Station,  work  done  at 211 

Milk  supply  of 376 

Sanitary  condition  of  bakeries  in 609,  615 

Water  supply  of 48,  189 

Lawrence,  A.  C,  Leather  Company,  advice  to,  concerning  sewage  disposal          .  172 

Lead  arsenate,  manufacture  of 542 

Lead  industry,  the 535 

Lead  pipe,  manufacture  of 538 

Leaping  Well  Reservoir,  analysis  of  water  of 190 

Leather,  manufacture  of 654 

Leather,  patent,  manufacture  of 555 

Lee,  condition  of  slaughter-houses  in 588 

Water  supply  of 189 

Leicester,  examination  of  dairies  in 419 

Water  supply  of 193 

Leicester  Reservoir  (Worcester) ,  analysis  of  water  of 192 

Lemon  extract,  examination  of 389,  399 

Lenox,  condition  of  slaughter-houses  in .        . 589 

Examination  of  dairies  in 421 

Water  supply  of 189 

Lenses,  optical,  manufacture  of 518 

Leominster,  condition  of  slaughter-house  in 590 

Examination  of  dairies  in 419 

Extracts  from  annual  report  of  board  of  health  of 711 

Milk  supply  of 376 

Water  supply  of 189 

Leprosy,  case  of,  in  Lynn 679 

Lexington,  condition  of  slaughter-houses  in 690 

Milk  supply  of 376 

Light,  influence  of,  on  health 453 

Lime  juice,  examination  of 391,  399 

Lincoln,  advice  concerning  water  supply  of 93 

Liquors,  inspection  of 68,407 

Liquors,  malt,  examination  of '    .        .  391,  399 

Lithographing 640 

Little  Quittacaa  Pond,  analysis  of  water  of 190 

Little  Sandy  Pond,  analysis  of  water  of 187 

Little  South  Pond,  analysis  of  water  of 190 
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Local  outbieakfl  of  infective  diseases,  investigation  of 621 

Longham  Reservoir,  analysis  of  water  of       .        .        .        .        ^       .        .        .  190 

Longmeadow,  condition  of  slaughter-house  in 091 

Bzamination  of  dairies  in 421 

Water  supply  of 189 

Long  Pond,  analysis  of  water  of 188,  191 

Loon  Pond,  analysis  of  water  of 191 

Lowell,  examination  of  dairies  in 419 

Sxtraots  from  annual  report  of  board  of  health  of 712 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  615 

Water  supply  of 193 

Lower  Hobbs  Brook  Reservoir,  analysis  of  water  of 188 

Lower  Holden  Reservoir  (Worcester) ,  analysis  of  water  of 192 

Lower  Sandra  Pond,  analysis  of  water  of 191 

Ludlow,  condition  of  slaughter-house  in 591 

Examination  of  dairies  in 419 

Ludlow  Basin,  analysis  of  water  of 191 

Ludlow  Canal,  analysis  of  water  of 191 

Ludlow  Reservoir,  analysis  of  water  of 191 

Lunenburg,  examination  of  dairies  in 419 

Lung  diseases,  acute,  number  of  deaths  from,  during  1906 664 

Weekly  returns  of  death  from 662 

Lynn,  advice  concerning  springs  in 96 

Advice  concerning  water  supply  of 95 

Condition  of  slaughter-houses  in 591 

Examination  of  dairies  in 419 

Extracts  from  annual  report  of  board  of  health  of 712 

Investigation  of  outbreak  of  typhoid  fever  in 631 

Leprosy,  case  of,  in 679 

Sanitary  condition  of  bakeries  in 609,  612,  615 

Water  supply  of 184,  189, 190 

Lynnfield,  condition  of  slaughter-house  in 591 

Examination  of  dairies  in 419 

Mace,  adulterated 3^ 

Examination  of 400 

Machine  parts,  manufacture  of 519 

Machine  shops 24 

Machinery,  manufacture  of 519 

Malaria,  examination  of  blood  for  parasite  of 448 

In  Mystic  Valley 40 

Prevention  of  spread  of 40 

Malarial  fever,  number  of  deaths  from,  during  1906 664 

Weekly  returns  of  death  from 662 

Maiden,  examination  of  dairies  in 419 

Extracts  from  annual  report  of  board  of  health  of 712 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in      . 609,  615 

Malt,  examination  of 391,  399 

Malt  liquors,  examination  of 391,  399 

Manchester,  advice  concerning  water  supply  of 97 

Examination  of  dairies  in 421 

Water  supply  of 193 

Manhan  Brook,  analysis  of  water  of 189 

Mansfield,  milk  supply  of 376 

Water  supply  of 193 
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Maple  sugar,  examination  of 392,  399 

Maple  symp,  examination  of 392,  399 

Marblehead,  advice  concerning  water  supply  of 101 

Examination  of  dairies  in ' 419 

Milk  supply  of 376 

Water  supply  of 184, 193 

Marion,  advice  concerning  sewerage  of 164 

Advice  concerning  well  in 102 

Marlborough,  condition  of  slaughter-house  in 592 

Milk  supply  of 375 

Water  supply  of 190 

Marshfield,  water  supply  of 193 

Massachusetts  Reformatory,  advice  concerning  disposal  of  sewage  of  .        .        .  157 
Massachusetts  School  and  Home  for  Crippled  and  Deformed  Children,  advice  to, 

concerning  proposed  site 179 

Advice  to,  concerning  sewage  disposal 156 

Mattapoisett,  advice  concerning  water  supply  of 103 

Maynard,  advice  concerning  water  supply  of 103 

Water  supply  of 184,  190 

Measles,  deaths  and  death-rates  from 650,  656 

Deaths  from,  in  fifteen  years 666 

Fatality  of,  in  1905 665 

Fatality  of,  for  fifteen  years 666 

Number  of  deaths  from,  during  1906 664 

Registered  deaths  from,  in  1905 665 

Reported  cases  of,  in  1905 665 

Reported  cases  of,  in  1906 668 

Reported  cases  of,  in  fifteen  years     .........  666 

Weekly  returns  of  death  from ^        .        .  662 

Meat  jellies,  examination  of 399 

Meat  products,  examination  of 392,  399 

Meats,  canned,  examination  of 392,  399 

Mechanical  filters,  efiBciency  of 322 

Mechanical  filtration  of  water 319 

Medfield,  condition  of  slaughter-house  in 692 

Water  supply  of 193 

Medford,  advice  concerning  ice  supply  of 150 

Examination  of  dairies  in 419 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609 

Medical  inspection  of  schools 702 

In  Brookline 704 

Medicines,  patent  and  proprietary,  examination  of 404 

Medway,  advice  concerning  sohoolbouse  wells  in 105, 106 

Condition  of  slaughter-house  in 592 

Investigation*of  outbreak  of  typhoid  fever  in 632 

Meetinghouse  Pond,  analysis  of  water  of 188 

Melrose,  examination  of  dairies  in  . 419 

Extracts  from  annual  report  of  board  of  health  of 713 

Milk  supply  of  ' 375 

Mercerizing  wastes,  purification  of 301 

Merrimac,  condition  of  slaughter-house  in 592 

Examination  of  dairies  in 419 

Water  supply  of 193 

Merrimack  River,  analysis  of  filtered  water  of 189 

Analysis  of  water  of 200 

Flow  of 206 
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Merrimack  River  water,  relation  between  bacteria  and  B.  coli  in  .  S38 

Influence  of  temperature,  etc.,  on  bacterial  contents  of 341 

Metal  supplies,  manufacture  of 519 

Methuen,  condition  of  slaughter-houses  in 693 

Examination  of  dairies  in 419 

Milk  supply  of 376 

Water  supply  of 1§3 

Metropolitan  Water  District,  analyses  of  water  of 187 

Middleborough,  condition  of  slaughter-house  In fi94 

Milk  supply  of 376 

Water  supply  of 193 

Middleton,  examination  of  dairies  in 420 

Middleton  Pond,  analysis  of  water  of 188 

Milford,  advice  concerning  sewerage  of 165 

Condition  of  slaughter-house  in 594 

Milk  supply  of 376 

Milk,  conditions  of  production  of 423 

Detection  of  added  water  in 383 

Fraudulently  adulterated 379 

From  cities * .        .        .  375 

From  suspected  producers 378 

From  towns 376 

Inspection  of 376 

Inspection  of,  in  Brookline 706 

Quality  of,  by  months 379 

Refractometric  examination  of 383 

Milk,  condensed,  examination  of 386 

Millbury,  advice  to,  concerning  condition  of  Blackstone  River      ....  166 

Examination  of  dairies  in 420 

Water  supply  of 193 

Millers  Falls  Water  Supply  District,  advice  concerning  water  supply  of      .        .  106 

Millham  Btook  Reservoir,  analysis  of  water  of 190 

Millis,  water  supply  of 193 

Millvale  Reservoir,  analysis  of  water  of 189 

Mincemeat,  examination  of 399 

Molasses,  examination  of 399 

Monson,  water  supply  of 193 

Montague,  advice  concerning  water  supply  of  Millers  Falls  in       ...        .  106 

Condition  of  slaughter-house  in 594 

Milk  supply  of 376 

Water  supply  of 190 

Montgomery  Reservoir,  analysis  of  water  of 191 

Monument  Mills,  advice  concerning  water  supply  of 90 

Mordants,  manufacture  of 545 

Morse  Reservoir,  analysis  of  water  of 189 

Morton  Brook,  analysis  of  water  of 188 

Mouldings,  manufacture  of 490 

Muschopauge  Lake,  analysis  of  water  of 189 

Mustard,  adulterated 394 

Examination  of 400 

Mystic  River,  purification  of 35 

Mystic  Valley,  malaria  in 40 

Nahant,  examination  of  dairies  in 421 

Nantucket,  milk  supply  of 376 

Water  supply  of 190, 198 
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Naphtha  fumes,  action  of,  on  the  nervoas  system 462 

Nashua  River  (South  hranch) ,  flow  of 206 

Natick,  examination  of  dairies  in 420 

Milk  supply  of 376 

Water  supply  of 193 

Naukeag  Reservoir,  analysis  of  water  of 188 

Needham,  advice  concerning  water  supply  of 107 

Milk  supply  of 376 

Water  supply  of 193 

Neponset  River,  law  relating  to  pollution  of 54 

Order  concerning 53 

New  Bedford,  condition  of  slaughter-house  in 594 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  615 

Water  supply  of 190 

Newbury,  advice  concerning  water  supply  of  Dummer  Academy  in              .        .  108 

Examination  of  dairies  in 420 

Newburyport,  advice  concerning  sewerage  of         .......  168 

Condition  of  slaughter-houses  in '        595 

Examination  of  dairies  in 420 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in .609,616 

Water  supply  of 193 

Newton,  examination  of  dairies  in 420 

Milk  supply  of 375 

Water  supply  of 193 

North  Adams,  advice  concerning  water  supply  of  city  farm  of      ...        .  108 

Condition  of  slaughter-houses  in 595 

Milk  supply  of 375 

Water  supply  of 190 

Northampton,  advice  concerning  ice  supply  of 151 

Advice  concerning  water  supply  of  Holyoke  Canoe  Club  in    .        .        .  109 

Advice  concerning  wells  at  Laurel  Park  in 109 

Condition  of  slaughter-house  in 595 

Examination  of  dairies  in 420 

Extracts  from  annual  report  of  board  of  health  of 716 

Water  supply  of 190 

North  Andover,  examination  of  dairies  in 420 

Water  supply  of 190 

North  Attleborough,  water  supply  of 193 

North  borough,  water  supply  of 190 

Northbridge,  advice  concerning  disposal  of  sewage  of  parts  of      ...        .  169 

Water  supply  of .  190 

North  Brookfield,  water  supply  of 190 

North  Chelmsford  Fire  District,  advice  concerning  wells  of         ...        .  79 

Northfield,  water  supply  of 190 

North  Pond,  analysis  of  water  of 190 

North  Reading,  examination  of  dairies  in 420 

North  Watuppa  Lake,  analysis  of  water  of 188 

Norton,  advice  concerning  water  supply  of 110 

Norwell,  condition  of  slaughter-houses  in 596 

Norwood,  advice  concerning  water  supply  of 112 

Milk  supply  of 376 

Water  supply  of 185, 190 

Notch  Brook  Reservoir,  analysis  of  water  of 190 

Nutmeg,  examination  of 400 
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Oleo  oil,  manafactare  of 562,  563.  667 

Optical  lenses,  manafactare  of 618 

Orange,  milk  sapply  of 376 

Organic  nitrogen,  oxidation,  liberation,  and  storage  of 224 

Oxford,  advice  concerning  water  sapply  of 114 

Examination  of  dairies  in 420 

Water  sapply  of 185 

Oysters,  examination  of 399 

Packing-hoases 557 

Paints,  manafactare  of 544 

Palmer,  advice  oonoerning  water  sapply  of  almshouse  of 114 

Condition  of  slaaghter-hoase  in 596 

Milk  sapply  of .  377 

Water  sapply  of 190 

Paper  indastry 24 

Paper,  manafactare  of 511 

Paraffiue,  presence  of,  in  confectionery 388 

Patent  leather,  manafactare  of 555 

Patent  medicines 404 

Paxton,  examination  of  dairies  in 420 

Peabody,  advice  concerning  disposal  of  sewage  of  A.  C.  Lawrence  Leather  Com- 
pany in 172 

Advice  to,  concerning  sewerage  and  sewage  disposal       .        .                .  171 

Condition  of  slaughter-house  in 596 

Examination  of  dairies  in 420 

Milk  sapply  of "377 

Water  sapply  of 185,190 

Pearl  buttons,  manufacture  of 510 

Pembroke,  condition  of  slaughter-houses  in 697 

Pepper,  examination  of ' 400 

Pest-houses,  recommendations  concerning 19 

Petersham,  examination  of  dairies  in 421 

Phillipston  Reservoir,  analysis  of  water  of 188 

Pianos,  manufacture  of 531 

Pickles,  examination  of 394,  399 

Pigs*  feet,  preparation  of         .        .        .        .      ' 559 

Pineapple  extract,  examination  of 399 

Pittsfield,  advice  concerning  water  supply  of 115 

Condition  of  slaughter-houses  in 597 

Examination  of  dairies  in 420 

Extracts  from  annual  report  of  board  of  health  of 716 

Milk  supply  of 375 

Plumbers'  supplies,  manufacture  of 538 

Plymouth,  advice  concerning  water  supply  of 117 

Condition  of  slaughter-houses  in 598 

Milk  supply  of 377 

Water  supply  of 190 

Pneumonia,  deaths  and  death-rates  from 650 

Polishes,  shoe,  manufacture  of 544 

Pollution  of  water  supplies,  prevention  of 48 

Population  of  cities  and  large  towns 686 

Pork  packing 558 

Porter,  adultorated 391 

Examination  of 399 

Potassium  cyanide,  manufacture  of 643 
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Potted  chioken,  adulterated 3d3 

Potted  ham,  adulterated 393 

Potted  tongue,  adulterated 393 

Pottery,  manufacture  of 538 

Prison  Gamp  and  Hospital  (Rutland) ,  adyice  conoeming:  disposal  of  sewage  of  .  174 

Proprietary  medicines,  examination  of 404 

Law  relating  to 66 

Prosecutions  under  food  and  drug  acts,  statistics  concerning         ....  355 

Provincetown,  advice  concerning  water  supply  of 120 

Milk  supply  of 377 

Water  supply  of 185, 194 

Public  baths,  facilities  for,  in  Brookline 706 

Puerperal  fever,  number  of  deaths  from,  during  1906     ......  664 

Weekly  returns  of  death  from 662 

Pulmonary  tuberculosis,  death-rate  from 686 

Deaths  and  death-rates  from 650,  654 

Number  of  deaths  from,  in  1905 653 

Number  of  deaths  from,  in  1906 664 

Weekly  returns  of  death  from 662 

Purification  of  industrial  wastes 290 

Of  sewage  and  water 211 

Quincy,  milk  supply  of *375 

Sanitary  condition  of  bakeries  in 609,616 

Rag  sorting 24,  511 

Rainfall  records 201,204 

Randolph,  water  supply  of 190 

Raspberry  extract,  examination  of 399 

Raynham,  condition  of  slaughter-house  in 598 

Reading,  condition  of  slaughter-house  in 598 

Examination  of  dairies  in 420 

Milk  supply  of 377 

Water  supply  of 194 

Red  lead,  manufacture  of 536 

Rehoboth,  condition  of  slaughter-house  in 698 

Rendering  establishments 556 

Revere,  advice  to,  concerning  nuisance  at  Point  of  Pines 172 

Examination  of  dairies  in 420 

Milk  supply  of 377 

Rice  and  Hutchins,  advice  concerning  disposal  of  sewage  of  the  factory  of  .  173 

Rivers,  examination  of 1^ 

Roaring  Brook,  analysis  of  water  of 188 

Rockland,  advice  concerning  disposal  of  sewage  of  certain  factories  in         .        .  173 

Condition  of  slaughter-houses  in 699 

Rockport,  examination  of  dairies  in 420 

Milk  supply  of 377 

Water  supply  of 190 

Rocky  Hill  Spring,  advice  concerning  wat^r  of 72 

Routine  work,  statistics  of 58 

Rowley,  condition  of  slaughter-houses  in 599 

Examination  of  dairies  in 420 

Rubber  industry,  the 25,548 

Rugs,  manufacture  of 484 

Rutland,  advice  concerning  disposal  of  sewage  of  Prison  Gamp  and  Hospital  in  .  174 

Advice  concerning  water  supply  of  Industrial  Gamp  in 122 

Examination  of  dairies  in 420 
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Salad  dressings,  examination  of .S91,  399 

Salem,  examination  of  dairies  in     . 420 

Extracts  from  annual  report  of  board  of  health  of 717 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  612 

Water  supply  of 190 

Salem  and  Beverly,  advice  concerning  water  supply  of 123 

Amendment  of  regulations  concerning  water  supply  of 127 

Water  supply  of 186 

Salisbury,  examination  of  dairies  in 420 

Salisbury  Brook  Reservoir,  analysis  of  water  of 188 

Salt,  examination  of 391,  399 

Sand  filters,  disposal  of  organic  matter  by 217 

In  operation  at  Experiment  Station 246 

Rates  of  filtration  with 246 

Slow,  efficiency  of 322 

Sandpaper  industry 24 

Sandpaper,  manufacture  of 515 

Sandy  Pond,  analyses  of  water  of 188 

Sarsaparilla,  analysis  of 405 

Sauce,  tartar,  adulterated 395 

Sauces,  table,  adulterated 395 

Examination  of 400 

Saugus,  examination  of  dairies  In 420 

Milk  supply  of  .        .        .    * 377 

Saugus  River,  analysis  of  water  of 190 

Sausages,  adulterated 393 

Examination  of 399 

Manufacture  of 558,  mi,  666 

Scarlet  fever,  deaths  and  death-rates  from 650,  666 

Fatality  of,  in  1905 665 

Fatality  of,  in  fifteen  years 666 

Number  of  deaths  from,  during  1906 664 

Number  of  deaths  from,  in  fifteen  years 668 

Outbreak  of,  in  Chesterfield 625 

Registered  deaths  from,  in  1905 665 

Reported  cases  of,  in  1905 665 

Reported  cases  of,  in  1906 668 

Reported  cases  of,  for  fifteen  years 666 

Weekly  returns  of  death  from 662 

School  for  the  Feeble-Minded,  advice  concerning  site  for 180 

Schools,  medical  inspection  in 702,  705 

Scituate,  examination  of  dairies  in 421 

Water  supply  of 194 

Scott  Reservoir,  analysis  of  water  of 188 

Seasonal  death-rates 683 

Septic  sewage,  sand  filtration  of 257 

Septic  tanks,  destruction  of  sludge  in 232 

Operation  of 255 

Sewage,  analysis  of 214 

Application  of,  to  trickling  filters 244 

Double  filtration  of 280 

Purification  of 211 

Septic,  sand  filtration  of 257 

Significance  of  numbers  of  bacteria  in 325 

Sewage  disposal,  advice  concerning 71 
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Sewage  filter  efiBaents,  alkalinity  and  acidity  of 242 

Sewer  oatlets,  examination  of 60 

Sewerage,  advice  concerning 71 

Sewerage  and  sewage  disposal,  advice  concerning 153 

Sharon,  advice  concerning  water  supply  of 127 

Water  supply  of 186.194 

Shaw  Pond,  analysis  of  water  of 191 

Sheffield,  condition  of  slaughter-houses  in 699 

Water  supply  of 194 

Shellfish  in  Boston  Harhor 55 

Sherhom,  condition  of  slaughter-houses  in 600 

Shingle  stains,  manufacture  of 544 

Shirley,  water  supply  of 194 

Shoddy,  manufacture  of 486 

Shoddy  manufacturing  wastes,  purification  of 298 

Shoe  industry,  the 25 

Shrimps,  examination  of 394,  399 

Silk  mills,  examination  of 466 

Silver  Lake,  analysis  of  water  of 188 

Slaughter-houses 557 

Slaughtering  and  packing 557 

Small-pox  and  vaccination 653 

Deaths  and  death-rates  from 650 

Fatality  from,  in  1005  and  other  years 652 

Number  of  deaths  from,  during  1906 664 

Prevalence  of,  in  the  State 651 

Reported  cases  of,  in  1906 668 

Weekly  returns  of  death  from 662 

Smoke  nuisance,  in  Boston 700 

Snake  Brook  Reservoir,  analysis  of  water  of 191 

Soap  making 565 

Solder,  manufacture  of 538 

Somerville,  condition  of  slaughter-house  in 600 

Extracts  from  annual  report  of  board  of  health  of 718 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609, 617 

Southampton,  condition  of  slaughter-house  in 600 

South  borough,  condition  of  slaughter-house  in 601 

Southbridge,  advice  concerning  water  supply  of 130 

Water  supply  of 186, 190 

South  Hadley,  advice  concerning  ice  supply  of 151 

Advice  concerning  water  supply  of 130 

Examination  of  dairies  in 420 

Water  supply  of 186,  190 

Southwick,  examination  of  dairies  in 420 

Spence,  J.  W.,  advice  concerning  disposal  of  sewage  of  factory  of        .        .        .  173 

Spencer,  advice  concerning  water  supply  of  factory  of  E.  Jones  &  Go.  in      .        .  132 

Milk  supply  of 877 

Water  supply  of 191 

Spices,  examination  of 394,  400 

Spitting,  dangers  to  health  from 462 

Spot  Pond,  analysis  of  water  of 187 

Springfield,  advice  concerning  water  supply  of 132 

Advice  concerning  water  supply  of  factory  of  Kibbe  Brothers  Company  in    .  136 

Examination  of  dairies  in 420 

Extracts  from  annual  report  of  board  of  health  of 718 
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Springfield—  Cor«c/wd«(/. 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,612,617 

Water  supply  of 186, 191 

Spring  Pond,  analysis  of  water  of 190 

Sprinkling  filters 220,266 

Mechanical  filtration  of  efiluents  of 283 

Sputum,  report  upon  examination  of 442 

Stains,  shingle,  manufacture  of 544 

Stains  and  blackings,  manufacture  of 543 

State  Camp  Ground,  advice  concerning  water  supply  of 87 

State  Normal  School,  Hyannis,  advice  to,  concerning  sewage  disposal ...  153 

Stetson  Shoe  Company  (Weymouth) ,  advice  to,  concerning  sewage  disposal        .  177 

Still-births 682 

Stookbridge,  condition  of  slaughter-houses  in 601 

Investigation  of  outbreak  of  diphtheria  in 645 

Water  supply  of 191 

Stone  cutters'  consumption 517 

Stone  cutting 516 

Stoneham,  examination  of  dairies  in 420 

Milk  supply  of 377 

Stony  Brook,  pollution  of 60 

Stony  Brook  Reservoir,  analysis  of  water  of 188 

Stoughton,  advice  concerning  certain  wells  in 1;^ 

Milk  supply  of 377 

Water  supply  of 194 

Stove  foundries 523 

Stove  polish,  manufacture  of 543 

Strawberry  extract,  examination  of 389,  399 

Straw  hats,  manufacture  of     ...        .                 651 

Streams,  flow  of 201,205 

Sturbridge,  investigation  of  outbreak  of  typhoid  fever  in 625 

Sudbury  Reservoir,  analysis  of  water  of 187 

Sudbury  River,  flow  of 205 

Sugar,  maple,  examination  of 392,  .399 

Suntaug  Lake,  analysis  of  water  of 190 

Supplement 65 

Surveyors'  instruments,  manufacture  of 531 

Sutton,  examination  of  dairies  in 420 

Swampscott,  advice  concerning  Moose  Hill  Spring  in 1.37 

Advice  concerning  spring  in 137 

Examination  of  dairies  in 420 

Milk  supply  of 377 

Syrup,  maple,  examination  of 392,  399 

Syrups,  examination  of 396, 400 

Table  sauces,  examination  of 395,  400 

Tanks,  septic,  operation  of 255 

Tanning 653 

Tar,  distillation  of 542 

Taunton,  advice  concerning  sewerage  of 174 

Amendment  of  rules  for  protection  of  water  supply  of 138 

Condition  of  slaughter-houses  in 601 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  613, 617 

Water  supply  of 191 

Tea,  examination  of 400 
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Tekoa  Reservoir,  analysis  of  water  of 191 

TempIetoD,  examination  (ft  dairies  in      .                420 

Tewksbury,  examination  of  dairies  in 420 

Textile  industry,  the 26.  454 

Thomson,  Judson  L.,  Manufaotnring  Company,  advice  to,  concerning  water 

supply, 138 

Thunder  Brook,  analysis  of  water  of 188 

Tillotson  Brook,  analysis  of  water  of 191 

Tisbury,  water  supply  of 194 

Tomato,  preparations  of,  adulterated 398 

Tongue,  adulterated 393 

Potted,  adulterated 893 

Tongues,  lambs',  examination  of 399 

Tool  industry,  the 24 

Tools,  manufacture  of 624 

Topsfield,  examination  of  dairies  in 420 

Towns,  health  of 697 

Trickling  filters 266 

Application  of  sewage  to 244 

Disposal  of  organic  matter  by 217,  223 

Mechanical  filtration  of  effluents  of 243 

Tripe,  examination  of 399 

Tuberculosis,  examination  of  sputum  for  .bacilli  of 442 

Spread  of,  through  spitting  habit 452 

Tuberculosis,  pulmonary,  death-rate  from 686 

Deaths  and  death-rates  from 650,  654 

Number  of  deaths  from,  in  1905 653 

Number  of  deaths  from,  in  1906 661 

Weekly  returns  of  death  from 662 

Tuberculosis  Exhibition,  report  on 1 

Tucker  Brook,  analysis  of  water  of 189 

Twine,  manufacture  of 484 

Tyngsborough,  examination  of  dairies  in 420 

Typhoid  fever,  bacteriological  diagnosis  of    .......        .  446 

Deaths  and  death-rates  from 650,  654 

Fatality  of,  in  1905 665 

Fatality  of,  for  fifteen  years 666 

Number  of  deaths  from,  during  1906 664 

Number  of  deaths  from,  in  fifteen  years 666 

Outbreak  of,  in  Adams 623 

Outbreak  of,  in  Fiskdale 625 

Outbreak  of,  in  Hanson 630 

Outbreak  of,  in  Lynn 631 

Outbreak  of,  in  Medway 632 

Outbreak  of,  in  Natick 635 

Outbreak  of,  in  Needham 635 

Outbreak  of,  in  Sturbridge 625 

Outbreak  of,  in  Wellesley         .        .        .        .  ^ 635 

Registered  deaths  from,  in  1905         .        .        .  ' 665 

Reported  cases  of,  during  1905 665 

Reported  cases  of,  in  1906 668 

Reported  cases  of,  in  fifteen  years 666 

Weekly  returns  of  death  from 662 

United  Shoe  Machinery  Company,  advice  to,  concerning  water  supply                 .  77 

Upper  Hobbs  Brook  Reservoir,  analysis  of  water  of 188 

Upper  Holden  Reservoir  (Worcester) ,  analysis  of  water  of 192 
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Upper  Sandra  Pond,  analysis  of  water  of 191 

Uxbrldge,  water  supply  of •        .        .         .  194 

Vaccination,  relation  of,  to  small-pox 663 

Vaccine,  report  upon  production,  distribution,  and  use  of 429 

Vanilla  extract,  examination  of 389,  399 

Varnishes,  manufacture  of 544 

Vegetables,  canned,  examination  of 387 

Vinegar,  examination  of 895,  400 

Viscoloid,  manufacture  of 546 

Wachusett  Lake,  analyses  of  water  of 188 

Wachusett  Reseryoir,  analysis  of  water  of 187 

Wakefield,  advice  concerning  protection  of  water  supply  of 138 

Condition  of  slaugbter-hoase  in 602 

Examination  of  dairies  in          .        .        .        ; 420 

Milk  supply  of 377 

Water  supply  of 191 

Walden  Reservoir,  analysis  ot  water  of 189 

Wallace  Reservoir,  analysis  of  water  of 188 

Walpole,  water  supply  of 194 

Waltham,  advice  concerning  water  supply  of  Judson  L.  Thomson  Manufacturing 

Company  in 138 

Examination  of  dairies  in 420 

Extracts  from  annual  report  of  board  of  health  of 719 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  613,  617 

Water  supply  of 194 

Wannacomet  Pond,  analysis  of  water  of 190 

Ware,  extracts  from  annual  report  of  board  of  health  of 720 

Milk  supply  of 377 

Water  supply  of • .  194 

Wareham,  milk  supply  of 377 

Water  supply  of 191 

Washington,  examination  of  dairies  in 421 

Wastes,  bleachery,  purification  of 300 

Carpet  manufacturing,  purification  of 290 

Dyeing,  purification  of ^ 301 

Factory,  purification  of 244 

Industrial,  purification  of          . 290 

Mercerizing,  purification  of 301 

Shoddy  manufacturing,  purification  of 298 

Woolen  manufacturing,  purification  of 296 

Watches,  manufacture  of 531 

Water,  double  filtration  of 313 

Experiments  on  filtration  of 309 

Mechanical  filtration  of 319 

Purification  of 211 

Significance  of  numbers  of  bacterid  in 325 

Water  filters,  efficiency  of 343 

Water  filtration 304 

Water  supplies,  examination  of .        .  47, 181 

Sanitary  protection  of 48 

Water  supply,  advice  concerning 69,  71 

Water  supply  and  sewerage,  advice  concerning 67 

Report  on 46 
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Water  sapply  statistios 201 

Watertown,  condition  of  slanghter-hoose  in 602 

Examination  of  dairies  in 420 

Extract  from  annual  report  of  board  of  health  of 721 

Milk  supply  of 377 

Way  land,  advice  concerning  water  supply  of 139 

Milk  supply  of 377 

Water  supply  of 186, 191 

Webster,  milk  supply  of 377 

Water  supply  of 194 

Weekly  mortality  returns 659,  661 

Wellesley,  extracts  from  annual  report  of  board  of  health  of        ...        .  720 

Investigation  of  outbreak  of  typhoid  fever  in 635 

Milk  supply  of 377 

Water  supply  of 194 

Wellesley  College,  advice  concerning  water  supply  of 139 

Wenham,  condition  of  slaughter-house  in 602 

Examination  of  dairies  In 420 

Wenham  Lake,  analysis  of  water  of        .        . 190 

Westborough,  advice  concerning  water  supply  of 140 

Water  supply  of 187, 191 

Westborough  Insane  Hospital,  advice  concerning  water  supply  of         .        .        .  141 

West  Bridgewater,  advice  concerning  disposal  of  sewage  of  Howard  Seminary  in  176 

Advice  concerning  water  supply  of  Howard  Seminary  in         ...        .  148 

Wastfield,  advice  concemiqg  sewerage  of 177 

Condition  of  slaughter-house  in 603 

Examination  of  dairies  in 420 

Extracts  from  annual  report  of  board  of  health  of 721 

Water  supply  of 191 

Westfield  Little  Biver,  analysis  of  water  of 191 

Westford,  advice  concerning  water  supply  of 144 

Condition  of  slaughter-house  in 603 

West  Med  way,  advice  concerning  spring  in 105 

Westminster,  examination  of  dairies  in 420 

West  Kewbury,  advice  concerning  Ice  supply  of 152 

Condition  of  slaughter-house  in 603 

Examination  of  dairies  in 420 

Weston,  advice  concerning  water  supply  of  certain  houses  in        ...        .  146 

Condition  of  slaughter-house  in 603 

Water  supply  of 194 

Weston  Athletic  Association,  advice  to,  concerning  a  swimming  pool ...  144 

Weston  Reservoir,  analysis  of  water  of 187 

Westport,  condition  of  slaughter-houses  in 604 

West  Springfield,  advice  concerning  water  supply  of 146 

Examination  of  dairies  in 421 

Water  supply  of 191 

Westwood,  condition  of  slaughter-house  in 604 

Examination  of  dairies  In 421 

Weymouth,  advice  concerning  disposal  of  sewage  of  Stetson  Shoe  Company  in   .  177 

Condition  of  slaughter-house  in 605 

Milk  supply  of 377 

Water  supply  of 191 

Whately.  condition  of  slaughter-house  in 605 

Examination  of  dairies  in 421 

Whips,  manufacture  of 489 

Whiskey,  examination  of 404 
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"White  lead,  manufacture  of 535 

Whiting,  manufacture  of 545 

Whiting  Street  Reservoir,  analysis  of  water  of 189 

Whitman,  condition  of  slaughter-house  in BO5 

Whooping-cough,  deaths  and  death-rates  from 650,  656 

Number  of  deaths  from,  during  1906 664 

Weekly  returns  of  death  from 663 

Widal  test,  report  upon 44G 

Wilbraham,  condition  of  slaughter-house  in 605 

Examination  of  dairies  in 421 

Williamsburg,  water  supply  of 191 

Williamstown,  condition  of  slaughter-houses  in 605 

Milk  supply  of 377 

Wilmington,  examination  of  dairies  in 421 

Winchendon,  advice  concerning  ice  from  a  pond  in 152 

Advice  concerning  sewerage  of 178 

Advice  concerning  water  supply  of 149 

Examination  of  dairies  in 421 

Water  supply  of 194 

Winchester,  examination  of  dairies  in 421 

Water  supply  of 191 

Windsor,  condition  of  slaughter-houses  in 606 

Wine,  examination  of 400 

Wintergreen  extract,  examination  of 399 

Winthrop,  milk  supply  of 377 

Wire,  insulated,  manufacture  of 539 

Wire  and  wire  cloth,  manufacture  of 528 

Witch  hazel,  examination  of 401 

Wobnm,  advice  concerning  a  spring  in 149 

Examination  of  dairies  in 421 

Milk  supply  of 375 

Sanitary  condition  of  bakeries  in 609,  617 

Water  supply  of         .   ' 191,194 

Wood  alcohol,  influence  of,  on  health 462 

Wood  Worsted  Mills,  advice  concerning  water  supply  of 93 

Woolen,  manufacture  of 454 

Woolen  manufacturing  wastes,  purification  of 296 

Woolen  mills,  examination  of 466 

Worcester,  condition  of  slaughter-houses  in 606 

Examination  of  dairies  in 421 

Extracts  from  annual  report  of  board  of  health  of 721 

Milk  supply  of 875 

Sanitary  condition  of  bakeries  in     .        . 609,  6LH 

Water  supply  of 191 

Workshops,  report  on  sanitary  condition  of 22,  449 

Worthington,  condition  of  slaughter-house  in 607 

Wrentham,  advice  concerning  site  for  new  School  for  the  Feeble-Minded  in       .  180 

Wright  and  Ashley  Pond,  analysis  of  water  of      ...,.,.        .  189 
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Commontoealtfe  td  SJassatl^usetts. 


BOABD  OF  BEOI8TRATIOM  Df  MEDICINB, 

State  Housr*  Dec.  81,  1906. 

To  His  Excellency  Curtis  Guild,  Jr.,  Oovemor. 

Sib:  —  We  have  the  honor  to  present  the  thirteenth  annual 
report  of  this  department 

Financial  Statement. 
Expenditures, 
Services  of  members  of  Board, 
Incidental  expenses  of  Board, 
Investigation  of  complaints, 
'Clerical  service,    . 
Printing  and  material, . 
Books  and  other  office  supplies. 
Postage,  expressage  and  telephone, 

#6,656  60 

Beceipta. 

!Fees  paid  into  the  treasory  of  the  Commonwealth,  from  389 
applicants  for  registration, $6,780  00 


$4,300  00 

647  90 

140  25 

796  00 

450  57 

255  81 

166  07 

The  number  of  persons  applying  for  registration  during  the 
jear  is  315,  all  of  whom  have  been  examined  except  8.  Of  the 
number  applying,  257  are  graduates  from  medical  schools  au- 
thorized to  confer  degrees  in  medicine,  and  58  were  non-gradu- 
ates. The  percentage  of  graduates  registered  on  first  examina- 
tion is  83+,  and  of  non-graduates  27+.  The  percentage  of 
both  graduates  and  non-^aduates  registered  during  the  year  is 
64+.  The  number  of  individual  examinations  given  is  418. 
The  results  of  the  several  examinations  are  tabulated  as  fol- 
lows :  — 
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[Jan. 


Ezamtned. 

Beglatered. 

Rejected. 

Percentage 
rejected. 

March  ezamlnAUon, 

Maj  examinatloD, 

Jo)  J  ezamlnatioii, 

September  ezAmlnatloii,  .... 
KoTember  examlnatioii,    .... 

77 
47 
108 
74 
«7 

47 
8S 

117 
46 
89 

80 
S5 
86 
29 
88 

68 
M 
40 

41 

418 

S70 

U8 

88.4 

The  following  tabulated  data  apply  only  to  results  in  first 
examination  of  graduates :  — 


Name  of  Inbtitdtion. 


Number 
examined. 


Number 
registered. 


Tear  of 

Graduation  of 

Rejected 

Appllcanta. 


Tofts  College, 

Harvard  UniTcrslty 

Baltimore  Medical, 

Boston  UniTcrsity, 

Phyiioiana  and  Sorgeons,  Massachosetts, 
UniTcrsity  of  Vermont,     .... 

Foreign, 

Woman's  Medical,  PennsyWania,  . 

Johns  Hopkins, 

Dartmooth, 

Baltimore  University,       .... 
University  of  PennsylTania,    . 
Medical  School  of  Maine,  .... 

L4val 

University  of  Michigan,    .... 
Physicians  and  Sorgeons,  Maryland,     . 

Albany  Medical, 

Tale, 

Maryland  Medical, 

University  of  the  Sooth,    .... 

Jefferson 

Hahnemann,  Pennsylvania,     . 

McQlU, 

Physicians  and  Sorgeons,  New  Tork,    . 


67 
66 
28 

22 
10 
8 
7 
7 
7 
6 
6 
6 
6 
6 
6 
8 
8 
8 
8 
8 
2 
2 
2 
2 


66 
68 

U 

19 
7 
7 
6 
7 
7 
6 
1 
6 
6 

6 
2 
2 
8 

1 
1 
2 
2 
2 
2 


1906-06. 
1882-1906. 

1901-08-04-06-06- 
06-06-06-06-06- 
06-06. 

1906-06-06. 

1906-06-06. 

1886. 

1904. 


1908-01-06-06-06. 

1904-05-06-06-06. 

1906. 
1892. 


1906^)6. 
1908-06. 
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Name  of  Imstitution. 


Number 
examined. 


Namber 
registered. 


Tear  of 

GradnatloD  of 

Rejected 

Applicants. 


Kentucky  School  of  Medicine, 
Leonard  Medical  College, 
National  Medical  University,   . 
UniTersity  of  Georgetown, 
UnlTersity  of  Maryland,    . 
Long  Island  College  Hospital, 
Medico-Chimrgical,  Pennsylvania, 
lUinois  Medical  College,    .... 
New  York  Homoeopathic  Medical  College, 
Physicians  and  Surgeons,  Iowa, 
Eclectic  Medical  College,  New  York,     . 
Bellevne  Hospital  Medical  College, 

Cornell, 

Rosh  Medical, 

Eclectic  Medical  Institute,  Ohio,     . 
Bennett  Medical  College,  .... 
University  of  Virginia,      .... 
University  Medical  College,  Kansas  City, 


1904. 
1906. 
1904. 


190S. 


1906. 


1899. 


Tabulation  showing  number  and  average  rating  of  graduates 
from  the  following  medical  schools,  represented  by  not  less  than 
three  applicants :  — 


Name  op  Ihbtitdtioh. 


Number 
examined. 


Average 
Rating. 


Tnfts  College, 

Harvard  University, 

Baltimore  Medical, 

Boston  University, 

Physicians  and  Surgeons,  Massachusetts, 
University  of  Vermont,      .       .       .       . 

Foreign, 

Woman's  Medical,  Pennsylvania,    . 

Johns  Hopkins, 

Dartmouth, 

Baltimore  University 

University  of  Pennsylvania,     . 
Medical  School  of  Maine,  .       .       .       . 


57 
66 

22 

10 
8 

7 
7 
7 


74.4 
76.2 
61.9 
78.4 
67.4 
72.9 
72.7 
77.4 
78.2 
76.4 
68.8 
76.6 
71.8 
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Namb  of  Imbtitution. 


Number 
esntmined. 


ATerage 
Bating. 


LataI 

UniTerslty  of  Michigan*     . 
PhysiclanB  and  Surgeons,  Maryland, 

Albany  Medical 

Yale. 

Maryland  Medical,      .       .       .       . 
UnlTeralty  of  tbe  South,     . 


06.5 
75.6 
7S.7 
68.8 
77.4 
65.0 
67.1 


Applicants  are  admitted  to  examinations  by  an  "  examination 
ticket,*'  showing  the  date  of  the  examination,  and  the  holder's 
application  number.  Tickets  are  issued  to  applicants  at  the 
time  of  filing  their  applications;  also  to  rejected  applicants  en- 
titled to  a  re-examination,  if  applied  for  not  later  than  five  days 
before  the  examination  date.  Examinations  are  conducted  in 
writing,  in  the  English  language  only.  Incognito  ratings  are 
insured  by  the  requirement  that  applicants  shall  use  their  appli- 
cation number  only,  in  designating  their  answer  papers. 

The  three  examinations  in  a  year,  provided  by  law,  begin 
respectively  on  the  second  Tuesday  in  March,  July  and  Novem- 
ber. Special  meetings  for  conducting  examinations  have  been 
held  in  May  and  in  September,  as  in  previous  years.  The  time 
devoted  to  each  examination  has  been  two  full  days.  It  is  now 
the  purpose  of  the  Board  to  extend  the  time  next  year  to  three 
days,  and  to  increase  the  number  of  exercises  from  six  to  seven. 
The  complaint  has  often  been  made  by  applicants  that  sufficient 
time  is  not  allowed  in  which  to  answer  to  their  satisfaction  ten 
comprehensive  questions  on  general  surgery,  for  instance,  or 
ten  questions  dealing  with  diagnosis  and  therapeutics.  By  de- 
voting three  days  to  examination  work,  two  hours  and  a  half, 
instead  of  two,  as  heretofore,  can  be  allowed  for  each  of  several 
of  the  exercises. 

In  each  of  the  examinations  next  year  70  questions  will  be 
asked,  grouped  in  sets  of  7.  Answers  will  be  rated  on  a  scale 
of  0  to  100,  and  examinations  will  be  classed  as  unsatisfactory 
when  general  averages  fall  below  75  per  centum. 

The  questions  are  intended  to  be  practical,  and  to  cover  sub- 
stantially the  instruction  given  in  the  medical  schools  in  this 
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country  in  a  four  years'  course.  The  subjects  on  which  the 
examinations  are  principally  conducted  are  anatomy  and  his- 
tology, physiology  and  hygiene,  pathology  and  bacteriology, 
surgery,  obstetrics  and  gynecology,  diagnosis  and  therapeutics, 
and  pediatrics  and  toxicology. 

The  aim  of  the  Board  is  to  conduct  its  examination  work  in 
a  manner  best  adapted  for  determining  the  qualifications  of 
applicants.  Its  practice  is  to  conduct  the  examination  of  recent 
graduates  and  non-graduates  wholly  in  writing.  Applicants 
coming  from  without  the  Commonwealth,  who  furnish  evidence 
of  having  conducted  a  reputable  practice  for  not  less  than  ten 
years,  may  be  admitted  to  a  special  examination,  largely  oral. 
It  is  the  belief  of  the  Board  that  such  an  examination  for  prac- 
titioners of  several  years'  standing  is  best  adapted  to  meet  the 
requirements  of  the  law,  and  is  far  more  likely  to  be  just 

Previous  to  this  year  the  Board  admitted  applicants  who  had 
received  their  medical  training  in  foreign  schools,  and  who 
could  not  speak  or  write  in  other  than  their  native  language. 
Such  applicants  were  allowed  to  write  their  papers  in  their  own 
language,  on  condition  that  they  would  pay  the  cost  of  transla- 
tions secured  by  the  Board  for  the  purpose  of  rating;  but,  there 
being  some  doubt  as  to  the  legality  of  examinations  conducted 
in  this  manner,  the  opinion  of  the  Attomey-Gleneral  of  the 
Coromonwealth  was  requested.  His  opinion,  printed  in  the 
Appendix,  being  adverse  to  such  procedure,  only  those  who  can 
write  in  English  are  now  admitted. 

If  Massachusetts  covets  the  reputation  of  aiming  to  uphold 
high  standards  in  the  medical  school  and  in  the  medical  pro- 
fession, the  laws  of  the  Commonwealth  should  enable  the  Kegis- 
tration  Board  to  conduct  its  examinations  on  lines  followed  by 
nearly  all  the  other  States.  In  one  important  particular  the 
Massachusetts  law  is  defective.  It  is  obvious  that  examining 
boards  should  work  in  conjunction  and  in  harmony  with  medical 
schools,  in  order  to  secure  the  best  attainable  results  in  their 
efforts  to  determine  the  fitness  of  applicants  to  serve  the  public 
professionally.  But  this  is  not  the  condition  of  affairs  with  us. 
Persons  who  have  not  pursued  even  a  partial  course  of  study 
in  a  reputable  medical  school,  who  have  had  no  clinical  instruc- 
tion, who  know  nothing  of  laboratory  demonstrations  and  who 
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have  had  no  practical  experience  in  the  hospital,  are  permitted 
to  take  the  Board  examination  in  this  State.  Such  applicants, 
simply  from  a  superficial  knowledge  derived  from  medical  oom- 
pends,  or  by  memorizing  hand-books  of  answers  to  questions 
asked  or  likely  to  be  asked  by  the  examining  boards,  may  succeed 
in  passing  an  appropriate  examination  before  any  State  Board, 
and  yet  be  grossly  unfit  to  assume  the  responsibilities  of  a 
physician.  Herein  lies  danger  to  life  and  health.  In  forty 
States  and  Territories  this  danger  has  been  recognized,  and 
guarded  against  by  legislative  enactments.  Why  should  Mas- 
sachusetts, in  company  with  Arkansas,  Mississippi  and  Tennes- 
see, still  loiter  in  the  background  of  progress  in  the  medical 
world  ? 

The  Board  of  Registration  would  indeed  be  wanting  in  duty 
to  the  public  should  it  not  again  call  the  attentibn  of  the  L^s- 
lature  to  this  important  matter,  and  again  recommend  the  enact- 
ment of  amendments  to  the  registration  act,  requiring  applicants 
for  a  license  to  practise  medicine  to  furnish  satisfactory  evi- 
dence of  having  graduated  from  a  reputable  school  of  medicine, 
as  a  prerequisite  of  admission  to  an  examination. 

The  word  "medicine,"  as  used  in  the  registration  act,  is 
susceptible  of  but  one  meaning,  namely,  "the  science  which 
relates  to  the  prevention,  cure  or  alleviation  of  disease."  The 
law  does  not  consider  methods  or  systems  of  practice,  —  whether 
one  does  or  does  not  make  use  of  drugs  in  treatment.  It  ex- 
plicitly states  that  its  provisions  "  shall  not  be  held  to  discrim- 
inate against  any  particular  school  or  system  of  medicine." 
Practising  medicine  within  the  meaning  of  the  law  consists  in 
treating  the  sick  for  the  purpose  of  cure ;  and  a  practitioner  of 
medicine  is  one  who  makes  it  his  business  so  to  do.  Not  infre- 
quently, however,  certain  practitioners  claim  that  they  are  not 
practitioners  of  medicine,  because  in  their  method  of  practice 
they  use  no  "  medicine."  Notwithstanding  the  absurdity  of  the 
claim,  it  is  often  used  to  distract  and  hinder  court  proceedings 
in  prosecution  cases. 

Just  what  constitutes  the  practice  of  medicine,  or  holding 
one's  self  out  as  a  practitioner  of  medicine,  is  clearly  set  forth 
in  the  medical  practice  laws  in  the  other  States.  Such  definitions 
have  their  advantages;  possible  misinterpretations  of  the  in- 
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tended  meaning  of  the  law  are  thereby  avoided;  its  administra- 
tion is  simplified,  and  more  certain  as  to  results ;  and  violations 
of  it  are  less  likely  to  occur.  An  amendment  to  the  law,  drawn 
substantially  as  follows,  is  earnestly  recommended :  — 

Any  person  shall  be  regarded  as  practising  medicine  within  the 
meaning  of  section  eight  of  chapter  seventy-six  of  the  Bevised  Laws, 
who  shall  publicly  assume  or  advertise  any  title  or  designation  which 
shall  show  or  tend  to  show  that  the  person  publicly  assuming  or 
advertising  the  same  is  a  practitioner  of  medicine  in  one  or  more 
of  its  branches;  or  who  shall  investigate  or  diagnose  physical  ail- 
ments, defects  or  conditions  of  any  person,  with  a  view  to  treat  or 
relieve  the  same,  or  does  treat  the  same,  by  any  method  or  system 
of  practice,  whether  with  or  without  the  use  of  drugs. 

The  last  part  of  section  9  of  chapter  76  of  the  Eevised  Laws, 
beginning  with  the  words  "nor  to  registered  pharmacists,"  is 
frequently  misunderstood  or  misapplied,  due  to  the  fact,  no 
doubt,  that  the  force  of  the  proviso  in  the  last  line  of  the  sec- 
tion is  not  strictly  regarded.  Clearly  it  was  not  the  intention 
of  the  Legislature  to  exempt  the  several  classes  of  persons 
mentioned  in  this  part  of  the  section  from  the  general  provi- 
sions of  the  law,  only  so  far  as  they  may  be  able  to  perform 
certain  functions  without  infringing  upon  the  terms  of  section 
8.  It  is  well  understood  that  there  are  certain  acts  relating  to 
the  treatment  of  the  sick  which  osteopaths,  so  called,  or  mas- 
sagists,  ete.,  may  perform  without  holding  themselves  out  as 
practitioners  of  medicine,  or  without  being  considered  as 
practising  medicine  within  the  meaning  of  the  law;  for  in- 
stance, rendering  certain  services  to  the  sick,  or  administering 
treatment  genetally  under  the  direction  of,  or  as  advised  by, 
attending  physicians.  But  such  services  do  not  require  the 
sanction  of  law.  Inasmuch,  therefore,  as  this  part  of  section  8 
does  not  confer  special  rights  or  privileges  on  the  classes 
mentioned  therein,  it  would  be  wise  for  the  L^slature  to  repeal 
it,  in  order  to  avoid  possible  misapprehensions  regarding  it. 

Numerous  complaints  of  violations  of  the  registration  law 
have  been  investigated  this  year,  and  fourteen  prosecutions  have 
resulted  in  conviction.  Several  persons  holding  themselves  out 
as  midwives,  without  registration  as  physicians,  and  practising 
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only  as  obstetricians,  have  been  convicted  of  violating  the  law. 
An  appeal  from  one  such  conviction  is  now  pending  in  the 
Supreme  Court.  The  question  raised  by  the  defendant  is, 
whether  one  practising  midwifery  as  a  specialty  is  included 
within  the  statute;  in  other  words,  whether  midwifery  is  a 
branch  of  medicine.  For  an  opinion  of  the  Supreme  Court  of 
Illinois  on  this  precise  question,  see  People  t;.  Arendt,  60  HL, 
App.  89. 

Four  certificates  of  registration,  numbered  respectively  1160, 
2719,  3684  and  6395,  have  been  revoked;  and  the  registration 
of  their  holders,  all  of  whom  had  been  sentenced  for  criminal 
malpractice,  has  been  cancelled. 

Since  the  organization  of  this  department,  in  July,  1894, 
the  Board  has  issued  8,043  certificates  of  registration.  Of  this 
number  3,792  were  issued  prior  to  January,  1895,  during  the 
six  months  next  following  the  organization  of  the  Board,  to  phy- 
sicians practising  in  the  Commonwealth  at  the  time  the  regis- 
tration act  became  in  part  operative.  There  were  608  persons 
refused  registration  during  the  six  months  above  referred  to^ 
they  being  imable  to  meet  the  requirements  of  the  law  as  to 
graduation,  or  as  to  three  years  of  continuous  practice  in  this 
Commonwealth  next  prior  to  the  passage  of  the  law. 

The  work  of  registration  under  written  examinations,  con- 
ducted by  the  Board  as  required  by  law,  began  with  the  year 
1895.  Since  that  time  the  Board  has  given  5,739  individual 
examinations  and  has  issued  4,249  certificates  of  registration,  — 
an  annual  average  of  354.  The  number  of  unsatisfactory  exam- 
inations is  1,490,  —  an  annual  average  of  116. 

The  number  of  registered  physicians  now  in  practice  in  the 
Commonwealth  is  approximately  5,300. 

Respectfully  submitted, 

C.  EDWIN  MILES,  Chairman. 
EDWIN  B.  HARVEY,  Secretary, 
WALTER  P.  BOWERS. 
SAMUEL  H.  CALDERWOOD. 
AUGUSTUS  L.  CHASE. 
NATHANIEL  R.  PERKINS. 
AUGUSTUS  C.  WALKER. 
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Law  relating  to  the  Eeoistration  op  Physicians. 

[Bbtissd  Laws,  Ghaptbb  76,  Sbgtiohs  1--9.] 
Section  1.  There  shall  be  a  board  of  registration  in  medicine 
consisting  of  seven  persons^  residents  of  this  commonwealth^  who 
shall  be  graduates  of  a  legally  chartered  medical  college  or  university 
having  the  power  to  confer  degrees  in  medicine^  and  who  shall  have 
been  for  ten  years  actively  employed  in  the  practice  of  their  profes- 
sion. No  member  of  said  board  shall  belong  to  the  faculty  of  any 
medical  college  or  university,  and  no  more  than  three  members 
thereof  shall  at  one  time  be  members  of  any  one  chartered  state 
medical  society.  One  member  thereof  shall  annually  in  June  be 
appointed  by  the  governor,  with  the  advice  and  consent  of  the  coun- 
cil, for  a  term  of  seven  years  from  the  first  day  of  July  following. 
Section  2.  Said  board  shall  hold  regular  meetings  on  the  second 
Tuesday  of  March,  July  and  November  in  each  year,  and  additional 
meetings  at  such  times  and  places  as  it  may  determine.  At  the 
regular  meeting  in  July,  it  shall  organize  by  the  choice  of  a  chair- 
man and  secretary  who  shall  hold  their  oflSces  for  the  term  of  one 
year.  The  secretary  shall  give  a  bond  to  the  treasurer  and  receiver 
general  in  the  penal  sum  of  five  thousand  dollars,  with  sufficient 
sureties  to  be  approved  by  the  governor  and  council,  for  the  faithful 
performance  of  his  official  duties. 

Section  3.  Applications  for  registration  shall  be  made  upon 
blanks  to  be  furnished  by  the  board,  and  shall  be  signed  and  sworn 
to  by  the  applicants.  Each  applicant  for  registration  shall  furnish 
satisfactory  proof  that  he  is  twenty-one  years  of  age  or  over  and  of 
good  moral  character  and,  upon  payment  of  a  fee  of  twenty  dollars, 
shall  be  examined  by  said  board.  If  he  is  found  by  four  or  more 
members  thereof  to  be  twenty-one  years  of  age  or  over,  of  good  moral 
character  and  qualified,  he  shall  be  registered  as  a  qualified  physician 
and  shall  receive  a  certificate  thereof  signed  by  the  chairman  and 
secretary.  An  applicant  who  fails  to  pass  an  examination  satis- 
factory to  the  board,  and  is  therefore  refused  registration,  shall  be 
entitled  within  one  year  after  such  refusal  to  a  re-examination  at  a 
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meeting  of  the  board  called  for  the  examination  of  applicants,  with- 
out the  payment  of  an  additional  fee ;  but  two  such  re-examinations 
shall  exhaust  his  privilege  under  his  original  application.  Said 
board,  after  hearing,  may  by  unanimous  vote  revoke  any  certificate 
issued  by  it  and  cancel  the  registration  of  any  physician  who  has 
been  convicted  of  a  felony  or  of  any  crime  in  the  practice  of  his 
profession.  All  fees  received  by  the  board  shall,  once  in  each 
month,  be  paid  by  its  secretary  into  the  treasury  of  the  common- 
wealth. 

[Section  4.*  Each  member  of  the  board  shall  receive  ten  dollars 
for  every  day  actually  spent  in  the  performance  of  his  duties,  and 
the  necessary  travelling  expenses  actually  expended  in  attending  the 
meetings  of  the  board,  not  exceeding  three  cents  a  mile  each  way. 
Such  compensation  and  the  incidental  and  travelling  expenses  shall 
be  approved  by  the  board  and  paid  by  the  commonwealth  only  from 
the  fees  paid  over  by  the  board.] 

Section  5.  The  board  shall  keep  a  record  of  the  names  of  all 
persons  registered  hereunder,  and  of  all  money  received  and  dis- 
bursed by  it,  and  a  duplicate  thereof  shall  be  open  to  inspection  in 
the  office  of  the  secretary  of  the  commonwealth.  Said  board  shall 
annually,  on  or  before  the  first  day  of  January,  make  a  report  to 
the  governor  of  the  condition  of  medicine  and  surgery  in  this  com- 
monwealth, of  all  its  official  acts  during  the  preceding  year  and  of 
its  receipts  and  disbursements. 

Section  6.  The  board  shall  investigate  all  complaints  of  the 
violation  of  the  provisions  of  section  eight,  and  report  the  same  to 
the  proper  prosecuting  officers. 

Section  7.  Examinations  shall  be  wholly  or  in  part  in  writing 
in  the  English  language,  and  shall  be  of  a  scientific  and  practical 
character.  They  shall  include  the  subjects  of  anatomy,  surgery^ 
physiology,  pathology,  obstetrics,  gynecology,  practice  of  medicine 
and  hygiene,  and  shall  be  sufficiently  thorough  to  test  the  appli- 
cant's fitness  to  practise  medicine. 

Section  8.  Whoever,  not  being  lawfully  authorized  to  practise 
medicine  within  this  commonwealth  and  registered  as  aforesaid, 
holds  himself  out  as  a  practitioner  of  medicine,  or  practises  or 
attempts  to  practise  medicine  in  any  of  its  branches,  or  whoever 
practises  medicine  or  surgery  under  a  false  or  assumed  name^ 
or  under  a  name  other  than  that  by  which  he  is  registered,  or  who- 
ever personates  another  practitioner  of  a  like  or  different  name^ 
shall,  for  each  offence,  be  punished  by  a  fine  of  not  less  than  one 

*  Repealed  by  the  Aots  of  1902,  and  fixed  salaries  established. 
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hundred  nor  more  than  five  hundred  dollars,  or  by  imprisonment 
for  three  months,  or  by  both  such  fine  and  imprisonment.  In  a 
case  in  which  a  provision  of  this  or  the  preceding  section  has  been 
violated,  the  person  who  committed  the  violation  shall  not  recover 
compensation  for  services  rendered. 

Section  9.  The  provisions  of  the  eight  preceding  sections  shall 
not  be  held  to  discriminate  against  any  particular  school  or  system 
of  medicine,  to  prohibit  medical  or  surgical  service  in  a  case  of 
emergency,  or  to  prohibit  the  domestic  administration  of  family 
remedies.  They  shall  not  apply  to  a  commissioned  medical  officer 
of  the  United  States  army,  navy  or  marine  hospital  service  in  the 
performance  of  his  official  duty;  to  a  physician  or  surgeon  from 
another  state  who  is  a  legal  practitioner  in  the  state  in  which  he 
resides,  when  in  actual  consultation  with  a  legal  practitioner  of 
this  commonwealth;  to  a  physician  or  surgeon  residing  in  another 
state  and  legally  qualified  to  practise  therein,  whose  general  practice 
extends  into  the  border  tow?is  of  this  commonwealth,  if  such  physi- 
cian does  not  open  an  office  or  designate  a  place  in  such  towns 
where  he  may  meet  patients  or  receive  calls ;  to  a  physician  author- 
ized to  practise  medicine  in  another  state,  when  he  is  called  as  the 
family  physician  to  attend  a  person  temporarily  abiding  in  this 
commonwealth ;  nor  to  registered  pharmacists  in  prescribing  gratui- 
tously, osteopathists,  pharmacists,  clairvoyants,  or  persons  practising 
hypnotism,  magnetic  healing,  mind  cure,  massage.  Christian  science 
or  cosmbpathic  method  of  healing,  if  they  do  not  violate  any  of  the 
provisions  of  section  eight. 


Commonwealth  v.  St.  Pierre. 
This  is  a  case  in  which  a  person  in  Fall  Eiver  was  accused  of 
practising  medicine  without  registration.  His  professional  sign  was 
that  of  an  "eye  specialist.^^  He  was  sentenced  in  the  municipal 
court  to  three  months'  imprisonment  and  to  pay  a  fine  of  five  hun- 
dred dollars,  the  maximum  penalty.  The  case  was  carried  to  the 
superior  court,  where  sentence  was  sustained ;  but  certain  exceptions 
were  taken  by  the  defendant's  counsel  to  the  rulings  of  the  court. 
The  exceptions  were  finally  disposed  of  in  the  following  opinion 
of  the  supreme  judicial  court,  rendered  on  the  thirteenth  day  of 
December,  1899:  — 

LoRiNG,  J.  The  exception  to  the  exclusion  of  testimony  offered  by  the 
defendant  on  croes-examination  must  be  sustained.  The  government  had 
introduced  in  evidence  testimony  of  a  number  of  persons  to  the  effect  that 
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they  had  visited  the  defendant  at  various  times;  that  he  gave  to  thenti 
medicines,  and  advised  them  how  to  use  them;  that  at  these  times  they 
had  conversations  with  him  about  the  nature  of  their  complaints;  that  he 
afterwards  visited  some  of  them  at  their  houses  and  treated  them  there, 
and  that  they  paid  him  money;  and  the  bottles  and  packages,  which  the 
witnesses  testified  were  given  to  them,  had  been  put  in  evidence. 

The  defendant  offered  to  prove  that ''  each  and  every  occasion  at  the 
time  the  parties  were  told  by  the  defendant  that  he  was  not  a  doctor, 
and  that  he  did  not  charge  anything  for  his  services/'  This  evidence 
was  excluded. 

If  the  defendant  sold  the  medicines,  receiving  payment  therefor,  and 
gave  advice  gratuitously  as  to  the  use  to  be  made  of  them,  he  was  not, 
so  far  as  those  instances  were  concerned,  holding  himself  out  as  a  physi- 
cian; his  declarations  accompanying  the  acts  and  showing  the  character 
of  them  were  admissible  as  part  of  the  res  gestce. 

Of  course  it  was  open  to  the  government  to  contend  that  in  these  in- 
stances he  was  really  acting  as  a  physician,  and  was  paid  as  such  for  his 
services,  and  that  these  statements  were  efforts  to  evade  the  statutory 
provisions  here  in  question. 

But  when  the  Commonwealth  put  in  testimony  to  the  effect  that  he  had 
given  directions  and  advice  as  to  the  use  of  the  contents  of  the  packages 
and  bottles  sold  by  him,  and  had  been  paid  by  the  persons  to  whom 
the  contents  were  sold,  it  was  the  right  of  the  defendant  to  prove  that 
in  each  instance  he  was  paid  not  for  the  advice  but  only  for  the  drugs, 
and  that  he  declared  that  he  was  not  a  ph3rsician;  and  in  that  way  to 
raise  the  question  whether,  so  far  as  these  instances  were  concerned,  he 
was  selling  the  drugs  and  giving  information  gratuitously  as  to  their  use, 
and  therefore  not  thereby  holding  himself  out  as  a  physician,  or 
whether  he  was  really  acting  as  a  physician,  taking  payment  therefor, 
and  was  seeking  by  such  declarations  to  evade  the  effect  of  his  actions. 
This  question  was  a  question  for  the  jury,  under  all  circumstances,  and 
the  testimony  offered  should  have  been  admitted. 

As  the  questions  involved  in  the  other  exceptions  may  arise  in  a  new 
trial,  they  may  be  briefly  disposed  of  here:  — 

2.  The  burden  was  on  the  defendant  to  show  that  he  was  a  registered 
physician,  if  he  relied  on  such  a  justification.  (Pub.  Sts.,  e.  214,  $  12.) 
This  applies  to  cases  where  the  absence  of  a  license  is  made  part  of  a 
description  of  the  offence.  (Commonwealth  v.  Kelly,  10  Cush.  69; 
Commonwealth  v.  Tuttle,  12  Cush.  502;  Commonwealth  v.  Barnes,  138 
Mass.  162;  Commonwealth  v,  McCarthy,  141  Mass.  420.) 

3.  Proof  that  the  defendant  acted  either  as  a  physician  or  surgeon 
was  sufficient  to  support  the  complaint,  which  charged  him  with  holding 
himself  out  as  a  physician  and  surgeon.  There  is  but  one  offence,  and 
that  may  be  committed  by  the  defendant's  holding  himself  out  as  a 
physician  or  a  surgeon;  if  the  complaint  charges  that  the  offence  is 
committed  by  the  defendant's  holding  himself  out  both  as  a  physician 
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and  surgeon,  the  whole  offence  is  proved  if  he  is  shown  to  have  held 
himself  oat  as  either.    (Commonwealth  v.  Dolan,  121  Mass.  374.) 

4.  The  ruling  that,  if  the  defendant  held  himself  out  as  an  eye  special- 
ist, he  held  himself  out  as  "  one  who  devoted  himself  to  a  branch  of  the, 
healing  art  which  is  the  profession  of  the  physician  and  surgeon/'  and 
that  ''if  the  defendant  held  himself  out  as  an  eye  specialist,  he  held 
himself  out  as  a  physician  and  surgeon  within  the  meaning  of  the 
statute,"  was  correct. 

New  trial  ordered. 


Commonwealth  v.  Maddalina  Della-Russo. 

The  complaint  against  Della-Susso,  a  midwife,  was  that  she  held 
herself  out  as  a  practitioner  of  medicine;  and  that  she  practised 
medicine  unlawfully.  In  the  lower  court,  Suffolk  County,  William 
J.  Porsaith,  justice,  she  was  adjudged  guilty  on  both  coimts.  An 
appeal  was  taken  and  the  case  was  tried  in  the  superior  court,  De- 
cember term,  1904.  Verdict,  guilty  on  both  counts.  The  contention 
of  the  defendants  counsel  was  that  in  holding  herself  out  as  a 
midwife  she  did  not  hold  herself  out  as  a  practitioner  of  medicine, 
and  that  in  her  practice  she  attended  only  normal  cases  of  labor, 
and  in  so  doing  she  acted  in  the  capacity  of  a  nurse  only. 

Eobert  0.  Harris,  justice,  charged  the  jury  as  follows :  — 

In  the  consideration  of  i^is  case,  it  is  well  for  the  jury  in  the  beginning 
to  start  upon  their  deliberations  with  a  well-defined  idea  of  what  the  issue 
is.  This  complaint  charges  the  defendant  in  two  counts;  first,  with  hold- 
ing herself  out  as  a  practitioner  of  medicine ;  second,  as  having  practised 
medicine.  The  statute  under  which  we  are  proceeding  provides  that, 
"Whoever,  not  being  lawfully  authorized  to  practise  medicine  within 
this  commonwealth  and  registered  as  aforesaid,  holds  himself  out  as  a 
practitioner  of  medicine,  or  practises  or  attempts  to  practise  medicine  in 
any  of  its  branches,'^  shall  be  subject  to  a  certain  penalty.  This  statute, 
enacted  in  1894,  may  be  said  to  be  a  re-enactment,  in  a  little  different 
shape  and  with  wider  scope,  of  laws  which  had  been  on  the  statute  books 
of  this  commonwealth  for  many  years.  Under  the  old  law  there  arose 
the  question  which  has  been  raised  in  this  case,  as  to  whether  it  is  neces- 
sary that  a  person  should  hold  himself  out  to  practise  medicine  generally 
in  order  to  come  within  the  purport  of  the  statute.  Under  the  early 
statute,  in  1835,  Chief  Justice  Shaw  of  the  supreme  court  rendered  an 
opinion  as  follows :  — 

The  first  question  for  the  ooart  is  whether,  upon  the  facts  agreed,  the  defendant 
oan  he  held  to  he  engaged  in  the  praotice  of  physio  or  surgery.  It  appears  that  he 
professes  and  practises  bone  setting  and  reducing  sprains,  swellings  and  contractions 
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^of  the  sinews,  by  friction  and  fomentations ;  bat  no  other  department  of  the  oaring 
art.  By  bone  setting  we  anderstand  the  relief  afforded  as  well  in  oases  of  disloca- 
tion as  in  those  of  fractare.  The  coort  are  of  the  opinion  that  this  brings  him 
within  the  meaning  of  the  statute  as  one  who  practises  physio  or  surgery.  We 
think  it  not  necessary  for  one  to  profess  to  practise  generally,  either  as  a  physician 
or  surgeon,  to  bring  him  within  the  opeiation  of  this  statute,  but  that  it  extends  to 
any  one  engaging  in  practice  in  a  distinct  department  of  either  profession,  and 
that  the  defendant's  practice  forms  a  considerable  department  in  the  practice  of 

:  surgery.^ 

That  is  to  say,  if  one  holds  himself  out  to  practise  or  practises  in  any 
line  of  endeavor  which  comes  within  the  territory  which  belongs  to  medi- 
cine,  he  comes  under  this  act,  although  he  may  follow  a  specialty. 

But  this  precise  question  as  to  whether  midwifery  is  included  within 
the  statute  has  been  directly  decided  in  another  Commonwealth^  under  a 

*  statute  very  similar  in  terms  to  ours.  The  case  was  a  complaint  against 
a  woman  for  practising  midwifery.  The  supreme  court  of  that  State 
said :  — 

It  appeared  from  the  proof  that  the  defendant  held  herself  out  as  a  midwife 
:  and  practised  in  that  capacity.  It  is  urged  this  is  not  a  violation  of  the  act.  We 
think  very  clearly  it  is.  Midwifery  Is  an  important  department  of  medicine,  and 
is  80  recognized  by  the  act.  The  law-making  power  of  the  State  has  enacted  that 
"  No  person  shall  practise  medicine  in  any  of  its  departments  in  this  State  without 
the  qualifications  required  by  this  act."  The  validity  of  such  a  law  is  not  denied, 
but  it  is  urged  only  that  the  defendant  had  not  practised  medicine  within  the  mean- 
ing of  the  act.    It  needs  no  argument  to  show  the  importance  of  obstetrics  as  a 

•  department  of  medicine,  nor  the  necessity  that  those  who  assume  to  practise  in  that 
department  should  possess  due  knowledge  and  skill.  The  welfare  of  their  patients 
is  certainly  within  the  purview  of  the  law,  no  less  than  in  other  departments, 
where,  in  many  instances,  at  least,  even  less  care  and  skill  may  be  essential,  and 
where  the  consequence  of  ignorance  and  unskillfulness  may  be  less  unfortunate.' 

Under  the  rulings  in  these  cases  to  which  I  have  referred,  and  under 
the  law  as  I  understand  it,  I  shall  have  to  instruct  you  that  as  a  matter 
of  law  one  who  undertakes  to  practise  midwifery  is  one  who  is  under- 
taking to  practise  medicine.  The  issue  in  this  ease  is,  therefore,  whether 
this  defendant  has  undertaken  to  practise  as  midwife.  If  so,  she  is 
within  the  language  of  the  act,  because  she  has  undertaken  to  practise 
medicine,  or  a  branch  thereof. 

The  question,  then,  in  this  case  narrows  itself  down  to  just  what  this 
'  defendant  did.  She  claims  that  she  did  not  hold  herself  out  to  practise 
in  any  other  way  than  as  a  mere  nurse;  and  that  she  assumed  no 
responsibilities  in  an3rthing  that  she  did  in  any  case  other  than  those  of 
an  ordinary  trained  or  skilled  nurse.  And  upon  that  issue  you  have  to 
consider  the  evidence  in  the  case.  If  all  she  did  was  to  act  simply  as  a 
nurse,  acting  under  somebody  else's  directions,  and  doing  only  those 
things  which  a  mere  nurse  ordinarily  does,  and  assuming  no  responsibility 

>  Hewitt  V.  Charier,  16  Pickering,  853.  *  People  v.  Arradt,  00  111.  App.  89. 
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for  anything  excepting  that  she  should  do  the  things  well  as  a  nurse, 
then  she  is  not  guilty  under  this  complaint.  If ,  however,  while  calling 
herself  a  nurse  she  actually  assumed  the  function  of  a  physician,  and 
advertised  herself  as  being  competent  to  perform  the  duties  of  an  ordi- 
nary physician,  and  was  engaged  upon  that  understanding,  then  you 
will  be  warranted  in  finding  her  guilty. 


Opinion  of  the  Attobney-Qbnebal  relative  to  the  Examina- 
tion OF  Applicants  unable  to  write  in  English. 

Offigs  of  thb  Attormbt-Gehebal,  Bobtoh,  Feb.  18, 1906. 
Edwin  B.  Harvey,  M.D.,  Secretary,  Board  of  Registration  in  Medicine. 

Dear  Sir  :  —  I  beg  to  acknowledge  the  receipt  of  your  favor  of 
the  9th.  Your  Board  requests  the  opinion  of  the  Attorney-General 
as  to  the  legality  of  conducting  examinations  of  applicants  for  reg- 
istration in  other  than  the  English  language,  provided  that  the 
applicant  offers  to  pay  for  the  services  of  a  translator  to  translate 
his  written  papers  into  English. 

Revised  Laws,  chapter  76,  section  7,  provides  that  — 

Examinations  shall  be  wholly  or  in  part  in  writing  in  the  English 
language,  shall  be  of  a  scientific  and  practical  character,  shall  include 
the  subjects  of  anatomy,  surgery,  physiology,  pathology,  obstetrics, 
gynecology,  practice  of  medicine  and  hygiene,  and  shall  be  sufficiently 
thorough  to  test  the  applicant's  fitness  to  practice  medicine. 

The  question  raised  is,  whether  an  examination  in  writing  in 
some  language  other  than  English,  the  examination  papers  being 
translated  by  an  interpreter  at  the  expense  of  the  applicant,  is  in 
compliance  with  the  requirements  of  this  statute. 

The  Legislature  evidently  intended  that  all  persons  permitted  to 
practise  medicine  in  this  Commonwealth  should  have  some  knowl- 
edge of  the  English  language.  An  examination  in  writing  in  the 
English  language  is,  therefore,  a  test  of  the  general  qualifications 
of  the  applicant,  as  distinguished  from  his  strictly  technical  qualifi- 
cations. The  statutes  contemplate  that  each  applicant  shall  show 
both  general  and  technical  qualifications.  Whether  or  not  a  person 
who  is  unable  to  write  English  ought  to  be  permitted  to  practise 
medicine  in  this  Commonwealth,  where  English  is  the  language 
commonly  employed,  is  not  for  me  to  determine.  It  is  clear,  how- 
ever, that  there  are  many  reasons  which  make  it  desirable  that  a 
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person  practising  medicine  should  have  some  familiarity  with  Eng- 
lishy  and  that  a  requirement  of  some  knowledge  of  that  language 
is  not  unreasonable.  The  natural  meaning  of  the  statute  is  that 
papers  shall  be  written  in  English^  and  no  reason  appears  why  the 
construction  should  be  strained  to  give  the  words  some  other  mean- 
ing. If  this  interpretation  seems  to  work  hardships  it  may  be  noted 
that  the  Board  has  considerable  discretion  as  to  how  large  a  part  of 
the  examination  shall  be  in  writing. 

I  am  of  the  opinion  that  examinations  must  be,  at  least  in  part, 
in  writing  in  the  English  language,  not  only  when  they  come  to  the 
attention  of  the  examining  Board,  but  even  when  they  leave  the 
hands  of  the  persons  examined.  I  am  therefore  of  the  opinion  that 
the  suggested  procedure  is  not  permissible. 

Very  truly  yours,  Dana  Malone, 

Attorney-General, 
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Commontojealtb  of  PlaBsarbnBetts. 


Board  of  Bboistration  in  Dsntibtrt,  Dec.  30, 1906. 
To  His  Excellency  Curtis  Guild,  Jr.,  Oovemor, 

Sir:  —  In  compliance  with  the  requirements  of  section  6^ 
chapter  137  of  the  Acts  of  1887,  establishing  a  Board  of  Regis- 
tration in  Dentistry,  we  have  the  honor  to  submit  to  you  the 
twentieth  annual  report,  for  the  year  ending  Dec.  31,  1906. 

The  commissions  of  John  F.  Dowsley,  D.D.S.,  of  Boston, 
and  George  E.  Mitchell,  D.D.S.,  of  Haverhill,  having  expired, 
they  were  reappointed  as  members  of  the  Board  for  three 
years,  and  quali6ed  according  to  law. 

Dwight  M.  Clapp,  D.M.D.,  of  Boston,  a  member  of  this 
Board  since  1896,  died  September  20.  His  years  of  service 
have  been  signally  marked  by  untiring  devotion  to  the  duties 
intrusted  to  him  by  the  State.  He  was  equable  and  just  to  all,, 
an  excellent  examiner  and  a  wise  counsellor,  with  a  high  sense 
of  honor  and  consistency  at  all  times,  which  characterized  his 
public,  professional  and  private  life.  William  W.  Marvel,  Jr., 
D.M.D.,  of  Fall  River,  was  appointed  to  fill  the  vacancy. 
He  qualified  and  entered  upon  his  duties  as  an  examiner 
October  26. 

Three  meetings  have  been  held  in  Boston  for  examinations 
since  our  last  report,  on  March  6,  7  and  8,  June  26,  27  and 
28,  and  October  23,  24  and  25.  The  result  of  these  examina- 
tions is  shown  in  tabular  form  as  follows :  — 


March  Examinations, 


Passed  on  first  examination,  . 
Passed  on  seoond  examination, 
Passed  on  third  examination,  . 
Passed  on  fourth  examination, 
Passed  on  fifth  examination,  . 
Passed  on  sixth  examination,  . 


21 
3 
6 
1 
1 


Total 34 


Rejected  on  first  examination, 
Rejected  on  second  examination, 
Rejected  on  third  examination, 
Rejected  on  fourth  examination, 
Rejected  on  fifth  examination, 
Rejected  on  sixth  examination. 
Rejected  on  eighth  examination, 


2^ 
2 
ft 
2 
3 
1 
2 


Total, 3S 
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June  Examinations, 


Passed  on 
Passed  on 
Passed  on 
Passed  on 
Passed  on 
Passed  on 
Passed  on 

Total, 


first  examination,  . 
second  examination, 
third  examination,  . 
fifth  examination,  . 
sixth  examination,  . 
seventh  examination, 
ninth  examination,  . 


49 
13 


Rejected  on  first  examination. 
Rejected  on  second  examination, 
Rejected  on  fourth  examination, 
Rejected  on  fifth  examination. 
Rejected  on  sixth  examination. 
Rejected  on  eighth  examination. 


26 
7 
5 

1 

1 
1 


Total, 40 


October  Examinations. 


Passed  on  first  examination,  . 
Passed  on  second  examination, 
Passed  on  third  examination,  . 
Passed  on  fourth  examination. 
Passed  on  fifth  examination,    . 


6 

12 

1 

1 

1 


Total, 21 


Rejected  on  first  examination, 
Rejected  on  second  examination, 
Rejected  on  third  examination. 
Rejected  on  fourth  examination. 
Rejected  on  fifth  examination, 
Rejected  on  sixth  examination. 
Rejected  on  seventh  examination^ 


Total, 19 


Recapitulation, 
Whole  number  examined  for  the  year, 
Whole  number  passed  for  the  year. 
Whole  number  rejected  for  the  year. 


131 
97 


Passed  on  first  examination,  . 
Passed  on  second  examination. 
Passed  on  third  examination,  . 
Passed  on  fourth  examination, 
Passed  on  fifth  examination,  . 
Passed  on  sixth  examination,  . 
Passed  on  seventh  examination. 
Passed  on  ninth  examination, . 


Total, 181 


.    83 

Rejected 

.    28 

Rejected 

.      9 

Rejected 

.      2 

Rejected 

.      3 

Rejected 

4 

Rejected 

1 

Rejected 

.      1 

Rejected 

on  first  examination,  .  49 

on  second  examination,  .  17 

on  third  examination,  .  10 

on  fourth  examination,  9 

on  fifth  examination,  .  5 

on  sixth  examination,  .  3 

on  seventh  examination,  .  1 

on  eighth  examination,  .  3 


Total, 97 


Of  those  not   attending  a  dental  college,  6  passed  and  27 
were  rejected. 


Passed  on  first  examination,  .      3 

Passed  on  second  examination,  2 

Passed  on  third  examination,  .  1 


Total, 6 


Rejected  on  first  examination,         .  10 

Rejected  on  second  examination,    .  7 

Rejected  on  third  examination,       .  2 

Rejected  on  fourth  examination,     .  3 

Rejected  on  fifth  examination,        .  2 

Rejected  on  sixth  examination,  2 

Rejected  on  seventh  examination,  .  1 

Total, 27 


Of  those  examined  this  year,  195  had  attended  a  dental  col- 
lege ;  33  had  not  attended  a  dental  college. 
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All  the  examinations  are  absolutely  impartial,  practical  in 
their  character,  and  with  paramount  regard  to  matters  which 
will  fairly  test  the  relative  capacity  and  fitness  of  the  persons 
examined  for  the  service  which  they  seek  to  enter. 

The  Board  of  Dental  Examiners,  though  chiefly  an  examin- 
ing Board,  have  taken  it  upon  themselves  to  assist  the  proper 
authorities  throughout  the  State  in  the  enforcement  of  the 
dental  law.  In  order  that  the  public  may  be  protected  from 
fraud  and  incompetency,  it  becomes  the  duty  of  every  licensed 
or  registered  practitioner  to  report  by  letter  to  the  Board  any 
violation  of  the  law  that  he  knows  to  exist.  The  Board  will  in 
turn  present  the  case  to  the  district  attorney  in  the  county 
where  the  violation  occurs,  so  that  he  may  investigate,  and,  if 
necessary,  prosecute  the  case.  Violations  of  the  law  in  eight 
cases  were  brought  to  the  attention  of  the  Board  during  the 
year.  These  were  properly  complained  of  and  prosecuted  in 
the  courts  by  the  regular  oflScers  of  the  law,  and  each  fined  $50 
and  costs. 

The  meetings  for  examination  of  candidates  during  1907  will 
be  held  in  Boston,  March,  June  and  October.  Special  notice 
of  examinations  are  published  in  the  dental  journals  one  month 
preceding  each  meeting,  also,  with  application  blanks,  fur- 
nished by  the  secretary  upon  request. 

Financial  Statement. 
Fees  from  applicants  received  and  paid  into  the  treasury  of  the 

Commonwealth, $2,970  00 

Expenditures, 3,488  50 

Appended  is  a  list  in  alphabetical  form  of  deaths  reported  to 
the  Board  during  the  year. 

All  of  which  is  respectfully  submitted, 

JOHN  F.  DOWSLEY,  President. 

G.  EVERETT  MITCHELL,  Secretary. 
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List  of  Deaths  reported  to  the  Board  during 
THE  Year  1906-07. 


Chandler,  BftrtleU  B.,   . 

.    1907 

LeaviU.  William  P.,     . 

.    1906 

Glapp,  Dwlgbt  M., 

.        .    1906 

O'Connor,  James  H.,     . 

.    1906 

Day,  Alphonso  M., 

.    1906 

SUrbnok,  Edward  P.,    . 

.    1906 

Ford.  J.  J 

.    1907 

Vlnall,  George  A.  W.,  . 

.        .    1906 

Hamlin,  Edward  L., 

.    1906 

White,  Edward  J., 

.        .    1906 

Hitchcock,  J.  Evarts,    . 

.       .    1906 

Williams,  Jacob  L.,      . 

.    1906 
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REPORT. 


To  His  Excellency  Curtis  Guild,  Jr.,  Governor. 

In  compliance  with  the  laws  of  the  Commonwealth,  we 
have  the  honor  to  submit  the  following  report. 

The  general  condition  of  pharmacy  in  the  Commonwealth 
will  compare  favorably  with  previous  years.  A  canvass  of 
the  State  shows  that  this  has  been  a  prosperous  year  with 
the  pharmacist,  with  but  a  few  exceptions  due  to  local  causes. 

At  the  last  session  of  the  Legislature  an  act  was  passed 
giving  registered  pharmacists,  in  cities  and  towns  where 
licenses  for  the  sale  of  intoxicating  liquors  of  the  first  five 
classes  are  not  granted,  the  right  to  sell  liquor  upon  the  pre- 
scription of  a  registered  physician  practising  in  such  city 
or  town,  he  having  been  granted  a  certificate  of  fitness  from 
this  Board.  These  certificates  were  granted  in  55  cities  and 
towns,  and  reports  from  a  majority  show  the  exercise  of  this 
privilege  has  been  generally  satisfactory,  meeting  with  the 
approval  of  the  officials  of  these  cities  and  towns. 

At  the  annual  meeting  of  the  National  Association  of 
Boards  of  Pharmacy,  held  in  Indianapolis,  Ind.,  in  Sep- 
tember, this  Board  was  represented  by  Charles  N".  Swift  and 
Fred  A.  Hubbard.  The  following'  is  a  report  of  the  dele- 
gates:— 

Mr.  President:  —  Upon  recommendation  of  the  Massachu- 
setts Board  of  Registration  in  Pharmacy,  His  Excellency  the 
Qovemor  appointed  two  delegates  to  the  National  Convention 
of  Boards  of  Pharmacy,  said  convention  to  be  held  at  Indian- 
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apolis,  Ind.,  during  the  week  beginning  Sept.  4,  1906,  at  Clay- 
pool  Hotel.  Your  delegates  beg  leave  to  submit  the  following 
report:  — 

Seven  sessions  were  held,  and  nearly  every  State  and  Terri- 
tory was  represented  by  delegates.  President  J.  A.  Keith  of 
South  Dakota  presided,  and  Dr.  Q.  E.  Diekman  of  New  York 
was  secretary  pro  tern. 

The  president  of  the  association  read  an  address,  which  was 
referred  to  a  committee.  The  committee  reported  to  the  conven- 
tion with  recommendations,  which  were  discussed  and  adopted. 
Nearly  a  whole  session  was  consumed  in  this  discussion,  and  a 
committee  on  resolutions  was  appointed  to  hasten  the  work; 
said  committee  rendered  the  f  bllowing  report,  which  was  adopted : 
that  a  committee  of  five  be  elected  from  the  floor  every  year,  for 
the  purpose  of  preparing  examination  questions  for  a  guide  to 
the  boards  of  pharmacy  throughout  the  country.  The  follow- 
ing were  elected:  G.  C.  Diekman,  New  York;  W.  E.  Ogier,  Ohio; 
G.  P.  Payne,  Georgia;  C.  N.  Swift,  Massachusetts;  and  D.  P. 
Jones,  South  Dakota. 

The  recommendations  of  the  joint  conference  of  pharmaceuti- 
cal faculties  and  boards  of  pharmacy  were  presented  and  dis- 
cussed in  full,  occupying  two  whole  sessions;  and  the  secretary 
of  the  convention  was  instructed  to  have  printed  in  proper  form 
the  provisions  as  adopted,  and  send  to  the  constituent  boards  of 
pharmacy  when  completed. 

The  election  of  oflBcers  for  the  ensuing  year  was  as  follows: 
president,  P.  C.  Godbold,  Louisiana;  first  vice-president,  P.  A. 
Hubbard,  Massachusetts;  second  vice-president,  Chas.  B.  Wood- 
ward, Indiana ;  third  vice-president,  Eattie  W.  Harbord,  Oregon ; 
secretary-treasurer,  Geo.  C.  Diekman,  New  York;  examination 
committee,  John  D.  Muir,  Wisconsin. 

Very  respectfully  yours, 

Chas.  N.  Swift, 
Peed  A.  Hubbaed, 

Delegates, 

m 

We  would  recommend  slight  changes  in  the  pharmacy 
laws,"  namely,  in  section  16,  chapter  76,  we  would  recom- 
mend that  the  fifteen  days'  limit  for  making  complaints  be 
extended  to  "  thirty  days  after  final  conviction  in  courts  hav- 
ing competent  jurisdiction." 

We  would  also  recommend  that,  section  21,  chapter  100, 
be  amended  so  that  only  those  druggists  having  a  sixth-class 
license  or  a  certificate  of  fitness  should  be  allowed  to  sell 
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pure  alcohol.  We  recommend  this  change  because  of  the 
fact  that  the  intent  of  the  law  allowing  such  sale  to  be  made 
without  a  license  is  being  violated,  and  unscrupulous  per- 
sons have  taken  advantage  of  its  provisions  to  establish  drug 
stores  only  in  name,  disgracing  an  honorable  profession,  and 
becoming  a  nuisance  to  the  community  in  which  they  are 
located. 

The  question  papers,  compiled  for  examinations  during 
the  past  year,  were  formulated  outside  the  regular  meetings, 
and  necessitated  a  great  deal  of  extra  time  on  the  part  of 
nlembers  of  the  Board.  Although  we  have  examined  more 
candidates  at  each  meeting,  and  have  increased  the  desk  room 
to  its  greatest  capacity,  we  feel  that  more  examinations  could 
have  been  held  to  advantage  during  the  year;  but,  owing  to 
the  extra  expense  incurred  by  members  coming  from  a  dis- 
tance to  the  office,  the  Board  was  unable  to  hold  these  addi- 
tional meetings.  The  Board  is  therefore  obliged  to  ask  for 
an  increase  of  the.  appropriation  for  the  members'  expense 
account  of  $250.  Many  of  the  hearings  which  are  enumer- 
ated in  the  secretary's  report  have  occupied  two  or  three 
hours,  and  have  been  extended  well  into  the  evening,  many 
witnesses  and  the  defendants  with  their  attorneys  being 
present 

A  detailed  account  of  the  work  of  the  Board  will  be  found 
in  the  secretary's  report,  appended  hereto. 

EespectfuUy  submitted, 

HENET  ADAMS,  President 
WM.  P.  SAWYEE,  Secretary. 
FRED  A.  HUBBARD. 
L.  A.  LAMSON. 
CHAS.  N.  SWIFT. 

Sept.  30, 1906. 


Whereas,  The  retiring  member  of  this  Board,  Dr.  Henry 
Adams  of  Springfield,  has  served  the  State  for  five  years  with 
credit  to  himself  and  a  benefit  to  the  cause  of  pharmacy,  we, 
the  remaining  members  of  the  Board,  desire  to  express  in 
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this  formal  maimer  our  appreciation  of  the  valuable  services 
of  Dr.  Adams,  his  consistent  work  and  manly  manner,  show- 
ing himself  as  a  man  of  worth  and  character. 

Therefore  be  it  resolved.  That  these  resolutions  be  spread 
upon  the  records  of  this  Board ;  also,  that  a  copy  of  this  reso- 
lution be  sent  to  Dr.  Adams. 

WM.  F.  SAWYER. 

FRED  A.  HUBBARD. 

L.  A.  LAMSON. 

CHAS.  N.  SWIFT. 
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SECRETARY'S   REPORT. 


Examinations. 


1M5-I906. 

i 

H 

1 

1 

1M5-1906. 

1 

i 

1 

1 

1 

October  3, 

10 

7 

8 

March  20,. 

16 

7 

9 

October  10,     . 

11 

6 

5 

March  27,. 

14 

5 

9 

October  17,     . 

10 

6 

4 

April  3, 

14 

8 

11 

October  24,     . 

11 

7 

4 

April  17, 

12 

7 

5 

October  81,     . 

10 

1 

9 

Mayl, 

8 

2 

6 

November  6,  . 

11 

4 

7 

May  8, 

10 

2 

8 

November  14, . 

31 

14 

17 

May  16, 

12 

4 

8 

November  21,. 

31 

19 

12 

May  22, 

11 

1 

10 

November  27,. 

14 

8 

6 

May  29, 

13 

5 

8 

November  28,. 

16 

7 

9 

June  5, 

12 

2 

10 

December  5,   . 

9 

0 

9 

June  12, 

IS 

0 

13 

January  6, 

8 

1 

7 

June  15, 

14 

5 

9 

January  16,    . 

7 

2 

5 

June  19, 

16 

6 

10 

January  30,     . 

6 

2 

3 

June  26, 

15 

10 

5 

February  13,  . 

9 

5 

4 

September  25,  . 

14 

8 

6 

February  27,  . 
March  6, . 

11 
12 

8 
2 

3 
10 

Totals, 

82 

410 

166 

244 

Of  the  166  certificates  granted  this  year :  — 


52  passed  on  first  examination. 
39        "  second        •• 

29        "  third  " 

18        "  fourth        •• 

13        '•  fifth 


8  passed  on  sixth  examination. 
5        **  seventh        ** 

1        "  eighth  •* 

1        "  tenth  " 
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Fees  for  examination  received  for  the  year  ending  Sept.  30, 
1906:  — 

For  first  examination,  170  at  |5,     .        .        .  fS^  00 

For  re-examination,  229  at  |3,        .        .        .  687  00 

For  duplicate  certificates,  4  at  |1,  .        .  4  00 

For  reciprocal  exchange,  2  at  $5,  .  10  00 

Fees  returned  to  applicants,  upon  their  request 

not  to  be  examined,  4  at  |5,        .        .        .  |20  00 

Cash  paid  to  State  Treasurer,         .        .        .  1,531  00 


11,551  00 


11,551  00 


Applications  for  Certificates. 
Applications  received  from  Oct.  1,  1905,  to  March  1, 1906, 
to  expire  April  80,  1906, 


Certificates  granted  for  sixth-class  licenses, 
Certificates  refused  for  sixth-class  licenses. 
Applications  received  from  March  1, 1906,  to  Oct, 
expire  April  30,  1907,         .... 
Certificates  for  sixth-class  licenses  granted. 
Certificates  16  sell  on  doctors'  prescriptions 

granted, 

Certificates  for  sixth-class  licenses  refused. 
Certificates  to  sell  on  doctors'  prescriptions 

refused 

Applications  pending  action  by  the  Board, 


56 
17 

1,1906,  to 


1,221 

252 

74 

15 
16 


73 


1,578 


1,651 


11,651  00 


Total  number  of  applications  for  the  year,  . 

Total  number  of  certificates  granted,     .        .  1,529 

Total  number  of  applications  refused,  .        .  106 

Total  number  of  applications  pending, .        .  16 

Total  amount  of  fees  received  during  the  year, 

Total  amount  paid  to  the  State  Treasurer,     .  f  1,529  00 

Total  amount  returned  to  rejected  applicants,  106  00 

Cash  on  hand,  applications  pending  action,  .  16  00 

Note.  —  The  druggists  in  several  cities,  having  been  granted  certifi- 
cates for  sixth-class  licenses,  and  having  been  denied  licenses  by  the 
local  authorities,  applied  for  certificates  from  this  Board  to  sell  on 
doctors'  prescriptions. 

Cash  paid  into  the  Treasury. 

Fees  for  examination, t^t^Sl  OO 

Fees  for  for  both  classes  of  certificates  of  fitness,        .  1,529  00 


Total  amount  paid  to  Treasurer, #3,060  00 
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Expenditures. 
Salaries  of  members :  — 
Henry  Adams,  president, 
William  F.  Sawyer,  secretary, 
Fred  A.  Hubbard,  *. 
L.  A.  Lamson, 
Charles  N.  Swift,    . 


f 600  00 

l.OCO  00 

800  00 

300  00 

300  00 


Expenses  of  members :  — 

Henry  Adams,  president,        ....  |523  96 

William  F.  Sawyer,  secretary,        .                .  263  00 

Fred  A.  Hubbard,   ......  166  82 

L.  A.  Lamson, 352  21 

Charles  N.  Swift, 31130 


#2,400  00 


1,617  29 


Agent,  salary  and  expenses :  — 

Joseph  E.  Buswell,  salary,     ....  #1,500  00 

Expenses, 556  42 

2,056  42 

Stenographer,  witness  fees,  incidental  and  contingent  ex- 
penses :  — 

Bessie  B.  Burroughs, 1^76  67 

Wright  &  Potter  Printing  Company,     .  112  89 

Postal  supplies, 137  43 

The  E.  L.  Patch  Company,     ....  50  23 

Oilman  Brothers, 75  76 

Whitall  Tatum  Company,               .        .        .  69  51 
New    England    Telephone    and   Telegraph 

Company; 20  72 

Press  Clipphig  Bureau, 17  70 

Old  Comer  Book  Store, 14  86 

J.  L.  Fairbanks  &  Co 13  35 

Henry  W.  Stone, 25  95 

Prof.  E.  H.  LaPierre,  Massachusetts  College 

of  Pharmacy, 26  24 

Innes,  Vahey  &  Mansfield,     .        .        .        .  25  00 

Wm.  H.  Bradford, 13  00 

National  Association  of  Boards  of  Pharmacy,  10  00 

Dennison  Manufacturing  Company,  5  30 

Sampson  &  Murdock  Company,     ...  6  50 

Helen  Pierce, 3  50 

Pocket  Manual  Company,       ....  1  00 

Wm.  W.  Bartlett, 1  00 

E.  H.  Dorr  &  Co., 50 

Rotary  Neostyle  Company,     ....  2  25 


AmoufUa  carried  forward,  .f  1,609  36       |6,073  71 
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.  11,609  86       f  6,073  71 


Amounts  brought  forward, 

Stenoghrapher,  witness  fees,  incidental  and  con- 
tingent expenses  —  Concluded, 

Clerk  of  courts,  Norfolk  County,  ...  75 

J.  L.  Hammett  Company,      • .                        .  6  90 

Samuel  Ward  Company,        ....  1  80 

Witness  fees, 6  40 

1,625  21 

#7,698  92 

Note.  —  The  financial  year  of  the  State  ends  in  November,  while  that 
of  the  Board  ends  in  October. 


Deaths. 


Auger,  Leonide  A.,     . 

Fall  River. 

Jellison,  James  M., 

.   Boston. 

Beedle,  Charles  H..    . 

Lawrence. 

MoGarr,  William  L. 

.    Maiden. 

Carpenter,  Charles  B., 

Spencer. 

Ome,  Joel  S.,     .    . 

.   Cambridge 

Carpenter,  Luther  D., 

Hudson. 

Rice,  J.  Allen,  .    . 

.   MUford. 

Cherry,  James  B.,  .    . 

Boston. 

Sherburne,  John  W., 

.   Lowell. 

Dickins,  Charlotte  L., 

Newburyport. 

Sullivan,  James  J., 

.   Springfield 

Donahoe,  Charles  W., 

Boston. 

Titus,  Walter  D.,   . 

.   Cambridge. 

Holland,  Henry,     .    . 

Westfield. 

Ware,  Frank  H.,    . 

.   Springfield 

Hydren,  Carl,     .    .    . 

Pittsfield. 

Wesley,  Charles  M., 

.    Boston. 

Jefts,  Ira  P., ...    . 

BostoiK 

Summary. 
Meetings :  — 

For  examination, 32 

For  hearings,  business,  etc., 29 


Total  number  of  meetings  for  the  year. 


Hearings :  — 

On  formal  complaint,  charge  of  aiding  unregistered  persons 

in  conducting  a  pharmacy  business, 

On  formal  complaint,  charge  of  violation  of  the  liquor  law,  . 
On  petitions  for  reinstatement  as  registered  pharmacist  after 

suspension  by  the  Board, 

With  reference  to  applications  for  certificates  of  fitness, 


61 


11 
10 

9 
170 


Total  number  of  hearings  for  the  year, 200 


Results  of  hearings  on  formal  complaint :  — 

Number  of  certificates  suspended  for  five  years. 
Number  of  certificates  suspended  for  three  years. 
Number  of  certificates  suspended  for  two  years. 
Number  of  certificates  suspended  for  one  year, 
Number  of  certificates  suspended  for  six  months, 
Number  of  cases  placed  on  file, 
^mber  of  cases  continued,      .... 


1 
1 
1 
2 
4 

10 
2 
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Miscellaneous :  — 

Number  of  suspended  pharmacists  who  were  reinstated,        .  9 
Number  of  persons  against  whom  formal  complaints  are 

pending, 10 

Amount  of  fines  paid  by  druggists  for  violation  of  laws  relat- 
ing to  pharmacy, 11,900 

Number  imprisoned, 2 

New  drug  stores  opened  during  the  year,        .        .        .        .  9S 

Number  of  drug  stores  closed  through  prosecution,        .        .  19 

Number  of  drug  stores  closed  by  reason  of  death,  failure,  etc.,  26 

Number  of  drug  stores  in  the  State  at  the  present  time,         .  1,56^ 

WM.  F.  SAWYER, 

Secretary. 
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LAWS  RELATING  TO  PHAKMACY. 


Chapter  76,  Betibbd  Laws. 
Begistration  op  Pharmacists. 

Section  10.  There  shall  be  a  board  of  registratioii  in  phar- 
macy consisting  of  five  persons,  residents  of  the  commonwealth, 
who  shall  be  skilled  pharmacists,  and  shall  have  had  ten  con- 
secutive years  of  practical  experience  in  the  compounding  and 
dispensing  of  physician's  prescriptions,  and  shall  be  actually 
engaged  in  the  drug  business.  Not  more  than  one  member  shall 
have  any  financial  interest  in  the  sale  of  drugs,  medicines  and 
chemicals,  and  the  compounding  and  dispensing  of  physician's 
prescriptions  in  the  same  councillor  district.  One  member  of 
said  board  shall  annually  in  September  be  appointed  by  the 
governor,  with  the  advice  and  consent  of  the  council,  for  a  term 
of  five  years  from  the  first  day  of  October  following,  and  no  per- 
son appointed  after  the  twenty-fifth  day  of  June  in  the  year 
eighteen  hundred  and  ninety-nine  shall  serve  as  a  member  of 
said  board  for  more  than  five  consecutive  years. 

Section  11.  Said  board  shall  meet  on  the  first  Tuesday  of 
October  in  each  year  at  such  time  and  place  as  it  may  determine, 
and  shall  organize  by  electing  a  president  and  secretary,  who 
shall  be  members  of  the  board  and  who  shall  hold  their  offices  for 
the  term  of  one  year.  The  secretary  shall  give  to  the  treasurer 
and  receiver  general  a  bond  with  sufficient  sureties,  to  be  ap- 
proved by  the  governor  and  council,  for  the  faithful  performance 
of  his  official  duties.  The  board  shall  annually  hold  regular  meet- 
ings on  the  first  Tuesday  of  January,  May  and  October,  and 
additional  meetings  at  such  times  and  places  as  it  shall  deter- 
mine. 

Section  12.  Each  member  of  the  board  shall  receive  five 
dollars  for  every  day  actually  spent  in  the  performance  of  his 
duties  and  the  amount  actually  paid  by  him,  not  exceeding  three 
cents  a  mile  each  way,  for  necessary  travelling  expenses  in  at- 
tending the  meetings'of  the  board.  The  bills  for  such  compensa- 
tion and  his  incidental  and  travelling  expenses  shall  be  approved 
by  the  board  and  paid  by  the  commonwealth.     So  much  of  the 
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receipts  from  examinations  as  may  be  necessary  for  the  com- 
pensation and  expenses  of  the  board  may,  in  addition  to  any 
amount  authorized  by  the  general  court,  be  used  for  such  purpose. 

Section  13.  The  board  shall  keep  a  record  of  the  names  of 
all  persons  examined  and  registered  hereunder  and  of  all  money 
received  and  disbursed  by  it,  and  a  duplicate  thereof  shall  be 
open  to  inspection  in  the  oflSce  of  the  secretary-  of  the  common- 
wealth. Said  board  shall  annually,  on  or  before  the  first  day  of 
January,  make  a  re})ort  to  the  governor  and  council  of  the  con- 
dition of  pharmacy  in  the  commonwealth,  of  all  its  official  acts 
during  the  preceding  year  and  of  its  receipts  and  disbursements. 

Sectiox  14.  A  person  who  desires  to  do  business  as  a  phar- 
macist shall,  upon  pa^nnent  of  five  dollars,  be  entitled  to  examina- 
tion, and  if  found  qualified  shall  be  registered  as  a  pharmacist 
and  shall  receive  a  certificate  signed  by  the  president  and  secre- 
tary' of  said  board.  Any  person  who  fails  to  pass  such  examina- 
tion shall  upon  request  be  re-examined  after  the  expiration  of 
three  months  at  any  regular  meeting  of  the  board,  upon  the  pay- 
ment of  three  dollars.  All  fees  received  by  the  board  shall  be 
paid  by  its  secretary  into  the  treasury  of  the  commonwealth. 

Section  15.  Every  person  who  has  received  a  certificate  of 
registration  from  the  board  shall  conspicuously  display  the  same 
in  his  place  of  business. 

Section  16.  The  board  shall  hear  all  applications  by  regis- 
tered pharmacists  for  the  granting  of  sixth  class  licenses,  if  a 
hearing  is  requested  by  the  applicant,  and  all  complaints  made 
to  them  against  any  person  registered  as  a  pharmacist  charging 
him  in  his  business  as  a  pharmacist  with  violating  any  of  the 
laws  of  th^  commonwealth,  the  enforcement  of  which  is  under 
the  supervision  of  the  board  of  registration  in  pharmacy,  and 
especially  of  the  laws  relating  to  the  sale  of  intoxicating  liquor ; 
or  engaging  with,  or  aiding  or  abetting,  another  in  the  violation 
of  said  laws;  or,  if  he  himself  is  not  the  owner  and  actively 
engaged  in  such  business,  with  suflFering  or  permitting  the  use 
of  his  name  or  certificate  of  registration  by  others  in  the  con- 
duct of  the  business  of  pharmacy.  Such  complaint  shall  set  out 
the  offence  alleged  and  be  made  within  fifteen  days  after  the 
date  of  the  act  complained  of.  The  board  shall  notify  the  person 
complained  against  of  tlie  charge  against  him  and  of  the  time 
and  place  of  the  hearing  at  which  he  may  appear  with  his  wit- 
nesses and  be  heard  by  counsel.  Three  of  the  members  of  the 
board  shall  be  a  quorum  for  such  hearing.  Witnesses  at  hearings 
before  such  board  shall  testify  under  oath  and  may  be  sworn 
by  a  member  of  the  board.  The  board  shall  have  power  to  send 
for  persons  and  compel  the  attendance  of  witnesses  at  said 
hearings. 
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Section  17.  If  the  full  board  sitting  at  such  hearing  finds 
the  person  guilty,  the  board  may  suspend  the  effect  of  the  cer- 
tificate of  his  registration  as  a  pharmacist  for  such  term  as  the 
board  fixes,  but  the  license  or  certificate  of  registration  of  a 
registered  pharmacist  shall  not  be  suspended  for  a  cause  punish- 
able by  law  until  after  his  conviction  by  a  court  of  competent 
jurisdiction. 

Section  18.  Whoever,  not  being  registered  as  aforesaid, 
retails,  compounds  for  sale  or  dispenses  for  medicinal  purposes  or 
keeps  or  exposes  for  sale  drugs,  medicines,  chemicals  or  poisons, 
except  as  provided  in  section  twenty-three,  shall  be  punished  by 
a  fine  of  not  more  than  fifty  dollars.  But  the  provisions  of  this 
section  shall  not  prohibit  the  employment  of  apprentices  or 
assistants  under  the  personal  supervision  of  a  registered  phar- 
macist. 

Section  19.  The  board  shall  investigate  all  complaints  of 
the  violation  of  the  provisions  of  sections  ten  to  twenty-three, 
inclusive,  and  report  the  same  to  the  proper  prosecuting  officers, 
and  especially  investigate  and  cause  to  be  prosecuted  all  viola- 
tions of  sections  twenty-one  to  twenty-nine,  inclusive,  of  chapter 
one  hundred. 

Section  20.  The  board  of  registration  in  pharmacy  may 
annually  expend  not  more  than  two  thousand  dollars  in  the  per- 
formance of  its  official  duties. 

Section  21.  A  registered  pharmacist  against  whom  a  com- 
plaint or  charge  is  pending  before  the  board,  or  his  counsel, 
shall  have  the  same  right  of  access  to  documents  in  the  posses- 
sion of  said  board  as  a  person  who  is  charged  with  crime  in  the 
courts  of  the  commonwealth  would  have  to  documents  in  the 
possession  of  the  clerk  of  the  court  or  of  the  prosecuting  officer. 

Section  22.  The  court  or  magistrate  before  whom  a  person 
is  convicted  of  a  violation  of  section  twenty-six  of  chapter  sev- 
enty-five, of  section  eighteen  of  this  chapter,  of  sections  twenty- 
five,  tw^enty-six,  twenty-seven  of  chapter  one  hundred  or  of 
section  t\^'o  of  chapter  two  hundred  and  thirteen  shall  send  to 
the  board  of  registration  in  pharmacy  a  certificate  under  seal 
showing  the  time,  cause  and  place  of  conviction. 

Section  23.  The  provisions  of  sections  twentv'-one  to  twenty- 
nine,  inclusive,  of  chapter  one  hundred,  section  twenty-six  of 
chapter  seventy-five  and  section  two  of  chapter  two  hundred  and 
thirteen  shall  not  apply  to  physicians  who  put  up  their  own  pre- 
scriptions or  dispense  medicines  to  their  patients ;  nor  to  the  sale 
of  drugs,  medicines,  chemicals  or  poisons  at  wholesale  only ;  nor 
to  the  manufacture  or  sale  of  patent  and  proprietary  medicines; 
nor  to  the  sale  of  non-poisonous  domestic  remedies  usually  sold 
by  grocers  and  others;  nor  shall  any  unregistered  member  of  a 
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copartnership  be  liable  to  the  penalties  hereof  if  he  retails,  com- 
pounds for  sale  or  dispenses  for  medicinal  purposes  drugs,  medi- 
cines, chemicals  or  poisons  only  under  the  personal  supervision 
of  a  registered  pharmacist.  The  widow,  executor  or  adminis- 
trator of  a  registered  pharmacist  who  has  died  or  the  wife  of  one 
who  has  become  incapacitated  may  continue  his  business  under 
a  registered  pharmacist. 


Chaptbr  120,  Acts  of  1906. 

Ax  Act  relative  to  Registration  in  Pharmacy. 
Be  it  enacted,  etc.,  as  follows : 

Section  fourteen  of  chapter  seventy-six  of  the  Revised  Laws  is 
hereby  amended  by  inserting  after  the  word  "dollars",  in  the 
seventh  line,  the  words :  —  The  said  board  may,  in  its  discretion, 
grant  certificates  of  registration  to  such  persons  as  shall  furnish 
with  their  application  satisfactory  proof  that  they  have  been 
registered  by  examination  in  some  other  state:  provided,  that 
such  other  state  shall  require  a  degree  of  competency  equal  to 
that  required  of  applicants  in  this  state.  Every  applicant  for 
registration  as  a  registered  pharmacist  shall  pay  to  tiie  secretary 
of  the  board  the  sum  of  five  dollars  at  the  time  of  filing  the  ap- 
plication,—  so  as  to  read  as  follows:  —  Section  H,  A  person 
who  desires  to  do  business  as  a  pharmacist  shall,  upon  payment 
of  five  dollars,  be  entitled  to  examination,  and  if  found  quali- 
fied shall  be  registered  as  a  pharmacist  and  shall  receive  a  cer- 
tificate signed  by  the  president  and  secretary  of  said  board. 
Any  person  who  fails  to  pass  such  examination  shall  upon  re- 
quest be  re-examined  after  the  expiration  of  three  months  at 
any  regular  meeting  of  the  board,  upon  the  payment  of  three 
dollars.  The  said  board  may,  in  its  discretion,  grant  certificates 
of  registration  to  such  persons  as  shall  furnish  with  their  appli- 
cation satisfactory  proof  that  they  have  been  registered  by  ex- 
amination in  some  other  state:  provided,  that  such  other  state 
shall  require  a  degree  of  competency  equal  to  that  required  of 
applicants  in  this  state.  Every  applicant  for  registration  as  a 
registered  pharmacist  shall  pay  to  the  secretary  of  the  board 
the  sum  of  ^ve  dollars  at  the  time  of  filing  the  application.  All 
fees  received  by  the  board  shall  be  paid  by  its  secretary  into  the 
treasury  of  the  Commonwealth.        Approved  March  1,  1906. 
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Ghaptbb  100,  Bbtibbd  Laws. 

Intoxicating  Liquors,  —  Druggists  and  Apothecaries. 

Section  21.  Druggists  and  apothecaries  may  sell  pure  alcohol 
for  medicinal,  mechanical  or  chemical  purposes;  and  wholesale 
druggists  and  apothecaries  may  also  sell  liquor  of  any  kind,  not 
to  be  drunk  on  the  premises,  under  a  license  of  the  fourth  class. 

Section  22.  No  license  for  the  sale  of  spirituous  or  intoxi- 
cating liquor,  except  of  the  sixth  class,  shall  be  granted  to  retail 
druggists  or  apothecaries.  One  or  more  licenses  of  the  sixth 
class  shall  be  granted  annually  by  the  licensing  board  of  cities, 
or  by  the  mayor  and  aldermen  of  cities  having  no  such  board, 
or  by  the  selectmen  of  towns,  to  retail  druggists  or  apothecaries 
who  are  registered  pharmacists  actively  engaged  in  business  on 
their  own  account,  upon  presentation  to  the  licensing  board  of 
the  certificate  of  fitness  prescribed  by  the  following  section,  if  it 
appears  that  the  applicant  is  a  proper  person  to  receive  such 
license,  and  is  not  disqualified  to  receive  it  under  the  provisions 
of  sections  fifty-three  and  fifty-four.  A  registered  pharmacist 
who  owns  stock  of  the  actual  value  of  at  least  five  hundred  dol- 
lars in  a  corporation  which  has  been  incorporated  for  the  pur- 
pose of  carrying  on  the  drug  business,  and  who  conducts  in 
person  the  business  of  a  store  of  such  corporation,  shall  be 
considered  as  actively  engaged  in  b.usiness  on  his  own  account 
and  as  qualified  to  receive  a  license  for  such  store. 

Section  23.  The  board  of  registration  in  pharmacy  may, 
upon  the  pa3rment  by  an  applicant  for  a  license  of  the  sixth  class 
of  a  fee  of  not  more  than  one  dollar,  issue  to  him  a  certificate, 
which  shall  not  be  valid  after  one  year  from  its  date,  stating  that 
in  the  judgment  of  said  board  he  is  a  proper  person  to  be  en- 
trusted with  such  license  and  that  the  public  good  will  be  pro- 
moted by  the  granting  thereof.  Any  registered  pharmacist 
against  whom  no  complaints  have  been  made  to  said  board  may 
be  considered  a  proper  person  to  receive  such  certificate.  If 
complaint  is  made,  it  shall  state  in  writing  the  reason  why  a 
certificate  should  be  withheld. 

Section  24.  A  license  of  the  sixth  class  shall  become  null 
and  void  without  any  process  or  decree,  if  the  registered  phar- 
macist to  whom  it  has  been  granted  ceases  to  conduct  his  business 
in  person  and  on  his  own  account,  or  upon  the  revocation  of  his 
certificate  of  registration  as  a  pharmacist,  unless  the  registered 
pharmacist  has  become  unable  to  so  conduct  his  business  or  has 
died,  and  his  business  is  continued  by  his  wife,  widow,  executor 
or  administrator  under  another  registered  pharmacist. 

Section  25.  Eetail  druggists  and  apothecaries  shall  not  sell 
intoxicating  liquor  of  any  kind  for  medicinal,  mechanical  or 
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chemical  purposes  except  upon  the  certificate  of  the  purchaser, 
which  shall  state  the  use  for  which  it  is  wanted,  and  which  shall 
be  immediately  cancelled  at  the  time  of  sale  in  such  manner  as 
to  show  the  date  of  cancellation.  They  shall  not,  when  making 
such  sales  upon  the  prescription  of  a  physician,  be  subject  to  the 
provisions  of  the  second  clause  of  section  seventeen. 

Section  26.  'Eyery  retail  druggist  and  apothecary  shall  keep 
a  book  in  which  he  shall  enter,  at  the  time  of  every  such  sale, 
the  date  thereof,  the  name  of  the  purchaser,  the  kind,  quantity 
and  price  of  said  liquor,  the  purpose  for  which  it  was  sold,  and 
the  residence  by  street  and  number,  if  there  be  such,  of  said  pur- 
chaser. If  such  sale  is  made  upon  the  prescription  of  a  phy- 
sician, the  book  shall  also  contain  the  name  of  the  physician 
and  shall  state  the  use  for  which  said  liquor  is  prescribed  and 
the  quantity  to  be  used  for  such  purpose,  and  shall  be  cancelled 
in  the  manner  before  provided  with  reference  to  certificates. 
Said  book  shall  be  in  form  substantially  as  follows :  —  • 


Date. 


Name 

of 

Purohaaer. 


Realdence. 


Kind 

and 

QaaDtlty. 


Porpoee 

of 

Use. 


Price. 


Name 

of 

Phyalolan. 


The  certificate  mentioned  in  the  preceding  section  shall  be  a 
part  of  said  book,  and  shall  not  be  detached  therefrom,  and  shall 
be  in  form  substantially  as  follows :  — 

Certificate. 

I  wish  to  purchase 

and  I  certify  that  I  am  not  a  minor  and  that  the  same  is  to  be  used  for 
*  Mechanical  *  Chemical  *  Medicinal  purposes.  [*  Draw  a  line 
througrh  the  words  which  do  not  indicate  the  purpose  of  the  pur- 
chase.] 

Signature  

Cancelled   

Section  27.  The  book,  certificates  and  prescriptions  provided 
for  in  the  two  preceding  sections  and  the  book  provided  for  in 
section  thirty-two  shall  at  all  times  be  open  to  the  inspection  of 
the  licensing  board  in  cities  having  such  boards  and  in  all  other 
cities  and  towns,  to  the  inspection  of  the  mayor  and  aldermen, 
selectmen,  overseers  of  the  poor,  sheriffs,  constables,  police  officers 
and  justices  of  the  peace. 

Section  28.  Whoever  makes  or  issues  a  false  or  fraudulent 
certificate  or  prescription  referred  to  in  sections  twenty-five  and 
twenty-six  shall  be  punished  by  a  fine  of  ten  dollars. 
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Section  29.  Whoever,  not  being  a  registered  pharmacist, 
procures  a  sixth  class  license  for  the  sale  of  intoxicating  liquors 
in  the  name  of  a  registered  pharmacist  who  is  dead,  or  in  the 
name  of  a  registered  pharmacist  by  borrowing,  hiring  or  pur- 
chasing the  use  of  his  certificate,  and  who,  being  himself  the 
owner  or  manager  of  the  place,  shall  himself  or  by  his  servants 
sell  iiitoxicating  liquor,  shall  be  punished  by  a  fine  of  not  less 
than  fifty  nor  more  than  five  hundred  dollars,  and  by  imprison- 
ment for  not  less  than  one  nor  more  than  six  months.  The  pro- 
visions of  section  ten  of  cliapter  two  hundred  and  twenty  shall 
not  apply  to  such  sentence. 


Chaptbr  281,  Acts  of  1906. 

Ax  Act  relative  to  the  Sale  of  Intoxicating  Liquors  by 

Registered.  Pharmacists. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  In  any  city  or  town  in  which  licenses  for  the  sale 
of  intoxicating  liquors  of  the  first  five  classes  are  not  granted, 
registered  pharmacists  to  whom  a  certificate  of  fitness  has  been 
issued  as  provided  for  by  section  two  of  this  act,  may  sell  intoxi- 
cating liquors  upon  the  prescription  of  a  registered  physician 
practising  in  such  city  or  town,  provided  that  the  prescription 
is  dated,  contains  the  name  of  the  person  prescribed  for,  and  is 
signed  by  the  physician.  All  such  prescriptions  shall  be  retained 
and  kept  on  file  in  a  separate  book  by  the  pharmacist  filling  the 
same,  and  shall  not  be  filled  a  second  time.  Such  prescription 
book  shall  be  open  at  all  times  to  the  inspection  provided  for  in 
section  twenty-seven  of  chapter  one  hundred  of  ^the  Revised 
Laws. 

Section  2.  The  board  of  registration  in  pharmacy  may,  upon 
the  pajTuent  by  each  applicant  of  a  fee  of  not  more  than  one 
dollar,  issue  to  registered  pharmacists  certificates  of  fitness  as 
provided  for  in  section  twent}r'-three  of  said  chapter  one  hun- 
dred. Such  certificates  of  fitness  shall  be  subject  to  suspension 
or  revocation  by  the  board  of  registration  in  pharmacy,  or  by 
the  licensing  authorities  of  such  cities  and  towns. 

Section  3.  Whoever  violates  any  provision  of  this  act  shall 
be  punished  by  a  fine  of  not  less  than  fifty  nor  more  than  five 
hundred  dollars,  or  by  imprisonment  for  not  less  than  one  month 
nor  more  than  six  months,  or  by  both  such  fine  and  imprison- 
ment. 

Section  4.  All  acts  and  parts  of  acts  inconsistent  herewith 
are  hereby  repealed.  Approved  April  14,  1906. 
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CUATTMR  100,  BSTinD  LAWS'. 

Granting  of  Licenses  by  Local  Boakd. 
Section  16.    The  licensing  board  may  at  any  time  refuse  to 
issue  a  license  to  a  person  whom  it  considers  unfit  to  receive  the 
same;  but  the  provisions  of  this  chapter  shall  not  be  so  construed 
as  to  compel  said  licensing  board  to  grant  licenses. 


Chaptbb  100,  Bbtibbd  Laws. 

Conditions  op  Licenses. 

Section  17.  Each  license  shall  be  expressed,  to  be  subject  to 
the  following  conditions :  — 

First,  That  the  provisions  in  regard  to  the  nature  of  the 
license,  and  the  building  in  which  the  business  may  be  carried 
on  under  it,  shall  be  strictly  adhered  to. 

Second,  That  spirituous  or  intoxicating  liquor  shall  not  be 
sold  between  the  hours  of  eleven  at  night  and  six  in  the  morning 
or  on  the  Lord's  day;  but  if  the  licensee  is  also  licensed  as  an 
innholder  he  may,  between  the  hours  of  six  in  the  morning  and 
eleven  at  night  on  the  Lord's  day,  supply  such  liquors  to  guests 
who  have  resori:ed  to  his  inn  for  food  and  lodging. 

Third,  That  spirituous  or  intoxicating  liquor  shall  not  be  sold, 
exchanged  or  delivered,  or  exposed,  oflEered  or  kept  for  sale,  ex- 
change or  delivery,  upon  the  licensed  premises,  unless  it  is  of 
good  standard  quality  and  is  free  from  any  adulteration  pro- 
hibited in  the  Pharmacopoeia  of  the  United  States  or  by  the  laws 
relative  to  adulteration  of  drugs  and  food,  for  either  a  food  or  a 
drug.  If  it  is  marked,  labelled  or  represented  as  being  the 
product  of  any  foreign  country,  it  shall  also  be  of  the  standard 
quality  required  for*  its  legal  sale  for  domestig  use  in  the  coimtry 
of  its  reputed  production.  All  such  liquors  which  are  sold,  ex- 
changed or  delivered,  or  which  are  exposed  or  kept  for  sale, 
exchange  or  delivery,  imder  a  license  of  the  sixth  class,  shall  be 
of  the  quality  required  for  their  sale  as  drugs  under  the  pro- 
visions of  the  laws  relative  to  the  adulteration  of  drugs  and  food. 

Fourth,  That  liquor  shall  not  be  sold  or  delivered  on  the 
licensed  premises  to  a  person  who  is  known  to  be  a  drunkard,  to 
an  intoxicated  person,  or  to  a  person  who  is  known  to  have  been 
intoxicated  within  the  six  months  last  preceding,  or  to  a  minor, 
either  for  his  own  use,  the  use  of  his  parents  or  of  any  other 
person,  or,  unless  upon  the  prescription  of  a  duly  registered 
physician,  to  a  person  known  to  have  been  supported  in  whole 
or  in  part  by  public  charity  at  any  time  during  the  twelve  months 
last  preceding  the  date  of  the  license. 


Digitized  by  VjOOQ IC 


1907.]  PUBLIC  DOCUMENT  — No.  39.  27 


Ghaptbb  100,  Bktibbd  Laws. 

Forfeiture  op  License. 
Section  47.  The  licensing  board,  after  notice  to  the  licensee 
and  reasonable  opportunity  for  him  to  be  heard  by  them  or  by  a 
committee  of  the  mayor  and  aldermen  or  selectmen,  if  the 
license  was  granted  by  them,  may  declare  his  license  forfeited, 
upon  satisfactory  proof  that  he  has  violated  or  permitted  a  viola- 
tion of  any  condition  thereof.  The  pendency  of  proceedings 
before  a  court  of  justice  shall  not  suspend  or  interfere  with  the 
power  herein  given  to  decree  a  forfeiture.  If  the  license  is  de- 
clared to  have  been  forfeited,  the  licensee  shall  be  disqualified 
to  receive  a  license  for  one  year  after  the  expiration  of  the  term 
of  the  license  so  forfeited,  and  if  he  is  the  owner  of  the  premises 
described  in  such  forfeited  license,  no  license  shall  be  issued  to 
be  exercised  on  said  premises  for  the  residue  of  the  term  thereof. 


Ghaptkb  100,  Bbtiskd  Laws. 

Transfer  op  Licenses. 
Section  44.  Licensing  boards  may  transfer  licenses  from 
one  location  to  another  within  the  city  or  town  in  which  such 
licenses  are  in  force;  but  such  transfer  shall  be  granted  only  to 
the  original  licensee,  and  like  notice  shall  be  given,  the  same 
provisions  shall  apply,  and  other  proceedings  shall  be  the  same 
as  are  required  upon  the  granting  of  licenses,  except  that  no  new 
license  fee  shall  be  required. 


Chapter  321,  Acts  of  1902. 

An  Act  to  authorize  the  Board  of  Begistration  in  Phar- 
macy TO  reconsider  its  Action  in  Cases  where  it  mat 

HAVE  SUSPENDED  OR  REVOKED  THE  LICENSE  OR  CERTIFICATE 

OP  Registration. 
Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  seventeen  of  chapter  seventrv^-six  of  the 
Revised  Laws  is  hereby  amended  by  inserting  after  the  word 
"  suspended  '\  in  the  fifth  line,  the  words :  —  or  revoked,  —  and 
by  adding  at  the  end  thereof  the  words:  —  The  board  may  at 
any  time  in  its  discretion  reconsider  its  action  in  cases  where 
it  has  suspended  or  revoked  the  license  or  certificate  of  registra- 
tion of  a  pharmacist,  and  may  change  its  determination  as  jus- 
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tice  shall  require,  —  so  as  to  read  as  follows:  —  Section  17,  If 
the  full  board  sitting  at  such  hearing  finds  the  person  guilty,  the 
board  may  suspend  the  effect  of  the  certificate  of  his  registration 
as  a  pharmacist  for  such  term  as  the  board  fixes,  but  the  license 
or  certificate  of  registration  of  a  registered  pharmacist  shall  not 
be  suspended  or  revoked  for  a  cause  punishable  by  law  irntU  after 
his  conviction  by  a  court  of  competent  jurisdiction.  The  board 
may  at  any  time  in  its  discretion  reconsider  its  action  in  cases 
where  it  has  suspended  or  revoked  the  license  or  certificate  of 
registration  of  a  pharmacist,  and  may  change  its  determination 
as  justice  shall  require. 

Section  2.    This  act  shall  take  effect  upon  its  passage. 

Approved  April  18,  1902, 


Chaptbr  327,  Acts  of  1902. 

An  Act  relative  to  conducting  the  Business  of  a  Deceased 
Pharmacist   by    his    Widow,    Executor    or    Adminis- 
trator. 
Be  it  enacted,  etc.,  as  follows  : 

Section  1.  Section  twenty-three  of  chapter  sevent}^-six  of 
the  Bevised  Laws  is  hereby  amended  by  adding  at  the  end  thereof 
the  words :  —  who  may  also  be  considered  qualified  to  receive  a 
sixth  class  license  to  be  exercised  upon  said  premises  of  said 
deceased  or  incapacitated  pharmacist  under  the  registered 
licensee's  personal  supervision.  The  provisions  of  section  twenty- 
two  of  chapter  one  hundred,  so  far  as  they  may  be  inconsistent 
herewith,  shall  not  apply  to  licenses  issued  hereunder,  —  so  as 
to  read  as  follows:  —  Section  28,  The  provisions  of  sections 
twenty-one  to  twenty-nine,  inclusive,  of  chapter  one  hundred, 
section  twenty-six  of  chapter  sevent}^-five  and  section  two  of 
chapter  two  hundred  and  thirteen  shall  not  apply  to  physicians 
who  put  up  their  own  prescriptions  or  dispense  medicines  to 
their  patients;  nor  to  the  sale  of  drugs,  medicines,  chemicals  or 
poisons  at  wholesale  only;  nor  to  the  manufacture  or  sale  of 
patent  and  proprietary  mediciues;  nor  to  the  sale  of  non-poison- 
ous domestic  remedies  usually  sold  by  grocers  and  others;  nor 
shall  any  unregistered  member  of  a  copartnership  be  liable  to 
the  penalties  hereof  if  he  retails,  compounds  for  sale  or  dispenses 
for  medicinal  purposes  drugs,  medicines,  chemicals  or  poisons 
only  under  the  personal  supervision  of  a  registered  pharmacist 
The  widow,  executor  or  administrator  of  a  registered  pharmacist 
who  has  died  or  the  wife  of  one  who  has  become  incapacitated 
may  continue  his  business  under  a  registered  pharmacist,  who 
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may  also  be  considered  qualified  to  receive  a  sixth  class  license 
to  be  exercised  upon  said  premises  of  said  deceased  or  incapaci- 
tated pharmacist  under  the  registered  licensee's  personal  super- 
vision. The  provisions  of  section  twenty-two  of  chapter  one  hun- 
dred, so  far  as  they  may  be  inconsistent  herewith,  shall  not  apply 
to  licenses  issued  hereunder. 

Section  2.    This  act  shall  take  effect  upon  its  passage. 

Approved  April  18,  1902, 


Chaptbr  005,  Acts  of  1902. 

Ax  Act  to  establish  the  Salaries  of  the  Members  of  the 
Board  of  Eegistration  in  Medicine,  the  Board  of 
Eegistration  in  Pharmacy  and  the  Board  of  Regis- 
tration in  Dentistry. 

Be  it  enactedj  etc.,  as  follows : 

Section  2.  The  secretarj^  of  the  board  of  registration  in 
pharmacy  shall  receive  a  salary  of  one  thousand  dollars  a  year, 
and  the  other  members  of  said  board  shall  each  receive  a  salary 
of  three  hundred  dollars  a  year,  except  that  the  chairman  of  said 
board  shall  receive  a  salary  of  five  hundred  dollars. 

Section  4.  Each  member  of  the  boards  mentioned  in  sections 
one,  two  and  three  shall  receive  in  addition  to  his  salary  his 
necessary  travelling  expenses  actually  incurred  in  attending  the 
meetings  of  the  board.  The  salaries  and  expenses  of  the  mem- 
bers of  the  board  of  registration  in  medicine,  the  board  of  regis- 
tration in  pharmacy  and  the  board  of  registration  in  dentistry 
shall  be  paid  out  of  the  treasury  of  the  Commonwealth. 

Section  5.  The  fees  received  for  examination  and  registra- 
tion of  applicants  before  the  board  of  registration  in  medicine, 
before  the  board  of  registration  in  pharmacy,  and  before  the 
board  of  registration  in  dentistry,  shall  be  paid  monthly  by  the 
secretaries  of  the  respective  boards  into  the  treasury  of  the  Com- 
monwealth. 

Section  6.  Sections  four,  twelve  and  twenty-seven  of  chapter 
seventy-six  of  the  Revised  Laws  are  hereby  repealed. 

Section  7.  This  act  shall  take  effect  on  the  first  day  of  July 
in  the  year  nineteen  hundred  and  two. 

Approved  June  2S,  1902. 
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CHArm  23,  Acts  of  1906. 

An  Act  making  Appropriations  for  the  Board  of  Registra- 
tion IN  Pharmacy. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  The  sums  hereinafter  mentioned  are  appropri- 
ated, to  be  paid  out  of  the  treasury  of  the. Commonwealth  from 
the  ordinary  revenue,  for  the  purposes  specified,  for  the  eleven 
months  ending  on  the  thirtieth  day  of  November,  nineteen  hun- 
dred and  six,  to  wit :  — 

For  the  salaries  of  the  members  of  the  board  of  registration 
in  pharmacy,  twenty-two  hundred  dollars. 

For  travelling  and  other  expenses  of  the  members  of  the  board, 
a  simi  not  exceeding  thirteen  hundred  fifty-two  dollars  and  eight 
cents. 

For  the  salary  and  expenses  of  the  agent  of  the  board,  a  sum 
not  exceeding  twenty-two  himdred  dollars. 

For  a  stenographer,  witness  fees  and  incidental  and  contin- 
gent expenses  of  the  board,  the  same  to  include  the  printing  of 
the  annual  report,  a  sum  not  exceeding  thirteen  himdred  and 
seventy-five  dollars. 

Section  2.    This  act  shall  take  eflEect  upon  its  passage. 

Approved  January  2Jf,  1906. 

The  following  laws  come  under  the  jurisdiction  of  the 
State  Board  of  Health :  — 

Chaptbr  213,  Bbyisbd  Laws. 

Op  Crimes  against  the  Public  Health. 
Section  2.  Whoever  sells  arsenic  (arsenious  acid),  atropia 
or  any  of  its  salts,  chloral  hydrate,  chloroform,  cotton  root  and 
its  fluid  extract,  corrosive  sublimate,  cyanide  of  potassium,  Don- 
ovan^s  solution,  ergot  and  its  fluid  extract,  Fowler^s  solution, 
laudanum,  McMunn's  elixir,  morphia  or  any  of  its  salts,  oil  of 
pennyroyal,  oil  of  savin,  oil  of  tansy,  opium,  Paris  green.  Par- 
sons* vermin  exterminator,  phosphorus,  prussic  acid,  "rough  on 
rats*',  strychnia  or  any  of  its  salts,  tartar  emetic,  tincture  of 
aconite,  tincture  of  belladonna,  tincture  of  digitalis,  tincture  of 
nux  vomica,  tincture  of  veratrum,  viride,  or  carbolic  acid,  without 
the  written  prescription  of  a  physician,  shall  afiix  to  the  bottle, 
box  or  wrapper  containing  the  article  sold  a  label  of  red  paper 
upon  which  shall  be  printed  in  large  black  letters  the  name  and 
place  of  business  of  the  vendor  and  the  words  Poison  and  Anti" 
dote,  and  the  label  shall  also  contain  the  name  of  an  antidote,  if 
anj^  for  the  poison  sold.    He  shall  also  keep  a  record  of  the  name 
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and  quantity  of  the  article  sold  and  of  the  name  and  residence 
of  the  person  or  persons  to  whom  it  was  delivered,  which  shall 
be  made  before  the  article  is  delivered  and  shall  at  all  times  be 
open  to  inspection  by  the  officers  of  the  district  police  and  by 
the  police  authorities  and  officers  of  cities  and  towns;  but  no 
sale  of  cocaine  or  its  salts  shall  be  made  except  upon  the  pre- 
scription of  a  physician.  Whoever  neglects  to  affix  such  label 
to  such  bottle,  box  or  wrapper  before  delivery  thereof  to  the 
purchaser  or  whoever  neglects  to  keep  or  refuses  to  show  to  said 
officers  such  record  or  whoever  purchases  any  of  said  poisons  and 
gives  a  false  or  fictitious  name  to  the  vendor  shall  be  punished 
by  a  fine  of  not  more  than  fifty  dollars.  The  provisions  of  this 
section  shall  not  apply  to  sales  by  wholesale  dealers  or  manu- 
facturing chemists  to  retail  dealers,  or  to  a  general  merchant  who 
sells  Paris  green,  London  purple  or  other  arsenical  poisons  in 
unbroken  packages  containing  not  less  than  one-quarter  of  a 
pound,  for  the  sole  purpose  of  destroying  potato  bugs  or  other 
insects  upon  plants,  vines  or  trees,  except  that  he  shall  record 
each  sale  and  label  each  package  sold,  as  above  provided. 


Ghaptxr  220,  Acts  of  1905. 

An  Act  relative  to  Wood  Alcohol. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  Whoever,  himself  or  by  his  servant  or  agent,  or 
as  the  servant  or  agent  of  any  other  person,  sells,  exchanges  or 
delivers  any  wood  alcohol,  otherwise  known  as  methyl  alcohol, 
shall  affix  to  the  vessel  containing  the  same  and  shall  deliver 
therewith  a  label  bearing  the  words  "Wood  Alcohol,  Poison", 
in  black  letters  pf  uncondensed  Gothic  type  not  less  than  one- 
fourth  of  an  inch  in  height.  .  Whoever  violates  the  provisions 
of  this  section  shall  pay  a  fine  of  not  less  than  fifty  dollars  nor 
more  than  two  hundred  dollars. 

Section  2.  Whoever,  himself  or  by  his  servant  or  agent,  or  as 
the  servant  or  agent  of  any  other  person,  sells,  exchanges  or  de- 
livers, or  has  in  his  possession  with  intent  to  sell,  exchange  or 
deliver,  any  article  of  food  or  drink,  or  any  drug  intended  for 
internal  use,  containing  any  wood  alcohol,  otherwise  known  as 
methyl  alcohol,  shall  be  punished  by  a  fine  of  not  less  than  two 
hundred  dollars  or  by  imprisonment  for  not  more  than  thirty 
days,  or  by  both  such  fine  and  imprisonment. 

Approved  March  27,  1905. 
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Ghaptbb  386,  AcTi  of  1906. 

An  Act  relative  to  the  Labelling  of  Certain  Patent  or 

Proprietary  Drugs  and  Foods. 
Be  it  enacted,  etc.,  as  follows : 

Section  1.  Upon  every  package,  bottle  or  other  receptacle 
holding  any  proprietary  or  patent  medicine,  or  any  proprietary 
or  patent  food  preparation,  which  contains  alcohol  to  an  amount 
in  excess  of  the  amount  sho^Ti  to  be  necessary  by  the  United 
States  Pharmacopoeia  or  the  National  Formulary  as  a  solvent  or 
preservative  of  the  active  constituents  of  the  drugs  contained 
therein,  shall  be  marked  or  inscribed  a  statement  of  the  per- 
centage of  alcohol  by  volume  contained  therein;  and  the  provi- 
sions of  section  nineteen  of  chapter  seventy-five  of  the  Revised 
Laws  shall  apply  to  the  manner  and  form  in  which  such  state- 
ments shall  be  marked  or  inscribed. 

Section  2.  Every  package,  bottle  or  other  receptacle  holding 
any  proprietary'  or  patent  medicine  or  any  proprietary  or  patent 
food  preparation  shall  bear  a  label  containing  a  statement  of  the 
quantity  of  any  opium,  morphine,  heroin  or  chloral-hydrate  con- 
tained therein,  provided  that  the  package  contains  more  than  two 
grains  of  opium,  or  more  than  one  fourth  grain  of  morphine,  or 
more  than  one  sixteenth  grain  of  heroin,  or  more  than  eight 
grains  of  chloral-hydrate  in  one  fluid  ounce,  or,  if  a  solid  prepa- 
ration, in  one  avoirdupois  ounce;  and  the  provisions  of  section 
nineteen  of  chapter  seventy-five  of  the  Revised  Laws  shall  apply 
to  the  manner  and  form  in  which  such  statements  shall  be 
marked  or  inscribed. 

Section  3.  It  shall  be  unlawful  for  any  person  to  sell;  or  to 
expose  or  offer  for  sale,  or  to  give  or  exchange,  any  patent  or 
proprietary  medicine  or  article  containing  cocaine  or  any  of  its 
salts,  or  alpha  or  beta  eucaine  or  any  synthetic  substitute  of  the 
aforesaid. 

Section  4.  It  shall  be  unlawful  for  any  person  to  sell,  or  to 
expose  or  offer  for  sale,  or  to  give  or  exchange  any  cocaine  or 
alpha  or  beta  eucaine  or  any  synthetic  substitute  of  the  afore- 
said, or  any  preparation  containing  the  same,  or  any  salts  or 
compounds  thereof,  except  upon  the  written  prescription  of  a 
physician,  dentist  or  veterinary  surgeon  registered  under  the 
laws  of  the  Commonwealth;  the  original  of  which  prescription 
shall  be  retained  by  the  druggist  filling  the  same  and  shall  not 
again  be  filled. 

Section  5.  The  provisions  of  sections  three  and  four  shall 
not  apply  to  sales  at  wholesale  made  to  retail  druggists  or  dental 
depots  nor  to  sales  made  to  physicians,  dentists  or  regularly  in- 
corporated hospitals. 
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Section  6.  Whoever  manufactures,  sells  or  offers  for  sale 
any  medicine  or  food  preparation  in  violation  of  the  provisions 
of  this  act  shall  be  punished  by  a  fine  of  not  less  than  five  nor 
more  than  one  hundred  dollars.  It  shall  be  the  duty  of  the 
state  board  of  health  to  cause  the  prosecution  of  all  persons 
violating  the  provisions  of  this  act;  but  no  prosecution  shall  be 
brought  for  the  sale  at  retail,  or  for  the  gift  or  exchange  of  any 
patent  or  proprietary  medicine  or  food  preparation  containing 
any  drug  or  preparation  the  sale  of  which  is  prohibited  or  re- 
stricted as  aforesaid,  unless  the  said  board  has,  prior  to  such  sale, 
gift  or  exchange,  given  public  notice  in  such  trade  journals  or 
newspapers  as  it  may  select  that  the  gift,  exchange  or  sale  at 
retail  of  the  said  medicine  or  food  preparation  would  be  contrary 
to  law. 

Section"  7.  This  act  shall  take  effect  on  the  first  day  of  Sep- 
tember in  the  year  nineteen  hundred  and  six. 

Approved  May  11,  1906. 
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Metropolitm  Water  and  Sewerage  Board. 


To  the  Honorable  the  Senate  and  House  of  Representatives  of  the  CommonweaUh  of 
Massachusetts  in  Gmeral  Court  assembled. 

The  Metropolitan  Water  and  Sewerage  Board,  established  under 
the  provisions  of  chapter  168  of  the  Acts  of  the  year  1901,  has 
already  presented  to  your  Honorable  Body  an  abstract  of  the  ac- 
count of  its  doings,  receipts,  expenditures,  disbursements,  assets  and 
liabilities  for  the  calendar  year  ending  December  31,  1906,  and  now 
presents  a  detailed  statement  of  the  operations  for  the  year,  being  its 

SIXTH   ANNUAL   REPORT 

made  since  the  consolidation  of  the  Metropolitan  Water  Board  and 
the  Board  of  Metropolitan  Sewerage  Commissionei*s  on  March  20, 
1901. 

I.    ORGANIZATION  AND  ADMINISTRATION. 

(1)  Board,  Officers  and  Employes. 

The  term  of  oflBice  of  Henry  H.  Sprague  expired  on  March  21, 
1906,  and  he  was  reappointed  for  the  three  years  next  succeeding. 
The  membership  of  the  Board  has  consequently  remained  as  in  the 
preceding  year:  Henry  H.  Sprague,  chairman,  Henry  P.  Walcott, 
M.D.,  and  James  A.  Bailey,  Jr.  William  N.  Davenport  has  con- 
tinued as  secretary  and  in  charge  of  the  auditing  department. 
Alfred  F.  Bridgman  has  been  the  purchasing  agent  and  paymaster. 

There  are  also  employed  in  the  administrative  oflSce  a  book-keeper, 
an  assistant  book-keeper,  an  assistant  in  auditing,  one  general  clerk, 
three  stenographers,  a  telephone  operator,  a  messenger,  and  a  janitor 
with  two  assistants,  one  of  whom  acts  as  watchman. 

George  D.  Bigelow  has  been  in  charge  of  the  conveyancing  work, 
and  he  has  been  assisted  by  Miss  Alline  E.  Marcy,  title  examiner. 
Miss  Celia  M.  Tibbetts  has  performed  the  conveyancing  work  which 
has  been  required  in  the  county  of  Worcester  as  her  services  have 
been  needed. 


Digitized  by  LjOOQ IC 


2  METROPOLITAN   WATER  [Pub.  Doc. 

Frederic  P.  Stearns  has  continued  to  hold  the  position  of  Chief 
Engineer  of  the  Board,  with  special  oversight  of  the  Water  Works, 
but,  inasmuch  as  Mr.  Steams  was  able  to  give  only  a  part  of  his 
services  to  the  Board,  much  of  the  work  of  active  supervision  has 
devolved  upon  Dexter  Brackett,  the  Engineer  of  the  Sudbury  and 
Distribution  departments.  Thomas  F.  Richardson  remained  as 
Engineer  of  the  Dam  and  Reservoir  Department  until  July  20, 
when  he  resigned,  and  the  supervision  of  this  department  also  was 
given  to  Mr.  Brackett. 

Joseph  P.  Davis  and  Hiram  F.  Mills  are  retained  to  act  as 
consulting  engineers  if  matters  arise  riequiring  their  considera- 
tion. 

A  reduction  has  again  been  made  in  the  engineering  force  employed 
in  construction  on  the  Water  Works,  but,  on  the  other  hand,  a  con- 
siderable addition  has  been  required  in  the  number  employed  upon 
the  maintenance  and  operation  of  works.  The  force,  both  in  con- 
struction and  maintenance,  has,  upon  the  average  during  the  year, 
comprised,  in  addition  to  the  persons  above  named,  5  division 
engineers,  7  assistant  engineers,  and  others,  to  the  number  of  41,  in 
various  engineering  capacities  and  as  sanitary  inspectors,  clerks, 
stenographers  and  messengers,  numbering  in  all,  53.  The  maximum 
engineering  force  employed  at  any  one  time  during  the  year  on  both 
construction  and  maintenance  was  61. 

Day-labor  forces,  under  the  general  supervision  of  the  engineers 
and  the  immediate  direction  of  foremen,  varying  in  numbers  from 
time  to  time,  have  been  employed  in  pipe  laying,  in  general  im- 
provements and  repairs,  and  in  minor  operations. 

A  further  maintenance  force,  numbering,  upon  the  average  during 
the  year,  217,  has  been  required  at  the  pumping  stations  and  upon 
the  reservoirs,  aqueducts,  pipe  lines  and  other  works.  This  force 
at  the  end  of  the  year  numbered  214. 

William  M.  Brown,  Engineer  of  the  Sewerage  Works,  has  been 
in  charge  of  both  construction  and  maintenance  upon  these  works. 

He  was  assisted  during  the  year  by  3  division  engineers,  in  super- 
vision of  both  construction  and  maintenance,  1  division  engineer  in 
direct  charge  of  the  drafting  room  and  records,  5  assistant  engineers, 
and  12  others,  who  were  employed  in  various  engineering  capacities, 
and  a  clerk  and  stenographer.    The  maximum  engineering  force  em- 
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ployed  at  any  one  time  during  the  year  on  construction  and  main- 
tenance of  the  Sewerage  Works  was  23 ._ 

Day-labor  forces,  under  the  general  supervision  of  the  engineers 
and  the  immediate  direction  of  foremen,  have  been  employed  in  the 
construction  of  the  pneumatic  tunnel  on  Section  80  of  the  High- 
level  Sewer  extension  in  West  Roxbury,  in  the  placing  of  sidewalks 
and  fences  at  the  Ward  Street  pumping  station,  in  the  building  of 
foundations  for  additional  boilers  and  engine  plant  at  the  Quincy 
pumping  station,  and  the  building  of  a  bellmouth  connection  between 
the  existing  Metropolitan  Sewer  and  Section  64  of  the  Maiden 
sewer  extension. 

The  maximum  number  of  men  employed  upon  contracts  and  upon 
day-labor  construction  upon  the  Sewerage  Works  during  the  year 
was  for  the  week  ending  December  22,  when  the  number  amounted 
to  154. 

The  regular  maintenance  force  required  for  the  operation  of  the 
pumping  stations,  the  care  and  inspection  of  the  sewers,  and  for 
other  parts  of  the  Sewerage  Works,  exclusive  of  engineers  and  day- 
labor  construction  forces  before  enumerated,  has  upon  the  average 
numbered  130. 

The  whole  force  of  the  Sewerage  Department  at  the  end  of  the 
year  numbered  156,  of  whom  the  engineer  in  charge  and  21  assist- 
ants and  draftsmen  were  engaged  in  general  upon  the  works,  and,  of 
the  remainder,  79  were  employed  upon  the  North  System  and  55 
upon  the  South  System. 

(2)  Offices  and  Buildings. 

The  office  of  the  Metropolitan  Water  and  Sewerage  Board  is  in 
the  buildings  numbered  1  and  3  Ashburton  Place,  at  the  comer  of 
Somerset  Street,  in  which  are  also  located  the  secretary's,  auditing 
and  conveyancing  offices,  and  the  main  engineering  offices  of  both 
the  Water  Works  and  the  Sewerage  Works. 

The  headquarters  of  the  Wachusett  Dam  and  Keservoir  Depart- 
ment of  the  Water  Works  have  been  maintained  in  the  office  build- 
ing in  Clinton.  Headquarters  of  the  Sudbury  and  Distribution 
departments  have  been  maintained  in  the  central  office  in  Boston. 
For  the  Sudbury  Department  a  branch  office  has  been  maintained  at 
South  Framingham.  Branch  headquarters  of  the  maintenance  force 
of  the  Water  Works  in  the  northern  part  of  the  District  have  been 
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in  buildings  in  the  Glenwood  pipe  yard  in  Medford,  where  there  are 
offices,  shops,  store  rooms  and  stables ;  and  the  maintenance  force 
for  the  southern  part  of  the  District  has  headquarters  in  like  build- 
ings at  the  Chestnut  Hill  Reservoir. 

Branch  headquarters  of  the  maintenance  and  repair  forces  of  the 
Sewerage  Works  are  maintained  at  the  East  Boston  and  Ward  Street 
pumping  stations  and  at  the  storage  yard  at  Hough's  Neck. 

(3)   Conveyancing. 

Much  of  the  work  of  the  conveyancer  has  been  the  revision  and 
bringing  up  to  date  of  titles,  which  had  been  previously  examined, 
when  settlement  regarding  the  estates  affected  had  been  finally  at- 
tained, or  when  the  suits  involving  them  had  been  reached  in  court 
proceedings. 

The  acquisition  of  lands  about  Lake  Waushacum,  for  the  Water 
Works,  required  an  extensive  examination  of  new  titles,  and  like 
examinations  have  been  required  on  account  of  the  extensions  of  the 
North  and  South  Metropolitan  Sewerage  systems.  Not  so  extensive, 
though  considerable,  examinations  of  titles  have  been  required  in 
the  settlement  of  the  many  claims  for  damage  to  estates  arising  from 
the  flooding  of  the  Germantown  district  in  Clinton,  by  reason  of  the 
discontinuance  of  South  Main  Street  in  Clinton,  from  the  widenin^r 
of  Crescent  Street  in  West  Boylston,  and  for  depreciation  in  value 
of  estates  in  West  Boylston  and  Sterling,  as  well  as  for  the  prepara- 
tion of  the  suits  brought  for  the  alleged  depreciation  in  value  of 
estates  in  Boylston  and  damages  to  meadow  lands  in  Clinton,  Lan- 
caster and  Bolton  by  reason  of  the  cessation  of  floods. 

The  conclusion  of  settlements  has  called  for  the  drafting  of  many 
releases  and  other  instruments. 

The  conveyancer  has  prepared  eleven  takings,  covering  or  affect- 
ing 29  parcels  of  land  aggregating  203.876  acres,  as  well  as  many 
public  streets,  and  he  has,  from  time  to  time,  made  various  investi- 
gations relative  to  lands  and  easements  required  in  matters  coming 
before  the  Board. 

The  conveyancing  force  has  also  been  called  upon  at  several  times 
by  the  Attorney-General  to  perform  work  not  relating  to  this  de- 
partment. 
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II.     METROPOLITAN   WATER  DISTRICT. 

There  are  now  19  municipalities  constituting  the  Metropolitan 
Water  District,  the  cities  of  Boston,  Chelsea,  Everett,  Maiden, 
Medford,  Melrose,  Newton,  Quincy  and  Somei-ville,  and  the  towns 
of  Arlington,  Belmont,  Hyde  Park,  Lexington,  Milton,  Nahant, 
Revere,  Stoneham,  Watertown  and  Winthrop.  Of  these,  the  city 
of  Quincy  and  the  towns  of  Arlington,  Lexington,  Milton,  Nahant 
and  Stoneham  have,  since  the  formation  of  the  District  by  the  Act 
of  the  year  1895,  been  admitted  into  the  District  in  accordance  with 
the  provision  that  the  Board  shall,  on  application,  admit  any  other 
city  or  town  than  those  originally  named,  any  part  of  which  is  within 
ten  miles  of  the  State  House,  on  such  payment  of  money  as  the 
Board  may  determine.  The  District  has  an  area  of  171.7  square 
miles.  The  population  of  the  District  as  now  comprised,  as  of  July 
1,  1906,  the  date  upon  which  calculations  for  the  Water  Works  are 
based,  is  estimated  at  960,460. 

The  city  of  Newton  and  the  town  of  Hyde  Park,  though  belong- 
ing to  the  District,  do  not  take  water  from  the  Metropolitan  sources, 
but  still  depend  upon  their  own  sources  of  supply. 

No  city  or  town  has  been  admitted  to  the  District  within  the  past 
year. 

III.  METROPOLITAN  WATER  WORKS  —  CONSTRUCTION. 

The  total  amount  expended  for  construction,  including  real  estate 
acquired  and  payment  of  claims  on  account  of  the  Water  Works, 
during  the  year  1906,  was  $1,234,662.79.  Of  this  amount, 
$186,261.57  was  expended  on  account  of  the  Wachusett  Dam  and 
Reservoir;  $4,208.21  on  account  of  the  Weston  Aqueduct  and 
Reservoir;  $101,996.14  for  the  improvement  of  the  Wachusett 
watershed ;  $899,259.23  for  the  acquisition  of  existing  water  works, 
including  $896,659.23  paid  the  cities  of  Maiden,  Medford  and  Mel- 
rose; $24,541.17  for  construction  in  the  Distribution  Department; 
and  the  remainder,  $18,396.47,  for  various  other  operations  on  the 
works.  The  total  amount  expended  on  account  of  construction 
since  the  beginning  of  the  Water  Works  in  the  year  1895  has  been 
$40,278,877.02. 
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(1)  Wachusett  Dam  and  Reservoib. 
(a)    Wachusett  Dam. 

But  little  work  remained  to  be  accomplished  at  the  beginning  of 
the  year  in  order  to  secure  the  substantial  completion  of  the  Wa- 
chusett Dam. 

The  McArthur  Brothers  Company,  the  contractor  for  building  the 
dam,  completed  its  contract  by  the  excavation  of  about  1,400  cubic 
yards  of  earth  and  1,900  cubic  yards  of  rock  on  the  waste  channel. 
A  final  settlement  with  the  contractor  has  not,  however,  yet  been 
effected. 

The  granolithic  surface  on  the  top  of  the  dam  and  of  the  abutment 
at  the  southeasterly  end  and  the  bastion  at  the  northwesterly  end, 
as  well  as  the  granolithic  walk  from  the  abutment  to  Boylston  Street, 
was  laid  during  the  early  summer,  and  a  heavy  fence  of  brass  posts 
and  rails  was  erected  on  each  side  of  the  top  of  the  dam,  between 
the  terminal  structures,  for  general  protection. 

The  entrance  to  the  dam  from  Boylston  Street  has  been  completed 
by  the  laying  of  a  granolithic  walk  from  the  street  to  the  abutment, 
the  erection  of  steel  gates  between  the  massive  granite  posts  at  the 
end  of  the  main  dam  at  its  junction  with  the  abutment,  and  by  the 
building  of  steel  fences,  gravel  walks  and  granite  curbing  on  both 
sides  of  the  entrance  and  for  a  considerable  distance  along  the  street. 

An  iron  fence  has  also  been  built  from  the  bastion  on  the  retaining 
wall  to  the  railroad  bridge. 

Permanent  pipe  connection  with  a  Venturi  meter  has  also  been 
made  with  the  pipe  line  supplying  water  to  the  Lancaster  Mills. 

The  road  from  the  bastion  along  the  northwesterly  hillside  to  the 
grounds  below  the  dam  has  been  completed,  and  the  hillside  has  been 
graded  and  improved  by  the  removal  and  use  of  the  large  pile  of 
loam  which  had  been  stored  near  the  end  of  the  dam,  and  has  also 
been  planted  in  places  with  shmbbery. 

A  lighting  and  pumping  plant  for  use  at  the  dam  has  been  ac- 
quired, and  is  about  ready  to  be  installed  in  the  lower  gate-chamber 
or  power-house.  The  turbine  will  be  operated  by  water  power,  and 
the  generator  with  which  it  is  connected  will  furnish  a  current  for 
lighting  and  for  the  operation  of  motors  which  will  be  used  for  vari- 
ous necessary  purposes  connected  with  the  works  in  both  the  gate- 
chambers. 
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The  structure  of  the  dam  itself  has  now  been  completed.  The 
construction  of  the  dam  has  required  the  excavation  of  274,087 
cubic  yards  of  earth  and  of  102,640  cubic  yards  of  rock,  the  placing 
of  251,920  cubic  yards  of  rubble-stone  masonry  and  a  total  of 
22,519  cubic  yards  of  dimension  stone,  ashlar,  brick  and  concrete 
masonry,  and  there  have  also  been  used  in  the  work  81,940  barrels 
of  Portland  cement  and  182,480  barrels  of  natural  cement. 

The  maximum  height  of  the  dam,  from  the  lowest  point  to  which 
excavation  was  made  and  masonry  laid,  to  the  top  of  the  cornice 
stones,  is  228.2  feet.  The  maximum  width  or  thickness  of  the  dam 
is  185  feet,  and  this  width  decreases  to  25.04  feet  at  the  high-water 
line.  At  the  top  of  Ijie  dam,  which  is  20  feet  above  the  high-water 
line,  the  width  is  25.75  feet. 

The  length  of  the  main  dam  is  944  feet,  and  the  length  of  the 
waste  weir  beyond  the  bastion  at  the  northwesterly  end,  over  which 
the  water  may  overflow,  is  452  feet.  The  total  length  of  the  dam, 
including  the  corewall,  is  1,476  feet. 

The  preliminary  work  for  determining  the  proper  site  was  begun 
on  August  7,  1895.  Temporary  and  preliminary  work  in  connec- 
tion with  the  construction  of  the  dam  began  on  June  14,  1897.  The 
main  contract  for  the  dam  was  made  on  October  1,  1900,  and  was 
finished  on  Febmary  27,  1906.  Something  remains  for  final  settle- 
ment, but  the  sum  so  far  expended  upon  the  construction  of  the  dam 
has  been  $2,270,116.85. 

(b)  Wachicsett  Reservoir. 
The  soil  had  substantially  all  been  stripped  from  the  bed  of  the 
reservoir  prior  to  the  past  year.  There  were,  however,  on  both 
sides  of  the  reservoir  steep  banks  which  had  been  worn  away  by  the 
frosts  and  waves,  so  that  they  had  retreated  nearly  to  the  limit  of 
the  original  soil  stripping.  Considerable  work,  therefore,  has  been 
done  by  day  labor  in  clearing,  grubbing  and  removal  of  soil,  in 
order  to  increase  the  area  subject  to  overflow.  Some  material  has 
also  been  removed  from  the  bed  of  the  reservoir,  in  order  to  fill  the 
gap  in  the  South  Dike  through  which  had  passed  the  quarry  railroad 
used  in  the  construction  of  the  dam.  In  other  cases,  on  both  sides 
of  the  reservoir  near  the  dam,  where  the  ground  is  sloping  in  the 
vicinity  of  the  flow  line,  the  shores  have  been  protected  by  cobble- 
stones. 
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The  work  of  obtaining  the  elevations  of  the  bottom  of  the 
reservoir  after  excavation  has  been  completed.  The  succeeding 
calculations  necessary  to  determine  the  capacity  of  the  reservoir 
at  successive  elevations  of  one-tenth  of  a  foot  have  been  nearly 
completed. 

A  few  further  buildings  have  been  removed  from  the  reservoir 
site  during  the  year,  and  the  work  of  .such  removal  upon  the  site  of 
the  reservoir  has  been  completed.  The  total  number  of  buildings 
removed  in  West  Boylston  under  the  operations  of  the  Board  to 
the  present  time  has  been  350.  There  have  also  been  removed  fix>m 
the  site  of  the  reservoir,  108  buildings  in  Boylston,  7  in  Sterling 
and  45  in  Clinton,  making  the  total  of  removals  in  all  four  towns 
510  buildings. 

Since  the  beginning  of  the  work  the  soil  has  been  stripped  from 
3,943  acres,  in  order  to  fit  the  bottom  of  the  reservoir  for  the  pur- 
poses of  water  supply,  and  there  have  been  removed  6,900,000  cubic 
yards  of  soil.  By  far  the  larger  part  of  this  soil  has  been  deposited 
in  the  North  Dike,  but  a  considerable  quantity  has  been  placed  in 
the  South  Dike.  Large  quantities  have  been  used  for  filling  shallow 
flowage  areas,  for  deposit  in  highway  and  railroad  embankments  and 
for  grading  grounds  near  the  dam. 

In  order  to  prepare  the  reservoir  bottom  for  the  filling  with  water 
anticipated  during  the  year,  a  final  or  further  cleaning  of  the  bottom 
of  the  reservoir  was  made  from  elevation  363  up  to  elevation  385. 
This  work  principally  consisted  in  the  removal  of  weeds,  grass  and 
bushes  which  had  grown  up  since  the  original  stripping  of  the  soil 
or  since  the  last  cleaning.  As  the  reservoir  was  not  filled,  owing  to 
the  unusually  dry  season,  above  elevation  368,  considerable  work 
will  have  to  be  done  during  the  coming  year,  or  later,  in  again  clean- 
ing the  bottom  of  the  reservoir  up  to  elevation  385  and  beyond  that 
to  elevation  395,  the  elevation  which  will  be  reached  when  the 
reservoir  is  entirely  filled. 

The  reservoir  has  an  area  within  the  water  line  of  6.44  squai*e 
miles,  or  4,123  acres,  and  beyond  the  water  line  there  is  a  margin 
of  5.28  square  miles,  or  3,380  acres.  The  length  of  the  water  line 
is  38.66  miles.  The  reservoir  when  filled  to  the  water  line  will  con- 
tain 64,951,400,000  gallons. 

The  stripping  of  the  soil  and  the  removal  of  the  material  to  the 
various  places  of  deposit  and  other  work  done  in  the  preparation  of 
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the  reservoir,  iDcluding  the  building  of  the  North  and  South  dikes,^ 
have  cost  $3,414,837.61. 

The  additional  sum  of  $2,834,485.88  was  expended  in  payment 
for  real  estate  taken  for  the  construction  of  the  reservoir. 

(c)  Forestry. 

The  forestal  work  upon  the  marginal  land  about  the  reservoir  has 
been  continued  during  the  past  year.  The  Lamson  nursery,  so 
called,  on  the  north  side,  and  the  Flagg  nursery,  so  called,  on  the 
south  side,  have  been  maintained  for  the  purpose  of  raising  seedlings 
for  transplanting.  From  these  nurseries  have  been  transplanted 
more  than  188,075  seedlings  and  plants.  This  work  has  been 
accomplished  over  an  area  of  162  acres  during  the  year.  For  the 
purpose  the  larger  number  of  the  seedlings  used  have  been  white 
pines,  but  there  has  also  been  a  large  number  of  white,  Norway  and 
Douglas  spruces,  besides  many  chestnuts  and  some  Scotch  pines, 
tamaracks,  larches  and  locusts. 

The  area  which  has  been  planted  with  trees  up  to  the  present  time 
comprises  1,099  acres,  and  there  remains  to  be  planted,  as  proposed, 
an  area  of  321  acres.  It  is  expected  that,  in  addition  to  the  mar- 
ginal strip  along  the  shores  of  the  reservoir,  containing  197  acres, 
there  will  also  remain  open  and  not  planted  an  area  of  300  acres. 
Of  the  total  3,380  acres  constituting  the  marginal  land,  so  called, 
1,463  acres  were  forested  when  acquired.  White  pines  and  arbor 
vitse  seedlings  have  also  been  planted  during  the  year  along  the  flow 
line  of  the  marginal  lands  of  the  Commonwealth  for  a  distance  of 
about  4  miles,  and  some  replacing  of  trees  which  had  been  planted 
in  previous  years  in  other  parts  has  been  done.  There  remain  but 
iy2  miles  to  be  planted  along  the  flow  line. 

There  remain  in  the  original  seed  beds  of  the  Flagg  nursery 
283,400  white  pines  and  101,500  arbor  vitse,  and  in  transplanted 
beds  37,500  arbor  vitsB.  In  the  Lamson  nursery  there  remain 
20,500  sugar  maples,  4,010  white  oaks,  3,900  walnuts,  14,860 
locusts,  2,400  ashes  and  1,030  Norway  spruces,  all  in  transplanted 
beds. 

In  the  making  of  a  fire  guard,  so  called,  40  feet  wide,  through 
the  wooded  parts  of  the  margins  of  the  Commonwealth's  land,  a 
further  progress  of  2%  miles  has  been  made.  About  32  acres  of 
land  have  been  treated  by  the  filling  of  holes  or  by  grading  after 
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the  removal  of  houses  aud  outbuildings,  and  put  in  proper  condi- 
tion and  seeded. 

Considerable  lumber  and  fire  wood,  as  well  as  railroad  ties,  tele- 
phone poles  and  the  like,  have  been  obtained  from  the  cutting  out 
of  the  trees.  The  larger  part  of  the  lumber  and  other  materials 
has  been  sold,  but  some  have  been  reserved  for  use  on  the  works. 

(d)  Location^  Constimction  and  Discontinuance  of  Moods. 
Although  no  new  road  has  been  laid  out  during  the  past  year  and 
no  road  has  been  discontinued,  considerable  work  has  been  required 
upon  the  roads  built  in  previous  years.  Inasmuch  as  Boylston 
Street  in  the  town  of  Clinton  had  been  badly  worn  by  heavy  team- 
ing during  the  construction  of  the  dam,  it  was  deemed  proper  to 
resurface  the  road  from  the  dam  to  the  Boylston  town  line  with 
broken  stone.  Newton  Street  in  West  Boylston  was  also  surfaced 
with  gravel  for  a  distance  of  about  2,200  feet,  and  Crescent  Street 
for  a  distance  of  about  2,600  feet.  Much  other  work  has  been  done 
upon  various  roads,  in  the  paving  of  gutters,  building  of  railings 
and  fences,  and  in  the  repairs  occasioned  by  the  erosion  or  washing 
out  of  the  road-beds. 

(e)  Clinton  Catholic  Cemetery. 
A  tripartite  agreement  was  entered  into  on  July  1,  1898,  between 
the  Roman  Catholic  Bishop  of  the  diocese  of  Springfield,  the  St. 
John's  Catholic  Cemetery  Association  of  Clinton,-  and  the  Board, 
by  which  lands  were  to  be  acquired  in  the  southerly  part  of  the 
town  of  Lancaster  for  a  new  cemetery,  and  the  bodies  buried  in  the 
old  cemetery  were  to  be  removed  therefrom  by  the  Cemetery  Asso- 
ciation to  the  new  cemetery  site.  The  Board  on  February  8,  1899, 
assented  to  a  supplementary  agreement,  by  which  the  work  of  the 
removal  of  the  bodies  was  to  be  performed  under  the  direction  of  a 
committee  consisting  of  some  of  the  oflBcers  of  the  Association  and 
representatives  of  the  lot  owners,  instead  of  being  done  by  the 
Cemetery  Association.  Under  these  agreements  the  lands  in  Lan- 
caster required  for  the  new  cemetery  were  purchased,  and  the  title 
to  the  larger  part  was  vested  in  the  Commonwealth.  The  grounds 
were  properly  laid  out  and  prepared  for  burial  purposes,  the  bodies 
were  all  successfully  removed  from  the  site  of  the  old  cemetery  and 
interred  in  the  new,  and  all  the  monuments  and  other  stones  were 
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reset,  and  the  new  cemetery  has  since  been  used  for  burial  pur- 
poses. 

Certification  was  made  and  notification  given  in  the  year  1900 
that  everything  required  by  the  agreement  to  be  done  prior  to  the 
final  settlement  had  been  accomplished.  A  considerable  balance  in 
money  is  due  from  the  Commonwealth  under  the  agreement,  which 
provides  that  on  the  completion  of  the  work  the  Bishop,  who  holds 
the  title,  shall  convey  to  the  Commonwealth  the  land  formerly  em- 
braced in  the  old  cemetery,  with  a  release  of  damages,  and  there- 
upon the  Board  shall  convey  the  lands  in  Lancaster,  comprised  in 
the  new  cemetery,  to  the  St.  John's  Catholic  Cemetery  Association, 
and  pay  to  the  Association  the  balance  of  money  due  from  the 
Common  wealth . 

The  Board  has  repeatedly,  but  without  success,  asked  for  the 
carrying  out  of  the  agreement  for  the  release  of  the  old  cemetery 
site  to  the  Commonwealth,  in  order  that  it  may  on  its  part,  in  ac- 
cordance with  its  agreement,  convey  to  the  Cemetery  Association 
the  new  cemetery  grounds  and  pay  over  to  the  Association  the  bal- 
ance of  money  payable. 

(2)  Improvement  of  Wachusett  Watershed. 
(a)   Sterling  Filter-heds, 

The  waters  of  a  small  brook,  which  has  its  rise  in  and  about  the 
village  of  Sterling  Centre,  flow  into  West  Waushacum  Pond  and 
thence  by  way  of  the  Stillwater  River  into  the  Wachusett  Reservoir. 
This  village  has  no  sewerage  system,  and  the  conditions  are  such 
that  the  overflow  from  cesspools  and  other  objectionable  drainage 
might  possibly  run  into  the  brook  and  thence  into  the  reservoir.  It 
was,  therefore,  determined  to  provide  against  pollution  from  this 
source  by  the  building  alongside  the  brook  of  four  filter-beds,  each 
having  an  area  of  one-half  an  acre,  into  which  the  water  shall  be 
diverted  and  by  which  it  shall  be  filtered  before  entering  the  reser- 
voir. 

A  contract  for  the  construction  of  the  beds  was  made,  the  work 
was  begun  early  in  September,  and  at  the  close  of  the  year  it  had 
nearly  reached  completion.  The  sum  of  $9,971.14  had  already  been 
spent  upon  construction,  but  the  land  damages  have  not  yet  been 
determined. 
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(6)  Zh*ainage  of  Swamps. 
The  construction  of  ditches  for  the  drainage  of  swamps  tributary 
to  the  Wachusett  Reservoir  had  been  suspended  in  the  year  1900,  on 
account  of  other  more  pressing  work.  It  was,  however,  determined 
during  the  past  year  to  proceed  with  the  work  by  the  construction  of 
ditches  for  the  drainage  of  three  of  the  swamps  on  the  watershed, 
one  south  of  Sterling  Centre,  and  two  situated  north  of  the  village 
of  Quinepoxet,  both  partly  in  the  town  of  Holden  and  partly  in  the 
town  of  Princeton^  The  three  swamps  have  areas  respectively  of 
26,  72  and  216  acres,  with  watersheds  embracing  a  total  of  2,600 
acres.  The  work  upon  the  two  former  has  been  completed,  leaving 
that  upon  the  larger  one  still  unfinished.  The  drainage  ditches 
constructed  have  a  total  length  of  19,700  linear  feet.  The  expendi- 
tures for  the  construction  of  these  ditches,  including  culverts,  farm 
crossings  and  watering  places,  not  including  engineering,  for  the 
year  amounted  to  $9,886,  and  the  work  has  been  done  by  day  labor. 

(c)  MiscellaneoiLS  Improvements. 

Considerable  progress  has  otherwise  been  made  in  the  accomplish- 
ment of  the  work  for  preventing  the  pollution  of  the  Wachusett 
Reservoir  in  the  towns  of  West  Boylston,  Boylston  and  Sterling. 
Twenty-eight  cesspools,  seven  cemented  vaults,  a  gravel  filter-bed 
and  a  drainage  ditch  have  been  constructed,  in  order  to  prevent 
sewage  and  barn  drainage  from  running  into  the  brooks  which 
empty  into  the  reservoir.  Other  work  of  various  kinds  has  been 
done  about  the  Quinepoxet  River,  in  order  to  prevent  polluting 
matter  from  entering  the  streams. 
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(8)  Pumping  Stations. 
The  construction  of  a  new  brick  pumping  station  in  Arlington  for 
the  high-service  supply  of  that  town  and  the  town  of  Lexington  was 
begun  on  August  27,  1906.  This  is  to  take  the  place  of  a  temporary 
wooden  structure  which  was  erected  on  land  pur<5hased  for  the  pur- 
pose of  building  a  permanent  station  after  the  admission  of  the  town 
into  the  Metropolitan  Water  District.  The  building  has  been  about 
half  completed,  and  during  the  coming  year  will  be  finished  and 
equipped  with  a  new  pumping  engine  and  boiler. 
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CJonsiderable  work  was  done  at  the  Chestnut  Hill  low-service 
pumping  station  for  the  purpose  of  so  adapting  one  of  the  three  new 
engines  in  that  station  that  it  may  assist  in  supplying  the  demands 
for  the  high  service.  In  this  way  it  has  been  hoped  that  the  neces- 
sity of  purchasing  a  large  new  engine  for  the  high  service  might  l>e 
for  a  time  deferred.  The  work  to  this  end  has  so  far  seemed  to  be 
successful,  and  it  is  anticipated  that  the  addition  of  a  new  high-service 
engine  will  not  be  required  for  the  coming  year. 

(4)  Improvement  of  Spot  Pond  Brook. 
No  hearing  has  been  called  for  during  the  year  under  the  petition 
brought  by  the  city  of  Melrose  for  the  appointment  of  commissioners 
under  chapter  406  of  the  Acts  of  the  year  1904,  which  was  an  act 
**  to  provide  for  the  improvement  of  Spot  Pond  Brook  by  the  Met- 
ropolitan Water  and  Sewerage  Board." 

(5)  Police  Protection. 

The  police  protection  called  for  by  the  Metropolitan  Water  Act 
for  communities  where  the  work  of  construction  was  carried  on  has 
ceased  to  be  required.  The  last  oflBcers  on  duty,  who  were  in  the 
town  of  Clinton,  were  discharged,  on  account  of  the  discontinuance 
of  construction  about  the  Wachusett  Dam,  on  March  31,  1906. 

A  total  sum  of  $210,801.74  has  been  paid,  since  the  beginning  of 
the  work,  for  police  protection  during  construction,  in  accordance 
with  the  requirements  of  the  Metropolitan  Water  Act. 

Some  police  service  or  guard  is  required  about  the  Wachusett 
Reservoir,  but,  inasmuch  as  this  is  for  the  protection  of  the  works, 
it  is  regarded  as  a  part  of  the  requirements  of  maintenance. 

(6)    Acquisition  of  Lands   and   Settlements   for   Lands 

Acquired. 

The  Board  acquired  during  the  past  year,  by  purchase,  229.153 
acres  in  fee  and  easements  in  1  acre,  and  by  takings,  9.005  acres  in 
fee  and  easements  in  0.153  acre, — a  total  of  239.311  acres.  The 
larger  part  of  the  lands  acquired  was  situated  in  Sterling,  consider- 
able tracts  situated  upon  and  in  the  vicinity  of  the  West  Waushacum 
Lake  having  been  purchased  for  the  improvement  of  the  watershed, 
and  other  parcels  having  been  taken  for  the  building  of  the  filter- 
"beds. 
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The  total  area  of  all  the  lands  acquired  for  the  Metropolitan  Water 
Works  fc'nce  the  beginning  of  operations  in  the  year  1895  has 
amountcvi  to  16,814.733  acres,  or  26.273  square  miles. 

In  some  cases  the  acquisition  of  lands  has  first  been  made  by  deed, 
and  in  other  cases  takings  under  the  powers  given  by  the  Metro- 
politan Water  Act  have  first  been  made ;  but  it  has  been  the  policy 
of  the  Board  to  follow  the  conveyances  by  takings,  and,  so  far  as 
possible,  when  settlement  has  been  made  after  takings,  to  obtain 
releases  by  deed. 

The  number  of  takings  of  land  made  during  the  year  was  7,  but  5 
of  these  covered  land  supposed  to  have  been  already  acquired  by 
deed. 

List  of  Takings  for  Metropolitan  Water  Works  for  the  Tear  1906. 


No. 


LOOATIOK  AND  DESCRIPTION. 


Fonner  Owo«ri. 


I  Recorded. 


Parpoee  of  Taktag . 


108 


100 


no 


in 


112 


118 


114 


ArlingtOD  (oorthwett  from  Brattle 
Street,  adiololog  LezlDgton  ft  Ar. 
UogtoD  Braoeh  of  Boeton  & 
Lowell  Raliroad  aod  the  pamplng 
lUtioa  lot).  Area,  0.015  acre  In 
fee. 

Sterling  (eontheasterly  from  Worces> 
ter  Street,  aboot  one  mile  loath 
from  Sterling  Centre,  between  loca. 
tlooe  of  the  Woroeeter  Ooneolidated 
Street  Railway  Company  and  of  the 
New  York,  New  Haven  &  Hartford 
Railroad,  Fitohbnrg  &  Woreeeter 
Branch).  Area,  8.09  aeree  in  fee 
and  eaaementa  in  0.168  acre. 

Weetborongh  (north  of  Haskell 
Street,  east  of  State  highway,  ad- 

Joining  land  of  the  Weetborongh 
neane  Hoepital).  Area,  0.90  acre 
in  fee. 

Berlin  and  Northborongh  (Berlin 
parcel  between  New  York,  New 
Haven  &  Hartford  Railroad  and 
North  Brook;  Northborongh  par- 
cel on  Berlin  line  and  New  York, 
New  Haven  ft  Hartford  Railroad). 
Area,  4.274  acres  in  fee. 

West  Boylston  (one  parcel  sonth  of 
Holden  Street  and  two  parcels  on 
Wilson  Place).  Area,  48.02  acres 
in  fee. 

Clinton  and  Boylston  (on  easterly  side 
of  new  highwav  to  Clinton,  both 
sides  of  the  Berlin  road  and  of  the 
old  location  of  the  Central  Massa- 
chnsetu  Railroad).  Area,  87.66 
acres  in  fee. 

Sterling  and  West  Boylston  (one 
piece  east  side  Stillwater  River, 
easterly  from  Wanshacnm  Street ; 
one  piece  on  West  side  Wanshacum 
Street,  a  short  distance  northeast 
from  Main  Street ;  and  one  at  comer 
of  Wanshacnm  and  North  Main 
streeU) .    Area,  66 .  604  acres  in  fee. 


Sarah  Honrty. 


Helen  M.  Houghton  et 
al.,  Olara  L.  Kinss- 
bnry,  Willie  R. 
Mitchell,  Charles  O. 
NIzon. 


Heirs  of  Levi  A.  Bath- 
rick. 


Lixxie  J.  Spofford  and 
LetUe  A.  Knight. 


1906. 

Ang.  21. 


Sept.    6. 


Dec.   31. 


Dec   81. 


Myron    W.  Houghton     Dec.  81. 
and  Bela  T.  (^lase.      ' 


I 


Heirs  of  Lorenzo 
Wood. 


Bmily  Hosmer  ei  al., 
Joeeph  B.  White  and 
Mary  S.  Mason. 


Dec  81. 


Dec   81. 


Addition  to  pomping 
sutlon  lot. 


Wachttsett  improve- 
ment (Sterling  Alter, 
beds). 


Crane     Swamp     im- 
provement. 


Wachnaett  Aqaedact. 


WachnseU  Reservoir. 


Wachneett  Reservoir. 


Wachnaett  Reservoir. 
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Settlements  under  purchases  and  takings  of  land,  for  all  purposes 
of  the  Water  Works,  have  been  effected  in  the  past  year  in  16  cases, 
and  for  an  aggregate  of  538.526  acres  with  the  buildings  thereon. 
Of  these  cases,  6  were  on  account  of  the  Wachusett  Reservoir,  1  on 
account  of  the  Weston  Aqueduct,  1  on  account  of  the  taking  of  Spot 
Pond  and  the  surrounding  lands,  1  on  account  of  Spot  Pond  Improve- 
ment, 3  for  the  improvement  of  the  Wachusett  watershed,  2  on  ac- 
count of  the  improvement  of  the  Sudbury  watershed  and  2  on  account 
of  the  Wachusett  Aqueduct.  The  sums  paid  in  all  these  settlements 
during  the  year  1906  have  amounted  to  $976,278.40.  In  4  of  these 
cases  the  settlements  have  been  results  of  suits  at  law,  and  the  total 
amount  paid  in  the  court  settlements  during  1906  has  been  $900,- 
612.33.  Payments  on  **  account"  previously  made  would  make  the 
total  amount  paid-in  these  four  cases  $1,247,544.30,  of  which 
$1,214,523.63  was  for  Spot  Pond  and  surrounding  lands  and  $25,- 
705.99  for  Spot  Pond  Improvement. 

Since  the  beginning  of  operations  upon  the  Metropolitan  Water 
Works,  the  number  of  settlements  effected  on  account  of  the  acqui- 
sition of  land  for  the  purposes  of  the  Water  Works,  including  the 
works  of  water  supply  acquired  from  the  city  of  Boston  on  January 
1,  1898,  has  amounted  to  867 ;  and  under  thedi  the  Board  has  ac- 
quired rights,  in  fee  or  easements,  in  16,491.876  acres,  or  25.768 
square  miles,  for  which  an  aggregate  of  $18,245,741.16  has  been 
paid.  Only  48  of  these  cases  have  been  settled  by  judgments  ob- 
tained in  court,  and  the  total  amount  paid  under  these  judgments  has 
been  $1,386,751.59,  or  less  than  8  per  cent,  of  the  whole  amount  paid. 

Of  the  lands  acquired,  either  in  fee  or  in  easement,  since  the 
beginning  of  operations  upon  the  Metropolitan  Water  Works,  settle- 
ment has  been  effected  with  the  owners  of  all  these  lands  except 
27.257  acres.  This  amount  does  not,  however,  include  69.75  acres 
in  Lancaster,  which  the  Board  stands  ready  to  convey  to  the  St. 
John's  Catholic  Cemetery  Association ;  and  40.059  acres  of  land  in 
Clinton,  of  which  the  owners  have  not  been  found. 

Not  including  the  settlement  with  the  city  of  Boston,  which  was 
effected  by  agreement  out  of  court,  and  the  settlement  with  the  cities 
of  Maiden,  Medford  and  Melrose  for  Spot  Pond  and  surrounding 
lands,  which  was  made  upon  the  basis  of  an  award  by  commissioners, 
the  Board  has  obtained  settlement  by  voluntary  agreement  with  i%8 
of  all  the  owners  of  the  lands  acquired,  and  almost  2^5  of  the  total 
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amount  of  money  paid  in  settlements  was  under  voluntary  agree- 
ment with  the  owners. 

The  above  purchases  and  takings  for  which  the  settlements  have 
been  made  include  lands  taken  in  fee  with  the  buildings  thereon  and 
the  water  and  other  rights  connected  therewith^  and  lands  in  which 
casements  and  other  rights  are  taken ;  but  they  do  not  include  settle- 
ments for  diversion  of  water,  depreciation  and  other  damages 
connected  with  lands  not  acquired,  and  in  which  no  fee  or  easement 
bas  been  taken. 


Summary  of  Land  SeUlemerUs  for  Water  Works  to  Dtcember  31, 1906. 


LOCATION. 


WacKutett  Besenoir, 
•BerllD,  .... 
BoyUton,  .... 
>Clintoo,  .... 
HoldeD,  .... 
Sterling,  .... 
West  BoylitoD, 

ToUl, .... 


Improving  WachuteU  fVater- 
•hed. 


Holdeo,     . 
■Sterling,    . 
Weat  Boylitoo, 
Total,  . 


Waehxttett  Aqueduct. 
Berlin,      .... 
Clinton,     .... 
Marlborongb,   . 
Northborongh, . 
■Soothborongb, . 

Total 


Sudbury  Reservoir,^ 
Marlborougb,   . 
:Sontbborongb, . 
Total,. 


FOS  THI  TlAB  1906. 


Area  In 
Aerea. 


.362 


27.760 
.074 


28.070 


229.160 


229.160 


8.000 


8.000 


Nomber 
of  Settle- 
men  ta. 


>        8 


\    ' 


Paymenta. 


$2,248  00 


$2,248  00 


$72,600  00 


$72,600  00 


$8,968  10 


$8,963  10 


Prom  BEanrKiKO  or  Work. 


Area  In 
Acrea. 


10.700 

4,008.116 

1,276.016 

167.000 

797.987 

1,662.024 


7,912.742 


161.840 

229.160 

64.480 


444.920 

47.816 
12.810 
61.680 
89.000 
108.660 


809.816 

761.980 
2,019.080 


2,ni.060 


Nnmber 

of  Settle. 

menta. 


486 


486 


70 


70 


168 


168 


Paymenta. 


$2,961,680  10 


$2,961,680  10 


$188,460  00 


$188,400  00 


$81.6n08 


$81,6n  08 


$668,318  T5 


$668,818  T6 


'  Inelading  aetUementa  made  by  city  of  Boaton. 
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Summary  of  Land  BeUlementa  for 

WaUr  Works,  etc.- 

—  Continued. 

Fob  thb  Tbab  1«0«.          | 

Fbom  Bxouimiho 

OF  WOBX. 

LOCATION. 

Area  Id 
Acres. 

Number 

of  Settle. 

menta. 

Paymenta. 

Area  in 
Acres. 

Nnmber 

of  SeUle. 

ments. 

PaymenU. 

Improving  Sudbury  Water- 
•hed. 

AabUDd, 

- 

^ 

.080 

MarlboroQgh, 

- 

.800 

•      41 

Northborongb, 
Bberboro,  . 

1.000 

2 

178.040 
1.000 

$16,622  16 

Sookhborougta, 

.008 

4.820 

WeatboroQgh, 

- 

. 

205.487 

ToUl, . 

1.008 

2 

- 

800.706 

41 

$10,622  16 

Clinton  Sewerage  System. 

GllDton, 

LanoMter 

^ 

!  • 

- 

6.815 
120.886 

80 

$87,794  40 

Total. 

- 

- 

- 

186.160 

86 

$87,794  4a 

Weeion  Aqueduct, 

Framiogbam,    .... 

.520 

1 

102.045 

1 

NewtoD, 

- 

1.808 

Soatbborongb, .... 

- 

1 

$028  07 

.460 

'      88 

$188,698  40^ 

Wayland, 

- 

78.200 

WeatoD, 

- 

. 

206.105 

Total 

.620 

1 

$028  07 

472.807 

86 

$188,698  4a 

DletribuHon  System. 

Arliogton,        .... 

- 

) 

1.808 

1 

Boston, 

- 

1.869 

Brookllne,        .... 

- 

.061 

Maldeo, 

- 

.168 

Medford 

NewtoD, 

: 

>        - 

- 

8.218 
5.147 

^      84 

$171,916  86 

Qoincy. 

- 

5.224 

Eevere, 

- 

.404 

SomerTllle,       .... 

- 

.000 

Stonebam,        .... 

- 

. 

19.400 

J 

Total, 

- 

- 

- 

86.870 

84 

$171,916  86 

Improving  Lake  Oochituate. 

Natiek, 

- 

- 

- 

2.060 

1 

$1,600  00 

ToUI, . 

•       • 

- 

- 

- 

2.060 

1 

$1,600  00 
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Summary  of  Land  Settlemenls  far 

Water  Works,  etc. 

—  Condi] 

ided. 

For  thb  Tbab  1906.          { 

Fbom  Bcsimxiho 

OF  Work. 

LOCATION. 

Area  Id 
Aeree. 

Namber 

of  Settle. 

menu. 

Paymente. 

Area  to 
Acree. 

Nnmber 

ofSeUle. 

menta. 

Paymenta. 

Spot  rtmd  Water  WorJU  (  Tak- 
ing  of  January  1, 1898), 

- 

Ifedford 

Btonelum 

.680 
S16.000 

1 

$888,168  82 

.680 
216.000 

1  ■ 

$1,214,623  63 « 

ToUl 

116.680 

1 

$888,168  82 

216.680 

1 

$1,214,528  63 

Spot  Pond  Improvement  ( Tak 
ingt  0/ August  6, 1899,  and 
June  a,  1903). 

Ifedford 

Stooehftm, 

41.44T 
13.100 

1 

$8,600  91 

41.447 
18.100 

1 

$25,706  09 

ToUl 

64.547 

1 

$8,500  91 

54.547 

1 

$25,706  90 

Bo9ton  Water  Worke* (Taking 
0/ January  /,  1898), 

ArliogtoD,         .       .       . 

- 

1.686 

AahbuMl,   . 

- 

662.124 

BoAton,     . 

- 

160.6S0 

Frmmlngham, 

- 

668.460 

HopkiotoD,       . 

- 

664.720 

Ifarlborongb, 

- 

80.652 

Ifedford,   . 

- 

25.140 

Natiek,      . 

- 

486.228 

Needham, . 
Newton,    . 

: 

►       - 

- 

81.695 
78.808 

1 

$12,768,048  80> 

Bherboro, . 

- 

40.885 

Bomerrllle, 

- 

12.426 

Bonthborongli, 

- 

17.168 

Wftyland,  . 

- 

177.875 

Wellesley, 

- 

139.115 

Weetboroogh, 

- 

546.912 

WInobeiter, 

- 

76.094 

Wobnro,   . 

. 

, 

.578 

. 

TotAl, . 

- 

- 

- 

8,744.000 

1 

$12,768,048  80 

Aggregatef,       . 

688.626 

16 

$976,278  40 

16.491.876 

867 

$18,245,741  16 

*  Inelndee  $749.71  paid  city  of  Maiden  for  eappUes  not  part  of  award. 

*  Betlmated  areae.  *  Inelndee  interest. 
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The  settlements  above  enumerated  include  all  lands  acquired  for 
which  a  complete  settlement  has  been  made.  About  114.402  acres 
of  the  lands  acquired  and  settled  for  have  subsequently  been  sold 
and  conveyed  by  the  Board.  This  does  not  include  0.204  of  an  acre 
in  Natick,  taken  for  abolition  of  grade  crossing. 

The  tables  of  settlements  for  labds  acquired  do  not  include :  — 

1.  Lands  for  which  ''payments  on  account "  under  chapter  317 
of  the  Acts  of  the  year  1904  have  been  made,  there  being  4.89 
acres  on  account  of  which  $1,278.07  has  been  paid,  but  for  which 
no  settlement  has  been  reached. 

2.  Lands  acquired  but  not  paid  or  settled  for,  amounting  to  about 
144.139  acres,  including  50.765  acres  previously  owned  by  the 
Commonwealth  and  66.761  acres  of  other  lands  for  which  no  claims 
will  probably  be  made. 

3.  Lands  embraced  in  the  St.  John's  Catholic  Cemetery,  compris- 
ing 26.39  acres  in  Clinton  and  69.75  acres  in  Lancaster. 

4.  Areas  of  streets. 

(7)  Claims  and  Settlements  for  Loss- of  Business. 

For  injury  to  business  caused  by  the  carrying  out  of  the  Metro- 
politan Water  Act  in  the  towns  of  Boylston  and  West  Boylston  and 
in  portions  of  the  towns  of  Sterling  and  Clinton,  settlements  were 
made  during  the  year  in  17  cases,  and  in  addition  2  cases  were  dis- 
allowed. In  some  of  these  cases  claims  had  been  previously  filed 
with  the  Board,  but  in  the  greater  number  suits  for  damages  had 
been  directly  brought  in  court.  These  suits  were  brought  after  the 
decision  of  the  Supreme  Judicial  Court  declaring  that  under  certain 
circumstances  farming  was  an  established  business  within  the  mean- 
ing of  the  Metropolitan  Water  Act,  for  which  damages  could  be  re- 
covered. Settlements  were  accordingly  effected  in  several  of  these 
suits  by  the  Attorney-General,  with  the  approval  of  the  Board. 

The  number  of  claims  of  this  class  settled  since  the  beginning  of 
the  Water  Works  has  been  322,  and  the  total  sum  paid  on  account 
of  such  claims  has  been  $153,222.36.  All  of  these  claims  except  18 
have  been  settled  outside  of  the  court. 
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(8)  Claims  and  Settlements  for  Loss  of  Employment. 

No  claims  for  loss  of  employment  by  residents  of  West  Boylston 
have  been  filed  during  the  year,  but  3  settlements  of  cases  of  this 
class  already  pending  have  been  made.  These  3  claims  had  been 
rejected  by  the  Board,  but  were  allowed  by  the  courts. 

The  whole  number  of  settlements  for  such  claims  effected  since 
the  beginning  of  the  operations  of  the  Board  has  been  477.  The 
total  amount  paid  on  account  of  these  claims  has  been  $85,959.65. 
All  of  these  claims,  with  the  exception  of  the  3  paid  the  past  year, 
were  settled  without  resort  to  the  courts. 

(9)  Claims  and  Settlements  for  Depreciation  of  Real  Estate. 

Settlements  for  depreciation  in  the  value  of  real  estate  not  taken 
by  the  Board  were  made  on  account  of  lands  situated  in  the  towns 
of  West  Boylston  and  Sterfing  only,  all  of  the  Clinton  cases  having 
been  previously  settled.  Settlements  have  been  effected  in  10  cases 
of  this  class  during  the  year  ending  December  31,  1906,  and  the 
sum  of  $6,974.02  has  been  paid.     Of  these,  1  was  settled  in  court. 

The  total  number  of  claims  for  depreciation  settled  up  to  Decem- 
ber 31,  1906,  has  been  275,  and  the  total  amount  paid  thereunder 
has  been  $265,459.51.  All  of  these  claims  except  42  were  settled 
out  of  court. 

No  settlements  or  results  have  been  reached  in  the  many  suits  for 
damages  brought  under  the  Act  of  the  year  1904,  which  gave  to  the 
owners  of  real  estate  situated  in  that  part  of  the  town  of  Boylston 
lying  on  the  southerly  and  southeasterly  sides  of  the  reservoir,  and 
within  the  limits  of  the  Nashua  River  watershed,  the  right  to  recover 
for  the  depreciation  in  value  of  real  estate  not  taken  but  injured  by 
reason  of  the  operations  of  the  Metropolitan  Water  and  Sewerage 
Board  in  a  manner  similar  to  that  provided  for  owners  of  real  estate 
in  the  town  of  West  Boylston. 

(10)  Claims  on  Account  of  Diversion  of  Water. 
There  have  been  no  claims  filed  during  the  year  for  damages  for 
the  diversion  of  water.     The  total  sum  paid  under  settlements  and 
judgments  for  such  claims  since  the  beginning  of  the  construction  of 
the  Water  Works  has  been  $1,135,708.91. 
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The  suras  enumerated  as  paid  in  these  and  in  the  preceding 
cases  do  not  include  amounts  paid  for  expert  services  and  court 
expenses. 

IV.    WATER  WORKS  — MAINTENANCE. 

Dexter  Brackett,  the  Engineer  of  the  Sudbury  and  Distribution 
departments,  has  had  supervision  over  the  maintenance  and  opera- 
tion of  all  the  Water  Works  of  the  Metropolitan  System.  He  has 
been  assisted  by  Charles  E.  Haberstroh,  who  has  the  immediate  su- 
pervision of  the  Sudbury  and  Cochituate  works  and  of  the  portion  of 
the  Weston  Aqueduct  above  the  Weston  Reservoir ;  by  George  E. 
Wilde,  who  has  the  immediate  supervision  of  the  Weston  Reservoir 
and  the  remainder  of  the  Weston  Aqueduct,  and  of  all  the  reservoirs 
and  pipe  lines  within  the  Metropolitan  District ;  and  by  Arthur  E. 
O'Neil,  who  has  charge  of  the  several  pumping  stations.  Alexander 
E.  Kastl,  Division  Engineer,  has  had  the  immediate  charge  of  both 
construction  and  maintenance  of  the  Wachusett  Dam,  Reservoir  and 
Aqueduct,  and  of  the  Clinton  Sewerage  Works. 

(1)  Operation  of  Works. 
The  maintenance  of  the  Water  Works  embraces  the  care  and  opera- 
tion of  the  five  water  pumping  stations,  of  the  Pegan  pumping  sta- 
tion and  of  the  Clinton  sewerage  pumping  station,  the  ten  storage 
reservoirs,  the  ten  distributing  reservoirs,  the  four  aqueducts,  the 
various  filt«r-beds,  the  84  miles  of  distributing  main  pipes,  as  well 
as  the  various  pipe  yards,  gate-houses,  siphon  and  terminal  chambers, 
and  other  structures  connected  with  the  several  reservoirs  and  aque- 
ducts, the  dwellings  for  attendants,  and  various  other  buildings  used 
or  held  for  operating  purposes.  There  are  in  addition  the  Mystic 
pumping  station  and  the  Mystic  Aqueduct,  which  have  not  been  in 
active  operation  during  the  past  year. 

(2)  Storage  Reservoirs. 
The  storage  reservoirs  of  the  Cochituate  and  Sudbury  watersheds 
have  normal  capacities  amounting  to  15,858,500,000  gallons,  though 
a  somewhat  larger  amount  of  water  is  at  certain  periods  actually 
held  by  them.  The  new  Wachusett  Reservoir  has  a  capacity  of 
64,951,400,000  gallons,  so  that  the  total  capacity  of  the  storage 
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reservoirs  is  80,809,900,000  gallons.     The  yarious  capacities  are  as 
follows :  — 

Cochitaate  watershed :  —  Ganons. 

Lake  Ck>chitaate,  inclading  Dudley  Pond,       .  2,242,400,000 

Sudbury  watershed :  — 

Sudbury  Reservoir, 7,253,500,000 

FramiDgham  Reservoir  No.  1, 287,500,000 

Framingham  Reservoir  No.  2, 529,900,000 

FramiDgham  Reservoir  No.  3, 1,183,500,000 

Ashland  Reservoir, .  1,416,400,000 

Hopkinton  Reservoir, 1,520,900,000 

Whitehall  Reservoir 1,256,900,000 

Farm  Pond, 167,500,000 

Wachusett  watershed :  — 

Wachnsett  Reservoir, 64,951,400,000 

Total, 80,809,900,000 

On  January  1,  1906,  the  quantity  of  water  stored  in  all  of  the 
storage  reservoirs  was  28,971,900,000  gallons.  There  was  a  con- 
siderable gain  made  during  the  month  of  January,  but  greater  gains 
occurred  from  the  larger  rainfalls  of  the  latter  part  of  February  and 
of  the  months  of  March  and  April,  and  from  a  single  rainfall  near 
the  end  of  May.  The  maximum  amount  in  storage  was  reached  on 
July  6,  when  the  quantity  stored  in  all  the  reservoirs  was  49,805,- 
200,000  gallons.  This  quantity  is  by  far  the  largest  amount  of 
water  held  in  storage  at  any  time,  the  maximum  quantitj^  in  the  pre- 
ceding year  being  33,708,200,000  gallons.  After  July  6  there  was 
almost  continual  loss  of  storage  in  the  reservoirs,  and  at  the  end  of 
the  year  the  quantity  in  storage  was  44,153,200,000  gallons. 

Considerable  progress  has  been  made  during  the  past  year  in  fill- 
ing the  Wachusett  Reservoir,  although  the  yield  of  the  watershed 
was  below  the  average  of  past  years,  and  the  requirements  of  the 
service  have  caused  large  quantities  of  water  to  be  drawn  daily  from 
this  reservoir.  On  January  1,  1906,  the  reservoir  contained  17,115,- 
300,000  gallons.  The  water  in  the  reservoir  reached  its  greatest 
height  on  July  10,  when  the  reservoir  contained  34,462,500,000 
gallons.  This  quantity  was  more  than  half  of  the  capacity  of  the 
reservoir,  and  the  water  rose  to  elevation  367.75  above  Boston  City 
Base,  which  is  27.25  feet  lower  than  the  level  of  the  reservoir  if 
filled  to  high-water  mark.      The  quantity  of  water  in  storage  on 
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December  31,  1906,  was  31,752,900,000  gallons, — a  net  gain  in 
storage  for  the  year  of  14,637,600,000  gallons.  The  only  water 
discharged  from  the  reservoir  into  the  river  below  the  dam  is  that 
provided,  in  accordance  with  the  statute,  for  the  use  of  the  Lancaster 
Mills.  The  average  quantity  thus  discharged  was  3,761,000  gallons 
per  day. 

The  Sudbury  Reservoir,  which  receives  all  the  water  furnished  to 
the  District  through  the  Wachusett  Aqueduct  from  the  Wachusett 
Reservoir,  was  during  the  year  full  or  nearly  full  for  7  months,  the 
water  having  flowed  continuously  over  the  crest  of  the  dam  into 
Framingham  Reservoir  No.  3,  which  is  directly  below  upon  the 
river.  The  water  is  drawn  from  the  Sudbury  Reservoir  substan- 
tially during  the  entire  year,  a  part  by  way  of  Framingham  Reservoir 
No.  3  through  the  Sudbury  Aqueduct,  and  a  part  through  the  Weston 
Aqueduct.  Water  was  drawn  from  Framingham  Reservoir  No.  2 
during  the  whole  or  portions  of  6  months ;  from  Ashland  Reservoir 
during  portions  of  2  months;  from  the  Hopkinton  Reservoir  during 
portions  of  6  months.  Water  was  drawn  from  Framingham  reser- 
voirs Nos.  1  and  2  in  order  to  increase  the  supply  in  Lake  Cochit- 
uate  during  portions  of  6  months  of  the  year.  Water  was  drawn 
from  Lake  Cochituate  during  9  months  of  the  year.  The  water  in 
this  lake  was  lowered  toward  the  latter  part  of  the  year,  largely  in 
order  to  make  certain  repairs  which  had  been  found  necessary,  so 
that  in  the  middle  of  November  the  surface  of  the  lake  was  7  feet  6 
•inches  below  high  water. 

It  was  found  necessary  to  rebuild  a  portion  of  the  bani  at  the  Sud- 
bury Dam,  as  it  had  become  unsafe  for  use.  The  grounds  near  the 
dam  have  been  improved  by  the  covering  of  wastes  which  had  been 
left  after  construction.  Trees  have  also  been  set  out  near  the  dam 
and  at  various  points  around  the  reservoir.  Considerable  fencing 
has  been  done  in  connection  with  adjoining  proprietors. 

A  portion  of  the  house  occupied  by  the  gate-keeper  at  the  Ash- 
land Reservoir  was  destroyed  by  fire,  and  that  part  has  been  rebuilt. 

At  Lake  Cochituate  it  was  found  necessary  to  replace  the  flume  in 
the  circular  dam  which  was  used  for  keeping  the  northerly  section 
of  the  lake,  formerly  known  as  the  Fiske  Meadow,  covered  with 
water  at  times  when  the  level  of  the  water  in  the  lake  has  been  more 
than  usually  drawn  down.  The  wooden  flume  of  the  dam  was  re- 
placed by  a  flume  built  of  Portland  cement  concrete.     The  water  in 
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this  section  of  the  lake  being  then  so  drawn  down,  the  opportunity 
was  aflforded  to  make  a  thorough  cleaning  of  this  basin,  and  a  ceitain 
portion  of  the  shore  was  improved  by  excavation,  so  as  to  prevent 
shallow  flowage. 

The  usual  ordinary  repairs  have  been  made  at  all  of  the  reser- 
voirs. 

The  number  of  persons  who  come  to  visit  the  Wachusett  Dam 
has  been  so  great  during  the  summer  season  that  it  has  been  neces- 
sary to  have  several  of  the  men  qualified  as  special  policemen  and 
put  on  duty  on  Sundays  and  holidays,  so  as  to  preserve  order  and 
protect  the  grounds  from  damage. 

(3)  Distributing  Reservoirs. 
The  distributing  reservoirs  have  a  capacity  of  2,381,230,000  gal- 
lons, and  are  usually  kept  filled  or  nearly  filled  with  water.     The 
capacities  of  these  reservoirs  are  as  follows :  — 

Capacity 
in  Oallont. 

Spot  Pond, 1,791,700,000 

Chestnut  Hill  Reservoir 300,000,000 

Weston  Reservoir, 200,000,000 

Fells  Reservoir 41,400,000 

Mystic  Reservoir, 26,200,000 

Waban  Hill  Reservoir, 18,600,000 

Forbes  Hill  Reservoir, 6,100,000 

Bear  Hill  Reservoir, 2,460,000 

Arlington  Standpipo, 660,000 

Forbes  Hill  Standpipe, 830,000 

Total, 2,381,230.000 

These  reservoirs  are  all  situated  within  the  Metropolitan  District, 
and  are  maintained  not  only  for  facilitating  the  distribution  of  water, 
but  also  to  afford  protection  in  cases  of  emergency.  The  Weston 
Keservoir  also  serves  the  purpose  of  an  equalizing  reservoir  near 
the  end  of  the  Weston  Aqueduct. 

Considerable  work  has  been  required  for  the  reconstruction  of  the 
gravel  walks  and  resurfacing  of  a  portion  of  the  driveway  about  the 
Chestnut  Hill  Reservoir,  made  necessary  by  the  changing  of  the  grade 
of  Beacon  Street  by  the  city  of  Boston. 

The  visitors  to  the  buildings  and  grounds  at  several  of  the  dis- 
tributing reservoirs,  particularly  on  Sundays  and  holidays,  call  for 
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A  considerable  extra  force  upon  such  days  for  the  protection  of  the 
works  and  grounds. 

During  the  past  year  the  Arlington  standpipe  has  been  emptied 
and  thoroughly  cleaned  and  painted.  The  grounds  about  several  of 
the  reservoirs  have  been  much  infested  by  the  gypsy  and  brown-tail 
moths,  and  a  more  extended  report  of  their  ravages  is  given  in 
subsequent  pages. 

(4)  Aqueducts, 

Water  was  drawn  through  the  Wachusett  Aqueduct  from  the 
Wachusett  Reservoir  into  the  Sudbury  Reservoir  316  days  during 
the  past  year,  an  average  of  80,764,000  gallons  per  day.  At  the 
times  when  the  aqueduct  was  not  in  use  it  was  thoroughly  cleaned, 
and  the  structures  along  the  line  have  been  painted  and  needed  re- 
pairs have  been  made. 

From  the  Sudbury  Reservoir  an  averager  of  32,289,000  gallons 
per  day  was  drawn  through  the  Weston  Aqueduct  into  the  distribu- 
tion system  of  the  Metropolitan  District.  From  Framingham  Res- 
ervoir No.  3  an  average  of  68,363,000  gallons  per  day,  coming 
principally  from  the  Sudbury  Reservoir,  was  drawn  through  the 
Sudbury  Aqueduct.  In  addition,  an  average  of  5,634,000  gallons 
per  day  was  drawn  through  the  Sudbury  Aqueduct  from  Framing- 
ham  reservoirs  Nos,  1  and  2,  making  in  the  aggregate  an  average  of 
73,997,000  gallons  per  day  drawn  through  the  Sudbury  Aqueduct. 
The  Sudbury  Aqueduct  was  in  service  359  days  during  the  year. 
Besides  the  usual  cleaning  of  the  aqueduct  and  of  the  three  siphon 
pipes,  joints  in  the  masonry  of  the  siphon  chambers  and  of  several 
of  the  culverts  and  waste  weirs  were  repointed,  and  considerable 
painting  was  done  for  the  preservation  of  the  iron  and  wood  work. 

The  Weston  Aqueduct  was  in  operation  355  days.  The  aqueduct 
and  structures  were  given  the  annual  cleaning,  and  some  fencing 
was  done  along  the  aqueduct  for  its  protection. 

Water  was  drawn  through  the  Cochituate  Aqueduct  a  total  of  237 
days,  an  average  of  13,288,000  gallons  per  day.  In  addition  to  the 
making  of  usual  repairs,  accurate  surveys  for  locating  the  aqueduct 
and  determining  the  position  of  property  bounds,  which  have  been 
in  progress  for  several  years,  were  finished,  and  the  most  of  the 
alignment  and  property  bounds  had  been  set. 
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(5)  Pumping  Stations. 

About  73  per  cent,  of  all  of  the  water  supplied  to  the  Metropolitan 
District  has  been  first  received  through  the  Chestnut  Hill  Reservoir 
or  directly  from  the  aqueducts  near  the  reservoir,  and  pumped  at 
the  Chestnut  Hill  high-service  and  low-service  stations.  The  re- 
mainder of  the  water  received  was  delivered  into  the  distribution 
system  by  gravity  through  the  Weston  Aqueduct.  A  somewhat 
larger  proportion  than  last  year  of  the  water  supplied  was  thus  de- 
livered by  gravity.  From  the  Chestnut  Hill  low-service  pumping 
station  the  water  is  pumped  to  the  lower  districts  of  Boston,  Somer- 
ville,  Chelsea,  Maiden,  Medford,  Everett  and  Arlington,  and  also  to 
Spot  Pond.  The  water  is  pumped  from  the  Chestnut  Hill  high-ser- 
vice station  to  the  higher  districts  of  Boston,  and  to  Quincy,  Water- 
town,  Belmont  and  a  part  of  Milton.  Water  is  pumped  a  second 
time  from  Spot  Pond  to  Melrose,  Revere,  Winthrop,  Nahant^ 
Swampscott  and  the  higher  portions  of  Somerville,  Chelsea,  Maiden, 
Medford  and  Everett ;  from  a  station  in  Arlington  to  Lexington  and 
the  higher  portions  of  Arlington  ;  and  from  a  station  in  West  Rox- 
bury  to  the  higher  portions  of  West  Roxbury  and  Milton. 

The  total  quantity  of  water  pumped  at  all  of  the  stations  during  the 
year  was  35,180,570,000  gallons,  or  805,660,000  gallons  less  than  the 
preceding  year,  a  considerably  less  quantity  of  water  being  pumped 
at  the  Chestnut  Hill  low-service  station  than  during  the  preceding 
year.  The  cost  of  operating  all  of  the  stations  was  $102,377.95,  or 
$2.91  per  million  gallons  pumped,  —  an  increase  of  30  cents  per 
million  gallons  over  the  corresponding  cost  in  the  preceding  year. 
Though  this  increase  in  cost  of  pumping  is  somewhat  due  to  increase 
in  the  cost  of  fuel,  it  is  partly  due  to  the  increased  cost  of  labor  and 
to  the  increase  in  the  number  of  employes  made  necessary  by  a  re- 
duction in  the  hours  of  labor  from  seven  days  to  six  days  per  week. 

The  cost  per  million  gallons  of  water  raised  one  foot  was  :  for  the 
Chestnut  Hill  high-service  station,  $0.027 ;  for  the  Chestnut  Hill 
low-service  station,  $0.033 ;  for  the  Spot  Pond  station,  $0.031 ;  for 
the  West  Roxbury  station,  $0,216  ;  for  the  Arlington  station,  $0,095. 
These  figures  show  an  increase  in  the  cost  at  the  Chestnut  Hill  high 
and  low  service  stations  and  in  the  West  Roxbury  station,  a  slight 
decrease  in  the  Arlington  station,  and  no  change  in  the  Spot  Pond 
station. 
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Considerable  difficulty  has  been  bad  with  the  pumping  engine  at 
the  Arlington  pumping  station,  but  it  is  expected  that  by  temporary 
repairs  the  engine  can  be  used  until  the  new  engine  for  the  station, 
which  is  in  process  of  building,  can  be  installed  and  put  to  service. 

During  the  year  12,623.88  tons  of  coal  were  purchased  for  use  at 
the  various  stations.  Of  this  total,  9,265.52  tons  were  bituminous, 
363.37  tons  anthracite,  2,655.95  tons  buckwheat  anthracite,  and 
702.41  tons  were  anthracite  screenings.  The  average  price  per 
gross  ton  for  the  bituminous  coal  varied  at  the  different  stations 
from  $4.12  to  $4.48.  The  cost  of  the  anthracite  used  was  $7.28,  of 
the  buckwheat  anthracite  $2.84  and  $2.93,  and  of  anthracite  screen- 
ings $2.24  and  $2.52. 

Tests  have  been  continued  in  order  to  determine  the  heating  value 
of  the  coal  used  and  offered  for  use  in  the  several  stations,  and  also 
to  determine  the  viscosity,  specific  gravity  and  burning  point  of  the 
oil  used. 

(6)  Pipe  Lines  and  Pipe  Yards. 

Three  breaks  in  the  pipes  have  occurred  during  the  year.  The 
first  occurred  in  the  small  pipes  supplying  water  to  the  low-service 
station  at  Chestnut  Hill ;  but  a  more  serious  one  was  the  sudden 
breaking  of  the  48-inch  curved  casting  in  one  of  the  force  mains  at 
the  Chestnut  Hill  high-service  station,  which  caused  the  flooding  of 
the  basement  of  the  building  and  considerable  damage  to  the  grounds 
in  the  vicinity  before  it  was  possible  to  stop  the  flow  of  water.  The 
third  break  occurred  in  a  curve  of  the  48-inch  pipe  in  Melrose,  which 
was  broken  by  the  sewer  department  of  that  city  while  blasting  for  a 
sewer  trench.  The  water  had  been  shut  off  earlier  in  the  day  at  the 
request  of  the  Melrose  authorities,  and  the  cost  of  repairing  the 
break  was  paid  by  the  city  of  Melrose.  Twenty-four  leaks  in  pipes 
were  discovered  and  repaired,  the  leaks  being  generally  due  to 
defective  leaded  joints. 

To  facilitate  the  construction  of  a  new  conduit  by  the  Cambridge 
Water  Works  a  main  in  Watertown  was  lowered,  and  in  Medford  a 
main  pipe  was  raised  to  permit  of  the  construction  of  a  water  drain 
by  the  city.  Considerable  changes  and  repairs  have  been  made  in 
the  pipe  line  crossing  Chelsea  Creek  between  Chelsea  and  East 
Boston.  Several  insulating  joints  have  been  set  at  various  points, 
for  the  purpose  of  attempting  to  reduce  the  quantity  of  electric 
current  flowing  along  the  pipes. 
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For  the  purpose  of  measuring  the  water  supplied  to  the  different 
cities  and  towns  in  the  District,  two  new  meters  have  been  intro- 
duced and  two  of  the  meters  originally  placed  have  been  enlarged. 
There  are  now  in  service  for  this  purpose  55  Venturi  meters  and 
4  Hersey  meters. 

The  Glenwood  pipe  yard,  so  called,  in  Medford,  is  maintained  as 
the  headquarters  of  the  maintenance  force  of  the  Water  Works  in 
the  northern  part  of  the  District.  The  maintenance  force  for  the 
southern  part  of  the  District  has  headquarters  in  buildings  at  the 
Chestnut  Hill  Reservoir. 

(7)  Sewerage  and  Filtration  Works. 
(a)   Clinton  Sewerage  Works. 

The  daily  average  quantity  of  sewage  pumped  and  filtered  at 
the  Clinton  Sewerage  Works  was  23.6  per  cent,  more  than  in  the 
preceding  year.  This  increase  was  due  to  the  amount  of  water 
leaking  into  the  local  sewers  during  the  heavier  rainfalls  of  the 
year. 

The  average  quantity  of  sewage  pumped  per  day  was  795,000 
gallons,  and  the  cost  per  million  gallons  raised  one  foot  was  $0.19. 

There  are  now  in  use  8  settling  basins  and  25  filter-beds.  Ex- 
periments have  been  in  progress  during  the  year,  under  the  super- 
vision of  the  Chief  Engineer  of  the  State  Board  of  Health,  in  order 
to  increase  the  efficiency  of  the  beds  and  to  improve  the  character 
of  the  effluent. 

The  cost  of  operating  the  pumping  station  has  been  $2,731.23 
and  of  the  maintenance  of  the  filter-beds  $2,020.14,  an  amount  of 
$6.96  per  million  gallons  filtered.  The  sum  of  $1,087.37  has  been 
expended  in  the  experimental  work. 

The  sludge  which  has  accumulated  in  the  settling  basins  and 
filter-beds  has  been  given  to  the  neighboring  farmers,  who  have 
been  glad  to  take  it  away  and  dispose  of  it  upon  their  farms. 

(6)  Marlborough  Brook  Filter-beds, 

The  Marlborough  Brook  filter-beds,  which  receive  the  waters  of  a 

brook  that  flows  through  a  section  of  the  city  of  Marlborough  before 

they  enter  the  Sudbury  Reservoir,  have  been  in  successful  operation 

during  the  entire  year.     All  the  water  flowing  from  the  brook  has 
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been  filtered  before  entering  the  reservoir,  except  some  small  quan- 
tities on  two  days  when  there  were  heavy  rainfalls.  The  beds  have 
been  cleaned  and  kept  in  good  condition. 

(c)  Pegan  Brook  Filtraiion  Works. 

The  Pegan  filter-beds  receive  the  water  directly  from  Pegan 
Brook  which  flows  through  portions  of  the  town  of  Natick,  and  also 
the  water  from  the  intercepting  ditch  which  collects  the  water 
received  from  other  brooks  formerly  draining  into  this  section  of 
Lake  Cochituate,  then  known  as  the  Pegan  Brook  Meadow.  Water 
was  pumped  upon  the  filter-beds  on  191  days  during  the  year.  The 
total  quantity  pumped  during  the  year  was  246,525,000  gallons^ 
of  which  158,739,000  gallons  came  from  the  Pegan  Brook  and 
87,786,000  gallons  came  from  the  intercepting  ditch. 

The  cost  of  operating  the  pumping  station  and  of  cleaning  and 
caring  for  the  beds  and  grounds  was  $17.50  per  million  gallons 
pumped. 

(8)  Sanitary  Work  and  Regulations. 

The  sanitary  inspection  of  the  Wachusett,  Sudbury  and  Cochituate 
watersheds  has  been  continued,  under  the  direction  of  William  W* 
Locke,  C.E.  He  has  had  two  regular  assistants,  and  laborers  and 
others  have  been  employed  from  time  to  time  as  required  to  carry 
out  the  improvements  and  changes  which  have  been  ordered. 

There  were  11  cases  of  typhoid  fever  reported  during  the  year 
upon  the  Wachusett  watershed,  and  44  cases  reported  upon  the 
Sudbury  and  Cochituate  watersheds.  None  of  these  cases  occurred 
upon  lands  belonging  to  the  Board.  All  of  them,  however,  were 
investigated  as  soon  as  reported,  and  proper  precautions  were  taken 
to  prevent  the  pollution  of  the  water  supply.  So  far  as  known,  the 
purity  of  the  water  supply  has  not  been  aflfected  by  any  of  these 
cases. 

There  were  inspected  during  the  year  1,450  premises  on  the 
Wachusett  watershed,  for  the  purpose  of  ascei^taining  whether  there 
were  any  conditions  needing  corrections  or  improvement,  particularly 
with  reference  to  cesspools,  privy  and  sink  drainage,  manure  piles 
and  manufacturing  wastes.  Of  these,  1,280  were  declared  to  be 
satisfactory  at  the  end  of  the  year,  and  170  premises  were  pronounced 
**  unsatisfactory,"  which  classification  includes  all  cases  where  there 
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may  be  under  the  most  unfavorable  conditions  wash  from  privies  or 
direct  sink  drainage,  all  suspected  cases,  and  all  cases  of  manufac- 
turing wastes  entering  brooks  or  feeders  to  the  reservoir,  although 
some  attempts  may  have  been  made  to  purify  them.  Remedies  were 
effected  by  the  agents  of  the  Board  in  62  cases,  5  of  them  being 
remedied  by  the  construction  of  filter-beds,  and  the  remaining  57  by 
the  building  of  new  cesspools  and  cemented  vaults  or  by  the  tearing 
down  or  removal  of  buildings.  Partial  remedy  was  applied  in  39 
other  cases. 

On  the  Sudbury  and  Cochituate  watersheds  7,502  premises  were 
inspected,  and  7,148  of  these  were  pronounced  satisfactory  at  the 
end  of  the  year  and  354  unsatisfactory.  In  the  cases  of  202  of  the 
premises  remedies  were  effected  by  the  agents  of  the  Board,  192  by 
introducing  sewer  connections  and  10  by  other  means,  and  there 
were  27  premises  where  partial  remedies  were  accomplished.  In 
addition,  connections  were  made  with  37  new  houses. 

Improvement  in  sanitary  conditions  has  also  been  accomplished 
for  the  Wachusett  watershed  by  the  tearing  down  or  removal  of  30 
dwelling  houses,  10  bams  and  I  storehouse  on  property  owned  by 
the  Board.  One  of  the  mills  on  the  Quinepoxet  River,  where  50 
men  had  been  formerly  employed  in  the  manufacture  of  cloths,  was 
purchased  by  the  Board  and  was  destroyed.  A  large  tract  of  land 
upon  the  southerly  and  westerly  shores  of  West  Waushacum  Lake, 
extending  along  the  margin  of  the  lake  about  3,000  feet  was  acquired 
and  purchased,  together  with  the  farm  or  boarding  house  and  several 
summer  cottages  standing  upon  the  land. 

At  the  Whitehall  Reservoir  more  strict  inspection  has  been 
adopted  for  the  prevention  of  bathing,  and  measures  have  been 
taken  toward  the  restriction  of  boating. 

Samples  of  water  have  been  collected  at  monthly  and  bi-monthly 
periods  from  different  points  upon  the  works,  and  sent  to  the  State 
Board  of  Health  for  analysis  and  examination.  Collections  are  made 
much  more  frequently  for  the  microscopical  and  biological  examina- 
tions in  the  laboratory  of  the  Board.  During  the  past  year  2,526 
microscopical  and  1,017  biological  examinations  were  thus  made  of 
the  water  collected  from  the  main  feeders  of  the  Sudbury  Reservoir 
and  Framingham  Reservoir  No.  3  and  of  Lake  Cochituate,  as  well  as 
monthly  tests  made  to  determine  the  eflSciency  of  the  Marlborough 
Brook  filter-beds. 
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(9)  Moth  Suppression. 

The  gypsy  and  brown-tail  moths  were  found  during  the  past  year 
not  only  in  extended  areas  in  places  where  they  had  previously 
existed,  but  also  in  places  where  they  had  not  formerly  been  dis- 
«covered.  The  regions  about  Spot  Pond  have  been,  as  heretofore, 
much  the  worse  infested,  and  upon  them  the  largest  part  of  the 
work  of  suppression  has  been  carried  on.  In  the  early  part  of  the 
year  a  large  force  of  men  was  employed  in  painting  the  egg  clusters 
of  the  gypsy  moth  with  creosote  and  fuel  oil,  and  later  in  the  season 
the  foliage  of  the  trees  and  the  shrubbery  were  sprayed  with  arsenate 
of  lead. 

About  Spot  Pond  the  larger  trouble  has  come  from  the  presence 
of  the  gypsy  moth,  but  considerable  work  has  been  done  in  the 
destruction  of  the  nests  of  the  brown-tail  moths.  In  places  the  trees 
have  been  encircled  with  tanglefoot.  Much  diflSculty  was  experi- 
enced in  the  attempt  to  protect  the  southern  area  of  the  Spot  Pond 
lands  along  the  long  line  between  the  land  of  the  Commonwealth 
and  that  of  the  city  of  Medford.  Much  has  been  accomplished,  and 
little  serious  damage  has  come  to  the  trees  on  the  land  of  the  Com- 
monwealth in  the  custody  of  the  Board. 

The  lands  at  the  Chestnut  Hill  and  Mystic  reservoirs  have  been 
more  or  less  infested  by  both  gypsy  and  brown-tail  moths,  and  con- 
siderable work  has  been  done  in  the  destruction  of  egg  clusters  and 
nests.  The  moths  have  been  advancing  along  the  Cochituate,  Sud- 
bury and  Weston  aqueducts,  and  have  been  found  in  considerable 
numbers  about  the  Sudbury  and  Weston  reservoirs,  and  the  brown- 
tail  moths  have  been  discovered  even  upon  the  grounds  about  the 
Wachusett  Dam  in  Clinton. 

The  work  which  has  been  done  for  the  suppression  of  the  ravages 
of  the  moths  in  these  regions  as  well  as  about  Spot  Pond  has  been 
•sufficient  to  prevent  the  destruction  of  the  trees  or  their  serious 
injury.  The  operations  have  been  carried  on  by  the  regular  water 
maintenance  force,  augmented  from  time  to  time,  as  has  been  found 
necessary,  by  the  employment  of  other  experienced  men.  The  total 
amount  expended  during  the  year  was  $12,700,  of  which  all  but 
:about  $2,200  was  spent  on  the  lands  about  Spot  Pond. 
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(10)  Quality  of  the  Water. 

The  water  delivered  to  the  Metropolitan  District  has  been  sub- 
stantially of  the  same  quality  during  the  last  three  or  four  years. 
During  the  past  year  the  color  of  the  water  has  been  somewhat  less, 
while  the  number  of  microscopic  organisms  has  somewhat  increased.. 
No  complaints  regarding  the  quality  of  the  water  have  been  received 
from  water  takers  during  the  year. 

The  organisms  which  prevail  more  or  less  in  the  different  reser- 
voirs, and  sometimes  give  the  water  a  noticeable  taste  or  color,  are 
in  no  respect  injurious  to  the  public  health.  In  the  Wachusett 
Reservoir  tbe  number  of  organisms  has  been  small,  and  they  have 
never  imparted  an  objectionable  character  to  the  water.  A  larger 
number  appeared  for  a  while  in  the  Sudbury  Reservoir,  and  there 
was  a  slightly  objectionable  odor  in  the  water,  but  they  were  broken 
up  by  passing  the  water  over  the  Sudbury  Dam.  There  are  times 
in  the  year  when  the  number  is  also  large  in  Lake  Cochituate  and 
in  other  reservoirs,  and  at  such  times  the  water  is  not  drawn  from 
these  sources.  The  additional  storage  given  to  the  water  in  Spot 
Pond  has  caused  this  water  generally  to  be  particularly  unobjection- 
able. SuflBcient  water  has  not  yet  been  kept  in  storage  in  the 
Wachusett  Reservoir  to  obtain  the  full  benefit  to  be  expected  in  the 
future  from  long  storage  in  that  basin. 

(11)  The  Water  Supply. 

The  amount  of  water  yielded  by  both  the  Sudbury  and  Wachusett 
watersheds  was  considerably  below  the  average,  although  this  amount 
was  larger  than  during  the  preceding  year,  in  which  the  yield  was 
abnormally  small.  The  rainfall  on  the  Sudbury  watershed  was  44.48 
inches,  only  1.56  inches  below  the  average;  and  the  rainfall  on  the 
Wachusett  watershed  was  49.08  inches,  which  is  but  little  below 
the  average.  This  rainfall,  however,  did  not  yield  a  proportional 
amount  of  water,  because  it  was  more  widely  distributed  during  the 
year,  and  there  was  but  a  comparatively  small  rainfall  during  the 
months  when  the  larger  quantity  of  water  is  collectible  in  the  reser- 
voirs. The  yield  of  the  Sudbury  watershed  was  19  per  cent,  less 
than  the  average,  and  that  of  the  Wachusett  was  14  per  cent,  below 
the  average. 

Water  was  supplied  not  only  to  all  the  cities  and  towns  included 
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within  the  Metropolitan  Water  District,  except  the  city  of  Newton 
and  the  town  of  Hyde  Park,  but  was  also  supplied,  by  a  special 
agreement,  to  the  town  of  Swampscott,  which  is  without  the  limits 
of  the  District,  and  to  a  small  part  of  the  town  of  Saugus,  which  is 
directly  supplied  by  the  town  of  Revere,  under  an  an*angement  with 
the  Board.  The  estimated  population,  as  of  July  1,  1906,  of  the 
territory  supplied  with  water  was  913,710. 

The  city  of  Newton  and  the  town  of  Hyde  Park  continue  to  be 
supplied  from  their  own  sources,  which  are  still  adequate  for  the 
purpose ;  and  these  municipalities  are  charged,  in  accordance  with 
the  Metropolitan  Water  Act,  as  amended  in  the  year  1904,  with  one- 
fifth  of  the  assessment  which  they  would  have  been  called  upon  to 
pay  on  the  basis  of  valuation,  and  are  relieved  from  any  charge  made  * 
on  the  basis  of  consumption. 

The  total  quantity  of  water  supplied  by  the  Metropolitan  Water 
Works  to  the  various  cities  and  towns,  as  determined  by  pump 
measurement  and  by  the  flow  through  the  Weston  Aqueduct,  together 
with  the  small  quantity  yielded  by  Spot  Pond,  was  43,369,310,000 
gallons,  an  average  daily  supply  of  118,820,000  gallons,  which  is  an 
increase  in  the  daily  supply  of  422,000  gallons.  The  daily  average 
supplied  for  each  inhabitant  was  130  gallons,  —  a  slight  decrease 
from  last  year,  when  the  average  was  131.2  gallons. 

In  addition  to  the  amount  thus  supplied  to  the  cities  and  towns  in 
the  District,  45,000  gallons  daily  were  supplied  to  the  United  States 
reservation  on  .Peddock's  Island,  in  accordance  with  arrangements 
made  with  the  Government. 

The  town  of  Framingham  was  also  permitted,  under  the  law,  to 
draw  its  supply  from  Farm  Pond,  but  this  supply  did  not  enter  the 
aqueducts. 

The  quantity  of  water,  as  measured  by  the  Venturi  meters,  when 
delivered  to  the  various  municipalities  is,  owing  to  leakage  from  the 
different  reservoirs  and  pipe  lines,  as  well  as  in  a  small  degree  to  the 
use  of  water  at  the  pumping  stations,  somewhat  less  than  the  amount 
given  above,  the  quantity  so  measured  and  supplied  from  the  Metro- 
politan Works  to  each  person  daily  being  128  gallons. 

The  city  of  Newton  and  the  town  of  Hyde  Park  supplied  from 
their  sources  to  their  respective  inhabitants  a  total  of  1,191,546,633 
gallons,  being  a  daily  average  of  62  gallons  per  inhabitant. 
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V.     WATER  WORKS  — FINANCIAL   STATEMENT. 

By  chapter  235  of  the  Acts  of  the  year  1906,  the  Board  was  re- 
quired on  or  before  the  third  Wednesday  in  January  of  each  year  to 
report  to  the  General  Court  an  abstract  of  its  receipts,  expenditures, 
disbursements,  assets  and  liabilities  for  the  previous  fiscal  year 
(which,  by  the  provisions  of  chapter  211  of  the  Acts  of  the  year 
1905,  is  the  year  beginning  with  the  first  day  of  December  and  end- 
ing with  the  thirtieth  day  of  November) ,  together  with  all  recom- 
mendations for  legislation  which  it  deemed  desirable ;  and  the  Board 
was  also  required  by  the  Act  of  1906  to  present  in  the  month  of 
February  a  more  detailed  statement  of  its  doings  for  the  calendar 
year  next  preceding,  which  detailed  statement  should  be  printed  as 
its  annual  report  for  the  year. 

The  financial  abstract  for  the  eleven  months  of  the  fiscal  year  end- 
ing with  the  thirtieth  day  of  November,  1906,^  was  accordingly 
presented  to  the  General  Court  in  January,  and  a  copy  of  this  finan- 
cial abstract  is  printed  as  Appendix  No.  5. 

The  following  detailed  statement  of  its  financial  doings,  in  rela- 
tion to  the  Metropolitan  Water  Works,  for  the  calendar  year  1906, 
is  herewith  presented,  in  accordance  with  the  provisions  of  the  Act 
of  1906,  as  a  part  of  the  annual  report  of  the  Board. 

The  Metropolitan  Water  Loans  authorized  for  the  construction 
and  acquisition  of  works  have  amounted  to  $40,500,000.  To  this 
sum  are  added  the  proceeds  from  the  sale  of  certain  property  by  the 
Board,  and  these  amounted  on  January  1,  1907,  to  $148,361.41. 
The  total  amount,  thierefore,  which  the  Board  has  been  authorized  to 
expend  is  $40,648,361.41.  The  amount  of  expenditures  approved 
by  the  Board  for  payment  out  of  the  Metropolitan  Water  Loan  Fund 
was,  for  the  year  1906,  $1,234,662.79,  and  the  total  amount  so  ap- 
proved for  payment  since  the  beginning  of  the  work  up  to  January 
1,  1907,  has  been  $40,278,877.02.  There  was  accordingly  a  balance 
remaining  at  the  beginning  of  the  year  1907  amounting  to  $369,484.39. 

The  Treasurer  of  the  Commonwealth  has  issued  from  time  to  time, 
on  the  request  of  the  Board,  bonds  to  the  amount  of  $40,193,000. 

1  Since  the  Aot  of  1906  changing  the  fiscal  year  came  into  fall  e£fect  on  the  first  day  of 
January,  1906,  the  financial  abstract  submitted  in  January,  1907,  covered  only  the  period 
of  the  eleyen  months  of  the  year  1906  ending  with  November  30. 
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These  bonds  were  issued  for  terms  of  39%  and  40  years  from 
the  date  of  issue,  and  bear  interest  at  the  rate  of  3  per  cent,  and 
3%  per  cent,  per  annum.  The  sinking  fund  established  for  the 
payment  of  the  bonds  at  maturity  amounted  on  January  1,  1907  to 
$4,897,822.62. 

The  amount  approved  by  the  Board  for  the  maintenance  and  opera- 
tion of  the  Water  Works  for  the  year  1906,  which  was  paid  out  of 
the  annual  assessments,  was  $419,748.23. 

The  assessments  for  the  year  1906,  for  the  payment  of  interest  on 
the  bonds,  for  the  sinking  fund  requirements,  and  for  the  expenses 
of  operation  and  maintenance  of  the  Water  Works,  which  were 
levied  upon  the  various  cities  and  towns  in  the  Metropolitan  Dis- 
trict, amounted  to  $2,262,657.20. 

Receipts  from  sales  of  water  to  municipalities  not  belonging  to 
the  District  and  to  water  companies  were  distributed  back  to  the 
cities  and  towns,  in  proportion  to  their  respective  assessments,  to 
the  amount  of  $19,475.53. 

The  detailed  financial  statement  regarding  the  Metropolitan  Water 
Works  is  as  follows  :  — 

(1)  Metropolitan  Water  Loans,  Receipts  and  Payments! 

The  loans  for  the  construction  and  acquisition  of  the  Metropolitan 
Water  Works,  the  receipts  which  are  added  to  the  proceeds  of 
these  loans,  the  expenditures  for  the  construction  and  acquisition 
of  works,  and  the  balance  available  on  January  1,  1907,  have  been 
as  follows :  — 

Loan  under  chapter  488  of  the  Acte  of  1896, |27,000,000  00 

Loan  under  chapter  453  of  the  Acts  of  1901,  .  .  .  .  .  13,000,000  00 
Loan  under  chapter  367  of  the  Acts  of  1906 600,000  00 

♦40,600,000  00 
Proceeds  from  the  sales  of  property  applicable  to  the  construction 
and  acquisition  of  works  (of  which  (24,696.91  is  for  the  year 
1906), 148,861  41 

•40,648,361  41 
Amount  approved  by  the  Metropolitan  Water  and  Sewerage  Board 
for  payments  to  December  31, 1906  (of  which  1 1,284,662.79  is  for 
the  year  1906). 40,278,877  02 

Balance  January  1, 1907, (369,484  89 
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(2)  Issues  of  Metropolitan  Water  Loan  Bonds. 
The  Treasurer  of  the  Commonwealth,  under  the  authority  given 
him  to  issue  from  time  to  time,  on  the  request  of  the  Board, 
negotiable  bonds  to  an  amount  not  exceeding  $40,500,000,  to  be 
designated  the  '*  Metropolitan  Water  Loan,"  has  sold  bonds  as 
follows :  — 


Amount 

Rate  of  In. 

Price 
received. 

Datx  or  Balk. 

of  Bondfl 
■old. 

tereet  Qper 
cent.). 

Date  due. 

Premium. 

Sept.  26, 1895 

#5,000,000 

^H 

110.67 

July  1, 1986. 

$688,500  00 

Not.  23, 1896, 

1,0£M},000 

8K 

106.76268 

Jnly  1. 1936. 

136,263  601 

Feb.     8.1897. 

e,oo&,ooo 

8^ 

107.82 

July  1. 1936. 

460,200  00 

Jan.   18,1898. 

i.WlO.OOO 

8K 

118.176 

Jan.  1, 1938, 

263,620  00 

Mar.     2.1898, 

2,Oi>i.iiOO 

8>i 

112.877 

Jan.  1.1988. 

267,640  00 

Jane  16. 1899, 

:^  ,000,1300 

8 

100.64 

July  1. 1939, 

10,200  00 

Jane  28, 1900. 

1,(KM>,UOO 

8 

102.78 

July  1.1930. 

27.800  00 

Mar.    6.1901. 

3,<K3O,00O 

8 

102.166 

Jan.  1, 1941, 

64,650  00 

July  24.1901, 

1130,1)00 

8 

100.876 

Jan.  1, 1941. 

376  00 

Jnly  24.1901. 

150,000 

8 

100.10 

Jan.  1, 1941, 

150  00 

July   80.1901. 

200,000 

8 

100.26 

Jan.  1, 1941, 

612  60 

Jnly  81.1901. 

60/lCO 

8 

100.26 

Jan.  1, 1941, 

125  00 

Aug.    7.1901. 

60,000 

8 

100.60 

Jan.  1, 1941, 

260  00 

Aug.    8.1901, 

300,000 

8 

100.10 

Jan.  1,1941, 

300  00 

Ang.    8,1901. 

S00,000 

8 

100.26 

Jan.  1,1941, 

500  00 

Sept.  17, 1901, 

3,KKJ,000 

8^ 

106.71 

Jan.  1,1911, 

208,010  00 

Oct.      1, 1901, 

i;i4.>,i.too 

8 

100. 

Jan.  1, 1941, 

. 

Oct.    24,1901, 

;,KH>,ooQ 

8 

100. 

Jan.  1, 1941, 

. 

Feb.   2«,1902, 

bOo,(m 

8>^ 

109.13 

Jan.  1, 1942, 

45.650  00 

Feb.   26,1902, 

3.«)O.0O0 

ZK 

100.18 

Jan.  1,1942, 

273,900  00 

April   7,1908, 

^■>0,GOQ 

BH 

106.726 

Jan.  ],  1948, 

16,812  60 

ApriM7, 190S, 

1. 260.000 

9^ 

106.1829 

Jan.  1,1943, 

76,661  25 

Jan.   16,1904, 

6i;ki,qoo 

8K 

104.60 

Jan.  1, 1948, 

28,000  00 

Jan.    16,1904, 

:;,. 0(10,000 

BH 

104.60 

Jan.  1, 1944, 

92,000  00 

Mar.  24,1905, 

uwu,u00 

BH 

106.761 

Jan.  1,1946, 

87,446  50 

June  28, 1906, 

948,000 

tH 

108.09 

Jan.  1,1946, 

29,138  70 

June  28, 1906, 

100.000 

8K 

100. 

Jan.  1,1946, 

- 

$40,198,000 

$2,675,405  06 

Including  $18,673.60  from  readjustment  of  rate  made  by  the  Treasurer  in  1897. 


(3)  Metropolitan  Water  Loan  Sinking  Fund. 
The  sinking  fund  established  by  the  Treasurer  of  the  Common- 
wealth has  amounted  at  the  end  of  each  year  to  sums  as  follows  :  — 

December  81, 1895,  .........  |226,286  06 

December  81, 1896, 699.860  70 

December  81, 1897, 954,469  00 

December  31, 1898, 1,416,874  29 

December  81, 1899, 1,849.882  97 

December  81, 1900, 1,578,619  72 

December  31, 1901, 1,662,426  95 

December  31, 1902, 2,256,808  81 

December  81, 1908, 2,877,885  59 

December  81,  1904, 8,519,602  92 

December  81, 1905, 4,207,045  69 

December  81, 1906. 4^97,822  |52 
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(4)  Annual  Assessments  and  Receipts. 
Assessments  for  the  year,  amounting  to  $2,262,657.20,  were  re- 
quired for  the  payment  of  the  interest  on  jthe  bonds  issued  by  the 
Commonwealth,  the  sinking  fiind  requirements  and  the  expenses  of 
operation  and  maintenance  of  the  Water  Works.  The  requirements 
were:  for  interest,  $1,336,775.37;  for  the  sinking  fund,  $520,- 
380.51;  and  for  maintenance  and  operation,  $405,501.32.  These 
assessments  were  made  by  the  Treasurer  of  the  Commonwealth  upon 
the  various  municipalities  as  follows  :  — 

Arlington, 
Belmont, . 
Boston,  . 
Chelsea,  . 
Everett,  . 
Hyde  Park, 
Lexington, 
Maiden,  . 
Medford, . 
Melrose,  . 
Milton,     . 

The  comparatively  smaller  sums  assessed  upon  the  city  of  Newton 
and  the  town  of  Hyde  Park  were  owing  to  the  fact  that  neither  of 
these  municipalities  had  reached  the  safe  capacity  of  its  sources,  and 
neither  had  been  furnished  with  water. 

The  proceeds  from  the  operations  of  the  Board,  exclusive  of  the 
proceeds  from  sales  of  property,  are,  in  accordance  with  the  pro- 
visions of  the  Water  Act,  applied  to  the  reduction  of  the  assessment, 
and  these,  for  the  year  1906,  amounted  to  $7,693.75. 

The  actual  expenditures  for  the  maintenance  and  operation  of  the 
Metropolitan  Water  Works  were,  for  the  year  1906,  $419,748.23. 


1 13,663  68 

Nahant,   . 

6,668  67 

Newton,  . 

1,822,666  83 

Quincy,    . 

67,687  81 

Revere,    . 

39,683  12 

Somerville, 

1,342  62 

Stoneham, 

6,206  30 

Watertown, 

88,087  38 

Winthrop. 

31,668  26 

25,230  09 

14,070  41 

(4,187  88 

6,234  22 

46,314  16 

16,894  21 

97,160  08 

8,088  06 

14,778  84 

13,361  69 

f  2,262,667  20 

(5)  Distribution  to  Cities  and  Towns  of  Sums  received  from 
Water  furnished  to  Other  Municipalities. 
Sums  have  been  received  during  the  year  1906,  under  the  pro- 
visions  of   the   Metropolitan   Water   Act,  for  water  furnished,  as 
follows :  — 

Swampscott, (4,800  00 

United  States  Government, 796  19 

Wakefield, 200  00 

W^796  19l 
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The  Treasurer,  in  accordance  with  the  requirements  of  the  Act, 
distributed  to  the  cities  and  towns  of  the  District,  in  proportion  to 
the  annual  assessments  theretofore  contributed  by  them,  to  which 
were  added  considerable  sums  which  had  been  received  in  the  pre- 
ceding year  too  late  for  distribution.  The  distribution  was  made  as 
follows :  — 


Arlington, 

1114  46 

Nahant, 

132  46 

Belmont, 

58  46 

Newton, 

95  38 

Boston, 

15,886  82 

Quincy, 

313  55 

Chelsea, 

416  77 

Revere, 

141  16 

Everett, 

303  80 

Somerville, . 

800  30 

Hyde  Park, 

28  50 

Stoneham,    . 

66  48 

Lexington, 

34  38 

Watertown, 

137  96 

Maiden, 

433  42 

Winthrop,    . 

88  06 

Medford, 
Melrose, 

253  78 
182  82 

119,475  53 

Milton, 

86  97 

(6)  Expenditures  for  the  Different  Works. 
The  following  is  a  summary  of  the  expenditures  made  in  the 
various  operations  for  the  different  works :  — 


Construction  and  AoquxtiTiON  of 
Works. 


For  the  Year  ending 
December  31, 1006. 


From  Beginning  of  Work 
to  December  81, 1006. 


Administration  applicable  to  all  parU  of  the 
construction  and  acquisition  of  the  works, 
Waohusett  Dam  and  Reservoir :  — 

WachnsettDam 

North  Dike, 

BoathDike, 

Removal  of  soil 

Relocation  of  railroads, 

Roads  and  bridges, 

Real  estate 

Damages,  real  estate  not  taken,  business 
and  loss  of  wages, 

Other  expenses, 


Improving  Waohusett  watershed, 
Wachnsett  Aqueduct, 
Sudbury  Reservoir,    . 
Protection  of  Sudbury  supply,  . 

Amounts  carried  forward, . 


$87,472  48 
308  06 
1,574  26 
86,208  76 
16,648  02 
16,047  78 
17,880  10 

10,874  02 
267  60 


$10,026  77 


186,261  67 

101,006  14 

4,004  60 

808  80 


$808,672  88 


$262,601  46 


$2,270,116  86 
740,811  86 
186,871  10 

2,628,165  15 
876,005  04 
545,144  26 

8,170,060  57 

504,641  52 
6,740  42 


10,707.687  17 

188,085  81 

1,707,004  80 

2,022,445  21 

120,100  86 

$16,007,504  81 


Digitized  by  VjOOQ IC 


No.  57.] 


AND  SEWERAGE  BOARD: 


39 


oonstbuotion  and  acquibition  of 
Works. 


For  the  Year  ending 
December  81, 1906. 


From  Beginning  of  Work 
to  December  31, 1900. 


AmountM  brought  forwardt 

Improving  Badbary  watershed, 
Protection  of  Cochltnate  lupply, 
Improving  Cochltnate  watershed, 
Improving  Lake  Cochltnate, 
Pipe  linee.  Dam  No.  8  to  Dam  No.  1, 
Pipe  line,  Rosemary  siphon, 
Weston  Aqueduct : — 

Aqnednct,         .... 

Reservoir,         .... 

Bopply  pipe  lines,   . 

Real  estate,  taxes  and  other  expenses, 

Distribution  system :  — 

Low  service:  — 
Pipe  lines  and  connections, 
Pnmping  station,  Chestnut  Hill, 
Reservoir,  Spot  Pond, . 
Oate-house    and    connections,    Chestnut 

Hill  Reservoir, .... 
Real  estate  and  other  expenses, . 

Northern  high  service:  — 
Pipe  lines  and  connections. 
Spot  Pond  pnmping  station. 
Fells  Reservoir,  Btoneham, 
Bear  Hill  Reservoir,  Btoneham, . 
Real  estate  and  other  expenses, . 

Southern  high  service :  — 
Pipe  lines  and  connections, 
Pamplog  sUtlon,  Chestnut  Hill, 
Forbes  Hill  Reservoir,  Qulncy,  . 
Waban  Hill  Reservoir,  Newton, 
Real  estate  and  other  expenses, . 

Northern  extra  high  service,  . 

Southern  extra  high  service,  . 

Meters  and  connections, . 

Improving  Sgot  Pond  Brook, 

Olenwood  pipe  yard, 

Chestnut  Hill  pipe  yard. 

Diversion  of  water.  South  Branch  of  Nashua 

River.i 

Acquisition  of  existing  water  works  :— 
Reimbursement   city  of   Boston,   partially 

constructed  Sudbury  Reservoir, 
To  Boston,  for  works  taken  January   1, 
1898, 


AmounU  carried  forward  ^ . 


$808,672  88 
278  16 


$2,178  20 

888  26 

287  03 

1,364  82 


$420  39 
8,320  22 


6,362  14 
104  17 


16,216  71 

16  00 

667  91 

274  18 


4,208  21 


25,269  72 
2,429  46 


$16,097,604  81 

96.386  09 

9,000  00 

8,860  68 

103,687  29 

48,471  48 

28,142  98 


$2,362,186  82 
288,684  86 
684,639  71 
204,486  03 


8,429,946  42 


$1,761,626  06 
462,672  19 
678,101  68 

66,480  88 
90,910  66 

440,639  28 

291,829  86 

141,892  94 

38,267  70 

14,888  06 

614,897  66 
242,226  62 
90,008  49 
61,692  11 
10,226  86 
29,248  86 
22,830  67 
76.964  91 
3,991  23 
88,100  69 
11,811  26 


4,971,946  24 
1,360,240  46 


$1,167,921  69 
12,768,948  80 


$386,867  98 


$18,926,870  89  $26,148,036  46 


1  Of  the  total  expenditures  from  the  beginning  of  the  work,  the  sum  of  $160,784.04  is  for  Clinton 
sewerage  system. 
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CONSTBCCnON  AKD  AOQXnSITION  07 
WOBXB. 


For  th«  Ymu*  ending 
Deoember  SI,  1900. 


From  Beginning  of  Work 
to  December  81, 1906. 


Amountt  brought  forward, 

Aoqnisltlon  of  eztstlng  water  works—  Con. 
To  ICalden,  Medford  and  Melroee  for  taking 

of  Spot  Pond 

To  Newton,  for  Waban  Hill  Reeeryoir, 

Tranaferaof  works  acquired  and  other  prop- 
erty to  aecounts.for  ipecial  worki,    . 

Engineering,  conveyanoing,  etc.,  . 


Plpe$,  Valoeft  CaBtinfft,  etc.,  ient  Jlrtt  to 
Storage  Yards,  and  a/terwards  transferred 
a»  needed  to  Diferent  Parti  of  the  Work, 

Bent  to  storage  yards, 

Transferred  from  storage  yards  to  works,  and 
included  In  costs  above, 

Balance  from  beginning  of  work,     . 
Bzcees  of  transfers  over  purchases  during  the 
year  1906  (deducted), 

Total  for  constructing  and  acquiring  of 
works,        .       « 


$885,867  98 


$890,069  28 


$18,930,870  80  $28,148,086  45 


1,240,229  62 
00,000  00 


$16,227,100  01 
1,240,208  60 


2,600  00 


899,269  28 


$18,980,887  61 
78,120  22 


14,069,968  78 


$1,286,117  16 


$1,864  18 
2,818  66 


$2,088,874  70 
2,017,490  80 


70,877  84 


464  87 


$1,234,662  79 


$40,278,877  02 


Maintbkahob  and  Opbbation. 


For  the  Year  ending 
December  81, 1906. 


Administration, 

(General  supervision, 

Taxes  and  other  expenses,         .... 
Wachusett  Reservoir  Department :  — 

General  superintendence,       .... 

Reservoir, 

Forestry 

Sanitary  inspection  and  protection  of  supply. 

Protection  of  supply, 

Buildings  and  grounds 

Dam  and  aqueduct, 

Wachusett  dam, 

Wachusett  aqueduct, 

Clinton  sewerage  system :  — 

Pumping  station, 

Sewers,  screens  and  filter-beds,  . 

Sanitary  Inspection, 


Amount  carried  forward. 


$2,460  22 
70,104  97 
6,709  19 
1,427  74 
923  98 
2,278  76 
4,906  20 
8,076  96 
2,828  93 

2,663  81 

2,307  66 

468  92 


$11,829  86 

4,820  64 

44,744  23 


98,641  28 


$160,086  86 
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SlAIMTBIfANOI  AND  OPERATION. 


For  the  Year  ending 
December  81, 1906. 


Afnount  brought  forward. 


Sndbnry  Department :  — 
<}enerftl  enperlnteodence, 
Superintendence,  Framingham  office, 
Aehland  Reservoir,  .... 
UopklntoQ  Reservoir, 
Whitehall  Reservoir, 
Framingham  Reservoirs,  1,  2  and  8, 
Sadbnry  Reservoir, .... 
Lake  Cochltuate,      .... 
MarlboroQgh  Brook  filters,     . 

Pegan  filters, 

Sadbnry  and  Ooobltuate  watersheds, 

Sanitary  Inspection, 

Cocbltnate  Aquednct, 

Sadbnry  Aqueduct, .... 

Weston  Aqueduct,   .... 

Biological  laboratory, 


Distribution  Department :  — 

Superintendence, 

Arlington  pumping  sUtlon,  pumping  service,  .  .  .  . 
Chestnut  Hill  low-servloe  pumping  sUtlon,  pumping  service,  . 
Chestnut  Hill  hlgh-servloe  pumping  station,  pumping  service, , 
Spot  Pond  pumping  station,  pumping  service,  .  .  .  . 
West  Roxbury  pumping  sUtion,  pumping  service,     . 

Arlington  standplpe, 

Bear  Hill  Reservoir, 

Chestnut  Hill  Reservoir 

Fells  Reservoir, 

Forbes  HIU  Reservoir, 

Mystic  Lake,  conduit  and  pumping  station, .... 

Mystic  Reservoir, 

Waban  HIU  Reservoir, 

Weston  Reservoir 

Spot  Pond 

Buildings  at  Spot  Pond 

Pipe  lines  :~ 

Low  service, 

Northern  high  service, 

Southern  high  service 

Supply  pipe  lines 

Buildings  at  Chestnut  Hill, 

Chestnut  Hill  pipe  yard, 

Glenwood  pipe  yard  and  buildings, 

Stables, 

Waste  prevention 

Ventorl  meters, 


Total  for  maintalnlag  and  operating  works. 


$8,764  31 
7,764  78 
8,240  18 
2,180  81 

888  22 
4,613  21 
7,810  28 
7,094  47 
2,800  22 
4,814  79 

481  96 
8,068  24 
6,648  81 
9.848  42 
6,718  39 
2,866  26 


$10,346  93 

6,461  62 

86,611  24 

47,215  34 

11,400  90 

7,870  67 

668  60 

210  86 

10,087  06 

1,266  27 

1,166  11 

2,171  28 

1,296  88 

604  94 

2,488  92 

16,964  48 

1,461  84 

10,146  66 
2,706  60 
8,876  06 

784  87 
1,827  29 

472  26 
4,098  68 
6,006  69 
2,924  43 
1.922  21 


$169,036  36 


70,767  76 


189,946  12 
$419,748  28 
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(7)  Detailed  Financial  Statement  under  Metropolitan 

Water  Act. 

The  Board  herewith  presents,  in  accordance  with  the  require- 
ments of  the  Metropolitan  Water  Act,  a  detailed  statement  of  the 
expenditures  and  disbursements,  receipts,  assets  and  liabilities  for 
the  year  1906. 

(a)  Expenditures  and  Disbursements . 

The  total  amount  of  the  expenditures  and  disbursements  on  ac- 
count of  constiniction  and  acquisition  of  works  for  the  year  beginning 
January  1,  1906,  and  ending  December  31,  1906,  is  $1,234,662.79, 
and  the  total  amount  from  the  time  of  the  organization  of  the  Met- 
ropolitan Water  Board,  July  19,  1895,  to  December  31,  1906,  is 
$40,278,877.02. 

For  maintenance  and  operation  the  expenditures  for  the  year 
have  been  $419,748.23,  and  from  the  beginning  of  the  work, 
$2,650,962.24. 

The  salaries  of  the  commissioners,  and  other  expenses  of  admin- 
istration, have  been  apportioned  to  the  construction  of  the  works 
and  to  the  maintenance  and  operation  of  the  same,  and  appear  under 
each  of  those  headings. 

The  following  is  a  division  of  the  expenditures  according  to  their 
general  character :  — 


Obnbbal  Charaotbr  or  Exfbnditurbi. 


For  the  Year  endlBg 
December  81, 1900. 


From  Beginning  of  Work 
to  Deoember  81, 1906. 


OONSTBDCTION  OT  WoBKB  AHD  ACQUISITION 

BT  Porch  ABE  ob  Takino. 

Adminiitnttion, 

CommlMloners, 

Secretary  and  auditor, 

Clerks  and  stenographers, 

Legal  services, 

Trayelling 

Stationery  and  priotlog, 

Postage,  express  and  telegrams, 

Fnmltnre  and  flztares, 

Alterations  and  repairs  of  baildlngs. 
Telephone,  lighting,  heating,  water  and  care 

of  building 

Bent  and  taxes,  main  office,       .... 
Miscellaneous  expenses, 

AtnounU  carried  forward t* 


$4,606  67 
1,600  00 
3,064  86 

84  40 
686  76 
186  10 

9  00 

644  46 

341  41 
54  62 


$10,926  77 


$10,926  77 


$110,310  25 
47,217  08 
55,572  49 
2,869  00 
8,625  48 
10,767  84 
2,754  07 
4,280  89 
5,7li2  27 

10,900  09 
4,617  21 
4.444  84 


$962,00146 
$262,001  46 
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Obnvral  Charactsb  or  Bzpekditubss. 


For  the  Year  ending 
December  81, 1006. 


From  Beginning  of  Work 
to  December  81, 1906. 


AmounU  brought  fonoardt 


Engineering. 
Chief  engineer  and  department  englneere, 
Principal  asaistant  engineers,    .       .        .       . 

Engineering  asslBtante 

Conenltlng  engineers 

Inspectors, 

Architects, 

Railroad  and  street  car  travel,  .... 

Wagon  hire, 

Stationery  and  printing, 

Postage,  express  and  telegrams. 
Engineering  and  drafting  instruments  and 

tools, 

Engineering  and  drafting  supplies,  . 
Books,  maps  and  photographic  supplies. 

Furniture  and  fixtures, 

Alterations  and  repairs  of  buildings :  — 

Main  office, 

Bub-offloes,       .       .       .       iL       .       .       . 
Telephone,  lighting,  heating,  water  and  care 
of  bnildiogs :  — 

Main  office, 

Sab-offices, 

Rent  and  taxes,  main  office,       .... 
Rent  of  sub-offices  and  other  buildings,   . 

Field  offices  and  sheds, 

Clinton  office  building, 

Unclassified  supplies, 

Miscellaneous  expenses, 


$4,105  88 

6,882  12 

22,468  42 

476  60 

961  66 

44  30 

051  68 

404  46 

128  55 

44  05 

808  21 

175  75 

99  00 

100 

1,578  76 

097  20 

1,024  28 

18  00 

29  48 

80  92 

Oon9tructi<m. 
Preliminary  work  (borings,  test  pits  and  other 
investigations):  — 

Advertising, 

Other  preliminary  work  as  given  in  detail  in 
preceding  annual  report,     .... 

Contracts,  Wachusett  Reservoir :  — 
Contracts  completed   and   final   payments 

made  prior  to  January  1, 1906,    . 
Busch  Bros.,  excavating  soil,  Sect.  6,  and 
building  road.  West  Boylston  and  Boyl- 
ston,— deducted  from  estimate,  Septem- 
ber 5, 1900,     

The  H.  Oore  Co.,  surfacing  highways.  West 

Boylston,  Sect.  1, 

Sundry  bills  paid  under  this  contract. 
The  H.  Gore  Co.,  surfacing  highways,  West 

Boylston,  Sect.  2, 

Sundry  bills  paid  under  this  contract, 

AmounU  carried  forward^ .... 


$10,926  77 


$262,601  46- 


40,258  57 


$206,515  56 

151,607  61 

1,007,158  82 

28,560  07 

290,122  80 

86.161  10 

26,770  40 

44,808  48 

25,870  75 

7,703  01 

10,284  78 

24,807  86 

6,801  84 

14,077  46 

14.038  86 
2,080  86 


28,401  15 
10,446  86 
13,620  08 
4,526  74 
1,274  40 
0,866  87 
8,240  53 
8,624  10 


1,002,187  79^ 


$6,306  22 
155,457  41 


161,763  6a 


$600  00 

898  82 
1,000  00 

467  91 
1,268  90 

$8,780  68         $51,185  84 


$2,644,147  28 


85,160  63 

6,856  09 
1,000  00 

8.526  58 
1,268  90 


$2,606,954  48   $2,416,502  8S 
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Obnebal  Character  ow  Bxpbkbitures. 

For  the  Year  ending 
December  81, 1006. 

From  Beginning  of  Work 
to  December  81, 1900. 

Amount9  brought  /ortoard. 

$8,780  68 

$61,185  84 

$2,606,064  48  $2,416,602  88 

Oonitruction-^  Oon. 

CoDtraoU,  WachuMtt  Reaerrolr—  Con. 

Newell  &  SnowllDg  Conitrnoiioii  Co.,  ezca- 

TAtlng  eoU  from  Beet.  8  and  oompleting 

weeterly  portion  of  North  Dike  (dedaoted 

from  final  eitlmate), 

500  00 

600  00 

Bnino,  Salomone  &  Petltti,  Sect.  10,  Waebn- 

sett  Reeervolr,  Boyleton  and  Weet  Boyl- 

ston, 

26,027  34 

648,680  45 

McArthnr  Bros.  Co.,  building  Sect.  S  of  the 

relooaUon  of  Central  ICaaaachoaetta  Rail- 

road,        

18,020  00 

286,200  80 

Frande  A.  McCaollff,  maaonry  arch  bridge 

at  Weet  BoyUton 

1,676  56 

12,800  65 

McBride  ft  Co.,  Stillwater  improvement.     . 

- 

28,814  67 

Sundry  bills  paid  under  this  contract. 

206  40 

8,450  45 

John  F.  Magee  8c  Co..  South  Dike, 

720  00 

188,608  54 

Sundry  bills  paid  under  this  contract,      . 

780  00 

780  00 

McArthur  Bros.  Co.,  riprap  at  South  Dike, 

- 

15,885  24 

McArthur  Bros.  Co.,  Waohusett  Dam, 

46,466  00 

1,005,866  78 

and  edgestones,  Wachusett  Dam, 

1,700  00 

1,700  00 

Henry  Parsons  &  Son,  steel  gates  and  fene- 

ing  for  Wachusett  Dam,      .... 

1,840  00 

1,840  00 

J.  H.  ICcCafferty  &  Co.,  brass  railing  for 

Wachusett  Dam, 

4,186  00 

4,186  00 

Simpson  Bros.  Corp.,  reinforced  granolithic 

surface  on  Wachusett  Dam, 

2,462  72 

108,708  64 

2.462  72 

6,337,244  27 

Oontraoto  improying  Wachusett  Watershed :  — 

A.  McEenzie  &  Co.,  Sterling  filter-beds,      . 

8,400  00 

8,400  00 

Contracts  completed,  Wachusett  Aqueduct,    . 

- 

1.447,208  66 

Contracts  completed,  Sudbury  Reserroir, 

- 

1,646,028  88 

Contracts   completed,  protection  Sudbury 

Supply :  — 

City  of  Marlborough,  main  sewer, 

- 

0,000  00 

Contracts  completed,  Improving  Lake  Cochit- 

uate, 

- 

60,667  46 

ContracU  completed,  protection   Cochituate 

Supply  :- 

Town  of  Framingham,  low-level  sewer, 

- 

0,000  00 

Contracts  completed,  Rosemary  siphon,  . 

- 

6,016  06 

Contracts  completed,  pipe  line.  Dam  No.  8  to 

Dam  No.  1, 

- 

17,240  22 

Contracto  completed,  Clinton  sewerage  sys- 

tem,        

- 

66,878  22 

Contracts,  Weston  Aqueduct:  — 

Contracts   completed  and   final    paymenU 

made  prior  to  January  1, 1006,   . 

- 

$1,781,664  31 

Amoitnts  carried  forward ^ .... 

$168,878  07 

$1,781,564  81  $10,028,166  07 
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Oembral  Chabactbb  of  Ezfenditubbs. 


For  the  Year  ending 
Deeember  81, 1006. 


From  Beginning  of  Work 
to  December  81»  1006. 


Amounts  brottght  forward ^ 

Construction  —  Con . 
ContractSt  Weston  Aqaednct—  Con, 
Shanahan,  Oaeparie  ft  Co.,     .       .    Beot.  2, 

Sundry  bllla  paid  under  this  contract, 
Bbanahan,  Casparls  &  Co.,     .       .    Sect.  8, 

Sandry  bills  paid  under  this  contract, 
Shanahan,  Casparis  ft  Co.,     .       .    Sect.  6, 

Sandry  bills  paid  under  this  contract, 
Shanahan,  Casparis  8c  Co.,     .       .  Sect.  12, 

Sandry  bills  paid  under  this  contract, 

Contracts,  Distribution  System  :  — 
Contracts  completed  and   final    payments 

made  prior  to  January  1, 1006,   . 
C.  A.  Dodge  9c  Co.,  Arlington   pumping 

station, 

R.  D.  Wood  &  Co  ,  special  castings,     . 


Deduct  yalue  of  pipes,  TalveB,  etc.,  included 
in  above  list,  transferred  to  maintenfmce 
account  December  81, 1000, 

Additional  work :~ 

Labor, 

Professional  serrlces,  medical  services,  anal- 
yses, etc., 

Travelling, 

Rent, 

Water  rates, 

Freight  and  express, 

Jobbing  and  repairing, 

Tools,  machinery,  appliances,  and  hardware 

supplies,        • 

Electrical  supplies, 

Castings,  ironwork  and  metals. 

Iron  pipe  and  valves, 

Blasting  supplies, 

Paint  and  coating, 

Fuel,  oil  and  waste, 

Lumber  and  field  buildings,  .... 

Drainpipe, 

Brick,  cement  and  stone,        .       .       .       . 

Band,  gravel  and  filling, 

Municipal  and  corporation  work,  . 

Police  service, 

Sanitary  inspection, 

Judgments  and  settlements  for  damages,     . 

Unclassified  supplies, 

Miscellaneous  expenses 

Amounts  carried  forward 


$46  00 


$11,100  44 
421  00 


$86,000  18 

20  00 
106  60 

14  80 
668  84 
204  10 

872  68 

6,746  61 

1,081  60 

28  40 

116  76 

81  02 

2,408  02 

168  08 

1,167  61 

104  26 

606  00 
488  84 

4,280  80 

808  08 

1,867  26 


$163,878  07 


$1,781,664  81  $10,023,166  07 


46  00 


11,612  48 


68,066  21 


$288,002  61 


201,827  74 

3,011  80 
126,420  70 

4,214  78 
108,088  26 

7,018  06 
188,161  78 

8,830  77 


2,874,877  1» 


$4,885,404  64 

11,100  44 
2,270  27 

$4,808,064  86 
8,180  77 


4.806,824  68 


$600,780  01 

1,810  01 
2,682  82 
8,666  78 
1,464  n 
12,660  00 
0,610  16 

78,112  10 

4,024  68 

78,666  24 

67,018  61 

1,862  88 

4,814  68 

10,464  11 

84442  42 

0,087  81 

26,161  42 

6,867  81 

208,166  67 

210,801  74 

18,010  00 

46,768  86 

16,107  20 

4,448  00 


1,672,717  48 


$10,266,086  22 
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Oenibal  Charaotkr  or  ExPBHDrruRBs. 


For  the  Year  eoding 
December  81, 1006. 


From  BefinnlDg  of  Work 
to  December  81, 1006. 


Amounts  brought  forward, 
CotiMtruciion  —  Con. 
Legel  and  expert:  — 

Legal  Mr^loes, 

Expert  eeryieee, 

Court  ezpeneee 

ICleoeUaneoae  ezpeniee 

Seal  Entate, 
Legal  and  expert  :— 

Legal  eeryiees 

CooTeyancer  and  aasleUnte 

Experts 

Appraiiere, 

Court  expensee 

Ooaneel  expeneea, 

Conveyancing  sapplles, 

Conveyancing  expensee 

Miscellaneous  expenses, 

Settlements  made  by  Board,      .       .       .       . 

Judgments, 

Taxes  and  tax  equivalents,        .... 
Care  and  disposal, 

Damages  to  Real  Estate  not  taken ^  to  Business 

and  on  Account  of  Loss  of  Wages. 
Legal  and  expert 

Legal  services, . 

Expert  services, 

Court  expenses, 
Bettlements, 
Judgments,  . 

Claims  on  Account  of  Diversion  of  Water, 
Legal  and  expert :  — 

Legal  services, 

Expert  services 

Court  expenses, 

Miscellaneous  expenses, . 

Settlements, 

Judgments, 


Purchase  of  Existing  Water  Works, 
Legal  and  expert :  — 

Legal  services, 

Expert  services, 

Court  expenses, 

Miscellaneous  expenses, 

Settlements  and  judgmenu,       .       .       .       . 

Relocation  Central  Massachusetts  Railroad, 
Settlements, 

Total  amount  of  construction  expenditures, 


$268  16 


$8,068  00 


196  80 

607  18 

660 

68  26 

72,628  00 

7,841  17 

6,140  62 

$026  00 
4,180  00 
6,104  02 


$066  80 
67  00 


$2,600  00 
896,669  28 


$288,002  61 


268  16 


80,820  97 


11,299  02 


1,028  80 


800,160  28 


$1,284,662  79 


$19,266,086  22 


$4,668  82 

1,862  66 

M67  20 

171  06 


$4,786  81 

107,172  97 

17,871  68 

22,167  76 

10,880  43 

48  26 

3,161  06 

6,862  60 

4,196  81 

3,862.608  84 

166,441  76 

66,182  41 

80,762  66 

$1,180  67 
1,686  06 

12,406  20 
401.446  82 
108,106  20 


$3,n4  98 

19,839  69 

20,072  40 

1,270  68 

017,860  00 

218,368  01 


$1,878  89 

18,669  82 

29,728  88 

1,470  94 

16.227,100  01 


7,860  73 


8,868,497  88 


619,902  66 


1.180,176  70 


16,278,748  04 


in,607  80 
$40,278,8n  02 
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OlNBRAL  CHARAOTXB  OW  BZPBNDITUSIB. 


For  the  Year  ending 
December  81, 1900. 


HaINTSNANCE  and  OPSRATION  07  WOBKB. 

Admlnletratlon  :— 

Oommlssionert, 

Secretary,  auditor  and  aaalatanU, 

Postage,  printing,  stationery  and  other  suppliea. 

Travelling,        .       .       .     * 

Telephone,  beating,  lighting  and  care  of  building. 

Alterations  and  repairs  of  building 

Bent  and  taxes,  office  building, 

Miscellaneous  expenses 


Supervision  and  general  superintendence :— 
Chief  engineer  and  department  engineers,    . 
Bngineering  and  clerical  assistants, 
Postage,  printing,  stationery  and  office  supplies, 
Telephone,  heating,  lighting  and  care  of  offices. 
Travelling  and  Incidental  expenses. 
Alterations  and  repairs  of  buiidings,     . 

Rent  and  taxes,  main  office, 

Miscellaneous  expenses, 


$4,000  00 

4,011  07 

1,100  48 

828  20 

448  U 

16  46 

424  74 

286  01 

$11320  80 

$7,006  76 
8,000  88 

709  28 
1.827  89 

778  00 

008  24 
1,274  28 

407  18 


Pumping  service :  — 

Labor, 

Fuel, 

Oil,  waste  and  packing,  .       .       .       . 
Repairs  and  renewals,     .... 
Small  supplies  and  expenses, . 
Rent,  West  Roxbury  pumping  station. 


Superintendents  and  assistant  superintendents, 

Engineering  assistants 

Laboratory  force 

Sanitary  inspectors 

Recording  and  scientific  instruments  and  supplies 

Labor  and  teaming, 

Tools,  machinery  and  appliances, 

Lumber  and  hardware  supplies, 

Jobbing  and  repairing 

Travelling, 

Horses,  vehicles  and  stable  expenses, *  . 

Fuel,  lighting  and  telephone 

Municipal  and  corporation  work 

Undassifled  supplies, 

Miscellaneous  expenses, 

Conveyancer  and  assistants, 

Taxes  and  tax  equivalents 

Contracts  and  agreements, 

Contracts  for  pipes,  valves,  etc.,  bought  from  construction  work  since 

January  1, 1900, 

CUnton  award,  chapter  498,  Acts  of  1900, 

Total  expenditures  for  maintenance  and  operation, 


20,892  00 


$60,800  60 

49,002  86 

1,144  60 

4,800  01 

1,972  01 

778  04 
108,069  67 

$8,809  81 

11,608  06 

2,204  02 

8,880  60 

480  28 

118,812  48 

1,490  46 

8,897  76 

2,260  16 

8,182  97 

6,708  16 

4,768  28 

98  09 

0,806  02 

4,867  26 

80  00 

44,714  28 

1,282  46 


240  81 
04.988  00 


279,407  80 
"$419,748  28 
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(b)  Receipts, 
The  total  amount  of  receipts  from  rents,  sales  of  property,  etc., 
for  the  year  beginning  January  1,  1906,  and  ending  December  31, 
1906,  is  $38,085.85 ;  and  the  total  amount  from  the  time  of  the 
organization  of  the  Metropolitan  Water  Board,  July  19,  1895,  to 
December  31,  1906,  is  $500,306.21.  The  general  character  of  these 
receipts  is  as  follows  :  — 


For  the  Tear  ending 
December  31, 1906. 

From  Beginning  of  Work 
to  December  81, 1006. 

For  dlrtribaUon  back  to  Dlitrict;  — 

Diitriot  entranoe  feM, 

Bapplying  water  oatside  of  Dtatrlct,    . 
Water  famUhed  to  water  oompanlei,  . 

$5,706  10 

aft  TQA  Ifi 

$02,065  00 
00,675  78 
87,146  88 

To  the  credit  of  the  loan  fund :  — 
Real  eeUte  and  bnlldlDga,      .       .       .       . 

$«,088  81 
18,607  10 

4J  KOK  01 

$38,64146 
114,n0  Of 

_,          ._                          litftlMtl    ill 

To  the  credit  of  the  alnking  fund :  — 
Forfeitnre  for  contracts  awarded  bat  not 

ezecQted, 

RenU 

Land  products, 

Unclassifled  receipts  and  Interest, 

$2,170  48 

6,808  61 

906  76 
7,683  76 

$38,065  86 

$500  00 
88,885  61 
40,408  06 

3,588  58 

Ifti  flKft    1i 

Total  receipts, 

$500,306  21 

The  foregoing  receipts  have  been  credited  to  the  various  objects 
or  works,  as  follows  :  — 


RKOBIPTS  FBOM  DlFFBBlNT  WORKS. 

For  the  Year  ending 

From  Beginning  of  Work 

Deoember  81, 1006. 

to  December  31, 1006. 

Distribution  back  to  District:  — 

Admission  into  Metropolitan  Water  District 

Milton  and  Lexington) 

- 

$02,265  00 

Sopplylng  water  to  cities  and  towns  onUlde 

of  Water  District  (Swampscott,  Revere, 

Lexington,   Wakefield,   Cambridge    and 

U.S.Goyernment), 

$6,706  10 

00,675  78 

Water  famished  to  water  companies,  . 

87,145  88 

AmountM  carried  forward , 

$5,706  10 

$220,086  68 
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RSOSIPTB  TROM  DlPFBBXIfT  WORKS. 


For  the  Year  ending 
December  81 » 190«. 


From  Beginning  of  Work 
to  December  81, 1900. 


AmounU  ttrought/ortoard, 

Oonelmction  and  ecquleltlon  of  worke :  — 

Admtnietration, 

WMbnaeuDam, 

Wftchueett  Reeeryoir 

WachuMtt  Aqueduct, 

Weston  Aqueduct 

Sudbury  Reservoir  and  watershed, 

Distribution  system 

Diversion  of  water,  Clinton  sewerage  system, 
Pureliase  of  existing  water  works. 

Maintenance  and  operation  of  works :  ~ 
Waohusett  Aqueduct,     .       .       .       .       . 

Waohusett  Reservoir, 

Sudbury  system, 

Distribution  system 

Clinton  sewerage  system,       .       .       .       . 


Total  receipts. 


$724  67 
13,005  48 

115  66 

458  16 

8,284  78 

6,788  36 


$280  51 
4,228  85 
2,518  58 
1,296  48 
513  88 


$5,796  10 


28,461  91 


$42  15 

5,624  88 

138,188  28 

5,204  70 

4,868  18 

7,735  42 

65,080  15 

1,277  04 

17,858  68 


8,827  75 


$8,760  87 
14,522  14 
10,010  89 
8,470  98 
3,190  44 


$38,085  85 


$220,086  66 


240,274  28 


80,046  27 
$500,806  21 


(c)  Assets, 
The  following  is  an  abstract  of  the  assets  of  the  Water  Works, 
a  complete  schedule  of  which  is  kept  on  file  in  the  office  of  the 
Board :  — 

Office  furniture,  fixtures  and  supplies ;  engineering  and  scientific  instruments  and 
supplies;  police  supplies ;  horses, yehicles, field  machinery, etc. ;  machinery, 
tools  and  other  appliances  and  supplies ;  real  estate  connected  with  works 
not  completed;  completed  works,  including  real  estate  and  buildings  con- 
nected therewith. 

(d)  Liabilities. 
There  are  liabilities  as  follows  :  — 

Current  bills  unpaid, f 8,319  87 

Due  on  monthly  pay  rolls, 1,998  94 

110,318  81 

Amounts  reserved  on  Monthly  Estimates,  not  due  until  Completion  of  Contracts  or 

untU  Claims  are  settled. 


Nams. 

Work. 

Amonnt. 

0.  A.  Dodge  8b  Co.,      . 
A.McKeoKiefcOo.,     . 

Arlington  pumping  etatlon, 

Sterling  filter-bede, 

$1,074  78 
1,238  54 

$8,208  82 
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Amounts  have  been  agreed  upon  in  the  following  cases,  but  the 
deeds  have  not  yet  passed :  — 

Martha  E.  Prescott,  estate  of,  $425 ;  Charles  F.  C.  Henderson, 
1800;  West  Boylston,  town  of,  $3,100. 

On  the  claims  of  the  following  it  is  impossible  to  state  the  amounts 
due  for  land  damages,  water  rights  and  claims  for  damages  to  estab- 
lished business,  as  no  sums  have  been  agreed  upon,  and  suits  are 
now  pending  in  the  court  for  the  determination  of  most  of  them  :  — 

Eliza  M.  Childs  et  aZ.,  Charles  J,  Paine,  Benjamin  H.  ClemmoDs, 
Edward  Dooley,  Charles  C.  Landy,  Alfred  N.  Whiting,  Houghton 
Bros.,  Robert  Johnson,  John  F.  O'Brien,  Patrick  Bradley,  Thomas 
H.  Burgess,  Margaret  F.  Tonry,  Lucy  A.  Wood,  Joseph  O.  Bullard 
et  al.^  El  win  I.  Chase,  Alzina  A.  Wilson,  Henry  F.  Keyes,  Rol>ert 
C.  Houghton  et  al,^  John  Burns,  Patrick  Daly,  Rebecca  T.  Farr, 
Annie  L.  Gibbons,  Francis  Gibbons,  John  Gibbons,  Henry  Wilson 
Co-operative  Bank,  Mary  J.  Hensby,  William  E.  Keating,  Millard 
E.  Lewis,  Middlesex  Fells  Springs  Company,  Lillian  F.  Pullen  et  al., 
William  E.  Sprague,  James  E.  Welch,  Caroline  E.  Tyson,  John  E. 
Stone,  Bridget  M.  Joyce,  Israel  L.  Barnes  et  al.y  William  L.  Ban- 
croft, George  H.  Chase,  Andrew  L.  Nourse,  Byron  D.  Allen,  J.  Frank 
Wood  et  al.y  Jennie  L.  Goodnow,  Asa  Knight,  Worcester  County 
Truant  School,  James  H.  Atherton,  J.  Quincy  Dix,  John  E.  Farns- 
worth,  Mary  J.  Fyfe,  estate  of  William  E.  Fyfe,  Lizzie  M.  Gray, 
William  B.  Haskell,  Henry  F.  Haynes,  Sarah  G.  Haynes,  Eben  C. 
Mann,  George  M.  Plummer,  Howard  D.  Stone,  Luther  Willard, 
Samuel  F.  Mason,  Edward  F.  Merriam,  Henrietta  M.  Andrews, 
James  A.  Bigelow,  First  Parish  of  Boylston,  William  H.  Brigham, 
John  Fitzgerald,  estate  of  Augustus  Flagg,  Mary  J.  Hastings,  ex- 
ecutrix, George  R.  Hastings,  William  H.  Hastings,  Henry  J.  Hyde, 
Everett  and  Oliver  S.  Kendall,  Sanford  C.  Kendall,  William  C. 
Rosenthal,  Jennie  W.  Taylor,  administratrix,  estate  of  William  H. 
Vickery,  James  H.  and  Hannah  S.  Wood,  Asenath  M.  Bartlett,  es- 
tate of  Charles  I.  Longley,  estate  of  Daniel  M.  Marsh,  Henry  B. 
Stone,  Francis  W.  M.  Goodale,  John  S.  Ott,  McArthur  Bros.  Com- 
pany, Helen  M.  Houghton  et  al.^  Sarah  Hourty,  Clara  L.  Kingsbury, 
Willie  R.  Mitchell,  Charles  O.  Nixon,  Margaret  Lane,  George  W. 
Shattuck,  George  F.  Bond. 
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VI.     METROPOLITAN  SEWERAGE  WORKS. 

The  Metropolitan  Sewerage  Works  are  divided  into  two  systems, 
the  North  Metropolitan  System  and  the  South  Metropolitan  System. 
No  change  has  been  made  in  the  territory  contributing  to  these 
systems  during  the  past  year. 

The  North  Metropolitan  System  provides  for  the  district  situated 
largely  in  the  Charles  River  and  Mystic  River  valleys  lying  north  of 
the  Charles  River,  and  embraces  the  cities  of  Cambridge,  Chelsea, 
Everett,  Maiden,  Medford,  Melrose,  Somerville,  Woburn  and  parts 
of  Boston,  and  the  towns  of  Arlington,  Belmont,  Revere,  Stone- 
ham,  Wakefield,  Winchester,  Winthrop  and  part  of  Lexington,  9 
cities  and  8  towns.  The  district  has  an  area  of  90.50  square  miles. 
It  has  an  estimated  population,  as  of  December  31,  1906,  based 
upon  the  census  of  1905,  of  488,663  ;  and  it  is  estimated  that  of  this 
number  386,343,  or  79.1  per  cent.,  contribute  sewage  to  the  North 
Metropolitan  System. 

The  South  Metropolitan  System  provides  for  the  areas  situated  in 
the  Charles  River  valley  lying  south  of  the  Charles  River,  a  small 
portion  of  the  valley  north  of  the  Charles  River,  and  also  a  portion 
of  the  Neponset  River  valley,  and  embraces  the  cities  of  Newton, 
Quincy,  Waltham  and  portions  of  Boston,  and  the  towns  of  Brook- 
line,  Hyde  Park,  Milton,  Watertown  and  part  of  Dedham,  —  4 
cities  and  5  towns.  This  district  has  an  area  of  100.87  square 
miles.  It  has  an  estimated  population,  as  of  December  31,  1906, 
of  312,380,  of  which  number  it  is  estimated  that  167,070,  or  53.5 
per  cent.,  contribute  sewage  to  the  South  Metropolitan  System. 

(1)  North  Metropolitan  Sewerage  System  —  Construction. 
By  chapter  319  of  the  Acts  of  the  Legislature  of  the  year  1906, 
the  Board  was  authorized  to  extend  the  North  Metropolitan  System 
by  the  construction  of  a  main  sewer  from  a  point  near  the  centre  of 
the  city  of  Maiden,  near  what  is  known  as  Barrett's  Pond,  to  the 
tidal  meadows  on  the  southerly  borders  of  the  city,  where  an  effi- 
cient overflow  into  the  waters  of  the  Maiden  River  is  to  be  found. 

When  the  town  of  Wakefield  was  added  to  the  North  Metropoli- 
tan System,  a  new  trunk  line  was  built  between  the  boundary  of  that 
town  and  the  city  of  Melrose  to  the  centre  of  the  city  of  Maiden ; 
but  from  this  point  the  original  Metropolitan  Sewer  was  estimated  to 
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have  a  carrying  capacity  sufficient  for  both  the  original  line  and  the 
new  line  for  a  considerable  number  of  years.  The  time,  however, 
had  come  when  the  original  Metropolitan  Sewer  was  inadequate  to 
carry  away  the  contents  of  both  sewers. 

A  contract  was  made  and  work  was  begun  for  the  construction  of 
this  sewer  in  the  middle  of  August,  1906,  and  the  entire  work  was 
substantially  completed  near  the  end  of  December.  The  length  of 
the  extension  is  2,950.5  feet,  and  it  is  built  with.a  diameter  varying 
from  about  2.5  feet  to  4.5  feet. 

Of  the  entire  length  of  2,950.5  feet,  608  feet  were  constructed  in 
private  land  and  2,342.5  feet  through  streets  and  ways. 

The  expenditures  for  construction  have  amounted  to  $47,369.74, 
and  in  addition  the  damages  on  account  of  the  taking  of  real  estate 
have  amounted  to  $2,000.  But  a  small  amount  of  bills  or  claims 
remain  to  be  settled. 

(2)  South  Metropolitan  System — Construction. 
(a)  Extension  of  the  High-level  Sewer. 

The  Board  was  instructed  by  chapter  406  of  the  Acts  of  the  year 
1906  to  construct  an  extension  of  the  High-level  Sewer  from  the 
comer  of  Centre  and  Perkins  streets  in  Jamaica  Plain  through  West 
Roxbury,  Brookline  and  as  far  as  Oak  Square  in  Brighton,  substan- 
tially as  outlined  in  the  Fourth  Annual  Report  made  for  the  year 
1904.  The  Board  had  submitted  in  its  report  for  that  year  a  general 
plan  for  the  construction  of  the  High-level  extension  from  the  junc- 
tion with  the  sewer  already  constructed  to  the  point  mentioned  in 
Brighton,  and  thence  further  into  and  through  the  city  of  Newton  to 
a  point  near  the  Charles  River  at  the  village  of  Newton  Lower  Falls. 
The  instruction  of  the  Legislature  was  for  the  building  of  that  por- 
tion of  the  sewer  for  which  the  need  had  already  arisen.  The  Act 
was  passed  near  the  end  of  May. 

The  Board  at  once  upon  the  passage  of  the  Act  began  the  making 
of  detailed  plans  for  the  construction  of  this  extension,  and  for  con- 
venience the  length  of  5.6  miles  from  West  Roxbury  to  Oak  Square 
in  Brighton  was  divided  into  sections  numbering  consecutively  from 
80  to  86  inclusive.  Specifications  were  also  prepared  for  the  build- 
ing of  the  portions  of  the  sewer  which,  as  was  anticipated,  would 
require  the  longest  periods  of  time. 

The  first  section.  No.  80,  in  West  Roxbury,  extending  as  far  as 
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the  Brookline  town  line,  has  a  length  of  about  4,500  feet.  It  was 
anticipated  that  the  building  of  this  section  would  l>e  more  difficult, 
because  it  extends  for  a  part  of  the  distance  through  quicksands, 
gravel  and  clay,  and  for  a  portion  of  the  distance  is  to  extend  near 
Jamaica  Pond,  where  the  bottom  of  the  tunnel  will  be  about  35  feet 
below  the  usual  water  surface  of  the  pond.  It  was  deemed  necessary 
to  carry  on  the  work  of  building  the  tunnel  by  pneumatic  processes, 
and  it  was  accordingly  determined  to  construct  this  section  by  day 
labor,  under  the  immediate  direction  of  a  tried  expert.  Active 
work  was  begun  at  the  beginning  of  October  in  building  a  circular 
shaft  70  feet  in  depth.  After  the  completion  of  the  shaft  the  work 
of  tunneling  from  headings  in  both  directions  was  begun,  and  at  the 
end  of  the  year  successful  progress  to  the  extent  of  about  134  feet 
of  tunnel  had  been  made. 

Near  the  end  of  the  year  bids  were  asked  for  the  construction  of  a 
section  to  be  known  as  No.  85,  which  consisted  in  the  building  of  a 
tunnel  through  Commonwealth  Avenue  and  other  streets  in  the 
Brighton  district,  to  be  constructed  largely  in  rock  excavation. 
The  bids  offered  for  the  construction  of  this  part  of  the  sewer  were 
so  largely  in  excess  of  the  estimates  of  cost  made  by  the  Engineer 
that  it  was  finally  determined  to  proceed  in  the  construction  of  a 
portion  of  the  section  by  day  labor.  At  the  end  of  the  year  prepara- 
tions were  in  progress  for  the  immediate  beginning  of  the  work. 

(6)  Connection  with  Portion  of  Charles  River  Valley  Sewer. 
At  the  date  of  the  last  report  a  stnall  poition  of  the  Charles  River 
valley  sewer,  below  the  point  in  Vancouver  Street  where  this  sewer 
was  connected  with  the  Ward  Street  pumping  station,  and  extending 
for  a  distance  of  about  1,800  feet  to  Gainsborough  Street,  was,  by 
arrangement  with  the  city  of  Boston,  still  connected  with  the  Boston 
Main  Drainage  Works.  The  work  of  changing  the  grade  of  this 
portion  of  the  old  sewer,  so  that  the  sewage  would  be  made  to  run  in 
the  opposite  direction  to  the  Ward  Street  station  and  thence  be  dis- 
posed of  in  the  High-level  Sewer,  was  in  progress.  This  work  was 
completed  in  March  of  the  past  year,  and  thereafter  all  the  sewage 
from  the  areas  in  the  city  of  Boston  tributary  to  this  portion  was 
diverted  and  disposed  of  in  the  High-level  Sewer.  All  the  neces- 
sary work  was  performed  by  men  belonging  to  the  regular  mainte- 
nance force. 
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(c)    Ward  Street  Pumping  Station. 

The  two  pumping  engines  for  raising  the  sewage  from  the  Charles 
River  valley  sewerage  district  to  the  High-level  Sewer  had  been 
previously  installed  in  the  pumping  station,  and  had  been  for  a  con- 
siderable period  in  operation  prior  to  the  past  year.  Some  piodifi- 
cations,  however,  in  order  to  bring  them  to  the  contract  requirements, 
had  been  in  progress,  and  consequently  the  final  test  of  the  engines 
had  not  been  made.  By  the  requirements  of  the  contract  the  en- 
gines were  to  have  a  capacity  each  for  pumping  50,000,000  gallons 
of  sewage  per  day,  raising  the  sewage  about  40  feet.  The  various 
changes  were  completed  in  the  latter  part  of  the  year,  the  final  tests 
were  made  successfully,  and  both  engines  were  accepted.  The  en- 
gines are  of  the  vertical  triple  expansion  type  with  pump  plungers 
directly  under  the  steam  cylinders,  were  especially  designed  for 
pumping  sewage,  and  were  furnished  by  the  AUis-Chalmers  Com- 
pany of  Milwaukee,  Wis.     The  total  cost  was  $204,000. 

During  the  year  granolithic  walks  have  been  built  around  and  in 
the  pumping  station  lot,  and  fences  have  been  erected  along  Ward 
Street  and  Vancouver  Street  and  upon  the  north  side  of  the  lot. 
The  laying  of  the  walks  and  the  building  of  the  fences  have  been 
performed  from  time  to  time  by  the  day-labor  men  upon  the  main- 
tenance force  at  times  when  they  could  be  conveniently  withdrawn 
from  regular  maintenance  work. 

(d)  Quincy  Pu7nping  Station, 
The  ordinary  flow  of  sewage  at  the  Quincy  pumping  station  had 
so  increased  as  to  exceed  the  capacity  of  the  smaller  of  the  two 
pumps  in  use,  and  during  the  wet  weather  the  flow  had  exceeded  for 
considerable  periods  the  capacity  of  both  the  pumps.  It  was  there- 
fore necessary  to  obtain,  both  in  order  to  provide  for  the  exigency 
in  ordinary  periods  and  also  to  prevent  overflow  in  wet  weather,  an 
additional  pumping  plant.  A  centrifugal  pump  was  purchased  from 
the  Lawrence  Machine  Company  of  Lawrence,  Mass.,  and  was  in- 
stalled with  a  compound  Sturtevant  engine,  both  pump  and  engine 
being  of  a  standard  type.  Two  additional  boilers  have  also  been 
introduced.  The  pump,  engine  and  boilers  have  all  been  put  in 
place,  and  it  is  anticipated  that  the  new  plant  will  be  completed  so 
as  to  be  put  into  operation  in  the  coming  spring. 
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(3)  Acquisition   of  Lands  and   Settlements  for  Lands 

Acquired. 

During  the  year  there  have  been  made  4  takings  of  land  and  ease- 
ments, 3  of  which  were  for  the  purposes  of  the  extension  of  the 
High-level  Sewer  in  West  Roxbury  and  Brighton,  and  1  for  the 
purposes  of  the  extension  of  the  North  Metropolitan  Sewer  in  Mai- 
den. These  takings  embrace  0.018  of  an  acre  in  fee,  temporary 
rights  in  0.25  of  an  acre  and  easements  in  20.432  acres,  of  which 
3.48  acres  were  in  public  streets. 

The  following  is  a  list  of  the  takings :  — 


List  of  Takings  for  Metropolitan  Sewerage  Works  for  ike  Year  1906. 


No. 


Location  and  Description. 


Former  Owoeri*. 


Recorded. 


Parpose  cff  Taking. 


12 


18 


14 


15 


Maiden  (from  a  ahorl  distance  north 
of  Waverly  Street,  aoutberly 
through  Linden  Avenue,  Pleasant 
Street  and  private  lands  to  North 
Metropolitan  Sewer,  about  500  feet 
south  of  Charles  Street).  Area, 
0.018  of  an  acre  in  fee  and  ease- 
ments In  2.180  acres. 

Jamaica  Plain  (from  the  westerly 
end  of  strip  in  which  easements 
were  taken  for  the  Metropolitan 
Sewer  in  Perkins  Street,  a  short 
distance  west  of  Centre  Street, 
westerly  through  Perkins  Street 
and  Chestnut  Street  to  the  Brook- 
line  boundary  line).  Area,  ease- 
ments in  3.48  acres. 

Jamaica  Plain  (on  northerly  side  of 
Perkins  Street,  between  South 
Huntington  Avenue  and  Jamaica- 
way).  Area,  temporary  rights  in 
0.25  of  an  acre. 

Brighton  (from  Brook  line  line, 
through  Harlan  Street,  Common- 
wealth Avenue,  Warren  Street, 
Cambridge  titreet  and  Washington 
Street,  to  head  of  Lake  Street). 
Area,  easements  in  14.816  acres. 


Alonzo  A.  West  and 
others,  and  streets. 


Public  streets. 


Edward  J.  Donovan  et 
al.,  trustees. 


Trustees  of  Orescent 
Land  Company,  dovi- 
sees  of  Otis  Shepard, 
and  public  streets. 


19«6. 

Aug.  11. 


Sept.  6. 


Sept.  24. 


Deo.  29. 


Section  04,  Maiden  ex- 
tension. North  Met- 
ropolltan  System. 


Section  80,  extension 
of  High-level  Sewer, 
South  Metropolitan 
System. 


Section  80,  extension 
of  UIghlevel  Sewer, 
South  Metropolitan 
System. 

Part  of  Section  84  and 
Section  8  5,  High- 
level  Sewer,  South 
Metropolitan  S  y  s . 
tern. 


Since  January  1,  1906,  settlements  have  been  effected  on  account 
of  the  takings  made  in  the  North  Metropolitan  District  in  2  cases, 
involving  a  payment  of  $2,000 ;  and  in  cases  in  the  South  Metro- 
politan District  1  settlement  has  been  effected,  under  which  payment 
has  been  made  amounting  to  $4,589.66. 

Of  the  3  sewerage  settlements,  2  were  on  account  of  the  sewer 
extension  to  Maiden  and  1  on  account  of  the  Neponset  valley  sewer 
in  the  city  of  Boston,  West  Roxbury  District. 
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Summary  of  Land  SeUlemetUs  for  the  Tear  1906, 


LOOATIOW. 


Area  in 
Acres. 


Namberof 
SetUemenU. 


Pajments. 


Maiden, 


North  Metropolitan  District. 


South  Metropolitan  District. 
Boston,  West  Roxbury  District, 


Aggregate, . 


0.218 
0.606 


0.724 


12,000  00 
4,589  66 


$6,689  66 


(4)  North  Metropolitan  System  —  Maintenance. 

There  are  maintained  in  the  North  Metropolitan  System  58.566 
miles  of  main  sewers,  with  which  are  connected  593.88  miles  of  local 
sewers,  the  number  of  connections,  public  and  special,  with  the 
North  Metropolitan  System  being  620. 

The  East  Boston  and  Charlestown  districts  of  Boston  and  the 
cities  of  Everett,  Cambridge,  Somerville  and  Chelsea  still  maintain 
both  separate  and  combined  sewers,  and  no  decided  gain  seems  to 
have  been  made  in  any  of  these  municipalities  during  the  year 
towards  the  further  separation  of  sewers.  All  of  the  other  munici- 
palities in  the  North  Metropolitan  Systeto  maintain  separate  sewers. 

The  four  pumping  stations  maintained  for  this  system  are  the 
Alewife  Brook  pumping  station  at  Somerville,  the  East  Boston 
pumping  station,  the  Charlestown  pumping  station  and  the  Deer 
Island  pumping  station. 

There  have  been  pumped  at  the  Alewife  Brook  pumping  station 
3,451,000  gallons  of  sewage  per  day,  with  an  average  lift  of  13.08 
feet,  at  a  cost  of  $0,326  per  million  gallons  per  foot  lifted;  at  the 
Charlestown  station  30,500,000  gallons  per  day,  8.26  feet  lift,  at  a 
cost  of  $0,142  per  million  gallons  per  foot  lifted  ;  at  the  East  Boston 
station  56,100,000  gallons  per  day,  16.59  feet  lift,  at  a  cost  of 
$0,064  per  million  gallons  per  foot  lifted ;  and  at  the  Deer  Island 
station  58,100,000  gallons  per  day,  10.66  feet  lift,  at  a  cost  of 
$0,089  per  million  gallons  lifted.  The  cost  of  pumping  per  million 
gallons,  notwithstanding  the  increased  cost  of  labor,  has  remained 
about  the  same  as  last  year,  this  cost  having  been  slightly  increased 
in  two  of  the  stations  and  decreased  in  the  remaining  two  stations. 
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There  has  been  a  decided  increase  in  the  amount  of  sewage  pumped  in 
the  different  stations.  The  total  quantity  of  sewage  discharged  at  the 
outlet  in  Boston  harbor,  which  is  represented  by  the  number  of  gal- 
lons of  sewage  pumped  at  the  Deer  Island  station,  was  58,100,000 
gallons  per  day,  which  is  3,700,000  gallons  in  excess  of  the  discharge 
at  the  outlet  the  preceding  year. 

The  amount  of  sewage  discharged  in  the  North  Metropolitan  Dis- 
trict averaged  150  gallons  per  day  for  each  person,  taking  the  esti- 
mated population  of  the  District  contributing  sewage.  Owing, 
however,  to  the  fact  that  many  of  the  sewers  are  combined  sewers, 
this  amount  represents  a  considerable  quantity  of  rain  water  received 
in  the  sewers,  and  would  be  considerably  decreased  if  all  the  local 
sewers  were  separate  sewers,  that  is,  restricted  to  the  admission  of 
sewage  proper  only. 

During  the  year  5  public  and  32  special  connections  with  local 
sewers  have  been  made,  —  a  total  addition  of  20.31  miles  of  con- 
necting sewers. 

The  salt-water  pipes  laid  from  the  East  Boston  pumping  station 
upon  the  muddy  bed  of  the  Chelsea  Creek  for  the  purpose  of  sup- 
plying the  condensers  of  the  station  had  been  constantly  covered 
with  silt  from  the  changing  character  of  the  bed,  and  frequent  re- 
moval of  the  silt  had  caused  constant  expense.  It  was  consequently 
determined  to  lay  a  large  pipe  upon  pile  supports  over  the  bed  of 
the  creek,  to  the  channel  where  the  mouth  of  the  pipe  is  carried,  so 
low  as  to  remain  submerged  under  all  conditions. 

Although  the  extension  of  the  main  sewer,  which  receives  the 
sewage  of  the  town  of  Wakefield,  from  a  point  near  the  centre  of 
the  city  of  Maiden  to  tide  water,  has  been  completed,  this  extension 
had  not  been  put  into  operation  at  the  end  of  the  year. 

The  cost  of  maintenance  of  the  North  Metropolitan  System  dur- 
ing the  past  year  was  $115,196.33,  which  is  slightly  less  than  the 
cost  of  maintenance  for  the  preceding  year. 

(5)  South  Metropolitan  System — Maintenance. 

In  the  South  Metropolitan  System  there  are  maintained  38.178 
miles  of  main  sewers,  with  which  are  connected  468.18  miles  of 
local  sewers  having  106  connections  with  the  Metropolitan  System. 

The  Back  Bay,  Brighton  and  Dorchester  districts  of  Boston  and 
the  towns  of  Brookline  and  Milton  still  maintain  both  separate  and 
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combined  sewers.  All  the  other  districts  contributory  to  this  sys- 
tem maintain  separate  sewers. 

The  Ward  Street  pumping  station,  the  Quincy  pumping  station 
and  the  screen-house  at  Nut  Island  are  maintained  for  the  disposal 
of  sewage  for  this  system. 

The  Ward  Street  pumping  station  has  been  in  regular  opera- 
tion during  the  entire  year,  although  the  pumping  engines  had  not 
been  finally  accepted  from  the  contractors  until  near  the  end  of  the 
year. 

There  have  been  pumped  at  the  Ward  Street  station  an  average 
of  24,500,000  gallons  per  day,  with  an  average  lift  of  40.65  feet,  at 
a  cost  of  $0,068  per  million  gallons  per  foot  lifted;  and  at  the 
Quincy  station  3,528,000  gallons,  21.25  feet  lift,  at  an  average  cost 
of  $0,226  per  million  gallons  per  foot  lifted. 

An  average  of  33,600,000  gallons  of  sewage  has  passed  daily 
through  the  screens  at  the  Nut  Island  screen-house,  and  has  been 
discharged  from  the  outfalls  into  the  outer  harbor.  The  maximum 
discharge  per  day,  which  occurred  during  a  heavy  storm,  was 
97,000,000  gallons.  The  discharge  of  sewage  through  the  outfalls 
represents  the  amount  of  sewage  contributed  in  the  South  Metro- 
politan System,  which  was  at  the  rate  of  201  gallons  per  day  per 
person  of  the  estimated  number  contributing  sewage  in  the  District. 
The  daily  discharge  of  sewage  per  capita  is  considerably  larger  in 
the  §outh  Metropolitan  District  than  it  is  in  the  North  Metropolitan 
District,  because,  owing  to  the  large  size  of  the  High-level  Sewer, 
more  storm  water  is  admitted  at  periods  of  heavy  rainfall. 

An  additional  pumping  engine  has  been  obtained  for  the  Quincy 
station  and  will  be  put  into  operation  at  the  beginning  of  the  year, 
so  that  the  station  will  soon  be  relieved  from  the  troubles  which  have 
occurred  particularly  in  periods  of  unusual  rainfalls. 

Subsequent  to  the  month  of  March,  when  the  necessary  changes 
had  been  completed  by  which  the  sewage  from  the  Huntington 
Avenue  section  of  the  Charles  River  valley  sewer  was  raised  into 
the  High-level  Sewer,  the  entire  Charles  River  valley  sewage  has 
been  disposed  of  by  the  Metropolitan  Works,  so  that  thereafter  no 
further  rental  on  this  account  was  payable  to  the  city  of  Boston  for 
the  disposal  of  sewage.  A  small  area  in  the  district  of  Dorchester 
and  town  of  Milton,  which  is  so  low  that  its  sewage  cannot  be 
carried  into  the  High-level  Sewer  except  by  pumping,  still  disposes 
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of  its  sewage  through  the  Boston  Main  Drainage  Works,  and  for 
this  a  rental  is  paid  to  the  city  of  Boston. 

The  strong  tidal  currents  were  found  to  have  caused  considerable 
wearing  away  of  the  clay  filling  of  the  pipe  trenches  of  the  great 
outfall  pipes  of  the  High-level  Sewer  laid  in  the  harbor  off  Nut 
Island.  Accordingly  it  was  deemed  necessary  to  lay  about  170 
cubic  yards  of  small  riprap  over  the  pipes  in  place  of  the  clay  washed 
away.  This  work  was  done  by  a  diving  contractor.  No  deposit  of 
the  sewage  discharge  was  found  remaining  about  the  outlet  of  the 
pipes,  and  for  a  considerable  distance  the  pipes  were  entered  and 
found  in  good  condition. 

The  expenditures  for  maintenance  of  the  South  Metropolitan  Sys- 
tem for  the  past  year  were  $82,190.61. 

VII.     SEWERAGE  WORKS  —  FINANCIAL  STATEMENT. 

The  financial  abstractof  the  receipts,  expenditures,  disbursements, 
assets  and  liabilities  of  the  Metropolitan  Water  and  Sewerage  Board 
for  the  eleven  months  of  the  fiscal  year  of  the  Commonwealth  end- 
ing with  the  thirtieth  day  of  November,  1906,  was,  as  stated  in 
connection  with  the  Water  Works,  presented  to  the  General  Court 
in  January,  in  accordance  with  the  requirements  of  chapter  235  of 
the  Acts  of  the  year  1906,  and  a  copy  of  this  financial  abstract  is 
printed  as  Appendix  No.  5. 

The  following  detailed  statement  of  its  financial  doings,  in  relation 
to  the  Metropolitan  Sewerage  Works,  for  the  calendar  year  1906,  is 
herewith  presented,  in  accordance  with  the  provisions  of  the  Act  of 
1906,  as  a  part  of  the  annual  report  of  the  Board. 

The  Metropolitan  sewerage  loans  for  the  construction  of  the  Sew- 
erage Works  of  the  North  Metropolitan  System  have  amounted  to 
$6,160,865.73,  to  which  arc  added  receipts  from  various  sources 
amounting  to  $17,153.40.  The  amount  of  expenditures  approved 
by  the  Board  for  payment  for  the  year  1906  was  $47,369.74,  and 
the  total  amount  of  expenditures  approved  to  January  1,  1907, 
was  $6,136,200.30.  The  balance  on  hand  January  1,  1907,  was 
$41,818.83. 

The  loans  for  the  construction  of  the  various  parts  of  the  South 
Metropolitan  System  have  amounted  to  $8,867,046.27.  The  receipts 
applicable  to  the  loan  fund  have  been  $6,878.47.     The  amount  of 
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expenditures  approved  for  payment  in  the  year  1906  was  $98,730.49. 
The  total  amount  of  expenditures  approved  for  payment  from  the 
beginning  of  the  works  has  been  $7,722,773.15.  The  balance  on 
hand  for  the  South  Metropolitan  System  on  January  1,  1907,  was 
$1,151,151.59. 

The  bonds  issued  on  account  of  the  loans  have  been  for  varying 
periods,  not  exceeding  forty  years,  and  bear  interest  at  the  rate  of  3 
per  cent,  and  3^/^  per  cent.  The  premiums  received  on  account  of 
the  sale  of  bonds  on  the  North  Metropolitan  System  have  amounted 
to  $175,518.65,  and  those  received  on  account  of  the  South  Metro- 
politan System  have  amounted  to  $394,133.13. 

The  amount  expended  for  maintenance  of  the  North  Metropolitan 
System  in  the  year  1906  was  $115,196.33,  and  for  the  South 
Metropolitan  System  $82,190.61,  a  total  for  both  systems  of 
$197,386.94. 

The  assessments  made  to  meet  interest,  sinking  fund  require- 
ments, and  maintenance  and  operation  of  the  North  Metropolitan 
System  amounted  in  the  year  1906  to  $355,538.73,  and  the  assess- 
ments for  the  South  Metropolitan  System  amounted  to  $397,322.44. 

The  following  is  a  detailed  financial  statement  regarding  the 
Metropolitan  Sewerage  Works  :  — 

(1)  Metropolitan  Sewerage   Loans,  Receipts  and   Pay^ients. 
The  loans  for  the   construction    of  the  Metropolitan   Sewerage 
Works,  the  receipts  which  are  added  to  the  proceeds  of  these  loans, 
and  the  expenditures  for  construction,  have  been  as  follows :  — 

(a)  North  Metropolitan  System. 

Loans  under  various  acts  of  the  Legislature  (given  in  detail  in 

report  for  the  year  1901) f  5,606,865  7S 

I^ans  under  chapters  242,  836  and  399,  Acts  of  1903,       .        .  600,000  00 

Loan  andcr  chapter  319,  Acts  of  1906, 66,000  00 

Proceeds  from  sales  of  property  and  from  other  sources  to  Decem- 
ber 31, 1906,     17,163  40 

16,178,019  13 
Amount  approved  by  the  Metropolitan  Sewerage  Commission  and 
the  Metropolitan  Water  and  Sewerage  Board  for  payment  to 
December  31, 1906  (of  which  f  47,369.74  is  for  the  year  1906),     .    6,136,200  80 

Balance,  North  Metropolitan  System,  January  1, 1907,      .        .       |41,818  88 
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(6)   South  Metropolitan  System. 

Loans  under  the  Acts  of  the  years  1889  and  1900  (Charles  River 

Valley  Sewer), f 800.046  27 

Loans  under  various  acts  of  the  Legislature  (given  in  detail  in 

report  for  the  year  1901,  Neponset  River  Valley  Sewer),  .  .  900,000  00 
Loan  under  chapter  315  of  the  Acts  of  1908  (Neponset  River 

Valley  Sewer) 4,000  00 

I^an  under  chapter  424  of  the  Acts  of  1899, 4,600,000  00 

Loan  under  chapter  356  of  the  Acts  of  1903, 996,000  00 

Loans  under  chapters  230  and  246  of  the  Acts  of  1904,   .                .  392,000  00 

Loan  under  chapter  406  of  the  Acts  of  1906, 1,175,000  00 

Proceeds  from  sales  of  property  and  other  sources  to  December 

31,  1906  (of  which  |256.20  is  for  the  year  1906),         .  6,878  47 


Amount  approved  by  the  Metropolitan  Sewerage  Commission  and 
the  Metropolitan  Water  and  Sewerage  Board  for  payment  to 
J)ecember  31,  1906  (of  which  |98.730.49  is  for  the  year  1906),    . 

Balance,  South  Metropolitan  System,  January  1,  1907,    . 


♦8,873,924  74 


7,722,773  15 
11,151,151  59 


(2)  Issues  of  Metropolitan  Sewerage  Loan  Bonds. 
The  Treasurer  of  the  Commonwealth,  under  the  authority  of  the 
successive  statutes,  has  from  time  to  time  issued  bonds  designated 
**  Metropolitan  Sewerage  Loan,"  as  follows  :  — 

Mktropoutan  Sewbr  Loans,  North  System. 
Bonds  issued. 


Datb  ot  Salb. 


Amount 

of  Bondi 

sold. 


Rate  of  Id. 

terest  (per 

oent.). 


Price 
received. 


Date  due. 


Premlam. 


Apr.  2, 18M, 
Apr.  2, 1800, 
Apr.  S,  1800, 
Apr.  2, 1890, 
Apr.,  1800, 
Feb.,  1891, 
Mar..  1891, 
Mar.,  1891, 
Jan.,  1892, 
Feb.,  1892, 
Mar.,  1892, 
Jane,  1892, 
Jaly,  1892, 
Ang.,    1892, 


$M0,000 

600,000 

600,000 

600,000 

200,000 

60,000 

800.000 

18,000 

86,000 

29,000 

60,000 

480,000 

160,000 

160,000 


102.40 

108.02 

108.02 

102.327 

108. 

104. 

104. 

104. 

100. 

100. 

101. 

101.60 

101.60 

101.60 


Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 

Jan.  1, 


1930, 
1080, 
1980, 
1980, 
1930, 
1980, 
1980, 
1930, 
1980, 
1980, 
1980, 
1080, 
1980, 
1080, 


$12,000  00 
16,100  00 
18,100  00 
11,686  00 
6,000  00 

1 

\     36,180  301 

J 


600  00 


1 

'}     11,060  001 

J 


1  Readjustment  of  Treasurer. 
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Mktropolitan  Sbwer  Loans,  North  System—  Concluded, 
Bonds  issued — Conoluded. 


ArooQOt 

Bate  of  lo. 

Priee 
received. 

Datb  of  Bale, 

of  Bonde 
■old. 

tereit  (per 
cent.). 

Date  due. 

Premlam. 

Nov., 

18M,     .       .       .       .       . 

$8,000 

100.60 

Jan.   1,1980. 

$16  00 

Nov., 

18W.     . 

200,000 

100. 

Jan.   1 

1930, 

- 

Jan., 

1W8,      . 

86,000 

100.60 

Jan.   1 

1980, 

176  00 

Jan.. 

18W,      . 

26,000 

100.60 

Jan.   1 

,1930, 

126  00 

Feb.. 

189S,      . 

20,000 

101. 

Jan.   1 

,1980, 

SOOOO 

Feb., 

18W.      . 

6.000 

100.60 

Jan.   1 

1930. 

S600 

Feb., 

1898,      . 

400,000 

100.26 

Jan.   1 

»1»80. 

1,000  00 

Mar., 

1898,      . 

94,000 

100.26 

Jan.   1 

,i«o. 

286  00 

Mayl, 

1804,      . 

404,000 

100. 

Jan.   1 

1980. 

- 

Oct., 

1894,      . 

4,000 

100. 

Jan.  1 

1980. 

- 

Oct., 

1894.      . 

1,000 

100. 

Jan.  1, 

,1»». 

- 

Nov., 

1894,      . 

16,000 

100. 

Jan.   1 

,1980. 

- 

Nov., 

1894.      . 

10,000 

100. 

Jan.  1 

,1930. 

- 

Dec, 

1894,      . 

8.000 

100. 

Jan.   1 

,iwo, 

- 

Apr., 

1896,      . 

800,000 

100. 

Jan.  1 

,iwo. 

- 

Dec., 

1898,      . 

80,000 

100. 

Jan.   1 

.1980, 

- 

Jnne, 

1897,      . 

70,000 

8>tf 

106.248 

Jan.   1 

,1980, 

j        6,0S4  80» 

Jane, 

1897,      . 

10,000 

ZH 

106.248 

Jan.   1 

,1980, 

Apr., 

1898,      . 

6,000 

100. 

Jan.  1 

1980, 

i*     22343  761 

Jaoe, 

1898,      .       , 

166,000 

3K 

100. 

Jan.   1 

1980, 

Jnoe, 

1898,      . 

80,000 

8K 

100. 

Jan.  1 

1980. 

J 

Apr.. 

1900,      . 

206.000 

108.948 

Jan.  1 

,1980, 

10,482  20 

M«y, 

1908,      . 

200,000 

8K 

104.9797 

Jan.  1 

1980. 

0.960  40 

May, 

1908,      . 

60,000 

8>i 

106.2424 

Jan.  1 

,1»48. 

8.121  SO 

Jnly, 

190S,      . 

260,000 

z>i 

104.419 

Jnly  1 

1948. 

11.047  80 

June. 

1906,      . 

66.000 

8K 

108.09 

July  1 

1948, 

1.600  60 

•6,160,000 

$176,618  06 

1  BeadJnaUnent  of  Treasurer. 

Metropolitan  Sewer  Loans,  South  System. 
Bonds  issued. 


Dati  or  Ball. 


Amount 

of  Bonde 

•old. 


Rate  of  In. 

tereet  (per 

cent.}. 


Prioe 
received. 


Date  due. 


Premium. 


Apr.. 
Apr.. 
May. 
Aug.. 
Feb.. 
Dec.. 
Dec . 
Jnne. 


1800. 
1890. 
1890. 
1896. 
1896, 
1896. 
1896, 
1897, 


$100,000 
400.000 
800.000 
800.000 

60.000 
186.000 

16,000 
800.000 


8 
8 
8 
8 
8 
8 
8 
8K 


108. 

103. 

104. 

100.686 

100. 

100. 

100. 

106.98 


Jan.  1.1930. 
Jan.  1.1980. 
Jan.  1,1980. 
Mar.  1, 1986. 
Mar.  1, 1986, 
Mar.  1.1986, 
Mar.  1, 1966, 
Mar.  1, 1986, 


$8.000  00 

12,000  00 

12.000  00 

1.766  00 


20.040  00 
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Metropoutam  Sbwbb  Loans,  South  Systeu—  Concluded. 
Bonds  istued  —  Concluded. 


Amonnt 

Rate  of  Id. 

Price 
received. 

Datb  of  Sale. 

of  Bonde 
•old. 

tereet(per 
cent.). 

Date  doe. 

Premium. 

Jane, 

1898,       .       .       .       .      '. 

$85,000 

8« 

100. 

Uar,  1.1936. 

$4,088  00 1 

June, 

18M, 

26.000 

8 

100.64 

Mar.  1. 1936. 

160  00 

June, 

18W, 

1,000,000 

8 

100.64 

July  1,1939, 

6.400  00 

Sept.. 

IMO, 

10.000 

8 

100.79 

Jnly  1, 1939, 

79  00 

Sept.. 

1900, 

912 

8 

100. 

Jaly  1,1939. 

- 

Apr.. 

1901, 

40.000 

3 

100.916 

Mar.  1, 1986, 

866  00 

Sept., 

1901, 

2,000.000 

BH 

106.71 

July  1,1940, 

134.200  00 

Sept., 

1902, 

14.000 

8 

100. 

Jnly  1,1939, 

- 

Sept., 

1902, 

600.000 

8X 

107.243 

July  1,1940, 

36.216  00 

Sept., 

1902. 

160.000 

8K 

107.2896 

Jnly  1,1940, 

10,869  26 

Dec. 

1902, 

200.000 

8« 

107.79 

Jnly  1,1940, 

16.680  00 

Feb., 

1908, 

100.000 

3>^ 

106.26 

Jnly  1,1940, 

8,230  661 

Apr., 

1908,        , 

100.000 

i^ 

106.76 

July  1,1940, 

6,760  00 

Apr., 

1908, 

176,000 

8K 

106.76 

July  1,1940. 

11,812  60 

Apr., 

1908. 

208.000 

8K 

106.76 

Jnly  1,1940, 

13,702  60 

Apr., 

1908, 

26.000 

8>^ 

106.494 

Jnly  1,1940, 

1,623  60 

Apr., 

1908.        , 

183,000 

8K 

106.9864 

Jnly  1,1940, 

7.896  42 

May, 

1908. 

996.000 

8K 

106.8424 

Jan.   1.1943, 

62,174  31 

Mey, 

1903, 

4.000 

8X 

106.6468 

Mar.  1,1936, 

221  81 

July, 

1904. 

892.000 

8K 

104.929 

Jnly  1. 1944. 

19.821  68 

June, 

1906, 

164.000 

8K 

108.09 

Jan.    1.1946. 

4,768  60 

$7,866,912 

$804,188  13 

1  Readjoetment  of  Treasurer. 

(3)  Metropolitan  Sewerage  Loans  Sinking  Fund. 

Under  authority  of  chapter  122  of  the  Acts  of  1899,  and  section 
14  of  chapter  424  of  the  Acts  of  1899,  the  Treasurer  of  the  Com- 
monwealth was  required  to  consolidate  the  sinking  funds  of  all  the 
Metropolitan  sewerage  loans  into  one  fund,  to  be  known  as  the 
Metropolitan  Sewerage  Loans  Sinking  Fund.  The  Board  received, 
during  the  year,  from  rentals  and  from  other  sources,  to  be  applied 
to  the  sinking  fund,  $75. 

The  sinking  ftind  established  has  amounted  at  the  end  of  each  year 
to  sums  as  follows :  — 


December  31, 1899, 
December  31, 1900, 
December  31, 1901, 
December  31, 1902, 


1861,416  59 
464,520  57 
545,668  26 
636,084  04 


December  31, 1903, 
December  31, 1904, 
December  31, 1905, 
December  31, 1906, 


1754,690  41 

878,557  12 

1,008,724  95 

1,146,998  68 
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(4)  Annual  Appropriations,  Receipts  and  Expenditures. 

The  annual  appropriations  for  the  maintenance  of  the  Metropoli- 
tan Sewerage  Works,  the  receipts  of  the  Board  which  are  added  to 
the  appropriations  for  maintenance,  and  the  expenditures  for  main- 
tenance for  the  year  ending  December  31,  1906,  have  been  as 
follows :  — 

North  Metropolitan  System, 

Balance  January  1,  1906, 132397  15 

Appropriation  under  chapter  163  of  the  Acts  of  1906,      .        .        .       116,986  50 
Receipts  frooi  pumping  and  from  other  sources,       ....  1,01S  43 

1149397  08 
Amount  approved  by  the  Board  for  payment, 116,196  33 

Balance  January  1,  1907, $84,700  76 

SotUh  Metropolitan  System. 

Balance  January  1, 1906,  * 1139  99 

Appropriation  under  chapter  154  of  the  AcU  of  1906,       .        .        .         87,376  00 
Receipts  from  sales  of  property,  from  pumping,  and  from  other 
sources, 61  60 

<87366  49 
Amount  approved  by  the  Board  for  payment, 82,190  61 

Balance  January  1, 1907, |5,376  88 

(5)  Annual  Assessments. 
Assessments  for  the  year,  amounting  to  $355,538.73  for  the  North 
Metropolitan  System  and  to  $397,322,44  for  the  South  Metropolitan 
System,  were  required  for  the  payment  of  interest  and  sinking  fiind 
requirements  and  the  cost  of  maintenance  and  operation  of  works. 
The  requirements  for  the  North  Metropolitan  System  were:  for 
interest,  $188,299.64;  for  the  sinking  fund,  $51,252.59;  and  for 
maintenance,  $115,986.50.  For  the  South  Metropolitan  System  the 
requirements  were  :  for  interest,  $263,281.72  ;  for  the  sinking  fund, 
$46,665.72;  and  for  maintenance,  $87,375.  The  assessments  for 
the  North  Metropolitan  System  were  made  upon  the  cities  and  towns 
in  the  District  in  accordance  with  chapter  369  of  the  Acte  of  the 
year  1906,  and  the  assessments  for  the  South  Metropolitan  System 
were  made  in  accordance  with  ratios  fixed  by  the  Apportionment 
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Commissioners  appointed  under  the  provisions  of  chapter  424  of 
the  Acts  of  the  year  1899,  and  were  as  follows :  — 


North  Metropolitan 

Sewerage  System, 

Arlington,        .        .        .        f8,048  61 

Somerville,     . 

$49,319  97 

Belmont, . 

4,516  64 

Stoneham, 

4,404  90 

Boston,     . 

61,791  73 

Wakefield,     . 

7,140  26 

Cambridge, 

84,895  57 

Winchester,   . 

8,006  97 

Chelsea,  . 

22,722  35 

Winthrop,      . 

6,519  24 

Everett,    . 

18,823  82 

Wobum, 

9,813  86 

Lexington, 

3,072  26 

Revere,  . 

9,696  13 

Maiden,    . 
Medford, . 

27,531  28 
17,018  25 

Total,       . 

.      1855,538  73 

Melrose,  . 

12,222  49 

8aiUh  Metropolitan  Sewerage  System, 

Boston,     ....     $164,568  84 

Quincy,  . 

$23,813  99 

Brookline, 

74,105  67 

Waltham, 

28,802  26 

Dedham,  . 

9,746  91 

Watertown,     . 

11,777  86 

Hyde  Park, 

12,673  70 

Milton,     . 

18,965  22 

Total, 

.      $897,322  44 

Newton,   . 

58,872  99 

(6)  Expenditures  fob  the  Diiterent  Works. 
The  following  is   a  summary  of  the   expenditures  made  in  the 
various  operations  for  the  different  works  :  — 


COK8TBt70TIOH  AND  AoqUIlITIOll  OV 
WOBKS. 

For  the  Year  ending 
Deoember81,190«. 

From  Beginning  of  Work 
to  December  81, 1006. 

North  mtropolUan  Syttem, 
Orlgfnftl  ay  •tern,  main  line  «od  branobM, 

Lexington  bimnoh, 

BvereU  branch, 

Wakefield  bnnoh 

GbelMA  and  BTerett  ontleU,      .... 

Belmont  eztenalon, 

Mnlden  extension  :— 

Administration 

Section  84, 

$2,064  00 

48,140  14 

S,1M  00 
$47,868  74 

1100 

$6,888,082  67 
68,686  16 
64,877  12 
86,008  20 
11,674  10 
71,216  41 
67,168  06 

$2.064  00 
48,140  14 
2,104  00 

..     .         ,— .               it  ftUft  Ti 

Revere  extension, 

Wekefleld  branch  extension 

216.722  70 
100,081  07 

Total  North  Metropolitan  System,     . 

$47,809  74 

$6,186,200  80 
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COH8TBUOTION  AKD  AOQUISITIOH  OF 
WORKB. 


South  Metropolitan  Syntem, 
OharlM  Biver  valley  Mwer,  main  lioe, 
NepoDMt  River  valley  tewer :  — 

MaiDliDe, 

Brook  line  branch,    .... 


High-level  Sewer :  ~ 

Adminlatraiion 

Apportionment  eommlsaion,  . 

Land  takings,  pnrchaae  and  recording, 

Qatnoy  foree  main 

Qainey  pnmplng  ftatlon, 

Section  43,  Qnlncy, 

Section  44,  Qniocy, 

Section  46,  Qnincy,  .  *    . 

Section  46,  Quincy 

Section  47,  Qalncy, 

Section  48,  Qnincy 

Sections  48  and  40,  embankments,  Qnincy, 
Section  49,  Qnincy, 


Section  60,  Qnincy 

Section  61,  Qnincy, 

Section  62,  Qnincy, 

Section  68,  Qnincy, 

Section  64,  Qnincy, 

Section  66,  Milton  and  Qnincy, 

Section  60,  MUton 

Section  67,  Milton, 

SecUon  68,  Milton, 

SecUon  69,  MUton 

Section  60,  Milton, 

Section  61,  MUton,    .       .       .       .       • 

Section  02,  Milton, 

Section  68,  MUton, 

Section  64,  Neponset  River  crossing,    . 
Section  66.  Hyde  Park,  .... 

SecUon  60,  Hyde  Park, 

Section  07,  Hyde  Park,  Stony  Brook  crossing, 

Section  08,  Hyde  Park  and  Roxbnry,   . 

Section  00,  West  Rozbnry, 

Section  70,  West  Rozbnry, 

SecUon  71,  West  Rozbnry, 

SecUon  72,  West  Rozbnry, 

SecUon  78,  West  Rozbnry, 

SecUon  74,  West  Rozbnry  and  Rozbnry,     . 

SecUon  76,  Rozbnry, 

Section  76,  Rozbnry,  cast-iron  foree  main,  . 
SecUon  77,  Rozbnry,  Ward  Street  pnmpiog 

station, 

SecUon  78,  Rozbnry,  connecUng  sewer. 
Reversion  of  grade,  HnnUngton  Avenne, 


Amounts  carried /onoard, . 


For  the  Year  ending 
December  81, 1900. 


$6,707  00 

$2,247  01 

100  00 

16  06 

2,141  64 


$6,707  00 


02  76 
62,610  16 
0,047  40 


Prom  Beginning  of  Wcn-kS 
to  December  81, 1900. 


$800,606  00 
44,986  80 


$61,698  67 

2,000  00 

866,874  82 

18,861  71 

2,14164 

411,740  22 

299,648  47 

70,180  80 

02,661  20 
109,780  88 
296,319  20 

81.648  04 
100,020  18 
100,670  86 

87,203  08 
166,800  06 

08,042  42 
101,018  89 
806,810  90 
106,780  94 

08,788  24 

94.089  73 
104.444  02 

00,790  18 
129,698  70 
129,612  28 
127,142  46 

47,664  40 

41,888  87 
268,902  72 

82,298  88 

78,498  02 
102.148  08 
181,876  66 

91,888  22 
127,960  70 
494,290  42 
147,290  09 
187,192  99 

80,842  20 

666,268  47 
86,994  09 
0.603  60 


$800.040117 


$9U.681  46 


6.977.601  00 
$7,080,079  08 
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Ck>]i8TBUonoir  ahd  Aoquisinoir  of 
Works. 

For  the  Year  ending 
Deoember81,1906. 

From  Beginning  of  Work  i 
to  December  81, 1906. 

Amount9  brought /orteard. 

South  Metropolitan  ^yatem— Odd. 
High-level  extenaloQ :  ~ 
ObATlee  River  TftUey  etodlee, . 

BnHreUne,       . 

SeoUoQ  80  (iD  pari),  Weet  Roxbory,    . 
SectioD  86.  Brighton, 

$68,980  68 

$11,826  87 

18,252  60 

220  84 

$7,689,079  68 

$8,898  71 

11,826  87 

18,262  60 

220  84 

Total  for  Soath  MetropolitaD  Byitem,       . 

$98,780  49 

$7,722,778  16 

Total  for  eonetmetloD  for  both  ■yetems,  . 

.      $146,100  28 

$18,868,978  46 

IfAnVTBHANCB. 

For  the  Tear 

ending 

December  81, 1906. 

of  Work  to 
December  81, 1906. 

North  Metropolitan  Byetem 

Sonth  Metropolitan  Byetem, 

$116,196  88 
82,190  61 

$1,127,976  80 
1,018,546  94 

Total  for  maintenanee,  both  tyetems, 

$197,886  94 

$2,146,522  74 

(7)  Detailed  Financial  Statement. 
The  Board  herewith  presents,  in  accordance  with  the  Metropolitan 
Sewerage  Acts,  an  abstract  of  the  expenditures  and  disbursements, 
receipts,  assets  and   liabilities  for  the  year  ending  December  31, 
1906 : — 

(a)  E'xpenditures  and  Disbursements. 


OXMSRAL  OHABAOTXB  OV  BXPBlfDITTmXS. 


For  the  Year  ending 
December  81, 1906. 


CoNSTBUonoN  OV  Works  and  Aoquisitioh  bt  Fubchasb  ob 
TAKme. 

North  Metropolitan  Si/ttem* 
Admlnlitratlon  :— 

Secretary, 

Gierke  and  ttenographere, 

Stationery  and  printing, 

Telephone,  lighting,  heating,  water  and  care  of  bnlldlng,  . 

Rent  and  taxea,  main  office, 


$876  00 
922  97 
148  80 
274  40 
888  88 


Amount  carried  fonoardt 


$2,064  00 

$2,054  oa 
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Obnbbal  Charaotxb  or  Bxpimditubxs. 


For  the  Tamr  ending 
Deeenber  SI,  1906. 


Amount  brought  forwardt 


North  Metropolitan  8ytt€m — Oon. 
EnglDMrs,  Intpeotora,  fodmen,  laborers  and  other*, 

Carriage  hire  and  travelling  ezpensei 

Advertising, 

Office  tnppllee, 

Books,  maps,  plans  and  bine  prints,         .       .       .       . 
Engineering  Instruments  and  repairs  of  same, 

Engineering  supplies, 

Tools  and  repairs  of  same, 

Brlek,  eenent,  lumber  and  other  field  ruppUes, 

Teaming  and  express, 

Contracts:  — 

T.  H.  GUI  &  Co.,  Section  61, 

Land  takings,  purchase  and  recording 

Claims  for  damages, 


Total  for  North  Metropolitan  System, 


South  Metropolitan  Syttem. 

Ifepontet  JHver  ValUy  Sewer :  — 
Brookllne  branch : — 

Claims  and  allowances  on  aceonnt  of  contracts,  . 

Land  takings,  purchase  and  reoordlng, 


Eigh'Uvel  Seteer:^ 
Administration :  — 

Secretary, 

Clerks  and  stenographers 

Stationery  and  printing, 

Postage,  express  and  telegrams 

Telephone,  lighting,  heating,  water  and  care  of  building, . 

Rent  and  taxes,  main  office, 


Chief  engineer, 

Engineers,  Inspectors,  rodmen,  laboreri  and  others. 

Advertising 

Carriage  hire  and  travelling  expenses,     . 

Office  snppHes, 

Postage,  telephone  and  telegrams,    .... 
Books,  maps,  plans  and  blue  prints. 
Engineering  instruments  and  repairs  of  same. 

Engineering  supplies, 

Tools  and  repairs  of  same, 

Brick,  cement,  lumber  and  other  field  supplies. 

Teaming  and  express, 

Repairs,  fittings  and  supplies,  main  office. 

Rent  of  sub^^ffioeff, 

Contracts:— 

Allls.Chalmers  Co.,  Section  77 

Land  takings,  purchase  and  recording,    . 


ToUl  for  South  MetropollUn  System, 


$750  00 
888  88 

1«84 
85  00 
024  51 
888  88 

$1,250  00 

20,881  25 

05  88 

208  82 

48  21 

40  80 

80  70 

80  02 

08  70 

200  40 

16,252  77 

220  00 

00  00 

80  00 

51,000  00 
100  00 


$4,785  21 

100  40 

40  88 

18  81 

2148 

82  75 

0  57 

05 

1,080  86 

10  00 

86,126  28 

2,164  60 

48  00 


$1,200  00 
4,607  06 


$^247  01 


00,685  82 


$2,064  00 


45315  74 
$47,M»~74 


$5,797  66 


02,082  88 
$08,780  40 
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OENXBAL  OhABAOTEB  of  B3CPSKDIT0BBS. 


For  the  Year  ending 
December  81, 1906. 


Maiktbhahox  and  Opbratioh  of  Wobxs. 

IJorth  Metropolitan  Sy$tem. 
AdmiolstratloD :  — 

CommlMlooera,  MoreUry  and  astlatenU,     .... 

Poatage,  printing,  autionery  and  offioa  anppllea, 

Rent,  telephone,  heating,  lighting  and  care  of  offlcea, 

Mlacetlaneona  ezpenaea, 


Genera]  taperintendence :  — 

Engineer  and  aaalatanta, 

Poatage,  printing,  atatlonery  and  office  anppllaa, 
Rent,  telephone,  heating,  lighting  and  care  of  offlcea, 
Mlaoellaneona  ezpenaea 


Deer  laland  pumping  atatlon :— > 

Labor, 

Coal. 

Oil  and  waate 

Water, 

Packing, 

Repalra  and  renewala,     . 

Telephonea  and  office  aoppliea, 

Mlaoellaneona  aoppliea  and  eipenaea, 
Eaat  Boaton  pumping  atatlon :  — 

Labor, 

Coal, 

Oil  and  waate,  ..... 

Water, 

Packing, 

Repalra  and  renewala,     . 

Telephonea  and  office  aoppliea, 

Mlaoellaneooa  aoppliea  and  ezpenaea, 
Charleatown  pomplng  atatlon :  — 

Labor, 

Coal, 

Oil  and  waate, 

WaUr 

Packing, 

Repalra  and  renewala,     . 

Telephonea  aiid  office  aoppliea, 

Mlaoellaneooa  aoppliea  and  ezpenaea, 
Alewlfe  Brook  pomplng  atatlon  :— 

Labor, 

Coal, 

Oil  and  waate, 

Water, 

Packing, 

Repalra  and  renewala,     . 

Telephonea  and  office  aoppliea, 

Mlaoellaneooa  aoppliea  and  ezpenaea, 


Amount  carried  forward. 


$3,498  34 
640  08 
962  18 
160  66 


$7,868  41 
671  64 
968  79 
860  86 


$11,990  18 

7,92189 

832  67 

888  80 

172  44 

1,962  41 

178  69 

1,033  68 

11,110  86 

9,818  70 

811  14 

1,270  80 

109  60 

866  88 

126  46 

1,028  54 

10,768  06 
2,891  82 
260  94 
864  80 
107  78 
498  09 
167  70 
880  60 


4,368  44 
•1,678  46 
162  98 
162  60 
66  67 
168  82 
184  20 
84  60 


$6,141  06 


10,868  09 


70,087  18 
$86,681  82 
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Gbmiral  Cbaraotbb  of  BzFBHDirnmBs. 


Amount  brought /oncardt 

Ifbrth  Metropolitan  8y9tem  —  Ooo. 

Sewer  lloee,  labor 

SappllM  and  expeotet, 


HortM,  T«biole»  and  itable  aoeonnt. 
Total, 


South  Metropolitan  Syettm, 
AdmlniatratiOD :  — 

OommiMlonera,  soeretary  and  aMlstanU, 

Pottage,  prlDtlog,  atatlonery  and  office  ■nppltea, 

Rent,  telephone,  heating,  lighting  and  care  of  buUdiag, 

MUcellaneone  expeniei 


C^neral  enperlntendence :  — 

Bngioeer  and  aedetanta, 

Postage,  printing,  stationery  and  office  aappUee, 
Rent,  telephone,  heating,  lighting  and  care  of  offieee, 
Mlscellaoeone  ezpensee 


Ward  Street  pumping  station :  — 

Labor, 

Ooal, 

Oil  and  waste, 

Water. 

Packing, 

Repairs  and  renewals,     . 

Telephones  and  office  supplies, 

MiseellaneoQs  supplies  and  ezpensee, 
Qoincy  pumping  siaiion :  — 

Labor, 

Ooal, 

Oil  and  waste, 

Water 

Packing, 

Telephones  and  office  supplies. 

Miscellaneous  supplies  and  expenses. 
Nut  Island  sereen-house :  ~ 
<   Labor 


Ooal, 

Oil  and  waste 

Water, 

Packing, 

Repairs  and  renewals,     . 
Telephones  and  office-supplies. 
Miscellaneous  supplies  and  expenses, 


Sewer  lines,  labor, 
Supplies  and  expenses. 


Oity  of  Boston,  for  pumping  and  interest. 
Horses,  Tehtotes  and  stable  account, 

Total 


For  the  Tear  ending 
December  81, 1906. 


$SS,O0OS0 
2,7S5  0S 


$8,608  88 
880  76 
668  88 
88  80 


$2,868  88 
809  81 
048  70 

606  80 


$14,188  64 

6,781  40 

866  64 

1,888  60 
747  88 
28  49 
167  98 

2,114  96 

4.799  87 
1,647  87 
84  87 
198  66 
9  40 
89  83 
668  40 

6,826  97 

1,610  00 

47  64 

290  84 

11  66 

88 

88  87 

067  40 


$17,444  10 
2,428  66 


$86,631  88 


36.744S8 
8,090  78 

$116,196  88 


$4,716  71 


4,311  68 


41,231  81 

19.867  66 
0.607  95 
2.665  86 

$82,190  61 
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(6)  Receipts. 
The  receipts  from  the  sales  of  property,  from  rents  and  from  other 
sources,  have  been  credited  as  follows :  — 


AOOOUNT. 

For  Year  ending 
December  81, 1006. 

From  Beginning 

of  Work  to 
December  81, 1000. 

North  MetropoUUD  SytUm.  —  oonttniotloD,     .... 
SoQlh  Metropolitan  8yttein,  —  ooD»tniotlon,      .... 

Soath  Metropolltao  System,  —  maintenance 

Metropolitan  Sewerage  Loant  Sinking  Fund,    .... 

$260  20 

1,018  48 

61  60 

75  00 

$17,158  40 

0,878  47 

8,180  00 

1,078  08 

010  20 

Tolata,      .     • 

$1,800  18 

$84,210  00 

(c)  Assets. 
The  following  is  an  abstract  of  the  assets  of  the  Sewerage  Works, 
a  complete  schedule  of  which  is  kept  on  file  in  the  office  of  the 
Board :  — 

Office  furniture,  fixtures  and  supplies ;  engineering  and  scientific  instruments  and 
supplies ;  horses,  yehicles,  field  machinery,  etc. ;  machinery,  tools  and  other 
appliances  and  supplies ;  real  estate  connected  with  works  not  completed ; 
completed  works,  including  real  estate  connected  therewith. 

{d)  Liahilities. 
There  are  liabilities  as  follows :  — 

Current  bills  unpaid, $20,292  47 

Due  on  monthly  pay  rolls, 1,206  06 

121,498  53 

Amounts  on  Monthly  Estimates,  not  due  until  Completion  oj  Contracts  or  unlit 

Claims  are  settled. 


Name. 

Work. 

Amonnt. 

High-level  Sewer :  — 
National  Contracting  Co., 
E.  W.  Everson  &  Co., 

North  Metropolitan  Construction :  — 
T.  H.  Gill  &  Co.,      .... 

Sect.  73,  contract  abandoned. 
Sect.  76,         .        .        .        . 

Sect.  64,         .        .        .        . 

$5,516  17 
1,000  00 

4.022  29 

♦10,538  46 
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On  the  claims  of  the  following  it  is  impossible  to  state  the  amounts 
due  for  land  and  other  damages,  as  no  sums  have  been  agreed  upon, 
and  suits  are  now  pending  in  the  courts  for  the  determination  of 
most  of  them :  — 

Boston  Elevated  Railway  Company,  Boston  &  Maine  Railroad, 
Anna  L.  Dunican,  Carrie  S.  Urquhart,  N.  Jefferson  Urquhart, 
Edwin  N.  Urquhart,  Mary  Doherty,  Mary  E.  Doherty,  Richard 
Jones,  James  Doherty,  Michael  Niland,  Alonzo  A.  West,  James  Fitz- 
patrick,  Michael  Cashman,  William  H.  Gibbons,  Francis  Normile. 

Vin.    CONSUMPTION  OF  WATER. 

The  average  daily  quantity  of  water  consumed  by  the  cities  and 
towns  supplied  by  the  Metropolitan  Water  Works  during  the  year, 
as  delivered  from  the  various  sources  of  supply,  was  118,820,000 
gallons,  this  being  but  a  slight  increase  over  the  number  of  gallons 
per  day  so  supplied  in  the  preceding  year.  The  consumption  during 
the  year  so  measured  was  130  gallons  per  inhabitant  per  day,  as 
against  131.2  gallons  in  the  preceding  year.  There  was  an  increase 
in  tl^e  total  quantity  consumed  in  9  of  the  municipalities,  and  in  9 
there  was  a  decrease.  The  change,  however,  in  consumption  was 
not  especially  noticeable  except  in  the  district  of  West  Roxbury,  in 
which  there  was  a  large  reduction,  owing  to  the  discovery  of  leakages 
in  the  local  pipes.  This  reduction  in  the  West  Roxbury  district  of 
Boston  was  due  to  the  inspection  made  by  the  water  officials  of  that 
city,  who  discovered  and  repaired  a  break  in  a  12-inch  pipe,  together 
with  two  other  defects  in  service  pipes  and  numerous  others  in  house 
plumbing.  The  break  in  the  main  pipe  was  causing  a  waste  of 
108,000  gallons  per  day,  which  ran  into  an  old  well  and  disappeared. 
The  reduction  made  by  the  discovery  and  repair  of  these  defects 
amounted  to  about  25  per  cent,  of  the  total  consumption  of  the 
District. 

The  consumption  of  water  during  the  colder  season  still  continues 
to  increase  according  to  the  fall  of  the*  temperature.  This,  of 
course,  is  due  to  the  fact  that  the  water  on  many  of  the  premises  is 
allowed  to  run  continuously  in  the  coldest  season  in  order  to  avoid 
the  freezing  of  the  pipes,  and  also  that  there  are  at  this  season  many 
breakages,  due  to  bad  plumbing.  In  certain  days  of  the  winter 
the  daily  consumption  reached  136,000,000  gallons.  The  great 
waste  is  especially  shown  by  the  consumption  of  water  which  occurs 
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between  the  hours  of  1  and  4  in  the  morning,  when  only  a  very  small 
quantity  can  be  used  for  any  legitimate  purposes.  The  consumption 
between  these  hours  reached  a  point  as  high  as  the  rate  of  105,000,- 
000  gallons  per  day  during  some  of  the  coldest  weather,  and  at 
several  periods  of  the  cold  weather  exceeded  the  rate  of  90,000,000 
gallons  per  day. 

The  average  amount  of  the  night  consumption  of  water  between 
the  hours  of  1  and  4,  and  its  extent  in  comparison  with  the  average 
consumption  for  the  entire  day,  is  more  graphically  shown  by  the 
acc(>mpanying  diagram.  Notwithstanding  the  great  waste  during 
the  past  year,  indicated  by  the  diagram,  there  has  been  a  notable 
decrease  from  the  preceding  year  in  the  night  rate  of  consumption, 
not  only  during  the  winter  months,  but  also  in  the  latter  part  of  the 
year,  which  seems  to  show  that  the  increasing  use  of  meters  in  a 
few  cities  and  towns  and  a  more  careful  inspection  of  leakages  are 
causing  a  reduction  in  the  quantity  of  water  which  is  now  so  wan- 
tonly wasted. 

The  number  of  new  meters  which  have  been  set  during  the  past 
year  in  the  municipalities  of  the  District  was  4,257,  a  number 
greater  than  in  any  previous  year,  and  exceeding  by  about  1,000  the 
number  of  new  services  which  were  installed.  The  greater  number 
of  these  meters  were  set  in  Maiden,  Somerville  and  Chelsea,  and 
more  especially  in  Quincy  and  Swampscott.  In  two  or  three  of 
these  municipalities  the  result  has  seemed  to  be  a  decided  and 
gratifying  decrease  in  consumption. 

In  its  report  to  the  Legislature  for  last  year  the  Board  urged  the 
making  of  consumption  an  element  in  the  assessment  of  the  city 
of  Boston  as  well  as  in  the  assessments  payable  by  the  other  cities 
and  towns,  believing  that  the  making  of  consumption  an  important 
element  in  its  assessment  would  also  influence  the  city  of  Boston, 
which  pays  so  large  a  proportion  of  the  total  amount,  to  take  meas- 
ures, by  the  introduction  of  meters  and  more  rigorous  inspection, 
for  the  decrease  of  waste  and  leakage. 

The  Legislature  last  year  passed  an  act  putting  the  city  of  Boston 
on  the  same  basis  as  to  assessments  as  the  other  cities  and  towns  in 
the  District.  This  Act  was  made  to  apply  to  the  assessments  of 
Boston  during  the  coming  year. 

It  is  not,  however,  solely  in  order  to  reduce  current  expenditures 
for  the  maintenance  and  operation  of  works  that  a  decrease  in  the 
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unnecessary  use  and  waste  of  water  is  demanded ;  the  larger  demand 
comes  from  the  necessity,  if  such  decrease  in  consumption  is  not 
effected,  at  an  earlier  period  of  seeking  additional  sources  of  water 
.supply  and  beginning  the  construction  of  lai^e  and  expensive  works. 
Such  additional  extensions  and  constructions,  before  they  are  called 
for  by  the  natural  increase  of  population,  will  add  unnecessarily  to  the 
burdens  of  the  municipalities  concerned,  and  will  require  the  taking 
of  properties  and  privileges  from  citizens  in  other  pai-ts  of  the  CJom- 
mon wealth.  The  Board,  as  in  its  last  report,  *<  urges  upon  the 
various  municipalities  of  the  District  the  adoption  of  measures, 
through  the  introduction  of  meters,  rigorous  inspection  or  otherwise, 
which  shall  tend  to  decrease  the  unnecessary  consumption,  and  to 
save  unnecessary  burdens  which  fall  not  only  upon  the  people  of  the 
District  itself,  but,  in  case  of  uncalled-for  extensions  of  works,  upon 
residents  of  other  portions  of  the  Commonwealth,  wliose  lands  are 
taken,  whose  other  properties  are  affected  in  value,  and  whose  busi- 
ness interests  are  impaired." 

IX.    ELECTROLYSIS. 

No  great  improvement  has  been  found  in  the  electrical  conditions. 
The  investigations  and  experiments  which  had  been  in  progress  rela- 
tive to  the  extent  of  the  injury  done  to  the  water  pipes  by  the  under- 
ground electric  currents,  and  which  have  been  made  for  the  purpose 
of  overcoming  and  reducing  the  injuries  which  have  resulted,  have 
been  continued  during  the  past  year.  If  anything,  the  districts  in 
which  the  damages  occur  seem  to  be  extending.  In  general,  the  dis- 
integration had  not  proceeded  so  far  as  to  require  immediate  repairs, 
but  the  examinations  show  that  the  processes  are  advancing.  The 
pipe  lines  crossing  Chelsea  Creek  between  Chelsea  and  East  Boston 
were  found  to  be  especially  subject  to  disturbance,  and  at  one  point 
it  was  found  that  a  hole  had  been  made  through  the  pipe,  which  had 
to  be  repaired.  New  insulating  joints  have  been  inserted  at  several 
points  in  Cambridge,  for  the  purposes  of  experimentation.  The 
subject  is  one  that  requires  much  investigation,  not  only  in  order 
to  discover  the  amount  of  damages  caused  and  the  responsibility 
therefor,  but  also  in  order  to  adopt  adequate  means  of  protecting 
the  pipes. 
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X.     BOATING  AND  FISHING  ON  LAKE  COCHITUATE. 

Boating  and  fishing  on  Lake  Cochituate  had  so  increased  in  past 
years,  and  there  had  been  such  an  increase  in  the  use  of  the  lands 
adjoining  the  shores  of  the  lake  for  summer  cottages  and  camping 
purposes,  that  it  was  deemed  necessary  by  the  Board  to  make  regu- 
lations to  check  this  increase,  and  to  protect  the  lake  from  the 
pollution  which  such  increase  tended  to  cause. 

Accordingly,  it  was  provided  that  there  should  be  no  boating  or 
fishing  upon  the  northern  division  of  the  lake,  situated  north  of  the 
county  road  known  as  Lake  Avenue,  for  the  reason  that  from  this 
section  the  water  is  delivered  directly  into  the  Cochituate  Aqueduct, 
and  the  danger  from  the  use  of  water  which  is  polluted,  especially 
by  typhoid  germs,  is  very  greatly  increased  where  the  conditions 
are  such  that  the  water  is  used  in  the  Metropolitan  District  within 
a  comparatively  short  time  after  pollution. 

Boating  was  allowed  upon  the  remainder  of  the  lake,  in  boats  which 
had  been  registered  in  accordance  with  regulations  made  by  the 
Board,  by  persons  to  whom  licenses  were  issued  for  the  purpose. 
The  season  was  limited  to  the  period  beginning  April  1  and  ending 
September  20,  and  the  number  of  boats  to  be  registered  was  restricted 
to  125.  A  fee  of  $1  was  required  for  registration,  and  the  owner  of 
the  boat  received  a  plate  bearing  a  number,  which  it  was  required 
should  be  attached  to  the  boat  in  such  position  as  always  to  be  kept 
in  sight. 

Fishing  was  permitted  during  this  season  in  the  same  portion  of 
the  lake  in  boats  which  were  duly  registered  and  used  in  accordance 
with  the  requirements  of  the  Board. 

Permission  was  also  given  to  fish  from  the  highway  during  this 
season,  and  at  other  seasons  to  enter  from  the  highway  and  fish 
through  the  ice  in  the  same  portions  of  the  lake  where  boating  was 
permitted. 

It  was  provided  that  applications  for  registration  of  boats  should 
be  made  on  or  before  the  first  day  of  April.  The  total  number  of 
persons  who  applied  for  registration  was  163,  but  less  than  125  in 
number  applied  before  the  time  thus  fixed  for  the  making  of  applica- 
tions. Permission  was  granted  for  the  registration  of  125  boats; 
in  6  cases  the  applicant  was  permitted  to  use  an  additional  boat  or 
tender,  but  in  all  these  cases  he  had  had  in  use  2  or  more  boats  the 
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previous  year.  Of  the  125  boats  registered,  108  belonged  to  owners 
resident  in  Natick  and  Cochituate,  the  territory  immediately  sur- 
rounding the  lake,  and  17  of  the  boats  belonged  to  owners  of 
cottages  upon  the  marginal  lands  surrounding  the  shores  of  the  lake. 
No  resident  of  Natick  or  Cochituate  and  no  owner  of  a  cottage  upon 
the  margin  of  the  lake  who  applied  within  the  time  limited  for 
application  was  refused  registration. 

Three  actions  were  brought  for  violation  of  the  regulations,  and 
in  all  of  them  convictions  were  obtained.  Two  of  the  parties  paid 
small  fines,  and  one  case,  which  was  brought  against  the  owner  of  a 
cottage  who  made  an  application  for  the  use  of  3  boats  long  after  the 
time  limit  for  applications  had  expired  and  when  the  full  number 
had  been  granted,  appealed  to  the  h^her  courts.  As  this  owner 
persisted  in  subsequent  violations  of  the  regulations,  an  injunction 
was  applied  for  to  prevent  his  use  of  boats,  which  was  granted.  An 
appeal  has  been  taken  to  the  Supreme  Court,  upon  the  ground  that 
the  Board  had  no  power  to  make  the  regulations  for  the  prevention 
of  boating. 

Two  inspectors  were  employed  during  the  summer  season  to  en- 
force the  regulations  affecting  the  use  of  boats,  and  also  to  see  that 
all  proper  sanitary  measures  should  be  adopted  by  the  occupants  of 
cottages  and  by  other  persons  camping  near  the  lake,  in  order  to 
prevent  the  pollution  of  the  water. 

The  regulations  adopted  and  the  measures  taken  have  been  suc- 
cessful in  improving  the  sanitary  conditions  in  and  around  the  lake. 
The  owners  of  the  registered  boats  have  carefully  observed  the 
regulations  which  have  been  made,  and  there  has  been  a  decided 
reduction  in  the  number  of  persons  camping  temporarily  around  the 
margins  of  the  lake.  The  sale  of  lots  for  cottage  or  camping  pur- 
poses has  been  discouraged,  as  well  as  schemes  for  the  use  of  adjoin- 
ing lands  for  picnic  purposes. 

It  has  been  determined  to  permit  boating  during  the  year  1907  in 
like  manner  upon  the  portions  of  the  lake  other  than  the  northern 
division.  In  the  granting  of  registration  of  boats  consideration  will 
be  given  to  the  question  of  residence  of  the  applicant,  whether  in 
the  neighborhood  of  the  lake  or  otherwise,  and  of  his  ownership 
of  a  cottage  existing  prior  to  March  1,  1906.  Applications  will  be 
required  to  be  made  before  the  first  day  of  April.  A  fee  of  $1  is 
required  for  registration,  and  the  owner  will,  unless  he  has  already 
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received  a  plate  containing  a  proper  number,  receive  a  plate  con- 
taining a  number,  which  must  be  attached  to  the  boat  in  such  position 
as  will  be  required  by  the  agent  of  the  Board,  and  must  always  be 
kept  in  sight. 

The  season  for  which  boating  will  be  permitted  will  be  extended 
so  that,  beginning  with  April  1,  it  will  end  on  October  15,  instead 
of  September  20,  as  in  the  preceding  year.  The  owners  of  cottages 
situated  near  the  lake  will  be  required,  as  a  condition  of  retaining 
their  registration,  to  maintain  their  premises  in  sanitary  condition 

satisfactory  to  the  Board. 

%> 

XI.     LEGISLATIVE  ACTS   OF  THE  YEAR  1906. 

The  legislation  of  the  General  Court  of  the  year  1906,  authoriz- 
ing further  loans  for  the  Metropolitan  Water  Works  to  the  extent 
of  $500,000  (chapter  367),  authorizing  further  loans  for  extensions 
of  the  Sewerage  Works  to  the  extent  of  $1,175,000  (chapter  406) 
and  to  the  extent  of  $55,000  (chapter  319),  relative  to  annual  re- 
ports of  the  Board  to  the  General  Court  (chapter  235),  changing  the 
bases  for  apportioning  the  annual  assessments  for  the  construction 
and  maintenance  of  the  Metropolitan  Water  System  (chapter  457), 
and  changing  the  bases  for  apportioning. the  annual  assessments  for 
the  construction  and  maintenance  of  the  Metropolitan  Sewerage 
Systems  (chapter  369),  is  set  forth  in  other  portions  of  this  report. 

It  was  provided  by  chapter  337  that  premiums  received  from  the 
sale  of  bonds  issued  on  account  of  the  Metropolitan  Water  Loan 
should  thereafter  be  paid  into  the  sinking  fond  for  the  extinguish- 
ment of  the  principal  indebtedness,  instead  of  being  applied  to  the 
diminution  of  the  annual  assessment  as  before  required ;  and  in  like 
manner,  by  chapter  338,  that  premiums  received  from  the  sale  of 
scrip,  certificates  of  debt  or  bonds  issued  on  account  of  the  Metro- 
politan Sewerage  Works  should  be  paid  into  the  sinking  fund  for 
the  extinguishment  of  the  principal  indebtedness,  instead  of  being 
applied  as  before  in  diminution  of  the  assessments  for  the  current 
year. 

By  chapter  404  it  was  provided  that  all  sums  of  money  thereafter 
received  for  the  admission  of  a  city  or  town  into  the  Metropolitan 
Water  District  should  be  applied  to  the  payment  of  the  cost  of  con- 
necting such  city  or  town  with  the  pipes  and  works  of  the  Metro- 
politan Water  District,  and,  after  such  cost  was  paid,  should  be  paid 
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into  the  Metropolitan  Water  Loan  Sinking  Fund,  the  statutes  as  pre- 
viously existing  having  required  that  suras  so  received  should  be 
deducted  from  the  annual  assessments. 

By  the  provisions  of  chapter  498  the  Treasurer  of  the  Common- 
wealth was  required  to  pay,  as  a  part  of  the  expense  of  the  Metro- 
politan Water  System,  the  sura  of  $64,988  to  the  town  of  Clinton. 
This  sum  was  intended  to  carry  into  substantial  effect  an  award  made 
by  a  committee  appointed  by  the  Governor  in  the  year  1901  for  the 
payment  of  $4,000  in  each  year,  in  order  to  indemnify  that  town 
for  damages  caused  by  the  construction  of  the  Metropolitan  Water 
Works.  This  report  of  the  committee  had  been  made  to  the  General 
Court  of  the  year  1902,  but  the  award  had  then  failed  to  receive  its 
confirmation.  The  Act  further  provided  that  all  property  held  by 
the  Board  in  the  town  of  Clinton,  outside  of  the  dam  and  dike,  used 
in  the  generation  or  sale  of  electricity  for  power  or  for  manufacturing 
purposes,  should  be  subject  to  taxation. 

The  Treasurer  of  the  Commonwealth  was  required  by  the  provi- 
sions of  chapter  533  to  pay  annually,  as  a  part  of  the  expenses  of 
the  Metropolitan  Water  System,  to  the  town  of  Holden  an  amount 
equal  to  the  average  assessment  for  the  three  years  preceding  the 
purchase  of  the  property  by  the  Commonwealth  on  all  real  estate, 
including  water  rights  and  machinery  acquired  and  held  by  the 
Commonwealth  as  a  part  of  the  Metropolitan  Water  System,  such 
payment  to  be  in  lieu  of  taxes  or  other  payments ;  it  being,  however, 
provided  that  if  any  buildings  standing  on  land  so  acquired  and  held 
should  be  removed  and  remain  in  the  town,  the  value  of  such  build- 
ings as  newly  located  should  be  deducted  from  the  valuation  for  such 
assessment. 

XII.     APPORTIONMENT  OF   ANNUAL  ASSESSMENTS   FOR 
METROPOLITAN  SEWERAGE  SYSTEMS. 

The  Board  in  its  last  report  called  the  attention  of  the  Legislature 
to  the  necessity  under  the  existing  laws  of  providing  for  a  new 
apportionment  of  the  assessments  for  the  North  Metropolitan  Dis- 
trict, but  suggested  that,  as  all  the  five  commissions  appointed  to 
make  the  apportionment  on  the  two  Metropolitan  systems  since  the 
beginning  of  the  works  had  adopted  the  same  bases  of  apportionment, 
there  would  seem  to  be  good  reason  for  fixing  the  bases  of  appor- 
tionment by  legislation,  and  so  avoid  the  expenditures  which  were 
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attendant  upon  the  appointment  of  commissions  for  each  succeeding 
period  of  five  years. 

The  Legislature  in  accordance  with  this  suggestion  passed  an 
act  by  which  it  was  provided  that  the  proportions  in  which  each  of 
the  cities  and  towns  belonging  to  the  North  and  South  Metropolitan 
Sewerage  districts,  respectively,  should  make  payments,  in  order  to 
meet  the  interest  and  sinking  fund  requirements,  based  upon  the 
respective  taxable  valuations  of  the  said  cities  and  towns,  and  that 
the  proportions  in  which  each  of  the  cities  and  towns  should  make 
payments  to  meet  the  cost  of  maintenance  and  operation  of  the 
respective  sewerage  systems  should  be  based  upon  the  respective 
populations  of  the  cities  and  towns.  It  was  further  made  the  duty 
of  the  Board  annually  upon  these  bases  to  determine  for  each  system 
the  proportion  in  which  the  cities  and  towns  should  make  payments 
into  the  treasury  of  the  Commonwealth  for  these  purposes,  and  it 
was  made  the  duty  of  the  Treasurer  of  the  Commonwealth,  in  accord- 
ance with  the  proportions  so  determined,  to  fix  the  respective  assess- 
ments of  the  cities  and  towns  of  the  District. 


XIII.     RECOMMENDATIONS   FOR  ADDITIONAL  WATER 

LOANS. 

The  Board,  in  its  preliminary  report  to  the  Legislature  of  the 
year  1907,  recommended  that  provision  be  made  for  further  addi- 
tions to  the  Metropolitan  Water  Loan  Fund  sufficient  to  carry  on 
the  necessary  construction  for  the  coming  year  and  to  meet  liabilities 
already  accrued.     The  recommendations  made  were  as  follows  :  — 

It  appears  from  the  financial  statement  that  on  December  1,  1906,  the 
balance  remaining  on  account  of  the  Metropolitan  Water  Loan  Fund,  for 
the  construction  and  acquisition  of  works,  was  $377,173.50. 

The  Waohusett  Dam  and  Reservoir,  the  last  of  the  greater  works  whose 
construction  was  specifically  called  for  during  the  firat  period  of  ten  years 
by  the  Metropolitan  Water  Act  of  1895,  have  been  structurally  completed. 
Some  additions  to  the  gate-house  at  the  dam,  additional  grading  and  prep- 
aration of  the  marginal  lands  of  the  reservoir,  and  work  upon  the  bed  of 
the  reservoir,  consequent  upon  the  gradual  filling  with  water,  must  be  done 
during  the  present  year. 

The  completion  and  equipment  of  the  new  pumping  station  in  Arlington, 
whose  construction  was  begun  during  the  past  year,  necessary  additions  to 
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the  CbestDut  Hill  pumping  stations,  and  some  minor  work  upon  the  aque- 
ducts and  pipe  lines  are  demanded. 

There  remains  much  to  be  done  for  the  improvement  of  the  watersheds 
and  for  preventing  the  pollution  of  the  sources  of  water  supply,  both  for 
the  carrying  out  of  the  original  plans  and  in  order  to  meet  other  demands 
which  are  constantly  made  in  the  interests  of  more  complete  sanitation. 
Not  so  much  progress  was  made  during  the  past  year  in  the  drainage  of 
swamps  and  in  the  building  of  filter-beds  and  other  works  upon  the  water- 
sheds as  was  contemplated,  but  the  completion  of  works  begun  and  the 
carrying  out  of  undertakings  demanded  call  for  considerable  expenditares 
during  the  current  year. 

The  completion  of  the  Dam  and  Reservoir  has  left  for  final  settlement 
some  of  the  most  important  contracts  connected  with  the  operations  of  the 
Board ;  and  naturally  at  this  stage  of  the  work  there  are  left  many  other 
claims  upon  which  there  has  been  failure  to  reach  a  voluntary  agreement, 
and  consequently  settlement  is  to  be  effected  by  suits  in  court.  These 
suits,  numbering  about  100,  are  in  a  few  cases  for  property  taken,  but  by 
far  the  larger  part  arise  under  claims  for  damages  by  reason  of  alleged 
depreciation  in  value  of  property  not  taken,  or  injury  to  estates  by  the 
operations  of  the  Board,  or  for  injuries  to  established  business,  —  indirect 
damages,  in  reference  to  which  agreement  is  especially  diflScult,  and  the 
amounts  recoverable  in  court  cannot  be  accurately  estimated  in  advance. 

Prior  to  the  year  1906  loans  for  the  construction  and  acquisition  of 
works  to  the  amount  of  $40,000,000  had  been  authorized,  and  last  year 
further  loans  to  the  extent  of  $500,000  were  authorized. 

It  is  estimated  that  the  requirements  above  specified  may  call  for  the  ex- 
penditure of  $670,600 ;  but,  owing  to  the  balance  remaining  unexpended, 
additional  loans  to  so  great  an  amount  will  not  be  required.  It  is  recom- 
mended that  the  Treasurer  be  authorized  to  issue  from  time  to  time,  as 
may  be  required,  additional  meti'opolitan  water  loans  for  these  purposes, 
to  an  amount  not  exceeding  $300,000. 

Additional  pipe  lines  and  further  pumping  facilities  will  be  required  in 
the  near  future,  and  accidents  or  emet^encies  in  extensive  works  of  water 
supply  may  call  for  expenditures  not  anticipated ;  but  the  Board  believes 
that  the  construction  of  other  works  than  those  above  enumerated  may  be 
deferred  for  the  present  year. 

XIV.     FUTURE  WORK. 

The  Board  is  charged  with  the  maintenance  and  operation  of  all 
the  various  works  of  water  supply  and  for  the  conveyance  and  dis- 
tribution of  water  to  the  various  municipalities  of  the  Metropolitan 
Water  District,  and  with  the  collection  and  disposal  of  the  sewage 
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from  the  various  cities  and  towns  constituting  the  Metropolitan 
Sewerage  District.  The  sums  which  it  will  be  necessary  for  the 
Board  to  expend  for  this  work  of  maintenance  and  operation  for  the 
coming  year  are  estimated  to  amount  to  about  $650,000. 

A  portion  of  the  immediate  duties  before  the  Board  during  the 
coming  year,  in  connection  with  the  Water  Works,  as  has  been 
stated  in  a  previous  page,  is  the  settlement  of  many  claims  and  suits 
which  have  arisen  especially  in  connection  with  the  substantial  com- 
pletion of  the  Wachusett  Dam  and  Reservoir,  and  of  many  suits 
which  have  been  brought  for  the  collection  of  indirect  damages,  the 
limitation  of  the  period  in  which  such  suits  could  be  brought  having 
recently  expired. 

The  work  of  construction  contemplated  for  the  coming  year  does 
not  involve  the  construction  of  any  large  and  important  works,  but 
rather  consists  in  the  finishing  up  of  works  already  begun,  and  in 
the  carrying  out  of  many  projects  which  have  been  made  for  the 
improvement  of  the  watersheds  and  for  the  prevention  of  pollution 
of  the  sources  of  water  supply. 

The  Board  in  its  report  to  the  Legislature  for  the  preceding  year 
presented  a  statement  of  the  works  which,  as  it  appeared,  might  be 
required  sooner  or  later  during  a  period  of  the  next  few  years.  The 
estimated  cost  of  these  works  was  a  little  exceeding  $1,800,000. 
Nearly  all  of  these  works  were  contemplated  or  formed  a  part  of  the 
scheme  presented  by  the  State  Board  of  Health  in  its  report  in  the 
year  1895,  and  in  general  were  works  whose  construction  it  was 
stated  would  be  called  for  perhaps  in  the  second  period  of  ten  years 
following  the  year  1895.  It  is  the  opinion  of  the  Board  that  the 
beginning  of  the  construction  of  the  larger  works  embraced  in  the 
list  can  be  deferred,  at  least  for  the  present  year.  The  building  of 
some  of  the  main  pipe  lines  cannot,  however,  be  put  off  for  a  longer 
period  than  one  or  two  years.  The  construction  of  others  of  these 
works  is  dependent  upon  the  success  of  efforts  made  for  checking 
the  waste  and  unnecessary  use  of  water.  The  Board,  however,  in 
making  these  estimates  included  no  sums  for  the  acquisition  of  new 
sources  of  water  supply,  and  for  machinery  which  may  be  needed 
for  the  production  of  power  at  the  Wachusett  Dam. 

The  Legislature  of  last  year  authorized  the  issue  of  bonds  to  an 
amount  not  exceeding  $1,175,000  for  the  purpose  of  constructing 
an  exteuBion  of  the  High-level  Sewer  of  the  South   Metropolitan 
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System,  from  the  corner  of  Centre  and  Perkins  streets  in  Jamaica 
Plain  through  West  Roxbury,  Brookline  and  as  far  as  Oak  Square 
in  Brighton,  for  which  detailed  plans  had  been  made.  The  active 
work  of  construction  has  begun,  and  will  occupy  a  period  of  two  or 
more  years.  The  further  extension  of  this  sewer  through  the  city 
of  Newton  to  a  point  near  the  Charles  River,  which  is  a  part  of  the 
general  plan  submitted,  will  not  immediately  be  called  for  unless 
such  extension  is  required  for  districts  not  now  embraced  within  the 
South  Metropolitan  System. 

When  the  State  Board  of  Health  presented  its  report  in  the  j^ear 
1895,  recommending  the  establishment  of  the  Metropolitan  Water 
Works,  it  accompanied  the  report  with  an  estimate  of  the  various 
amounts  which  would  be  required  to  carry  out  its  recommendations. 
The  Legislature  of  that  year,  in  enacting  the  Metropolitan  Water 
Act,  not  only  required  the  Board  then  instituted  to  carry  out  the 
various  recommendations  made  by  the  State  Board  of  Health,  but  it 
also  required  the  Board  to  take  and  pay  for  the  works  held  by  the 
city  of  Boston  .for  the  purposes  of  water  supply,  as  well  as  Spot 
Pond  and  the  lands  under  and  surrounding  the  same,  owned  by  the 
cities  of  Maiden,  Medford  and  Melrose^  to  construct  various  minor 
works,  and  also  to  make  compensation  for  various  claims  for  indirect 
damages,  for  all  of  which,  calling  for  additional  expenditures,   no 
estimates  were    made.       Subsequent   legislatures   have  also   naade 
further  requirements  calling  for  large  expenditures,  but  making  no 
further  appropriations   for  meeting   them.      The  State   Board    of 
Health   estimated  the   cost  of  the  works  called   for  by  its  recom- 
mendations to  be  $19,045,800.     It  further  estimated  that  an  aque- 
duct to  Weston  would  have  to  be  constructed  in  the  latter  part  of 
the  period  embraced  within  the  first  ten  years,  with  main  distribut- 
ing pipes  extending  into  the  District,  at  a  cost  of  $4,982,000.     It 
estimated  that  works  which  would  be  called  for  during  the  second 
ten  years  would  require  an  additional  expenditure  of  $1,300,000. 

Not  quite  all  of  the  works  regarded  by  the  State  Board  of  Health 
as  necessary  for  the  first  period  of  ten  years  have  yet  been  con- 
structed. Some  of  the  works  estimated  for  have  been  omitted  as 
not  being  necessary  under  the  matured  plans  of  construction,  while, 
on  the  other  hand,  many  of  the  works  constructed  have  been  built 
with  greatly  increased  capacities.  Making  deductions  for  the  works 
which  have  thus  been  omitted,  but  making  no  addition  for  the  works 
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built  with  increased  capacities,  tlie  Board,  from  carefiil  computations 
made  by  its  engineers,  believes  that  the  cost  of  the  works  upon 
which  estimates  were  originally  made  by  the  State  Board  of  Health 
have  not  been  exceeded  in  actual  construction.  While  some  of  the 
works  embraced  in  the  original  estimates  still  remain  to  be  built,  it 
is  believed  that  their  construction  would  not  carry  the  total  of  the 
estimates  for  the  works  recommended  beyond  the  sums  stated  by 
the  State  Board  of  Health,  were  not  increased  expenditures  required 
on  account  of  the  great  rise  in  the  cost  of  labor  and  materials. 

The  reports  of  the  Chief  Engineer  and  of  the  Engineer  of  the 
Sudbury  and  Distribution  departments,  relating  to  the  Water  Works, 
and  the  report  of  the  Engineer  of  the  Sewerage  Works,  with  vari- 
ous tables  and  statistics,  are  herewith  presented. 

Respectfully  submitted, 

HENRY  H.  SPRAGUE. 
HENRY  P.  WALCOTT. 
JAMES  A.  BAILEY,  Jr. 
Boston,  February  27, 1907. 
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REPORT  OF  THE  CHIEF  ENGINEER. 


To  the  Metropolitan  Water  and  Sewerage  Board, 

Gentlemen: — During  the  year  ending  December  31,  1906,  1 
have  been  engaged,  as  you  know,  upon  consulting  work  in  various 
places  to  such  an  extent  that  I  have  devoted  only  about  one-fifth  of 
my  time  to  the  Metropolitan  Water  Works.  As  the  amount  of 
compensation  was  proportioned  to  the  time  of  service,  it  seemed  ad- 
visable that  I  should  continue  as  Chief  Engineer  until  the  completion 
of  the  larger  contracts  and  the  subsequent  adjustment  of  claims  in 
connection  with  them.  During  my  absence  Mr.  Dexter  Braefcett, 
Engineer  of  the  Sudbury  and  Distribution  departments,  has  super- 
vised the  whole  of  the  work,  and  even  when  I  have  been  present  he 
has  continued  to  supervise  nearly  all  of  the  work.  It  therefore 
seems  appropriate  that  the  report  of  the  operations  of  the  Engineer- 
ing Department  should  be  made  by  him. 

Respectfully  submitted, 

FREDERIC  P.  STEARNS, 

Chief  Engineer. 
Boston,  January  1,  1907. 


To  the  Metropolitan  Water  and  Sewerage  Board, 

Gentlemen  :  — The  following  is  a  report  of  the  operations  of  the 
Engineering  Department  of  the  Metropolitan  Water  Works  for  the 
year  ending  December  31,  1906. 

Organization. 
Thomas  F.  Richardson,  Engineer  of  the  Dam  and  Reservoir  De- 
partment, was  absent  by  permission,  from  January  20  to  March  9, 
and  on  July  20  he  resigned  to  accept  the  position  of  Chief  Engineer 
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and  Resident  Manager  of  the  Federal  Construction  Company.  Mr. 
Richardson  had  been  connected  with  the  department  since  its  organ- 
ization, in  1895,  and  previous  to  that  time  was  employed  upon  the 
preliminary  investigations  for  the  Metropolitan  Water  Supply, 
which  were  made  under  the  direction  of  the  State  Board  of  Health. 
During  his  term  of  service  he  had  charge  of  the  surveys  for  the 
location  of  the  Wachusett  and  Weston  aqueducts,  of  the  borings 
and  investigations  preliminary  to  the  location  of  the  Wachusett 
Dam  and  the  North  Dike,  and  was  in  responsible  charge  of  the  con- 
struction of  the  Wachusett  Aqueduct,  the  Wachusett  Dam  and  the 
South  Dike.  He  also  had  charge  of  the  construction  in  the  Wachu- 
sett Reservoir  during  the  year  1905. 

Caleb  M.  Saville,  Division  Engineer  in  the  Distribution  Depart- 
ment, resigned  on  June  2,  in  order  to  accept  a  position  with  French 
&  Bryant,  Civil  Engineers  of  Brookline,  Mass.  The  work  of 
which  he  was  in  charge,  consisting  of  the  supervision  of  the  opera- 
tion of  the  Venturi  meters  and  of  determining  the  quantity  of  water 
used  in  the  different  cities  and  towns  of  the  Metropolitan  Water 
District,  has  been  subdivided  between  Alfred  O.  Doane,  Division 
Engineer,  and  Samuel  E.  Killam,  Office  Assistant. 

John  W.  Lynch,  Engineer  of  Pumping  Stations,  resigned  his 
position  on  June  20,  on  account  of  ill  health.  Mr.  Lynch  was  in 
charge  of  the  high-service  station  at  Chestnut  Hill  for  several  years 
prior  to  1898,  when  the  station  was  owned  and  operated  by  the  city 
of  Boston.  From  January  1,  1898,  when  the  station  passed  into 
the  control  of  the  Metropolitan  Water  Board,  until  the  date  of  his 
resignation,  he  was  in  charge  of  the  stations  at  Chestnut  Hill,  and 
after  December  20,  1900,  he  also  had  general  charge  of  the  ma- 
chinery in  all  of  the  water  works  pumping  stations. 

Arthur  E.  O'Neil  has  been  in  charge  of  the  stations  at  Chestnut 
Hill  since  August  16. 

At  the  close  of  the  year  the  principal  assistants  employed  under 
the  direction  of  the  Chief  Engineer,  and  the  Department  Engineer 
were  as  follows :  — 

Alexander  E.  Kastl,        .  Division  Engineer  in  Charge  oj  the  Dam  and  Reservoir 

Department. 
William  £.  Foss,     .        .  Division  Engineer^  Distribution  Department. 
Alfred  O.  Doane,     .        .  Division  Engineer^  Dislribution  Department, 
Elliott  R.  B.  Allardice,  .  Division  Engineer^  Dam  and  Reservoir  Department. 
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Benjamin  F.  Hanooz,     .  AssistatU  in  Charge  of  Dreeing  Department, 

Samuel  E.  Rillam,  .        .  Office  Assistant, 

Charles  E.  Haberstroh,  .  Assistant  Superintendent^  Sudbury  Department, 

George  E.  Wilde,    .        .  Assistant  Superintendent^  Distribution  Departtnent, 

Arthur  E.  O^Neil,    .        •  Engineer  of  Pumping  Stations, 

William  W.  Locke,         .  Sanitary  Inspector, 

At  the  beginning  of  the  year  the  engineering  force,  including 
those  engaged  upon  both  the  construction  and  maintenance  of  the 
works,  numbered  64,  and  at  the  end  of  the  year  48. 

There  has  also  been  a  maintenance  force,  exclusive  of  the  en- 
gineers mentioned  above,  averaging  217,  employed  in  the  operation 
of  the  several  pumping  stations  and  in  connection  with  the  main- 
tenance of  the  reservoirs,  aqueducts,  pipe  lines  and  other  work. 

Special  gangs  of  men  have  been  employed  in  constructing  ditches 
for  the  drainage  of  swamps  in  Sterling,  Holden  and  Princeton,  in 
cleaning  weeds  from  the  bottom  of  the  Wachusett  Reservoir,  in 
erecting  curbing  and  fences  and  building  granolithic  surface  at  the 
Wachusett  Dam,  in  completing  the  South  Dike,  in  resurfiicing  roads 
and  building  gutters  in  Clinton  and  West  Boylston,  in  stripping 
soil  and  in  forestal  work.    The  force  thus  employed  has  averaged  74. 

Arrangement  of  Report. 
The  arrangement  which  has  been  adopted  in  the  reports  of  pre- 
vious years  is  followed  in  continuing  this  report,  and  the  work 
charged  to  the  construction  account  is  kept  separate  from  that  charged 
to  the  maintenance  account ;  but,  as  the  work  of  construction  and 
maintenance  is  supervised  by  the  same  principal  engineers,  and  in 
very  many  cases  the  assistants  are  engaged  upon  both  classes  of 
work,  it  is  not  feasible  to  make  a  complete  separation. 

CONSTRUCTION. 

Contracts. 

A  detailed  statement  of  the  contracts  made  and  pending  during 

the  year  is  given  in  Appendix  No.  I.     The  following  statement 

gives  a  summary  of  all  the  contracts  charged  to  construction  from 

the  beginning  of  the  work  to  the  end  of  the  year  1906  :  — 
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POBTION  OF  WOBK. 


Wachusett  Reservoir, 

Wachuselt  Dam, 

Relocation  Central  Massachusetts  Railroad, 

Wachusett  Aqueduct  and  Clinton  sewerao^e, 

Sudbury  Reservoir,  the  portions  of  contracts  not  per- 
formed at  the  time  they  were  assume  from  the  city 
of  Boston .        .        . 

Sudbury  Department,  reservoir,  filter-beds,  pipe  lines 
and  improvement  of  Lake  Cochituate,  Metropolitan 
Water  Works  contracts, 

Weston  Aqueduct  and  Reservoir, 

Distribution  Department,  including  pipes,  valves  and 
special  castings  purchased  for  otner  departments,   . 

Totals, 


Number  of 
Contracts. 


38 

17 

6 

19 


11 

22 
26 

163 


302 


Approximate 
Amoont. 


13,055,252  12 

1,754,940  68 

512,527  67 

1,516,259  67 


583,220  54 


956,508  17 
2,212,403  31 

4,565,975  77 


$15,157,087  93 


Amount  of  4  contracts  made  in  1906  (approximate),        .                .  ^idfi29  72 

Amount  of  3  contracts  unfinished  December  31, 1906  (approximate),  49,618  00 
Value  ol  work  done  by  contract  from  January  1, 1906,  to  December 

31, 1906,    .        .      ' 46,688  76 


DAM  AND  BESEBVOIB  DEPARTMENT. 

The  principal  construction  work  in  this  department  has  been  in 
connection  with  the  completion  of  the  Wachusett  Dam,  the  building 
of  filter-beds  in  Sterling,  the  construction  of  ditches  for  the  drain- 
age of  swamps  tributary  to  the  Wachusett  Reservoir  in  Sterling, 
Holden  and  Princeton,  and  the  final  clearing  of  the  bottom  of  the 
Wachusett  Reservoir  between  elevations  365  and  385. 

Wachusett  Dam. 
Contract  No.  195^  McArthur  Brothers  Company. 
At  the  beginning  of  the  year  the  only  work  remaining  to  be  done 
under  this  contract  was  the  completion  of  the  excavation  of  about 
1,400  cubic  yards  of  earth  and  1,900  cubic  yards  of  rock  in  the 
waste  channel  below  the  dam.  This  work  was  in  progress  at  the 
beginning  of  the  year,  and  was  completed  on  February  27.  The  fol- 
lowing table  gives  the  total  amount  of  work  done  to  the  end  of  the 
contract,  based  on  the  final  estimate :  — 
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Earth  excavation  (cabic  yards),         .....                .        .  274,087 

Rock  excayation  (cabic  yards), 102,640 

Rubble  stone  masonry  (cabic  yards), 251,920 

Ashlar  masonry  (cubic  yards), 9,037 

Dimension  stone  masonry  (cubic  yards), 2,742 

Brick  masonry  (cubic  yards), 1,065 

Concrete  masonry  (cubic  yards), 9,675 

Slope  paving  (cubic  yards), 1,899 

Iron  and  other  metal  work  (tons),     .        . 894 

Roadways  and  paths  (square  yards), 9,198 

Vitrified  pipe  for  drains  (linear  feet), 3,016 

The  following  quantities  of  masonry,  used  in  constructing  the 
roadway  arch  bridge  over  the  waste  channel,  are  not  included  in 
the  above  table :  — 

Concrete  masonry  (cubic  yards), 822 

Ashlar  masonry  (cubic  yards), 83 

Dimension  stone  masonry  (cubic  yards), 87 

Additional  Work. 
The  construction  of  the  granolithic  surface  on  the  top  of  the  dam, 
including  the  abutment  and  bastion,  and  the  granolithic  walk  from 
the  abutment  to  Boylston  Street,  was  begun  on  June  1  and  com- 
pleted on  July  10.  The  granolithic  surface  has  an  average  thick- 
ness of  5y2  inches.  On  the  abutment  and  bastion  it  is  divided  into 
blocks  about  11  feet  square,  and  each  block  is  reinforced  longi- 
tudinally and  transversely  with  14-i'^ch  corrugated  steel  bars  spaced 
18  inches  apart.  Between  the  terminal  structures  it  is  divided  into 
blocks  by  joints  across  the  dam  spaced  9  feet  9  inches  apart,  placed 
opposite  the  brass  posts  of  the  fence  on  top  of  the  dam.  Each  block 
is  reinforced  across  the  dam  with  ^-inch  corrugated  steel  bars 
spaced  18  inches  apart,  and  also  with  electrically  welded  fabric 
made  of  No.  10  wire  with  a  10-inch  by  12-inch  mesh.  Over  the 
upper  gate-chamber  the  granolithic  surface  is  further  reinforced 
with  l^inch  corrugated  steel  bars  spaced  4  feet  5  inches  apart. 
Before  placing  the  granolithic  surface  the  top  of  the  dam  was  coated 
with  powdered  mica,  for  the  purpose  of  preventing  adhesion  between 
the  masonry  of  the  dam  and  the  granolithic  surface,  thus  allowing 
them  to  contract  and  expand  independently  of  each  other.  The 
joints  between  the  blocks  are  about  half  an  inch  wide,  extend  the 
full  depth  of  the  granolithic  surface,  and  were  filled  with  asphaltum. 
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The  granolithic  walk  from  the  bastion  to  Boylston  Street  is  10 
feet  wide  and  8  inches  thick,  and  divided  into  blocks  10  feet  square. 
The  blocks  are  reinforced  with  the  electrically  welded  fabric. 

The  work  was  done  under  the  supervision  of  the  Simpson  Brothers 
Corporation  of  Boston,  which  furnished  the  skilled  labor;  the  or- 
dinary labor  and  materials  being  furnished  by  the  Board.  The 
total  area  laid  was  23,610  square  feet. 

A  brass  fence  has  been  erected  on  each  side  of  the  top  of  the  dam 
between  the  terminal  structures,  the  work  being  done  by  the  day- 
labor  force  in  March  and  April.  The  design  of  the  fence  was  de- 
scribed in  the  annual  report  for  the  year  1905. 

Steel  gates  have  been  erected  at  the  southeasterly  end  of  the  dam, 
where  it  joins  the  abutment,  and  a  steel  fence  has  been  erected 
around  the  platform  at  the  bastion. 

A  steel  fence  460  feet  long,  supported  on  granite  curbing  and 
with  granite  posts  at  the  gateways  and  comers,  has  been  erected  at 
the  Boylston  Street  entrance  to  the  dam.  It  has  three  gates,  one 
opposite  the  end  of  the  granolithic  walk  leading  to  the  dam,  the 
others  at  either  end,  opposite  the  gravel  paths  leading  to  the  abut- 
ment. A  gravel  walk  with  granite  edgestones  has  been  built  along 
the  street,  also  gravel  paths  from  the  ends  of  the  fence  to  the 
abutment. 

The  work  of  erecting  the  steel  gates  and  fences  and  building  the 
gravel  walk  and  paths  was  done  by  the  day-labor  force.  The  steel 
gates  and  fencing  were  furnished  by  Henry  Parsons  &  Son  of  Marl- 
borough, Mass.,  and  the  granite  posts,  curbing  and  edge  stones  by 
F.  A.  McCauliff  of  Fitchburg,  Mass. 

An  iron  pipe  rail  fence  235  feet  long  has  been  erected  on  top 
of  the  retaining  wall,  extending  along  the  easterly  side  of  the  waste 
channel  from  the  bastion  to  the  Central  Massachusetts  Railroad 
bridge. 

Early  in  the  year  a  permanent  connection  was  made  between  the 
48-inch  equalizer  pipe  in  well  No.  4  of  the  lower  gate-chamber 
and  the  24-inch  pipe  line  supplying  water  to  the  Lancaster  Mills. 
For  this  purpose  269  feet  of  12-inch  cast-iron  pipe  were  laid,  con- 
trolled by  a  12-inch  valve,  including  a  12-inch  Ventuii  meter  for 
use  in  measuring  the  quantity  of  water  delivered  to  the  mills. 

A  10-inch  Venturi  meter  and  a  10-inch  valve  and  valve  chamber 
have  been  set  in  connection  with  the  10-inch  pipe  line  from  the 
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lower  gate-chamber  to  the  fountain  in  the  inner  pool,  for  the  purpose 
of  regulating  and  measuring  the  water  supplied  to  the  fountain. 

The  roa<i  on  the  westerly  hillside,  extending  from  the  grounds 
below  the  dam  to  the  bastion,  has  been  improved  by  the  building  of 
975  feet  of  paved  gutter  and  seven  8-inch  vitrified  pipe  culverts 
with  drainage  inlets  in  the  gutter.  The  road  has  also  been  resur- 
faced with  screened  gravel. 

The  joints  in  the  cobble-stone  paved  gutter  at  the  foot  of  the 
down-stream  side  of  the  dam  have  been  pointed  with  cement  mortar, 
in  order  to  prevent  the  growth  of  weeds  and  the  washing  out  of  the 
stones. 

A  large  pile  of  loam,  which  had  been  stored  near  the  bastion  at 
the  northwesterly  end  of  the  dam,  has  been  used  in  grading  the  hill- 
side ;  and  all  the  newly  finished  grounds  in  the  vicinity  of  the  dam 
which  had  been  covered  with  soil,  but  not  seeded,  have  been  graded 
and  seeded.  There  have  been  planted  in  beds  in  the  vicinity  of  the 
walks  and  roadways  2,230  shrubs,  comprising  31  varieties. 

Machinery  for  a  lighting  and  pumping  plant  for  use  at  the  dam, 
to  be  installed  in  the  lower  gate-chamber  and  operated  by  water 
power,  has  been  delivered,  but  is  not  yet  in  position.  It  consists  of 
a  9-inch  turbine,  furnished  by  the  Holyoke  Machine  Company,  which 
is  to  be  directly  connected  to  a  22%  kilowatt  generator.  The  gen- 
erator will  furnish  current  for  lighting  the  building,  for  operating  a 
10  horse-power  motor  connected  with  a  6-inch  submerged  pump  to 
be  used  for  pumping  water  from  the  wells  in  the  lower  gate-chamber, 
and  will  also  furnish  current  for  operating  the  electric  motor  on  the 
crane  used  for  handling  sto]>planks  and  screens  in  the  upper  gate- 
chamber.  The  generator  and  motor  were  built  by  the  Stanley 
Electric  Company,  and  are  being  furnished  and  installed  by  the 
Frank  Ridlon  Company. 

South  Dike. 
At  the  end  of  1905  about  1,000  cubic  yards  of  material  still  re- 
mained to  be  placed  for  the  filling  of  the  gap  in  the  South  Dike, 
through  which  had  passed  the  quarry  railroad  used  in  the  construc- 
tion of  the  Wachusett  Dam.  This  filling  was  completed  by  a  day- 
labor  force  working  at  various  times  between  April  7  and  September 
3.  The  surface  was  finished  with  soil  to  a  depth  of  18  inches,  and 
seeded. 
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Relocation  and  Construction  of  Roads. 

All  the  contract  work  on  the  last  of  the  new  highways  required 
on  account  of  the  construction  of  the  Wachusett  Reservoir  was  com- 
pleted in  November,  1905 ;  but  some  work  of  a  minor  character, 
not  included  in  the  contracts,  remained  to  be  done  this  year,  such  as 
paving  gutters  subject  to  erosion,  improving  the  drainage,  building 
additional  guard  rail  fences  and  repairing  the  surfacing  where  it  had 
settled  or  had  been  damaged  by  heavy  teaming  during  the  construc- 
tion of  other  work  on  the  reservoir. 

In  West  Boylston  the  following  work  has  been  done :  On  the 
highway  crossing  the  Stillwater  River  arch  the  northerly  gutter  was 
paved  with  cobble-stones  from  North  Main  Street,  in  Oakdale,  to 
the  entrance  to  the  grounds  of  the  Worcester  County  Truant  School, 
a  distance  of  about  2,200  feet,  and  the  gravel  walk  next  to  the  gutter 
surfaced  from  the  Worcester,  Nashua  &  Portland  Railroad  to  the 
Stillwater  arch,  a  distance  of  ab(mt  700  feet.  On  the  new  location 
of  Worcester  Street,  south  of  Prospect  Street,  the  westerly  gutter 
was  paved  with  cobble-stones  for  a  distance  of  about  500  feet.  New- 
ton Street  was  surfaced  with  gravel  for  a  distance  of  about  2,200 
feet  southerly  of  the  Quinepoxet  River  arches,  and  Crescent  Street 
for  a  distance  of  about  2,600  feet  northerly  of  Prospect  Street.  A 
12-inch  iron  pipe  culvert  was  built  on  Crescent  Street,  near  the 
junction  of  the  new  and  old  locations  of  the  street.  Much  other 
miscellaneous  work  was  done,  such  as  building  and  painting  addi- 
tional highway  railings,  placing  sand  on  those  parts  of  the  broken- 
stone  highways  which  had  begun  to  disintegrate,  grading  gutters, 
and  grading  and  surfacing  gravel  sidewalks. 

During  the  construction  of  the  dam,  Boylston  Street,  in  the  town 
of  Clinton,  from  the  Clinton-Boylston  town  line  to  the  dam,  had 
been  badly  worn  by  heavy  teaming;  therefore  it  was  decided  to 
resurface  this  part  of  the  street  with  broken-stone  screenings.  The 
work  was  commenced  on  July  21  and  completed  on  August  20. 
The  steam  road  roller  and  the  watering  cart  used  on  the  work  were 
hired  from  the  town  of  Clinton,  At  the  request  of  the  chairman  of 
the  road  commissioners,  an  additional  length  of  street  was  surfaced 
in  order  to  reimburse  the  town  for  the  use  of  the  road  roller  and 
watering  cart.  The  length  of  street  surfaced  is  5,697  feet,  of  which 
4,419  feet  is  the  length  from  the  town  line  to  the  dam,  and  1,278 
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feet  the  additional  length  surfaced  below  the  dam  to  reimburse  the 
town  for  the  use  of  the  road  roller  and  watering  cart.  In  this  work 
4541/^  tons  of  broken-stone  screenings  were  used.  Wooden  rail 
fences,  aggregating  655  feet  in  length,  were  built  at  several  points 
along  the  westerly  line  of  Boylston  Street,  between  the  Wachusett 
Dam  and  the  Boylston  town  line. 

Removal  op  Soil. 
Additional  Soil  Stripping, 
On  both  shores  of  the  Wachusett  Reservoir  near  Sawyer's  Mills, 
and  on  the  southerly  shore  near  Boylston  Centre  and  Pine  Hill,, 
additional  clearing,  grubbing  and  removing  of  soil  have  been  done 
back  of  where  the  steep  banks,  acted  upon  by  waves,  frost  and  rain, 
have  caved  away  and  retreated  nearly  to  the  limit  of  the  original  soil 
stripping  or  of  the  additional  soil  stripping  done  last  year.  The 
soil  has  been  stripped  along  an  aggregate  length  of  about  5,000  feet 
of  shore  line  for  a  width  of  from  10  to  20  feet,  the  aggregate  area 
being  1.40  acres. 


''o 


Gleaning  of  the  Reservoir  Bottom. 
The  final  cleaning  of  the  reservoir  bottom  was  done  between  ele- 
vations 363  and  385,  from  August  25  to  December  8,  and  consisted 
in  removing  and  disposing  of  the  weeds,  grass  and  bushes  which 
had  grown  up  since  the  original  stripping  of  the  soil  or  since  the 
last  cleaning. .  Over  the  greater  part  of  the  area  the  ground  was 
harrowed  with  spring-tooth  harrows,  and  the  weeds,  grass  and 
bushes,  together  with  the  roots,  were  afterwards  raked  and  burned. 
Over  the  remaining  area,  where  the  harrows  could  not  be  used  on 
account  of  the  ground  being  rocky,  steep  or  wet,  the  weeds,  grass 
and  bushes  were  mowed  close  to  the  ground,  and  afterwards  raked 
and  burned.  There  was  cleaned  a  total  of  1,205  acres  of  ground, 
at  a  cost  of  $9,585,  or  an  average  cost  of  $7.95  per  acre.  This  cost 
per  acre  is  much  larger  than  for  the  cleaning  done  during  the  pre- 
vious year,  for  several  reasons.  During  the  past  year  a  larger  pro- 
portion of  the  area  was  cleaned  by  harrowing  and  raking,  — a  more 
expensive  method  than  by  mowing  and  raking,  but  giving  better  re- 
sults ;  also,  for  the  reason  that  more  than  half  the  area  cleaned  had 
not  been  touched  since  the  original  stripping  was  done  several  years 
ago,  and  the  growth  was  consequently  heavy.  The  rate  of  wages 
paid  was  also  higher  than  in  previous  years. 
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Shore  Protection, 
From  a  point  about  500  feet  south  of  the  Wachusett  Dam,  the 
easterly  shore  of  the  reservoir,  in  the  vicinity  of  the  flow  line,  has 
been  covered  with  cobble-stones  to  a  depth  of  about  9  inches,  for  a 
distance  of  1,250  feet  and  a  width  of  20  feet,  in  order  to  protect  it 
from  wave  action.  On  the  northwesterly  shore  of  the  reservoir,  just 
above  the  northwesterly  end  of  the  waste  weir  of  the  dam,  the  slope 
of  the  ground  in  the  vicinity  of  the  flow  line  was  steeper  than  the 
natural  slope  of  the  material,  and  in  order  to  protect  this  stretch  of 
shore  from  being  undermined  by  wave  action,  it  has  been  covered 
with  gravel  for  a  distance  of  165  feet. 

Relocation  of  Railroads. 

The  principal  part  of  the  contract  work  upon  the  relocation  of 
railroads  was  completed  in  1903.  As  noted  in  previous  reports,  the 
only  part  not  completed  was  on  what  is  known  as  Section  2  of 
the  relocation  of  the  Central  Massachusetts  Railroad,  Contract  No. 
195a  (245),  McArthur  Brothers  Company,  near  the  westerly  end 
of  the  Wachusett  Dam,  where  it  was  necessary  to  build  a  temporary 
location  for  the  Central  Massachusetts  Railroad,  in  order  not  to 
interfere  with  the  use  of  the  traveling  cableways  used  in  connection 
with  the  construction  of  the  dam.  Last  year  this  gap  in  the  per- 
manent line  was  finished  and  put  in  operation,  and  the  removal  of 
the  embankment  of  the  temporary  line  was  then  begun  and  was 
nearly  completed  at  the  beginning  of  1906.  The  work  was  com- 
pleted on  January  11, 

The  following  table  gives  the  total  amount  of  work  done  to  the 
end  of  the  contract,  based  on  the  final  estimate :  — 

Earth  excavation  (cubic  yards), 43,012 

Rock  excavation  (cubic  yards), 56,083 

Tunnel  excavation  (cubic  yards), 18.967 

Rubble  stone  masonry  (cubic  yards), 987 

Concrete  masonry  not  in  tunnel  (cubic  yards), 2,448 

Concrete  masonry  in  tunnel  (cubic  yards), 2,208 

Dimension  stone  masonry  (cubic  yards), 883 

Face  stone  masonry  for  railroad  arch  bridge  (cubic  yards),    .        .        .  840 

Dry  paving  (cubic  yards), 168 

The  only  day-labor  work  in  connection  with  the  relocation  of 
railroads  has  been  the  sowing  of  grass  seed  on  the  slopes  of  the 

Digitized  by  LjOOQ IC 


94  METROPOLITAN   WATER  [Pub.  Doc. 

railroad  embankments  between  the  end  of  the  viaduct  and  the  rail- 
road arch  bridge  over  the  waste  channel,  and  the  gathering  up  and 
disposing  of  some  old  material  fi'om  the  old  location  of  the  Central 
Massachusetts  Railroad. 

Improvement  of  Wachusett  Watershed. 
Drainage  of  Swamps. 

The  construction  of  ditches  for  the  drainage  of  swamps  tributary 
to  the  Wachusett  Reservoir,  which  was  suspended  on  July  7,  1900, 
was  resumed  during  the  year,  and  has  been  in  progress  in  three 
swamps,  one  in  the  town  of  Sterling  just  south  of  Sterling  Centre, 
and  two  in  the  towns  of  Holden  and  Princeton  above  the  junction 
of  Trout  and  Governor  brooks. 

The  methods  of  carrying  on  the  work  have  been  substantially 
the  same  as  described  in  the  annual  report  of  January  1,  1899, 
In  all  cases  where  ditches  have  been  built  permission  has  been 
obtained  from  the  owners  of  the  land  for  their  construction  and 
maintenance,  without  payment  to  the  owners. 

The  ditches  constructed  have,  with  few  exceptions,  a  board  bottom 
1  foot  wide,  with  4-inch  by  4-inch  triangular  wooden  strips  rabbeted 
at  the  square  corner  to  the  edges  of  the  board.  The  board  bottom 
is  nailed  to  2-inch  by  4-inch  wooden  cross-pieces,  2  feet  long, 
spaced  about  3  feet  apart  and  laid  across  the  bottom  of  the  exca- 
vation. The  triangular  strips  make  wooden  sides  to  the  ditch  3 
inches  high,  and  serve  as  a  footing  for  the  stone  paving  on  the  slopes 
of  the  ditch.  As  the  bottom  of  the  excavation  for  the  ditches  is 
generally  in  water  and  the  material  very  soft,  it  is  necessary  to  use 
some  form  of  board  bottom  in  order  to  preserve  the  grade  of  the 
ditch  and  afford  a  support  for  the  slope  paving,  and  the  form  of 
bottom  used  facilitates  the  cleaning  of  the  ditches.  Where  the 
ditches  have  steep  grades  and  the  ground  is  more  firm,  the  bottom 
is  also  paved  with  stone ;  and  where  the  ground  is  stony,  no  paving 
is  used. 

The  swamp  south  of  Sterling  Centre  has  an  area  of  26  acres,  and 
the  watershed  tributary  to  its  outlet  has  an  area  of  225  acres.  The 
village  of  Sterling  Centre  is  at  the  northerly  end  of  this  watershed, 
and  a  brook  rising  in  the  village  flows  into  the  swamp.  The  drain- 
age of  the  swamp  has  been  accomplished  by  means  of  two  ditches, 
having  an  aggregate  length  of  6,173  feet,  one  on  either  side  of  the 
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swamp.  The  depth  of  the  ditches  is  generally  2^^  to  3  feet,  and  the 
slope  paving  is  carried  to  a  height  of  1  foot  above  the  board  bottom. 
The  work  was  done  by  a  day-labor  force,  between  June  11  and 
August  20. 

The  maximum  force  employed  was  39  men  and  2  horses,  during 
the  week  ending  July  21,  and  the  average  force  was  24  men  and  2 
horses. 

The  amount  of  work  done  was  as  follows:  6,173  linear  feet  of 
ditches,  with  board  bottom  and  stone  paving  on  the  sides;  11  farm 
crossings,  and  1  culvert  repaired  under  the  New  York,  New  Haven 
&  Hartford  Railroad  where  one  of  the  ditches  crosses  it. 

The  two  swamps  above  the  junction  of  Trout  and  Governor 
brooks  in  which  work  has  been  done  are  partly  in  the  town  of 
Holden  and  partly  in  the  town  of  Princeton  north  of  the  village  of 
Quinepoxet. 

The  swamp  on  Trout  Brook  has  an  area  of  72  acres,  and  the  area 
of  the  watershed  above  its  outlet  is  about  750  acres.  The  system 
of  drainage  consists  of  two  marginal  ditches  in  the  upper  half  of  the 
swamp  where  it  is  wide,  uniting  into  one  ditch  in  the  lower  half  of 
the  swamp  where  it  is  narrow.  Below  the  swamp  the  brook  was 
improved  by  clearing  out  the  brush  and  removing  obstructions  in  its 
channel  for  a  distance  of  600  feet  in  order  to  increase  its  carrying 
capacity.  Several  minor  brooks  tributary  to  the  ditches  were  also 
improved  from  their  junction  with  the  ditches  to  the  edge  of  the 
swamp.  The  depth  of  the  ditches  is  generally  1^  to  2  feet,  and 
the  slope  paving  is  carried  to  a  height  of  8  to  12  inches  above  the 
bottom.  The  work,  which  was  done  by  a  day-labor  force,  was 
commenced  on  June  25  and  completed  on  September  18. 

The  maximum  force  employed  was  28  men  and  3  horses,  during 
the  week  ending  July  28,  and  the  average  force  was  25  men  and  2 
horses. 

The  amount  of  work  done  was  as  follows  :  — 

Ditches  with  board  bottom  and  stone  paving  on  the  sides  (linear  feet),  .  7,088 
Ditches  with  stone  paving  on  bottom  and  sides  (linear  feet),  .  ,  .  207 
Ditches  without  board  bottom  or  stone  paving  (linear  feet),      .        .  1,635 

Totallengthof  ditches  (linear  feet), 8,930 

Brooks  improved  (linear  feet) , 916 

Farm  crossings, 7 

Watering  places, 4 
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The  swamp  on  Governor  Brook  has  an  area  of  216  acres,  and  the 
area  of  the  watershed  above  its  outlet  is  about  1,625  acres.  The 
drainage  of  this  swamp  will  require  the  construction  of  28,400 
linear  feet  of  ditches.  Work  was  commenced  on  this  swamp  on 
September  19,  and  was  suspended  on  December  1,  on  account  of 
cold  weather  and  snow.  The  depth  of  the  ditches  thus  far  constructed 
is  generally  1^^  to  3  feet,  and  the  slope  paving  is  carried  to  a  height 
of  1  to  2  feet  above  the  bottom.  In  connection  with  this  work  a 
2-foot  by  2-foot  concrete  culvert  was  built  across  the  Quinepoxet- 
East  Princeton  highway,  where  one  of  the  ditches  crosses  the 
highway  at  the  Hoi  den-Princeton  town  line.  The  old  culvert  at  this 
place  was  not  properly  located,  and  was  of  insuflScient  capacity.  A 
highway  watering  place  was  also  built  to  replace  the  one  at  the  old 
culvert.     The  work  has  been  done  by  a  day-labor  force. 

The  maximum  force  employed  was  27  men  and  2  horses,  during 
most  of  the  month  of  October,  and  the  average  force  was  24  men 
and  2  horses. 

The  amount  of  work  done  was  as  follows  :  — 

Ditches  with  board  bottom  and  stone  paving  on  the  sides  (linear  feet),  .  4,095 
Ditches  with  stone  paving  on  bottom  and  sides  (linear  feet),  .  .  .  112 
Ditches  without  board  bottom  or  paving  (linear  feet),        ....        890 

Total  length  of  ditches  (linear  feet), 4^597 

Brook  improved  (linear  feet), 120 

Farm  crossings, 6 

Watering  places, 3 

2-foot  by  2-foot  concrete  highway  culvert, 1 

The  total  length  of  ditches  constructed  during  the  year  was  19,700 
feet,  equal  to  3.73  miles,  at  a  cost,  exclusive  of  engineering,  of 
$9,886,  or  $0,502  per  linear  foot.  This  cost  is  somewhat  higher 
than  that  of  previous  years,  due  to  the  higher  rate  of  wages  paid, 
the  higher  cost  of  materials,  and  to  being  obliged  to  begin  with  fore- 
men and  laborei's  who  were  not  familiar  with  the  work.  The  cost 
of  the  work  includes  the  cost  of  building  the  culvert,  farm  crossings 
and  watering  places. 

On  all  the  swamp  drainage  work  done  during  the  year,  the  maxi- 
mum force  was  63  men  and  2  horses,  during  the  week  ending  July 
21,  and  the  average  force  was  32  men  and  3  horses. 
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Since  November  23,  1899,  when  the  drainage  of  swamps  in  the 
Wachusett  watershed  was  commenced,  there  have  been  constructed 
34,748  linear  feet  of  ditches,  equal  to  6.58  miles. 

Sterling  Filter-beds. 

Plans  and  specifications  for  the  construction  of  four  filter-beds, 
to  be  used  for  filtering  the  water  of  a  small  brook  which  has  it« 
head  waters  in  the  village  of  Sterling  Centre,  were  completed  in 
July,  and  a  contract  for  the  construction  of  the  beds  was  made  with 
A.  McKenzie  &  Co.  on  September  1.  The  beds  are  located  along- 
side the  brook,  about  one  mile  below  the  village  of  Sterling,  and 
just  below  a  swamp  on  which  8,000,000  gallons  of  water  can  be 
temporarily  stored  whenever  the  flow  of  the  brook  exceeds  the 
filtering  capacity  of  the  beds. 

The  watershed  tributary  to  the  brook  above  the  filter-beds  is  225 
acres.  By  means  of  a  small  concrete  dam  across  the  brook  the 
water  will  be  diverted  to  the  filter-beds  through  a  paved  channel  382 
feet  long.  There  are  four  beds,  each  having  an  area  of  about  half 
an  acre,  arranged  in  two  pairs  adjacent  to  each  other.  The  beds 
are  partly  in  excavation  and  partly  in  fill. 

The  material  encountered  on  the  site  of  the  beds,  aside  from  the 
surface  soil,  has  been  gravel  with  pockets  of  sand.  The  soil  and 
other  material  unsuitable  for  filtration  purposes  have  been  excavated 
from  the  site  of  the  beds  and  used  in  building  the  embankments  sur- 
rounding the  beds.  The  gravel  and  sand  from  the  parts  of  the  beds 
in  excavation  have  been  used  in  building  the  parts  of  the  beds  in 
fill,  all  stones  more  than  4  inches  in  diameter  having  been  removed 
and  used  in  embankments,  paving  and  elsewhere.  The  parts  of  the 
beds  in  excavation  have  been  excavated  8  inches  deeper  than  the 
finished  surface,  and  refilled  with  screened  or  selected  gravel  and 
sand  free  from  clay  and  stones  more  than  1  inch  in  diameter,  and 
the  same  kind  of  material  has  been  used  for  the  upper  foot  of  the 
parts  of  the  beds  in  fill. 

The  surface  of  the  beds  in  the  northerly  or  upper  pair  is  7  feet 
higher  than  that  in  the  southerly  or  lower  pair.  Embankments 
have  been  built  around  and  between  the  beds  to  such  an  extent  as 
to  have  the  surface  of  the  upper  beds  8  feet  below  the  top  of  their 
embankments,  and  the  surface  of  the  lower  beds  6  feet  below  the 
top  of  the  lower  embankments. 
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From  the  diverting  dani  across  the  brook  channel  a  paved  ditch 
382  feet  long  runs  to  the  middle  of  the  northerly  or  upper  boundary 
of  the  beds.  From  the  end  of  the  ditch  an  18-inch  vitrified  pipe 
drain  runs  between  the  two  upper  beds  to  a  concrete  manhole  oppo- 
site their  centres.  From  this  manhole  a  15-inch  vitrified  pipe  drain 
runs  to  a  concrete  manhole  between  and  opposite  the  centres  of  the 
two  lower  beds.  From  the  latter  manhole  a  12-inch  vitrified  pipe 
drain  runs  to  the  lower  boundary  of  the  beds,  where  it  discharges 
into  a  paved  ditch  which  joins  the  brook  below  the  beds.  Twelve- 
inch  vitrified  pipe  drains,  one  to  each  bed,  running  from  the  sides 
of  the  manholes  next  to  the  beds,  will  conduct  the  water  to  the  beds. 
Each  manhole  is  provided  with  a  system  of  shear  gates  and  overflow 
weirs,  arranged  in  such  a  manner  that  water  can  be  turned  on  to 
any  one  bed  or  any  combination  of  them ;  and  at  the  same  time,  if 
too  much  water  should  come,  or  a  bed  should  become  clogged,  the 
water  cannot  rise  higher  than  within  a  safe  distance  of  the  top  of 
the  embankments,  as  it  will  flow  over  the  weirs  into  the  other  beds, 
or,  if  all  the  beds  are  full,  over  the  last  weir  into  the  12-inch  vitri- 
fied pipe  drain  at  the  lower  end  of  the  beds,  which  is  intended  for  a 
safety  drain. 

As  the  embankment  next  to  the  brook  encroached  upon  it  in 
several  places,  it  was  necessary  to  relocate  the  brook,  and  a  new 
channel  has  been  excavated  for  it  along  the  foot  of  the  embankment. 
This  new  channel  is  paved,  and  receives  the  effluent  from  the  under- 
drains  of  the  filter-beds.  Each  pair  of  beds  has  three  lines  of 
underdrains  laid  at  right  angles  to  the  new  brook  channel,  those  in 
the  two  l)eds  farthest  from  the  brook  being  6  inches  and  those  in  the 
two  beds  next  to  the  brook  being  8  inches  in  diameter.  For  212 
feet  above  and  60  feet  below  the  diverting  dam  the  brook  channel 
was  very  narrow,  and  ran  close  to  the  embankment  of  the  New  York, 
New  Haven  &  Hartford  Railroad.  This  part  of  the  brook  channel 
has  been  relocated  farther  away  from  the  railroad  embankment,  and 
the  old  brook  channel  has  been  filled.  The  relocated  channel  is 
paved  from  its  upper  end  to  15  feet  below  the  dam.  At  its  upper 
end  it  connects  with  the  system  of  ditches  draining  the  swamp 
through  which  the  brook  formerly  ran. 

The  diverting  dam  has  an  opening  4  feet  wide,  closed  with  stop- 
planks.  In  case  it  is  desired  to  divert  the  water  from  the  filter- 
beds,  on   account  of  unusual   floods  or  for  any  other  cause,  the 
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stop-planks  can  be  removed  and  the  water  turned  into  the  brook 
channel  below  the  dam.  The  diverting  dam  is  so  designed  that 
water  can  be  allowed  to  run  over  its  crest,  which  is  25  feet  in  length. 

Alongside  of  the  Worcester  Consolidated  Street  Railway  track, 
and  adjacent  to  the  high  part  of  the  beds,  about  350  feet  of  12-inch 
vitrified  pipe  underdrain  will  be  laid,  for  the  purpose  of  taking  care 
of  any  water  which  may  filter  into  the  railway  cut. 

The  following  table  gives  the  quantities  of  work  done  to  the  end 
of  the  year,  and  the  estimated  quantities  required  to  complete  the 
work :  — 


To  December 
81,  lOM. 

BitioMted 
QuanUUet  re. 
qnlred  to  com- 
plete Work. 

86,270 

2,000 

41 

16 

IM 

60 

182 

7 

260 

0 

146 

876 

860 

0 

880 

88 

Earth  exeavetloii  (cubic  yards),  .... 
Concrete  maeonry  (cubic  yards),  .... 
Dry  nibble  stone  masonry  and  paving  (cnblo  yards), 
184nch  Titriaed  pipe  (linear  feet),  .... 
16.ineh  ▼itrlfled  pipe  (linear  feet),  .  .  .  . 
12ineb  vltrlfled  pipe  (linear  feet),     .... 

8.ioch  yltriaed  pipe  (linear  feet) 

6-incb  vitrified  pipe  (linear  feet) 


The  maximum  force  employed  by  the  contractor  was  79  men  and 
14  horses,  during  the  week  ending  October  6,  and  the  average  force 
was  62  men  and  12  horses. 

Sewage  Disposal. 

For  the  purpose  of  preventing  objectionable  drainage  from  enter- 
ing the  brooks  draining  into  the  Wachusett  Reservoir,  28  cesspools, 
7  cemented  vaults  and  one  gravel  filter-bed  have  been  constructed, 
to  take  care  of  barn,  sink  and  privy  drainage  in  the  towns  of  Boyl- 
ston.  West  Boylston  and  Holden. 

For  the  purpose  of  diverting  the  surface  water  from  the  barnyard 
of  the  Jennie  L.  Goodnow  farm  in  West  Boylston,  a  culvert  cross- 
ing Fairbank  Street,  opposite  the  barn,  has  been  closed,  and  a  new 
stone  culvert  built  across  the  street  at  a  point  about  200  feet  north 
of  the  old  culvert.  An  open  ditch  400  feet  long  has  been  excavated 
and  paved  for  about  150  feet  of  its  length. 
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Improvement  oj  River  Channels. 

At  Warfield's  Mill,  on  the  Quinepoxet  River  above  Oakdale,  the 
head  of  the  canal  leading  from  the  mill-pond  has  been  filled  with 
earth  for  a  length  of  about  20  feet,  so  as  to  permanently  prevent 
any  water  from  entering  the  canal. 

At  the  Canada  Mills,  in  Holden,  the  masonry  of  the  dam  for 
about  one-third  of  its  length  has  been  removed  soflSciently  low  to 
drain  the  mill-pond,  and  the  head  of  the  canal  has  been  permanently 
closed  by  gravel  filling. 

Rrajl  Estate,  Care  and  Disposal. 
During  the  year  about  32  acres  of  land  about  the  margins  of  the 
reservoir,  in  the  towns  of  Clinton,  Boylston  and  West  Boylston, 
have  been  graded  and  seeded.  This  land  required  considerable 
grading,  on  account  of  the  holes  remaining  after  the  removal  of  26 
houses  and  11  bams. 

Forestry. 

The  work  of  cutting  out  fruit,  mature  and  undesirable  trees,  pre- 
paratory to  planting,  has  been  done  over  about  25  acres. 

The  fire  guard,  40  feet  wide,  along  the  margins  of  the  land  pur- 
chased by  the  Board,  has  been  extended  through  timber  land  for 
about  2%  miles  in  West  Boylston  and  Oakdale.  An  area  of  112 
acres  was  planted  between  April  16  and  28,  and  an  area  of  50  acres 
between  October  20  and  November  9,  with  two  and  thi-ee  year  old 
seedlings  from  the  Flagg  nursery.  Of  the  above,  about  60  acres 
were  in  heavy  grass  land,  where  three-year-old  white  and  Scotch 
pine,  Norway,  white  and  Douglas  spruce,  European  larch  and 
Abaerican  tamarac  seedlings  have  been  planted  in  rows  6  feet  apart 
each  way.  The  remaining  102  acres  were  pasture  and  sprout  land, 
which  have  been  planted  with  two  and  three  year  old  white  and 
Scotch  pines,  and  Norway  and  white  spruces,  6  feet  or  10  feet  apart 
each  way,  with  chestnuts  planted  between  for  fillers,  where  a  suitable 
filler  did  not  exist.  In  doing  this  work  the  following  seedlings 
from  the  Flagg  nursery  have  been  used :  97,800  white  pines,  5,800 
Scotch  pines,  31,640  white  spruces,  7,250  Norway  spruces,  22,845 
Douglas  spruces,  4,100  American  tamaracs,  840  European  larches, 
300  locusts  and  17,500  chestnuts.     The  cost  of  taking  trees  from 
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the  nursery  and  setting  them  in  the  gi'ound  has  averaged  $4.54  per 
1,000  trees,  or  $5.07  per  acre. 

The  following  table  gives  information  regarding  land  belonging 
to  the  Board  above  the  flow-line  of  the  reservoir  (outlying  land  and 
land  along  the  Quinepoxet  River  above  the  road  which  formerly 
crossed  the  river  to  the  Harris  Mills  are  not  included  in  this 
table)  :  — 

Acres. 

Area  of  land  which  was  forested  when  acquired, 1,468 

Area  which  has  been  planted  with  trees, 1,099 

Area  to  be  planted  with  trees,     .        « 821 

Area  open  and  which  will  probably  not  be  planted, 800 

Area  of  marginal  strip  along  shores  of  reservoir, 197 

Total  area  belonging  to  Board, 8,380 

Two  and  three  year  old  white  pine  seedlings  and  three-year-old 
arbor  vitse  seedlings  have  been  planted  along  4  miles  of  the  reservoir 
margin,  and  where  trees  planted  in  previous  years  have  died,  they 
have  been  replaced  for  about  14  of  a  mile. 

The  total  length  of  the  flow-line  of  the  reservoir,  including  1.28 
miles  around  Cemetery  Island,  is  39.94  miles.  Arbor  vitee  and 
white  pine  seedlings  have  been  planted  in  the  marginal  strip  along 
29  miles,  and  arbor  vitse  alone  on  about  2  miles  more  of  the  flow- 
line,  where  the  margin  is  only  30  feet  wide,  making  a  total  marginal 
strip  planted  of  about  31  miles  of  flow-line.  Along  the  dikes,  high- 
ways and  railroads,  for  a  distance  of  5.7  miles,  trees  will  not  be 
planted.  There  remain  about  1.5  miles  along  the  Stillwater  River 
to  be  planted  with  trees. 

The  necessary  care  has  been  given  to  the  Flagg  and  Lamson  nurs- 
eries during  the  year.  There  were  transplanted  from  the  nursery 
beds  to  the  transplant  rows  at  the  Flagg  nursery  123,980  white 
pines,  175  hemlocks  and  3,870  white  spruces.  Besides  the  above 
stock,  this  nursery  contains,  in  original  seed  beds,  283,400  white 
pines  and  101,500  arbor  vitee;  also,  in  transplant  beds,  37,500 
arbor  vitie. 

At  the  Lamson  nursery  there  are  20,500  sugar  maples,  4,010 
white  oaks,  3,900  walnuts,  14,860  locusts,  2,400  ashes  and  1,030 
Norway  spruces,  all  of  which  were  transplanted  from  seed  beds  to 
transplant  beds  in  the  spring. 

The  trees  cut  out  were  largely  apple,  chestnut,  pine,  oak  and 
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hemlock.  The  logs  obtained  were  for  the  most  part  cut  into  lumber^ 
telephone  poles,  railroad  ties,  saw-logs  and  cord-wood,  the  principal 
quantities  being  as  follows  :  — 

20,000  feet  B.  M.  apple-wood  lumber. 
6,000  feet  B.  M.  2-inch  white  pine  plank. 
10,000  survey  stakes. 
860  fence  pickets. 
168  railroad  ties. 
46  telephone  poles. 
300  cords  fire  wood. 
66  cords  saw-logs.    . 

The  apple-wood  lumber,  railroad  ties,  saw-logs  and  most  of  the 
cord-wood  have  been  sold.  The  other  material  has  been  used  or 
reserved  for  use  on  the  work,  or  remains  to  be  sold. 

All  the  above-mentioned  work  has  been  done  by  day  labor,  except 
the  manufacture  of  the  lumber,  which  was  done  at  the  saw-mill  of 
Lowe  &  Flagg  in  West  Boylston. 

The  maximum  day-labor  force  employed  was  41  men  and  5  horses, 
during  the  week  ending  April  28. 

Engineering. 

In  addition  to  the  engineering  work  necessarily  connected  with 
the  preparation  of  the  final  estimates  of  contract  work  finished  dur- 
ing the  latter  part  of  1905  and  the  beginning  of  1906,  and  that 
connected  with  the  supervision  of  the  contract  and  day-labor  work 
in  progress,  the  engineering  force  of  the  Dam  and  Reservoir  De- 
partment has  done  much  other  engineering  work,  principally  as 
follows :  — 

Plans,  specifications  and  estimates  have  been  prepared  for  the 
construction  of  the  Sterling  filter-beds.  Surveys,  calculations  and 
plans  have  been  made  for  a  number  of  takings  of  lands  which  had 
been  acquired  by  deed.  The  plans  of  the  Wachusett  Dam  have  been 
for  the  most  part  corrected  so  as  to  represent  the  work  as  actually 
constructed,  for  the  purpose  of  making  record  drawings  of  the  dam. 
Much  work  has  been  done  in-  revising  land  plans.  Progress  has 
been  made  on  the  survey  of  the  marginal  line  of  the  watershed, 
about  34%  miles  having  been  surveyed  during  the  year ;  about  5 
miles  remain  to  be  surveyed.  The  entering  on  the  final  record 
sheets  of  the  elevations  of  the  bottom  of  the  reservoir,  taken  after 
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the  removal  of  the  soil,  has  been  completed.  Contour  lines  have 
been  drawn  on  these  record  sheets,  covering  an  area  of  about  380 
acres,  making  a  total  of  3,800  acres  covered  by  final  record  sheets 
on  which  the  contour  lines  have  been  drawn.  Considerable  progress 
has  been  made  in  calculating  the  capacity  of  the  reservoir  between 
elevations  370  and  395,  and  at  the  end  of  the  year  the  results  were 
being  tabulated. 

SUDBUBY  AND  DISTBIBUTION  DEFABTMENTS. 

The  principal  work  charged  to  construction  in  these  departments 
has  been  in  connection  with  the  new  pumping  plant  for  the  northern 
extra  high-service  district  in  Arlington  and  Lexington,  and  in  mak- 
ing changes  at  the  Chestnut  Hill  low-service  pumping  station,  for 
the  purpose  of  adapting  one  of  the  engines  for  pumping  to  the  high- 
service  reservoir. 

Arlington  Pumping  Station. 

A  contract  for  the  construction  of  a  brick  building,  90  feet 
long  by  46  feet  wide,  with  trimmings  of  Longmeadow  brownstone, 
together  with  a  concrete  coal  pocket  33  feet  by  27  feet  and  a  brick 
chimney  70  feet  high,  was  made  with  C.  A.  Dodge  &  Co.  on  August 
23.  The  contractor  began  work  on  the  excavation  for  the  building 
on  August  27,  and  at  the  close  of  the  year  the  value  of  the  work 
done  was  about  half  the  contract  price.  The  brick  walls  of  the 
building  were  completed  to  the  tops  of  the  windows,  the  chimney 
was  finished,  and  the  concrete  foundation  for  the  new  engine  prac- 
tically completed. 

The  Allis-Chalmers  Company,  which  has  a  contract  for  furnishing 
the  eiigine,  has  done  but  little  actual  construction,  as  it  has  been 
evident  that  the  building  would  not  be  ready  to  receive  the  engine 
before  May  1,  1907.  The  detailed  plans  have,  however,  all, been 
made  and  approved,  and  the  contractor  now  promises  to  hasten  the 
construction  work. 

Chestnut  Hill  Pl^iping  Station. 
New  suction  and  discharge  piping  and  valves  have  been  installed 
in  the  low-service  pumping  station  in  connection  with  engine  No.  7, 
and  the  pump  chambers  of  that  engine  have  been  strengthened  for 
the  purpose  of  adapting  the  engine  for  use  in  pumping  to  the  high- 
service  reservoir. 
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OFFICE  FORCE. 

During  the  year  the  drafting  force  has  made  plans  for  gates  and 
fences  at  the  Wachusett  Dam ;  detailed  drawings  of  the  floor  of  the 
exciter  room,  and  the  arrangement  of  electrical  and  pumping  plant 
at  the  lower  gate-chamber  at  the  Wachusett  Dam;  construction 
drawings  and  specifications  for  a  new  64-inch  horizontal  tabular 
boiler  and  setting  for  the  Chestnut  Hill  high-service  pumping  sta- 
tion ;  and  drawings  and  specifications  for  two  54-inch  horizontal 
tubular  boilers  for  the  Arlington  pumping  station.  Several  designs 
were  made  for  a  new  pumping  station  building  to  be  built  in  Arling- 
ton, and  working  drawings  of  the  accepted  design,  together  with 
S})ecifications  for  doing  the  work  have  been  prepared.  Plans  have 
been  made  for  the  reconstruction  of  the  attendant's  house  at  the 
Ashland  Reservoir ;  record  drawings  of  the  Weston  Aqueduct  have 
been  completed ;  and  some  work  has  been  done  on  record  drawings 
of  the  Wachusett  Reservoir  and  Aqueduct  and  Spot  Pond.  The 
whole  number  of  drawings  completed  during  the  year  was  120. 
The  force  employed  in  the  drafting  department  numbered  5  through- 
out the  year. 

The  office  force,  averaging  6  during  the  year,  has  performed  work 
of  a  varied  character,  a  large  proportion  of  which  has  been  connected 
with  the  maintenance  of  the  works.  This  force  has  supervised  the 
making  of  plans  for  land  takings  on  the  Wachusett  watershed ;  has 
made  computations  in  connection  with  the  daily  measurement  of 
water  used  in  the  several  cities  and  towns  supplied  from  the  Metro- 
politan Works ;  also  the  computations  for  determining  the  amount 
of  the  Metropolitan  water  assessment  to  be  paid  by  the  several 
municipalities ;  and  has  attended  to  the  procuring  of  supplies  and 
the  making  of  blue  prints  and  photographs. 

MAINTENANCE. 
Rainfall  and  Yield. 
The  total  rainfall  for  the  year  on  the  Sudbury  watershed  has  been 
44.48  inches,  or  1.56  inches  below  the  average  for  32  years.  On 
the  Wachusett  watershed  the  total  rainfall  has  been  49.08  inches, 
which  is  but  little  below  the  average  for  the  10  years  during  which 
records  have  been  kept.  On  both  the  Sudbury  and  Wachusett 
watersheds  the  yield,  although  larger  than  during  the  year  1905, 
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has  been  considerably  below  the  average,  as  a  result  of  the  small 
rainfall  during  the  months  when  the  greatest  percentage  is  collect- 
ible in  the  reservoirs. 

Statistics  relating  to  rainfall  and  yield  of  watersheds  may  be  found 
in  Appendix  No.  3,  tables  Nos.  1  to  11. 


Storage  Reservoirs. 

The  quantity  of  water  stored  .in  all  of  the  storage  reservoirs  on 
January  1,  1906,  was  28,971,900,000  gallons.  During  the  month 
of  January  there  was  an  increase  of  a  little  less  than  2,000,000,000 
gallons  in  the  quantity  stored,  but  nearly  half  of  this  amount  was 
lost  during  the  first  twenty  days  of  the  month  of  February.  During 
the  latter  part  of  February  and  during  the  months  of  March  and 
April  there  was  a  gain  in  storage  of  13,500,000,000  gallons.  Dur- 
ing May  the  gain  was  small  until  near  the  end  of  the  month,  when  a 
rainfall  of  about  4  inches  caused  a  gain  of  over  3,000,000,000  gal- 
lons in  storage  in  three  days.  The  maximum  for  the  year  was 
reached  on  July  6,  when  the  quantity  stored  in  all  the  reservoirs  was 
49,805,200,000  gallons.  During  July,  August,  September  and 
October  there  was  an  almost  continual  loss  of  storage.  During 
November  there  was  practically  no  loss,  followed  by  a  small  loss 
during  December ;  and  at  the  end  of  the  year  the  quantity  stored 
was  44,153,200,000  gallons. 

The  following  table  gives  the  quantity  of  w^ter  stored  in  the 
storage  reservoirs  at  the  beginning  of  each  month  :  — 

Quantity  of  Water  stored  in  Wachusett  Reservoir^  and  in  Reservoirs  on  Sudbury 
and  Cochituaie  Watersheds^  at  the  Beginning  of  Each  Month, 


DATS. 

Id 
Wacbasett 
Reservoir 
(Gallons;. 

In  Sudbnry 

Reservoir  and 

Framingham 

Reservoir  No.  8 

(Gallons). 

In  All  Other 

Storage 

Reservoirs 

(Gallons). 

Total 
(Gallons). 

190«. 

Janaary  1, 

.       ■       • 

]7.ll:^.:Vli.^^K)0 

li,S3l,a0iVrK!O 

fi,OiD,a(M),0DQ 

2a.U7l,1»00,«M) 

Febraary  1, 

!^jf.y,Wj'i.iK)0 

e,848»00O.«0O 

6.7*5,400,000 

30,753.000,000 

March  1,     .       . 

i^   K,"fri    l,vi   100 

T.4^3fl.lO<.\OCiO 

6,2flO  ,600,000 

31,  WS. 700,000 

April  1,      . 

KW 

'l.aOl.OfM.OM 

6,™*,  100,000 

37,MS8,J00,O0O 

Mayl.        .       . 

W 

-.,m.9iKKim 

0,  SSI, 400,0^)0 

43p4SS.100.O0O 

Jane  1,       . 

;„.     ,       W) 

S,03U<JO0,f>CK) 

7,]70,&00,OCK> 

47|fr0fl,POO.O0O 

July  1,        .       . 

,i:i,ySJ.         100 

:,P94,3CKJ»00O 

7.1  ft  1,600 .000 

4fl,l70,ftOO,DflO 

August  1,  . 

:5t,VHiJ,-         lOO 

:,9ao.«oo,ooa 

e,e*3,(»oo.(K)o 

49.007,300^000 

September  1, 

a:Mi-,.....iOO 

:.88«,!&30,flOO 

0,437  .too  ,000 

4  7  J4  4, 000,000 

October  1.  . 

:il,fifF4.Tirtj,i)00 

T,021,SQ0,Q00 

5,T&3,goo,ooo 

46,4]»,20O,0O0 

November  1, 

:;ij4y.2"*\'^ 

7,«9Oi3O0,0O0 

£,a2B«3O0,0W 

44,2n4,WOjm 

December  1,      . 

3  t,;;i£,  700^000 

T.TflljWW.OOO 

5,S«lO,3O0.0W 

44,2T*,20O,0QO 

1907 

Janaary  1 

81,762,900,000 

6,748.000,000 

6,051,400,000 

44,163,200,000 
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Wachusetl  Reservoir.  —  At  the  beginning  of  the  year  the  water  in 
this  reservoir  was  at  elevation  344.06,  and  the  reservoir  contained 
17,115,300,000  gallons  of  water,  or  slightly  more  than  one-fourth 
its  full  capacity.  The  yield  of  the  watershed,  although  greater  than 
in  1905,  was  still  below  the  average.  The  highest  elevation  reached 
during  the  year  was  367.75,  on  July  10,  when  the  reservoir  con- 
tained 34,462,500,000  gallons.  Water  was  drawn  for  the  supply 
of  the  Metropolitan  District  as  follows  :  from  January  7  to  March  4 ; 
March  19  to  May  28 ;  June  7  to  June  17  ;  June  19  to  August  16 ; 
August  18  to  August  29  ;  September  4'to  December  16  ;  and  Decem- 
ber 26  to  December  31.  At  the  end  of  the  year  the  water  stood  at 
elevation  364.57,  and  the  reservoir  contained  31,752,900,000  gal- 
lons, —  a  net  gain  in  storage  for  the  year  of  14,637,600,000  gallons, 
which  is  an  increase  of  1,931,900,000  gallons  over  the  net  gain  dur- 
ing the  previous  year.  The  only  water  discharged  from  the  reservoir 
into  the  river  below  the  dam  was  that  required  for  the  use  of  the 
Lancaster  Mills,  and  to  keep  the  surface  of  the  Lancaster  Mills  pond 
up  to  the  crest  of  its  dam.  The  average  quantity  as  measured  at 
the  gaging  station  below  the  Lancaster  Mills  was  3,761,000  gallons 
per  day. 

The  50-foot  marginal  strip  along  the  full  reservoir  flow-line  has 
been  kept  mowed,  and  miscellaneous  rubbish  has  been  collected  from 
time  to  time  along  the  shore  line  of  the  reservoir  and  burned. 

A  large  hole  was  made  in  the  bed  of  the  Quinepoxet  River,  just 
below  the  highway  bridge  in  Oakdale,  during  the  spring  freshets. 
This  has  been  filled  with  large  stones  gathered  from  the  reservoir 
bottom  in  the  vicinity. 

The  grass  on  the  north  and  south  dikes  has  been  sold  at  auction 
for  $1,046.50. 

At  the  Wachusett  Dam  the  maintenance  work,  consisting  of  the 
operation  of  the  valves  controlling  the  flow  of  water,  the  cleaning 
of  screens,  taking  care  of  the  gate-chambers  and  of  the  grounds 
above  and  below  the  dam,  has  been  done  by  3  gate-keepei-s, 
assisted  by  from  2  to  5  laborers  whenever  necessary.  On  Sundays 
and  holidays  during  the  summer  season  the  presence  of  a  large 
number  of  visitors  on  the  dam  and  grounds  has  made  it  neces- 
sary to  keep  several  of  our  men,  who  have  been  qualified  as  special 
police,  on  duty  to  preserve  order  and  protect  the  grounds  from 
damage. 
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In  the  lower  gate-chamber  temperature  cracks  in  the  concrete 
foundations  have  been  cut  out  and  pointed  with  Portland  cement 
mortar.  The  brick  piers  supporting  the  48-inch  pipes  in  wells  Nos. 
2  and  3  have  been  repaired,  and  a  48-inch  flanged  I4"turn  in  the 
equalizer  pipe  in  well  No.  4,  which  was  found  to  be  cracked,  has 
been  replaced.  During  the  year  the  Anna  Tucker  house  and  barn 
in  Boylston,  and  the  Henry  March  house  and  bam  in  Oakdale, 
which  are  now  occupied  by  employes  of  the  Board,  have  been 
thoroughly  repaired  and  painted.  The  Clinton  office  building  has 
been  shingled  and  the  exterior  painted. 

Sudbury  Reservoir.  —  At  the  beginning  of  the  year  the  water 
in  this  reservoir  stood  at  elevation  256.97,  or  2.03  feet  below  the 
stone  crest  of  the  dam.  During  the  winter  and  early  spring  months 
the  water  was  kept  for  the  greater  part  of  the  time  from  2  to  3  feet 
below  the  crest  of  the  dam,  in  order  to  provide  storage  in  case  of 
large  yields  from  the  watershed.  From  May  3  until  December  7 
the  water,  except  for  a  short  time  in  September,  was  flowing  con- 
tinuously over  the  crest  of  the  dam,  the  elevation  of  the  reservoir 
being  kept  at  the  proper  height  by  water  furnished  from  the  Wachu- 
sett  Reservoir.  The  flow  from  the  Wachusett  Reservoir  was  shut 
off  from  December  16  to  26,  and  at  the  end  of  the  year  the  water 
in  the  Sudbury  Reservoir  was  about  3  feet  below  the  crest  of  the 
dam. 

Early  in  the  year  it  was  found  that  about  half  of  the  bam  at  the 
Sudbury  Dam  was  so  badly  decayed  that  it  was  unsafe  for  use. 
This  portion  of  the  bam  has  been  rebuilt,  and  the  whole  barn  and 
the  house  occupied  by  the  foreman  have  been  shingled.  The  bam 
was  painted  by  our  own  employes. 

The  grounds  near  the  dam  have  been  improved  by  covering  an 
unsightly  rock  dump  with  loam,  planting  two  dozen  swamp  maples, 
and  by  sodding  the  steep  slope  of  the  hillside  near  the  head-house 
of  the  Weston  Aqueduct. 

During  the  winter  81  electric  railway  poles  and  1,425  ties  were 
cut  and  sold  to  the  Boston  &  Worcester  Street  Railway  Company, 
and  593  chestnut  posts  were  cut  for  use  on  the  works. 

When  opportunity  offered,  some  work  has  been  done  toward  the 
construction  of  a  rough  road,  13,000  feet  long,  along  the  northerly 
side  of  the  reservoir,  from  the  dam  to  Parmenter  Street,  for  use  in 
reaching  our  property  on  the  north  side  of  the  reservoir. 
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A  four-strand  twisted  wire  fence,  1,109  feet  long,  has  been  built, 
and  203  feet  of  stone  wall  repaired  on  the  property  line  between 
land  of  the  Commonwealth  and  of  Robert  A,  Clark,  who  will  build  an 
equal  amount  of  fence  to  complete  the  fencing  of  the  line  between 
himself  and  the  land  of  the  Commonwealth. 

During  August  and  September  3,200  pine  trees  were  set  out  at 
various  points  around  the  reservoir.  In  the  winter  and  early  spring 
an  inspection  of  all  the  woods  belonging  to  the  Commonwealth 
around  the  reservoir  was  made  for  gypsy  and  brown-tail  moths. 
None  of  the  former  were  found,  but  3,500  nests  of  brown-tail  moths 
were  destroyed,  the  greater  proportion  of  these  being  found  in 
Marlborough,  in  the  vicinity  of  the  Marlborough  filter-beds. 

Marlborough  Brook  Filtei^-beds.  —  These  beds  have  been  in  use 
throughout  the  year,  and  have  filtered  all  the  water  received  from 
the  brook  except  for  a  small  amount  on  March  10  and  during  a 
thunder-shower  in  the  night  of  July  31.  All  of  the  beds  have  been 
cleaned  during  the  year,  and  gi'ass  and  weeds  were  removed  from 
the  surface  of  the  beds  about  the  first  of  August.  The  receiving 
and  settling  reservoir  was  cleaned  in  June,  and  about  1,100  cubic 
yards  of  material  were  removed  and  used  for  filling  a  depression  on 
the  easterly  side  of  the  reservoir,  near  Walker  Street.  During  July 
and  August  there  was  a  flow  of  tar  from  the  reservoir  of  the  Marl- 
borough Gas  Company  into  Marlborough  Brook,  the  quantity  at 
one  time  being  so  large  as  to  extend  down  the  brook  for  a  distance 
of  several  hundred  feet.  The  gas  company  removed  the  tar  from  the 
brook,  and  constructed  a  cut-off  trench  to  prevent  its  entering  the 
brook  in  the  future.  There  was  a  flow  of  diluted  sewage  from 
the  Marlborough  main  sewer  to  the  combined  storage  reservoir  and 
filter-bed  on  Farm  Road  during  a  part  of  March  and  for  a  few  days 
in  April,  and  a  small  flow  of  ground  water  continued  through  the 
sewer  at  times  until  the  first  of  August. 

Framingham  Reservoir  No.  3.  —  The  water  in  this  reservoir  has 
been  kept  from  1  to  3  feet  below  the  crest  of  the  dam,  its  elevation 
being  controlled  by  drafts  from  the  Sudbury  Reservoir. 

Framingham  Reservoir  No.  2.  —  This  reservoir  was  kept  prac- 
tically full  throughout  the  year.  Water  for  the  supply  of  the 
Metropolitan  District  was  drawn  from  the  reservoir  during  portions 
of  the  months  of  February,  May,  July,  September  and  November, 
and  continuously  during  August  and  October. 
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A  four-strand  ribbon  wire  fence,  about  4,000  feet  long,  was  built 
in  the  spring  on  the  property  line  between  land  of  R.  H,  Long  and 
the  Commonwealth  on  the  westerly  side  of  the  reservoir. 

Framingham  Reservoir  No.  1,  —  This  reservoir  was  full  through- 
out the  year  except  when  drawn  upon  for  the  purpose  of  filling  Farm 
Pond  or  of  running  water  to  Lake  Cochituate.  Water  was  wasted 
at  the  dam  during  the  whole  or  a  part  of  every  nionth  in  the  year 
except  October.  Water  was  drawn  from  this  reservoir  into  Lake 
Cochituate  on  June  14,  15,  19,  20  and  21 ;  from  June  30  to  July  2 ; 
on  July  21,  22  and  23;  September  4,  5,  6  and  7;  November  27 
and  28  ;  and  December  3,  4  and  5. 

Ashland  Resei^voir,  —At  the  beginning  of  the  year  water  in  this 
reservoir  was  at  elevation  220.91,  or  4.3  feet  below  high  water,  but 
water  was  flowing  over  the  masonry  crest  of  the  waste-way  on  Jan- 
uary 25.  The  reservoir  remained  full  and  water  ran  over  the  flash- 
boards  at  the  waste- way  until  early  in  September,  when  the  reservoir 
was  drawn  upon  for  the  supply  of  the  Metropolitan  District,  and  on 
October  20  its  surface  had  been  lowered  about  5  feet.  In  the  latter 
part  of  December  the  reservoir  was  again  full,  and  water  was  flow- 
ing over  the  crest  of  the  waste- way. 

On  April  19  the  upper  portion  of  the  gate-keeper's  house  was 
destroyed  by  fire.  The  house  was  a  small,  one  and  one-half  story 
building,  and  did  not  properly  accommodate  the  keeper's  family. 
In  rebuilding,  another  story  has  been  added  and  a  more  convenient 
arrangement  of  the  interior  made.  The  rebuilding,  with  the  excep- 
tion of  the  painting,  which  was  done  by  our  own  men,  was  done  by 
A.  P.  Eldridge  of  South  Framingham,  at  a  cost  of  $1,200. 

Hopkinton  Reservoir, — This  reservoir  was  9.26  feet  below  high 
water  at  the  beginning  of  the  year.  The  water  gradually  rose  dur- 
ing January  and  February,  and  on  March  5  was  flowing  over  the 
stone  crest  of  the  waste-way.  Water  was  drawn  from  the  reservoir 
to  replenish  Framingham  Reservoir  No.  2  during  a  portion  of  each 
month  from  May  to  November,  excepting  June.  The  reservoir 
remained  full  and  water  was  running  over  the  flash-boards  a  portion 
of  the  time  until  early  in  September,  when  the  draft  gradually  low- 
ered the  water  to  5  feet  below  the  crest  of  the  dam  on  November  6. 
On  January  1,  1907,  the  water  had  risen  to  elevation  303,  or  2  feet 
below  high  water. 

The  flight  of  steps  leading  up  the  side  of  the  embankment  of  the 
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dam,  opposite  the  filter-beds,  has  been  repaired  ;  and  a  small  piece  of 
ground  l>etween  the  foot  of  the  dam  and  filter-bed  No.  1,  which  was 
covered  with  water  when  the  filter-beds  were  in  use,  has  been  raised, 
to  prevent  flooding. 

During  the  winter,  1,886  chestnut  posts  were  cut  on  the  southerly 
side  of  the  reservoir. 

Whitehall  lieservoir.  —  Water  was  allowed  to  run  to  waste  from 
this  reservoir  during  January  and  portions  of  February  and  March. 
The  surface  of  the  reservoir  fell  from  elevation  337.27  on  January  1 
to  335.45  on  February  20.  Early  in  July  the  reservoir  reached  its 
old  high-water  mark,  and  remained  full  until  the  early  part  of 
December,  when  water  was  again  allowed  to  waste.  On  January  1, 
1907,  the  elevation  of  the  resei'voir  was  337.05. 

Fa7*m  Pond,  —  The  water  in  this  pond  ranged  between  high-water 
and  a  foot  below  during  the  year.  For  the  convenience  of  the 
Framingham  Water  Works,  it  was  partially  filled  with  water  drawn 
from  Framingham  Reservoir  No.  1  in  September  and  November. 

Lake  Cochituate.  —  At  the  beginning  of  the  year  the  water  in  the 
lake  was  5.68  feet  below  high  water.  No  water  was  drawn  from 
.the  lake  from  January  1  until  April  24,  and  it  was  so  near  high- 
water  mark  on  March  9  that  waste  was  commenced  at  the  outlet 
dam,  and  continued  for  the  greater  portion  of  the  time  until  April 
24.  The  lake  remained  practically  full  until  early  in  July,  after 
which  date  it  gradually  lowered  until  the  middle  of  November,  when 
it  was  7.6  feet  below  high  water.  Water  was  turned  into  the  lake 
from  Framingham  reservoirs  Nos.  1  and  2  in  June,  July,  September, 
November  and  December. 

Between  October  15  and  November  26  the  wooden  flume  through 
the  circular  dam  which  is  used  for  keeping  the  easterly  arm  of  the 
lake,  known  as  the  Fiske  Meadow,  covered  with  water  at  times  when 
the  lake  is  more  than  1  foot  below  high  water,  was  replaced  by  a 
flume  built  of  Portland  cement  concrete.  The  flume  is  6,25  feet 
wide,  42.5  feet  long  on  the  bottom  and  7.25  feet  deep  at  the  centre. 
The  floor  of  the  flume  and  the  foundation  of  the  sidewalls  are  of  con- 
crete 14  inches  in  thickness,  reinforced  with  corrugated  steel  rods, 
and  are  supported  upon  the  spruce  piles  which  supported  the  old 
culvert  and  upon  4-inch  by  4-inch  spruce  timbers  driven  through  the 
underlying  peat  and  mud  to  hard  bottom.  The  sidewalls  of  the 
flume  are  18  inches  thick  at  the  top,  with  a  batter  of  about  3  inches 
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per  foot  on  the  back;  they  are  7.25  feet  high  at  the  centre  and  6 
inches  high  at  either  end.  The  slope  on  the  down-stream  side  of 
the  dam  was  repaved.  The  elevation  of  the  water  above  the  dam 
can  be  controlled  by  stop-planks  set  in  grooves  in  the  sidewalls  of 
the  flume.  While  the  work  on  the  flume  was  in  progi'ess  considerable 
work  was  done  in  removing  the  rubbish  from  the  shores  around  the 
basin,  and  at  the  easterly  end,  near  West  Central  Street,  the  shore 
was  improved  by  excavating  so  as  to  prevent  shallow  flowage. 

During  the  early  part  of  the  year  the  land  between  the  outlet  dam 
and  the  attendant's  house  was  improved  by  cutting  out  trees  and 
underbrush  which  had  been  killed  by  fire  during  the  previous  year, 
and  a  few  nests  of  the  brown-tail  moth  were  found  and  destroyed. 
In  the  latter  part  of  the  year  the  eggs  of  the  gypsy  moth  were  found 
in  considerable  numbers  on  the  east  side  of  the  lake,  in  the  neigh- 
borhood of  the  summer  camps.  The  work  of  destroying  these  was 
begun  in  December. 

The  barn,  store-house  and  carriage-house  used  by  the  foreman, 
and  the  roof  of  the  efliuent  gate-house,  have  been  painted. 

No  water  has  been  turned  from  Dudley  Pond  into  Lake  Cochituate, 
-and  the  elevation  of  the  pond  has  ranged  between  3.9  feet  below 
high  water  at  the  beginning  of  the  year  and  2.39  feet  below  on 
June  1. 

The  surface  of  Dug  Pond  has  varied  between  0.91  of  a  foot  above 
and  3  feet  below  the  invert  of  the  18-inch  overflow  pipe. 

Water  was  pumped  on  to  the  Pegan  Brook  filter-beds  on  191 
days  during  the  year.  The  total  quantity  pumped  was  246,525,000 
gallons,  of  which  158,739,000  gallons  were  from  Pegan  Brook  and 
87,786,000  gallons  from  the  intercepting  ditch  which  collects  water 
from  the  brooks  formerly  draining  into  Pegan  Brook  Meadow. 
The  total  quantity  of  coal  consumed  was  148,825  pounds,  so  that 
1,656  gallons  of  water  were  pumped  per  pound  of  coal.  The  cost 
of  operating  the  pumping  station,  cleaning  the  filter-beds  and  caring 
for  the  grounds  was  $4,314.79,  making  the  cost  per  million  gallons 
pumped  $17.50.  The  filter-beds  have  been  cleaned  several  times  in 
the  usual  way,  by  the  removal  of  the  deposit  which  collects  on  the 
surface  of  the  beds,  and  in  addition  the  dark-colored  sand  composing 
the  upper  surface  of  the  beds  has  been  removed  to  an  average  depth 
of  about  3  inches.  The  deeper  portion  of  the  receiving  reservoir 
•on  Pegan  Brook  has  also  been  cleaned  of  mud  and  silt,  which  gen- 
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erally  had  a  depth  of  about  8  inches,  except  along  the  location  of 
the  old  channel,  where  the  depth  of  the  deposit  was  about  3^  feet. 
About  1,027  cubic  yards  of  sand  were  removed  from  the  surface  of 
the  filter-beds,  and  about  2,450  cubic  yards  of  mud  and  silt  from  the 
bottom  of  the  receiving  reservoir.  The  sill  of  the  overflow  from 
the  receiving  reservoir  and  the  stop-plank  grooves  of  the  overflow, 
which  were  of  wood,  and  badly  decayed,  have  been  removed  and 
replaced  by  a  concrete  sill  and  grooves. 

Sources  from  which  Water  has  been  taken. 
An  average  of  80,764,000  gallons  of  water  per  day  was  drawn 
from  the  Wachusett  Reservoir  through  the  Wachusett  Aqaedact 
into  the  Sudbury  Reservoir.  An  average  of  32,289,000  gallons  per 
day  was  drawn  from  the  Sudbury  Reservoir  through  the  Weston 
Aqueduct  into  the  distribution  system  of  the  Metropolitan  District. 
From  Framingham  Reservoir  No.  3  an  average  of  68,363,000  gal- 
lons per  day,  and  from  Fmmingham  reservoirs  Nos.  1  and  2  an 
average  of  5,634,000  gallons  per  day,  was  drawn  through  the  Sud- 
bury Aqueduct  to  Chestnut  Hill  Reservoir.  An  average  of  13,288,000 
gallons  per  day  was  drawn  from  Lake  Cochituate  through  the  Cochit- 
uate  Aqueduct  to  Chestnut  Hill  Reservoir,  The  Spot  Pond  drainage 
area  furnished  321,000  gallons  per  day. 

Aqueducts. 

The  Wachusett  Aqueduct  has  been  in  use  316  days  during  the 
year.  It  was  thoroughly  cleaned  between  December  17  and  22.  It 
was  also  examined  at  this  time  and  found  to  be  in  good  condition. 
All  ironwork  on  structures  along  the  aqueduct,  including  the  ter- 
minal chamber,  has  been  painted.  The  granolithic  surfacing  on  top 
of  the  Assal>et  Bridge  has  been  repaired,  and  the  usual  work  of 
maintenance  along  the  line  of  the  aqueduct  performed. 

The  Sudbury  Aqueduct  has  been  in  service  359  days  during  the 
year.  The  aqueduct  was  cleaned  from  Framingham  Dam  No.  1  to 
Chestnut  Hill  Reservoir,  including  the  three  siphon  pipes,  from 
May  22  to  24  and  June  5  to  8,  The  joints  in  the  masonry  of  several 
of  the  culverts  and  waste-weirs,  and  in  the  superstructures  of  the 
east  and  west  siphon  chambers,  have  been  cut  out  and  pointed,  the 
work  on  the  culverts  and  waste- weirs  being  done  by  our  own  em- 
ployes and  that  on  the  siphon  chambers  by  R.  H.  Pickett.  Of  the 
50  culverts,  waterways  and  waste-weirs  on  the  line  of  this  aqueduct,. 
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28  have  been  repointed  within  the  last  few  years  and  5  have  been 
partially  pointed.  The  ironwork  in  the  roofs  of  the  east  and  west 
siphon  chambers  and  the  4  waste-weirs  has  been  thoroughly  scraped, 
to  remove  the  rust,  and  painted,  also  the  floor  beams  and  gratings 
of  the  west  siphon  chamber.  The  flash-boards  in  both  the  east  and 
west  siphon  chambers,  161  in  number,  were  painted,  also  two  small 
buildings  over  manholes  on  the  line  of  the  aqueduct. 

In  order  to  avoid  possible  claims  for  damages  on  account  of  the 
running  of  water  from  the  Sudbury  Aqueduct  through  Course  Brook 
to  Lake  Cochituate,  the  right  has  been  obtained  from  John  West, 
the  owner  of  a  parcel  of  land  through  which  the  brook  runs,  to  flood 
his  land  to  a  height  not  exceeding  elevation  150.20  at  the  culvert 
under  Speen  Street,  also  the  right  to  enter  his  land  for  the  purpose 
of  repairing  or  deepening  the  brook. 

The  Newton  and  Watertown  Gas  Light  Company  laid  eight  3-inch 
pipes  over  the  aqueduct,  under  the  sidewalk  on  the  easterly  side  of 
Walnut  Street,  and  the  New  England  Telephone  and  Telegraph 
Company  and  the  Newton  and  Watertown  Gas  Light  Company  laid 
3-inch  and  8-inch  pipes  over  the  aqueduct  on  Boylston  Street  at 
Newton  Upper  Falls.  The  town  of  Needham  laid  a  4-inch  water 
pipe  over  the  aqueduct  at  Wellesley  Avenue. 

Early  in  the  year  about  350  nests  of  the  brown-tail  moth  were 
destroyed  along  the  line  of  the  aqueduct  between  the  west  siphon 
chamber  and  the  westerly  end  of  the  Beacon  Street  tunnel. 

The  Oochittcate  Aqueduct  was  in  use  237  days.  The  aqueduct  was 
cleaned  during  the  month  of  April.  The  stone  masonry  of  two  of 
the  culverts  has  been  repointed.  The  surveys  for  locating  the 
aqueduct  and  determining  the  position  of  property  bounds,  which 
have  been  in  progress  for  several  years,  have  been  finished.  During 
the  year  73  alignment  bounds  and  195  land  bounds  have  been  set, 
and  at  the  end  of  the  year  but  36  of  the  property  bounds  remained 
to  be  set  to  complete  the  work. 

The  Newton  and  Watertown  Gas  Light  Company  laid  eight  3-inch 
pipes  over  the  aqueduct  at  Walnut  Street  in  Newton  Centre. 

About  8,600  nests  of  the  brown-tail  moth  were  destroyed  along 
the  line  of  the  aqueduct  between  the  waste-weir  in  Wellesley  and 
Chestnut  Hill  Reservoir,  and  170  clusters  of  the  eggs  of  the  gypsy 
moth  were  destroj'^ed  on  the  aqueduct  line  in  Newton  and  Brighton. 

Beginning  at  a  point  about  850  feet  east  of  the  road  leading  from 
Cochituate  to  Natick,  and  extending  for  a  distance  of  about  a  mile, 
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the  land  through  which  the  aqueduct  runs  is  wet  and  swampy.  This 
has  been  improved  by  the  construction  of  a  ditch  1,550  feet  long, 
12  inches  wide  at  the  bottom  and  1%  to  2  feet  deep,  with  side  slopes 
of  2y2  to  1,  draining  westerly  into  Snake  Brook,  and  by  a  similar 
but  somewhat  smaller  ditch,  1,450  feet  long,  which  carries  the  sur- 
face water  easterly  toward  Oak  Street  into  Stevens  Brook. 

The  Weston  Aqueduct  was  in  use  355  days.  It  was  cleaned  from 
the  head-house  to  siphon  chamber  No.  4  between  March  6  and  17, 
including  the  siphon  pipes  at  the  Sudbury  River  and  Happy  Hollow. 
Two  screens  have  been  made  and  set  in  the  head-house.  In  order 
to  keep  cattle  off  the  aqueduct  embankments,  2,265  feet  of  4-strand 
ribbon  wire  fence  has  been  built  on  the  property  line  opposite  lands 
of  Bullard  and  Thomas  in  Wayland,  and  704  feet  along  the  line  of 
Water  Street  in  Framingham.  The  interior  and  exterior  woodwork 
of  the  head-house,  meter  chamber,  2  gaging  chambers  and  4  siphon 
chambers  has  been  painted.  During  the  early  winter  months  a 
portion  of  the  woodland  near  siphon  chambers  Nos.  1  and  2  was 
improved  by  cutting  underbrush  and  dead  trees,  and  by  thinning 
out  the  trees  so  that  the  remainder  may  have  a  better  opportunity 
to  grow.  In  doing  this  work  320  chestnut  fence  posts  and  about 
19  cords  of  wood  were  obtained.  Quite  a  number  of  small  trees 
and  considerable  underbrush  have  also  been  cut  along  the  aqueduct 
line,  for  the  purpose  of  saving  future  expense  in  protecting  the 
property  from  the  gypsy  and  brown-tail  moths.  The  trees  along 
the  whole  length  of  the  aqueduct  have  been  inspected  for  moths, 
and  both  varieties  have  been  found  and  destroyed  in  small  numbers 
at  different  points  between  the  terminal  chamber  in  Weston  and  the 
easterly  end  of  tunnel  No,  2  in  Framingham.  In  the  latter  part  of 
November  work  was  begun  on  a  small  bam,  20  feet  by  30  feet,  to 
be  built  on  the  land  formerly  owned  by  George  A.  White,  which  is 
to  be  used  by  the  foreman  in  charge  of  the  aqueduct  line.  It  is  to 
be  built  by  our  regular  employes  during  the  winter. 

Pumping  Stations, 
Seventy-three  per  cent,  of  all  the  water  supplied  to  the  Metro- 
politan District  has  been  pumped  at  the  two  stations  at  Chestnut  Hill 
Reservoir ;  the  remainder  was  delivered  by  gravity.  The  total  quan- 
tity pumped  at  all  of  the  stations  during  the  year  was  35,180,570,000 
gallons,  or  805,660,000  gallons  less  than  during  the  preceding  year. 
The  cost  of  operating  the  stations  was  $102,377.95,  equivalent  to 
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$2.91  per  million  gallons  pumped,  or  $0.30  per  million  gallons  more 
than  the  corresponding  cost  during  the  year  1905. 

The  cost  per  gross  ton  of  fuel  used  at  the  Chestnut  Hill  high- 
service  station  was  $0.08  greater,  at  the  Chestnut  Hill  low-service 
station  $0.04  greater,  and  at  the  Spot  Pond  station  $0.36  greater, 
than  during  the  preceding  year.  The  greater,  part  of  the  increase 
in  cost  of  pumping  is  due  to  the  increased  cost  of  labor,  caused  both 
by  increase  in  the  rate  of  wages  paid  and  by  increase  in  the  number 
of  employes  during  the  last  two  months  of  the  year,  made  necessary 
by  a  reduction  in  the  hours  of  labor  from  56  hours  to  48  hours  per 
week.  The  remainder  of  the  increase  is  due  to  increase  in  the  cost 
of  fuel,  and  a  slight  decrease  in  the  efficiency  of  the  pumping 
machinery. 

Tests  have  been  made  from  time  to  time  to  determine  the  vis- 
cosity, specific  gravity  and  buniing  point  of  oil  used  at  the  several 
stations,  and  tests  have  been  made  to  determine  the  calorific  value 
of  coal  used  and  offered  for  use  in  the  several  stations.  Twenty- 
four  tests  have  been  made  of  oil  and  33  of  coal. 

Coal  for  use  at  the  several  stations  has  been  purchased  as  fol- 
lows :  — 


Obobs  Tomb. 

Chestnnt 

Hill  High. 

service 

Station. 

Cbeatnnt 

Hill  Low. 

aerriee 

SUtion. 

Spot 
Pond 
StaUon. 

West 
Bozbnry 
Station. 

Arling. 

ton 
StaUon. 

Price 

per  Gross 

Ton,  in  Bins. 

Merobanto  Goal  Oompany,  bliamlnons,  . 

178.60 

- 

- 

- 

- 

$4  79 

0.  W.  Claflln  ft  Oo.»  bitamlDoas,    . 

410.50 

- 

- 

- 

- 

4  78 

Merehants  Coal  Oompany,  bttamlnoiis, . 

196.80 

•        - 

- 

- 

- 

456 

Merchants  Coal  Company,  bltamlnoas, . 

518.00 

- 

- 

- 

- 

4  48 

MerohanU  Coal  Company,  bltamlnoas, . 

- 

706.07 

- 

- 

- 

4  42 

Spring  Coal  Company,  bUamlnooa, 

58.26 

- 

- 

- 

- 

4  15 

William  A.  Jepton,  bitnminoas,     . 

2.001.30 

- 

- 

- 

- 

4  14 

Anderion  Coal  Mining  Company,  bltu- 

minons. 
Merchanu  Ooal  Company,  bitamlnoas, . 

45.81 
1,871.80 

- 

: 

: 

- 

4  10 
409 

William  A.  Jepaon,  bltuminooa,     . 

- 

1,870.69 

- 

- 

- 

4  05 

- 

1,061.86 

- 

- 

- 

400 

O.  W.  OlaAin  ft  Co  ,  bnokwheat  anthra- 

cite. 
C.  W.  Olaflin  ft  Co.,  bnokwheat  anthra. 

elte. 
Bay  SUte  Fool  Company,  acreenlngs,    . 

1,280.70 

1,061.80 

: 

- 

- 

2  98 
284 

68.28 

- 

- 

- 

- 

2  52 

Bay  SUte  Fael  Company,  acreenlngs,    . 

- 

8.42 

- 

- 

- 

2  52 

Maiden  Ooal  Company,  bitaminons. 

- 

- 

305.90 

- 

- 

488 
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Oboss  Tovi. 

Oieetnat 

HUlHIgh- 

eerrlee 

Station. 

Cheetant 

eui  Low- 

eerviee 

Station. 

Spot 

Pood 

Statioo. 

Weet 
lUnbory 
Station. 

ArUog- 

ton 
Station. 

Prtoe 

per  OroM 

ToD,inBfa». 

Locke  Coal  Oompftny,  Mtomlno**, 
Locke  Ooal  Oompany,  eoreeoinge,  •  '    . 
D.  J.  Cotter  ft  Co.,  entbruite, 
Locke  Ooel  Company,  bitnmiaoiw, 
Peiree  k  Winn  Company,  bttomlnonp,  . 
Loeke  Coal  Company,  bltaminoiia, 
Wellington- WUd  Coal  Co.,  bUnmlnoaa, 
Peiree  &  Winn  Company,  tcreenlnga,    . 
Locke  Coal  Company,  eereeninge,  . 

4.774.06 

1,280.70> 

68.28 

$4  90 

2  081 

2  62 

- 

447.91 
277.80 

888.87 

60.01  . 
113.64 
286.00 

61.40 
103.24 
6.86  1 

$4  85 

t  24 
T  tS 

4  m 

4  61 
4  48 
4  25 
2  24 
2  24 

Total  groea  tone,  bitnminoos,  . 
Total  groee  tone,  anthracite,     . 

Inge. 
Average  price  per  groea  ton,  bitaminooe, 

Ayerage  price  per  groee  ton,  anthracite. 

Average  price  per  groaa  ton,  anthracite 
ecreenlngfl. 

8,287.08 

1,061.801 

8.43 

$4  12 

2  841 

262 

768.81 

2n.80 
$4  86 

224 

868.87 
$7  28 

600.04 

100.60 
$4  48 

224 

- 

1  Bnekwheat. 


Chestrmt  StU  High-Service  Station. 

The  water  used  in  the  high-service  district  of  Boston,  the  city  of 
Quincy  and  the  towns  of  Watertown,  Belmont  and  Milton,  was 
pumped  at  this  station. 

The  following  are  the  statistics  relating  to  operations  at  this 
station :  — 


Total  quantity  pamped  (million  gallons), . 
Dally  average  quantity  pumped  (gallons). 
Total  coal  used  (pounds),    .       .       .       . 
Qallons  pumped  per  pound  of  coal,    . 
Average  liead  pumped  against  (feet). 

Cost  of  pumping :  — 

Labor 

Fuel, .       . 

Repairs, 

Oil,  waste  and  packing,        .       .       .       . 
Small  supplies, 

Totals, 


Cost  per  million  gallons  pumped,  • 

Cost  per  million  gallons  raised  1  foot  higb, 


Bngines 
Noe.land2. 


1,006.11 

6,210,000 

8,014,777 

681.08 

120.09 

$4,946  02 

6.416  43 

2,000  86 

141  68 

144  68 


$12,646  91 

$6,688 
0.066 


Engine 
No.  8. 


614.22 

1,400.000 

618,988 

990.91 

128.44 

$008  63 

908  68 

246  22 

17  48 

17  79 


$1,798  69 

$3,498 
0.027 


Engine 
No.  4. 


10,310.81 

28,249,000 

8,618,637 

1,210.40 

181.57 

$13,465  67 

16,268  44 

600  86 

886  63 

898  65 


$80,007  66 

$2,910 
0.022 


Totals  for 
StatioB. 


12.780.14 

S4.8n,OO0 

12,052,247 

1,066.36 

12916 

$19,019  31 

2l,5n  50 

2,756  98 

644  54 

556  87 

$44,453  15 

$3,493 
0.027 
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The  repairs  on  engine  No.  2,  which  were  in  progress  at  the 
beginning  of  the  year,  were  completed  in  February,  and  the  engine 
was  placed  in  service  on  the  19th  of  that  month.  A  description  of 
the  work  done  was  given  in  the  report  for  the  year  1905. 

Plans  and  specifications  have  been  prepared  and  a  contract  will 
soon  be  made  for  an  additional  boiler  of  the  same  size  and  design 
as  the  two  64-inch  horizontal  tubular  boilers  now  in  use  at  the 
station. 

The  joints  in  the  exterior  masonry  of  the  pumping  station  have 
been  repointed. 

Chestnut  Hill  Low-service  Pumping  Station, 
The  quantity  of  water  pumped  at  this  station  was  about  5  per 

cent,  less  than  during  the  preceding  year. 

The   following   are  the   statistics   relating  to  operations  at  this 

station :  — 

Engines 
Kos.  5, 6  and  7, 

Total  quantity  pumped  (million  gallons), 18,938.69 

Daily  average  quantity  pumped  (gallons), 61,887,000 

Total  coal  used  (pounds), 7,966,868 

Gallons  pumped  per  pound  of  coal, 2,380.61 

Average  head  pumped  against  (feet), 61.16 

Cost  of  pumping :  — 

Labor, 116.754  78 

Fuel, 13.683  83 

Repairs, 682  68 

Oil,  waste  and  packing, 636  07 

Small  supplies, 448  60 

Total  for  station, $32,004  96 

Cost  per  million  gallons  pumped, tl*690 

Cost  per  million  gallons  raised  1  foot  high, 0.033 

The  cost  per  million  gallons  pumped  was  $0,106  greater  than  for 
the  year  1905.  This  was  due  to  the  increase  in  the  c^st  of  labor 
and  fuel. 

8pot  Pond  Pumping  Station. 
At  this  station  practically  all  of  the  water  was  pumped  with  engine 
No.  9,  the  20,000,000-gallon  Holly  engine,  engine  No.  8  having 
been  in  operation  only  12  hours  and  45  minutes  during  the  year. 
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The  following  are  the  statistics  relating  to  operations  at  this 
station  :  —  ..__^  _  _  ^ 

Totals  for  StaliM. 

EpmIuci 

KoTlaiidS. 

Total  quantity  pumped  (million  gallons), 3*031.77 

Daily  average  quantity  pumped  (gallons), 8,306,000 

Total  coal  used  (pounds), 8,533,049 

Gallons  pumped  per  pound  of  coal, 1,196.09 

Average  head  pumped  against  (feet), 127.98 

Cost  of  pumping :  — 

Labor, f6,771  U 

Fuel,      .        .     , i,485  18 

Repairs 462  26 

Oil,  waste  and  packing, 174  97 

Small  supplies, 311  09 

Totals 112,205  04 

Cost  per  million  gallons  pumped, f4.026 

Cost  per  million  gallons  raised  1  foot  high, O.OSl 

The  cost  per  million  gallons  pumped  was  $0,078  more  than  for 
the  previous  year,  due,  as  at  the  Chestnut  Hill  stations,  to  the  in- 
creased cost  of  labor  and  fuel. 

Joints  in  the  exterior  masonry  of  the  building  were  repointed, 
and  repairs  made  upon  the  tile  roof  and  copper  gutters. 

West  Roxbury  Pumping  Station. 

At  this  station  water  was  pumped  for  supplying  the  higher  por- 
tions of  West  Roxbury  and  Milton. 

The  following  are  the  statistics  relating  to  operations  at  this 
station :  — 

Pumps  operated  7,892  hours  5  minutes ;  average,  22  hours  per  day. 

Daily  average  quantity  of  water  pumped  (gallons),  ....  646,000 

Daily  average  quantity  of  coal  consumed  (pounds),  ....  2,238 

Gallons  pumped  per  pound  of  coal, 289 

Average  lift  in  feet, 140 

Cost  of  pumping :  — 

Labor, 18,817  81 

Fuel, 2,659  72 

Repairs  and  small  supplies, 667  26 

Total  for  station, 17,144  79 

Cost  per  million  gallons  pumped, 130.281 

Cost  per  million  gallons  raised  1  foot  high, 0.216 
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During  the  first  seven  months  of  the  year  the  quantity  of  water 
consumed  in  the  district  supplied  from  this  station  showed  a  consid- 
erable increase,  and  during  several  weeks  the  daily  average  quantity 
pumped  was  between  800,000  and  900,000  gallons  per  day.  The 
discovery  and  repair  of  a  number  of  leaks  in  the  distribution  system, 
one  of  which  amounted  to  about  108,000  gallons  per  day,  caused  a 
very  material  reduction  in  the  quantity  pumped,  and  at  the  close  of 
the  year  the  daily  average  quantity  of  water  pumped  was  less  than 
500,000  gallons. 

One  of  the  54-inch  vertical  boilers  was  repaired  by  putting  in  new 
tube  sheets,  the  work  being  done  by  the  Daniel  Russell  Boiler  Works 
of  South  Boston,  at  a  cost  of  $175.  A  new  Warren  air  pump  was 
installed  in  April  as  an  auxiliary  to  the  old  air  pump,  which  did  not 
work  satisfactorily,  and  which  is  now  held  in  reserve.  In  March 
a  new  plunger  rod  was  placed  in  the  No,  2  pump,  to  replace  one 
which  broke  while  the  pump  was  in  operation. 

Arlington  Pumping  Station. 

All  water  supplied  to  the  town  of  Lexington  and  to  the  high-ser- 
vice district  of  Arlington  was  pumped  at  this  station. 

The  following  are  the  statistics  relating  to  operations  at  this 
station :  — 

Pamps  operated  8,702  hours  45  minates ;  average,  24  hours  per  day. 

Daily  average  quantity  of  water  pumped  (gallons),  ....  671,000 

Daily  average  quantity  of  coal  consumed  (pounds),  ....  4,065 

Gallons  pumped  per  pound  of  coal, 165 

Average  lift  in  feet, 283 

Cost  of  pumping :  — 

Labor, f  3,620  78 

Fuel, 2,670  38 

Repairs  and  small  supplies,  .                               278  85 

Total  for  station, f6,570  01 

Cost  per  million  gallons  putnped, $26,843 

Cost  per  million  gallons  raised  1  foot  high, 0.095 

The  quantity  pumped  was  86,000  gallons  per  day,  or  14.7  per 
cent,  greater  than  during  the  year  1905.  The  cost  per  million  gal- 
lons pumped  was  $0.28  less  than  during  the  previous  year,  due  to 
the  increase  in  the  amount  of  water  pumped,  while  the  cost  of  oper- 
ation did  not  increase  in  the  same  proportion. 
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On  October  3  the  cast-iron  partition  between  the  water  cylinders 
in  the  compound  Blake  pump,  which  is  constantly  used  for  pumping 
at  this  station,  was  found  to  be  cracked.  Temporary  repairs  were 
made  by  our  own  employes,  which  it  is  expected  will  permit  the  use 
of  the  pump  until  the  engine  in  the  new  station  which  is  now  being 
built  is  placed  in  service. 

Consumption  of  Water. 

The  daily  average  quantity  of  water  consumed  in  the  cities  and 
towns  supplied  from  the  Metropolitan  Water  Works  during  the  year 
1906,  as  measured  by  the  Venturi  meters,  was  117,524,600  gallons, 
equal  to  128  gallons  per  inhabitant  in  the  district  supplied.  In 
addition  to  the  above,  45,000  gallons  daily  were  supplied  to  the 
United  States  Government  reservation  on  Peddock's  Island.  The 
daily  average  quantity  supplied  to  the  Metropolitan  Water  District, 
as  determined  by  pump  measurement  and  by  the  flow  in  the  Weston 
Aqueduct  and  the  estimated  yield  of  Spot  Pond,  was  118,820,000 
gallons,  equal  to  130  gallons  per  inhabitant.  The  excess  difiference 
of  1,250,400  gallons  per  day  between  the  quantity  delivered  by  the 
aqueducts  and  that  measured  by  meters  to  the  several  municipalities 
is  due  to  diflferences  in  methods  of  measurement,  to  leakage  from 
the  Metropolitan  Water  Works  reservoirs  and  pipes,  and  to  the  use 
of  water  at  the  Chestnut  Hill  and  Spot  Pond  pumping  stations. 

The  daily  average  consumption  of  water  in  each  of  the  cities  and 
towns  supplied  from  the  Metropolitan  Works  during  the  years  1905 
and  1906,  as  measured  by  the  Venturi  meters,  was  as  follows :  — 


Estimated 
Population. 

190«. 

Daily  Atbraob  OoNsuifPTiON. 

1»*5. 

IINKI.                  1 

Increase. 

Gallons. 

Gallons 
porCaplU. 

O""--  \X^J 

Decrease. 

BostOD, 

801,480 

80,748,000 

151 

90,951,800 

181 

1,207,900 

- 

Somervllle, 

*    70,960 

6,180,000 

89 

8,301,000 

89 

140,100 

- 

Maiden, 

80,040 

2,019,600 

63 

2,000,100 

61 

- 

19,400 

Chelsea, 

88,000 

4,091,200 

110        , 

8,894,000 

97 

- 

897,200 

Everett, 

80,270 

2,692,400 

89 

2,441,600 

81 

- 

150.800 

QuiDcy, 

28,800 

8,060,100 

109 

3,021,800 

107 

- 

28,800 

Mcdford,     . 

20,080 

1,921,800 

97 

I     2,014,100 

100 

02,800 

- 

Melrose, 

14,850 

1,801,100 

112 

1,691,800 

109 

- 

9,800 
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Estimated 
Popnlatlon. 

1906. 

Daily  Avbraov  Consumptioh. 

1905. 

IfNM. 

Increase. 

Gallons. 

Oallone 
per  Oapita. 

Gallons. 

Gallons 
per  Capita. 

Decrease. 

Severe, 

18,390 

1,006,800 

78 

1,093,200 

82 

86,400 

. 

'Wateriown, 

11,550 

790,700 

70 

771,800 

67 

- 

19,400 

Arlington,  . 

9,940 

787,700 

81 

800,800 

81 

18,100 

- 

Milton, 

7,120 

820,900 

46 

860,800 

49 

29,400 

- 

Wlnthrop, 

7,240 

798,800 

118 

819,800 

118 

21,600 

- 

€toneham, 

6,850 

614,000 

81 

441,200 

69 

- 

72,800 

Belmont, 

4,410 

266,300 

61 

272,900 

62 

6,600 

- 

Lexington, 

4,280 

299,100 

74 

836,000 

79 

86,900 

- 

Kohant,      . 

1,860 

186,600 

74 

181,900 

71 

- 

4,700 

ewampecott, 

6,240 
916,040 

634,600 

88 

492,600 

79 

- 

42,100 

District 

116,686,900 

129 

117,624,000 

128 

888,700 

- 

The  consumption  in  the  several  districts  was  as  follows :  — 


Gallons 
per  Day. 


Increase 
(Gallons 
per  Day). 


8outbem  loW'Serrlce  district,  embracing  the  low-service  district  of  Boston, 
with  the  exception  of  Oharlestown  and  East  Boston, 

Northern  low-service  district,  embracing  the  low -service  districts  of  Bomer- 
ville,  Ohelsea,  Maiden,  Medford,  Everett,  Arlington,  Oharlestown  and  Bast 
Boston, 

8ontbem  hlgh-servlce  district,  embracing  the  high-service  districts  of  Boston, 
Qulncy,  Watertown,  Belmont,  and  a  portion  of  Milton, 

Northern  hlgh-servlce  district,  embracing  Melrose,  Revere,  WInthrop,  Swamp- 
Bcott,  Nahant  and  Stoneham,  and  the  high-service  districts  of  Bomerville, 
Chelsea,  Maiden,  Medford,  Everett  and  Bast  Boston, 

Sonthem  extra  high'servloe  district,  embracing  the  highest  portions  of  West 
Roxbury  and  Milton, 

Northern  extra  hlgh-servlce  district,  embracing  Lexington  and  the  highest 
portions  of  Arlington, 

Totals, 

1  Decrease. 


47,769,800 


666,800 


26,268,200 

760,800 1 

88,870,800 

789,400 

8,809,800 

187,800 

646,400 

10,400 

670,600 

86,600 

117,624,600 

888,700 

The  consumption  in  the  northern  low-service  district  shows  a  re- 
duction, while  all  the  other  districts  show  an  increase,  as  compared 
with  the  quantity  used  in  1905.  This  is  due  to  the  fact  that  in 
Chelsea,  East  Boston  and  Somerville,  which  form  a  considerable 
part  of  the  northern  low-service  district,  the  waste  to  prevent  freez- 
ing of  service  pipes  during  the  cold  months  in  1905  was  greater  in 
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proportion  to  the  total  consumption  for  that  year  than  in  any  other 
parts  of  the  Metropolitan  District. 

The  diagram  facing  this  page  shows  the  average  rate  of  consump- 
tion in  the  district  supplied  by  the  Metropolitan  works  for  each 
week  during  the  years  1905  and  1906,  also  the  rate  of  consumption 
between  the  hours  of  1  and  4  a.m.,  and  the  average  temperature  of 
the  air  for  the  week.  By  examination  of  the  diagram  it  will  bo 
seen  that  during  the  months  of  January,  February  and  March  ^ 
1906,  the  consumption  was  smaller  during  the  past  year  than  during 

1905,  while  during  the  month  of  December  it  was  larger  during 
the  latter  year.  These  variations  in  the  consumption  were  largely 
due  to  difference  in  temperature,  the  earlier  months  having  been 
much  warmer  and  the  last  month  colder  in  1906  than  in  1905.  The 
diagram  also  shows  a  noticeable  drop  in  the  night  rate,  not  only 
during  the  winter  months  but  also  during  the  latter  half  of  the  year 

1906,  which  appears  to  indicate  that  the  increasing  use  of  meters  in 
some  cities  and  towns  and  more  careful  inspection  for  leaks  are 
causing  a  reduction  in  the  quantity  of  water  which  is  being  wasted. 

During  the  latter  portion  of  the  year  a  very  noticeable  reductioo 
was  made  in  the  consumption  of  the  district  in  West  Roxbury,  which 
is  supplied  with  water  from  the  West  Roxbury  pumping  station. 
This  reduction  was  due  to  the  inspection  made  by  the  Boston  author- 
ities and  the  discovery  and  repair  of  a  large  leak  in  a  12-inch  main 
on  Corey  Street,  together  with  two  leaks  in  service  pipes  and  numer- 
ous defects  in  house  plumbing.  The  leak  from  the  12-inch  main, 
due  to  the  blowing  out  of  a  leaded  joint,  caused  a  waste  of  about 
4,500  gallons  per  hour,  or  108,000  gallons  per  day,  which  ran  into 
an  old  well  and  disappeared.  A  reduction  of  about  200,000  gallons 
per  day,  equivalent  to  about  25  per  cent,  of  the  total  consump- 
tion of  the  district,  was  made  by  the  discovery  and  repair  of  these 
defects. 

The  number  of  new  meters  set  during  the  past  year  in  the  cities 
and  towns  supplied  from  the  Metropolitan  Works  was  4,257,  —  a 
greater  number  than  have  been  set  during  any  year  since  the  Metro- 
politan Water  Works  have  been  in  operation,  and  about  1,000  more 
than  the  number  of  new  services  laid.  The  greater  number  of  the 
meters  were  set  in  Maiden,  Somerville,  Quincy,  Swampscott  and 
Chelsea. 
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between  I  and  4  A.M.  for  eoch  week, thus 
Average  Ra+e  of  Consumption  In  1905   shown  in  red 
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Quality  of  the  Water. 

Samples  of  water  have  been  collected  every  two  months  from  15 
points,  and  monthly  from  8  points  on  the  works,  and  sent  to  the 
State  Board  of  Health  for  analysis  and  examination.  Samples  of 
water  have  also  been  collected  weekly  at  24  points,  biweekly  at  7 
points  and  monthly  at  14  points,  and  examined  microscopically  and 
for  color,  odor,  taste  and  turbidity  in  the  biological  laboratory  of 
the  Metropolitan  Water  and  Sewerage  Board,  which  has  been  in 
charge  of  Arthur  W.  Walker. 

The  quality  of  the  water  delivered  in  the  Metropolitan  District 
has  been  substantially  the  same  as  during  the  past  three  or  four 
years,  except  that  the  number  of  microscopic  organisms  has  been 
somewhat  larger  and  the  color  of  the  water  s'omewhat  less. 

The  following  table  gives  a  comparison  of  the  average  results  of 
the  examinations  of  water  from  a  tap  in  Boston  for  the  years  1900 
to  1906,  inclusive  :  — 


IMO. 

1»01. 

IMS. 

1908. 

1904. 

1995. 

190«. 

state  Board  of  HtaliK  Bxamina' 

tiOM. 

Color  (NeMler  sUodard),  . 

0.24 

0.24 

0.26 

0.25 

0.281 

0.241 

0.241 

Total  retidne, 

8.80 

4.48 

8.08 

8.96 

8.98 

8.86 

8.86 

Lou  on  Ignition, 

1.20 

1.04 

1.66 

1.60 

1.69 

1.60 

1.89 

Free  ammonia, 

0.0012 

0.0018 

0.0016 

0.0018 

0.0028 

0.0020 

0.0018 

(total,    . 

0.0167 

0.0168 

0.0180 

0.0126 

0.0189 

0.0146 

0.0169 

Albuminoid  ammonia,    diMolved,    . 

0.01S8 

0.0148 

0.0119 

0.0110 

0.0121 

0.0124 

0.0184 

( enapended,  . 

0.0019 

0.0016 

0.0020 

0.0016 

0.0018 

0.0021 

O.0O26 

Chlorine, 

0.25 

0.80 

0.29 

0.80 

0.84 

0.85 

0.84 

Nitrogen  aa  nitratea,    .       .       .       . 

0.0070 

0.0173 

0.0002 

0.0142 

0.0110 

0.0088 

0.0064 

Nitrogen  as  nitrites,    .       .       .       . 

0.0001 

0.0001 

0.0001 

0.0001 

0.0001 

0.0001 

0.0001 

Oxygen  oonaamed,      .       .       .       . 
Hardness, 

0.88 

0.42 

0.40 

0.89 

0.87 

0.86 

0.86 

1.8 

1.7 

1.8 

1.6 

1.5 

1.4 

1.8 

MetropolUan  Water  and  Sevotragt 

Board  Eitamination$. 

Color  (platlnnm  sundard), 
Tnrbldhy,     ...... 

84 

84 

88 

85 

82 

28 

26 

. 

2.0 

2.8 

2.2 

2.4 

1.9 

2.2 

Total  organisms, 

488 

248 

867 

286 

808 

528 

660 

Amorphous  ntatter,     .... 

97 

88 

84 

86 

86 

87 

42 

Bacteria, 

181 

1 

162 

164 

126 

176 

281 

164 

Note.  — Cbemleal  analyses  are  in  parts  per  100,000,  organisms  and  amorphous  matter  In  standard 
units  per  cnblo  centimeter,  and  bacteria  in  number  per  onblo  centimeter.  The  standard  unit  has  an  area 
of  400  square  microns,  and  by  its  use  the  number  of  dlatomaceas  are  decreased,  and  the  number  of 
chlorophycen  and  cyanophyeesB  are  very  much  Increased,  as  compared  with  the  number  of  organisms. 

1  Platinum  standard. 

The  color  of  the  water  supplied  in  the  northern  high-service  dis- 
trict is,  by  storage  in  the  Spot  Pond  and  Fells  reservoirs,  reduced 
to  about  two-thirds  that  of  the  water  supplied  to  the  remainder  of 
the  Metropolitan  District. 
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In  the  biological  laboratory  there  have  been  made  2,526  micro- 
scopical and  1,017  biological  examinations  of  water  collected  at  vari- 
ous points  on  the  works.  Of  the  microscopical  examinations,  1,967 
were  of  the  regular  weekly  and  biweekly  samples,  and  559  were 
special  examinations. 

The  bacteriological  work  consisted  of  routine  weekly  examina- 
tions, the  monthly  examinations  of  the  main  feeders  of  the  Sudbury 
Reservoir,  of  Framingham  Reservoir  No.  3  and  of  Lake  Cochituate, 
and  monthly  tests  of  the  eflSciency  of  the  Pegan  and  Marlborough 
Brook  filters. 

In  the  Wachusett  Reservoir  the  number  of  organisms  has  been 
small  throughout  the  year,  and  never  of  a  character  to  give  the  water 
an  objectionable  taste  or  odor.  In  the  Sudbury  Reservoir  the  number 
of  organisms  has  been  much  larger  than  usual,  and  from  March  until 
July  Uroglena  was  present  in  varying  quantities,  causing  at  times 
an  objectionable  odor  in  the  water  of  the  reservoir.  The  organisms 
were  broken  up  by  passing  the  water  over  the  Sudbury  Dam,  and 
both  organisms  and  odor  disappeared  before  the  water  reached  the 
gate-house  at  the  lower  end  of  Framingham  Reservoir  No.  3.  In 
Lake  Cochituate  the  number  of  microscopic  organisms  has  been 
large,  and  at  times  of  an  objectionable  character.  From  January  1 
until  April  23  no  water  was  drawn  from  these  sources,  on  account 
of  the  objectionable  odor  due  to  the  gi-owth  of  Chlamydomonas. 
Synura  was  present  at  different  times  during  the  year,  but  not  in 
large  enough  quantities  to  cause  trouble  until  December,  when  the 
odor  of  the  water  became  so  objectionable  as  to  cause  its  use  to  be 
disco[itinued  on  December  17.  The  water  in  Spot  Pond  has  l>een 
generally  free  from  objectionable  organisms,  but  there  was  a  growth 
of  Uroglena  in  April,  which  necessitated  the  shutting  off  of  the 
reservoir  from  the  distribution  system  from  April  30  to  May  11. 

Sanftary  Inspection. 

The  sanitary  inspection  of  the  Wachusett,  Sudbury  and  Cochitu- 
ate watersheds  has  been  continued  during  the  year  under  the  direc- 
tion of  William  W.  Locke,  C.E.,  Sanitary  Inspector. 

On  the  Wachusett  watershed  11  cases  of  typhoid  fever  were  re- 
ported, 4  in  Holden,  1  in  Rutland  and  6  in  Princeton.  Five  of  the 
cases  in  Princeton  occurred  in  one  house,  and  an  analysis  of  the 
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well  water  indicated  that  it  was  polluted  from  a  privy  or  cesspool, 
both  of  which  are  very  near  the  well. 

On  the  Sudbury  and  Cochituate  watersheds  the  number  of  typhoid 
fever  cases  reported  was  44,  — ^  a  much  larger  number  than  usual. 
Twenty-three  of  these  cases  were  reported  from  houses  connected 
with  the  public  sewers.  Ten  cases  were  reported  in  Marlborough, 
16  in  Natick,  8  in  South  Framingham,  2  in  Ashland,  2  in  South- 
borough,  2  in  Hopkinton,  3  in  Westborough  and  1  in  Cochituate. 
The  cases  in  Marlborough  were  scattered  throughout  the  city,  and 
spread  over  the  entire  year.  Nearly  all  of  the  cases  in  Natick  and 
the  2  cases  in  Westborough  were  doubtless  due  to  an  infected 
milk  supply,  which  caused  an  epidemic  in  South  Natick.  All 
of  the  cases  were  investigated  as  soon  as  reported,  and  precau- 
tions taken  wherever  necessary  to  prevent  infection  of  the  water 
supply. 

During  the  year  the  sanitary  conditions  upon  the  several  water- 
sheds have  been  improved  as  follows :  On  the  Wachusett  watershed 
30  dwelling-houses,  10  barns  and  1  store  on  property  owned  by  the 
Board  have  been  torn  down  or  removed  outside  the  watershed.  The 
Dorr  and  Warfield  mills  on  the  Quinepoxet  River,  where  50  men 
were  formerly  employed  in  manufacturing  satinets  and  shoddy,  have 
been  dismantled.  The  land  on  the  southerly  shore  of  West  Wausha- 
cum  Pond  has  been  acquired  for  a  distance  of  about  3,000  feet,  includ- 
ing a  farmhouse  and  barn  and  5  summer  cottages.  Twenty-eight 
cesspools,  7  cemented  vaults  and  1  gravel  filter-bed  have  been  built 
in  Boylston,  West  Boylston  and  Holden,for  the  purpose  of  prevent- 
ing 44  cases  of  unsatisfactory  drainage  on  31  premises  from  entering 
the  streams  which  run  into  the  Wachusett  Reservoir. 

On  the  Sudbury  watershed  141  old  and  13  new  premises  were 
connected  with  the  public  sewers  which  convey  the  drainage  outside 
the  watershed.  Forty-five  of  these  premises  are  in  Marlborough, 
98  in  Westborough  and  11  in  Framingham.  The  sanitary  condi- 
tion at  the  Cordaville  Mills  in  Ashland  is  now  being  improved  by 
the  substitution  of  water-closets  and  a  sub-surface  filtration  plant  for 
the  privy  stacks  and  boxes  heretofore  used.  At  the  Whitehall 
Reservoir  a  more  thorough  inspection  has  been  maintained  to  pre- 
vent bathing,  and  measures  have  been  adopted  tending  toward  the 
restriction  of  boating. 
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On  the  Cochituate  watershed  51  old  and  24  new  premises  were 
connected  with  sowers  which  convey  the  drainage  outside  the  water- 
shed.    Twenty-four  of  these  were  in  Framingham  and  51  in  Natick. 

The  sanitary  conditions  around  Lake  Cochituate  have  been  im- 
proved i)y  the  restriction  of  boating.  The  use  of  boats  on  the  north- 
ern section  of  the  lake,  from  which  the  supply  is  directly  drawn, 
has  been  prohibited,  and  the  number  of  boats  used  on  the  other 
sections  of  the  lake  has  been  limited.  All  boats  have  been  regis- 
tered and  numbered  and  their  use  confined  to  persons  licensed  by 
the  Board.  Two  inspectors  were  constantly  employed  during  the 
summer  season,  to  see  that  the  regulations  affecting  the  use  of  boats 
were  obeyed,  and  that  the  sanitary  rules  and  regulations  were  obeyed 
by  the  occupants  of  the  cottages  and  by  other  persons  camping  near 
the  lake.  The  restriction  of  boating  caused  a  considerable  reduction 
in  the  number  of  persons  camping,  particularly  those  occupying 
tents  and  temporary  camps. 

A  summary  of  the  work  of  sanitary  inspection  for  the  year  1906 
is  given  in  the  following  four  tables.  The  first  table  shows  for  the 
Wachusett  watershed  the  number  of  premises  inspected,  the  classifi- 
cation of  cases  inspected,  and  the  condition  of  the  premises  at  the 
end  of  the  year;  the  second  table  gives  the  corresponding  informa- 
tion for  the  Sudbury  and  Cochituate  watersheds;  the  third  table 
shows  the  improvements  effected  on  the  Wachusett  watershed ;  and 
the  fourth  table  the  improvements  effected  on  the  Sudbury  and 
Cochituate  watersheds. 

The  headings  of  these  tables  explain  themselves,  except  in  a  few 
instances:  under  the  heading  *' Premises  Vacant  "are  included  all 
cases  which  at  present  furnish  no  objectionable  drainage,  but  which 
might  furnish  such  drainage  if  the  premises  were  occupied ;  under 
the  heading  ''Unsatisfactory"  are  included  all  cases  where  there 
may  be,  under  the  most  unfavorable  conditions,  wash  from  privies  or 
direct  sink  drainage,  all  suspected  cases,  and  all  cases  of  manufac- 
turing wastes  entering  feeders,  even  though  there  may  bo  some 
attempt  at  previous  purification. 

In  the  third  and  fourth  tables  no  cases  are  entered  as  remedied 
unless  complete  sewer  connections  have  been  made,  or  all  proba- 
bility of  future  contamination  has  been  removed ;  and  no  cases  are 
entered  as  partly  remedied  except  where  positive  improvement  in 
the  sanitary  condition  has  been  effected. 
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Summary  of  Sanitary  Inspections  on  the  WachuseU  Watershed 

in  1906. 

1 
1 

1! 

OF  Oases 

ENSPBOTBD 

OOMDinOM 

AT  End  of 
Year. 

DiSTBIOT. 

ft 

k 

Si 

r 

s 

1 

1 
1^ 

s> 

1 

1 

French  Brook,      .... 

73 

28 

6 

- 

- 

- 

11 

82 

- 

12 

67 

6 

If  addy  Brook,      . 

82 

9 

- 

- 

- 

- 

7 

24 

- 

- 

82 

- 

Oates  Brook, 

182 

77 

12 

- 

- 

- 

4 

68 

- 

181 

1 

Mftlden  Brook,     . 

17 

7 

2 

- 

- 

-    - 

18 

- 

17 

- 

Chftffin  Brook,      . 

IM 

66 

17 

- 

- 

- 

12 

77 

1 

11 

148 

11 

Asnebamakit  Brook,   . 

277 

m 

24 

6 

10 

27 

24 

97 

8 

10 

281 

46 

Mnsohopange, 

06 

24 

2 

- 

6 

7 

10 

62 

1 

78 

17 

Soatb  Waohiuett  Brook. 

82 

21 

1 

2 

1 

4 

8 

36 

- 

10 

74 

8 

TroQt  Brook, 

88 

6 

- 

- 

- 

- 

8 

26 

- 

86 

2 

Eaat  WaehuaoU  Brook, 

210 

69 

8 

2 

7 

7 

28 

109 

- 

186 

24 

Stillwater  River,  . 

149 

44 

2 

- 

6 

2 

11 

86 

- 

188 

16 

Wauehaetim, 

1682 

42 

1 

4 

9 

17 

20 

67 

- 

124 

89 

French  Hill,  . 

28 

14 

1 

- 

- 

- 

- 

16 

- 

28 

- 

ToUli,    . 

1,460 

509 

70 

13 

89 

64 

128 

691 

6 

88 

1,280 

170 

1  On  aome  premlaea  there  are  2  or  more  caaee. 

s  Not  inelading  207  aammer  cottagea  located  near  the  Wanehacnm  Lakea. 


Summary  of  Sanitary  Inspections  on  the  Sudbury  and  ChchUuaie  Watersheds 

in  1906, 


1 

II 

Olassifioatiov  of  Oases  i 

[KSFEOTED. 

COKDITIOH 

AT  End  of 
Year. 

District. 

h 

m    , 

la 

If 

sl 

r 

5 

if 

1 

s 

1 

1^ 

OD 

1 

s 

Sudbury  WaUrihed. 

Farm  Pond 

242 

19 

- 

- 

- 

- 

1 

21 

- 

6 

240 

2 

Framingham  Reaerrolr  No.  8, 

71 

82 

1 

- 

- 

86 

49 

- 

2 

66 

6 

Stony  Brook 

288 

201 

2 

- 

3 

2 

48 

118 

- 

17 

269 

19 

Angle  Brook,  .... 

1,978 

818 

- 

- 

4 

8 

162 

261 

1 

66 

1,889 

84 

1  and  2,  and  Oold  Spring 
Brook, 

271 

96 

8 

- 

2 

- 

108 

118 

27 

269 

12 

1  On  aome  premlaea  there  are  2  or  more  caaea. 
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Summary  of  Sanitary  Itupecliont  on  the  Sudbury  and  CochituaU  Watersheda 

in  1906— Concladed. 


1 

it 

as 

as 

CLAtBIFICATIOH  OF  CAtSt  IXSPIOTBD. 

CoKDinoir 

AT  En>  or 

Ybab. 

DiBTRier. 

P 

0 

1^ 

^  a 

H 

1 

J 

s 

1 

1 

^ 

1 

CD 

1 

Butera  Sudbury,    . 
Indian  Brook,  .       . 
Western  Sadbary,  . 
Wbltehftll  Reeerroir,      . 
Ccdftr  Swamp, 

OoeAUttaU  WaUnhed, 
Snake  Brook,  .... 
Pegan  Brook,  .... 
CSonrse  Brook, 
Beaver  Dam  Brook, 
Dag  Pond,       .... 

230 

m 

ml 

m 

820 

916 

88 

1,060 

400 

201 

168 

61 

22 

258 

210 
271 
40 
208 
101 

8 

1 
2 

S 

8 

0 
1 

- 

2 
2 

4 
1 
1 

8 

4 

8 
20 

^" 

47 
170 

n 

74 
02 

08 
77 
20 
00 
86 

48 
88 

64 

87 
128 

68 
110 

41 
183 

40 

2 
1 

1 

1 
8 

.1 

62  1 

80 

\ 
10  i 

56 

1 
8  1 

20 

7  , 
16  i 

8 

225 
886 

155 
100 
703 

206 
887 
86 

1,080 

1. 

34 

2» 
11 

U 

20 
1 
4» 
23 

Totals,       .... 

7,602  I 

2,814 

27 

- 

1,120 

1,8« 

0 

848, 

7,148 

854 

1  On  aome  premtaea  there  are  2  or  more  easea. 


Sanitary  ImprovemetUs  effected  on  the  Wachusetl  Watershed  in  1906, 


DlBTUOT. 


Remedied 

by 
Filter-bed. 


Otherwiae 
remedied.^ 


ParUy 
remedied. 


French  Brook,   . 
Muddy  Brook,  . 
Oatea  Brook,     . 
Maiden  Brook,  . 
Chaffin  Brook,  . 
Aanebomekit  Brook, 
Mueohopange,    . 
South  Wachuaett  Brook, , 
Trout  Brook,     . 
Baat  Waehuaett  Brook,    . 
Stillwater  Blver, 
Waushaeum, 
French  Hill, 

Toule 


10 


10 


10 

14 

1 

4 

"57" 


30 


1  Including  buildings  torn  down  or  removed. 
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Sanitary  Improvemenls  effected  on  the  Sudbury  and  Cochituate  Watersheds  in 

1906. 


DiSTBICT. 


Remedied  by 

Sewer 
Conneotion. 


Otherwise 
remedied  ^ 


Partly 
remedied. 


Ceetpoole 
'  abandoned 
on  Account  of 

Bewor 
Connection!. 


Sudbnry  Waternhed. 

Farm  Pond 

Framiogbam  Reservoir  No  3, 

Stony  Brook 

Angie  Brook,    .... 


88 


Framlngham  Reservoirs  Nos.  1  and  2  and 

Cold  Spring  brook. 
Eastern  Sudbnry, 

Indian  Brook, 

Western  Sudbury, 

Whitehall  Reservoir, 

Cedar  Swarop,  ....... 

Cochituate  Watershed . 

Snake  Brook 

Pegan  Brook, 

Course  Brook, 

Beaver  Dam  Brook, 

Dug  Pond, 

Totalp, 


97 


10 
24 


192 


10 


87 


27 


90 


10 


21 
176 


1  Including  buildings  burned,  torn  down  or  removed. 

Drainage  of  Swamps. 
The  drainage  ditches  in  swamps  on  the  Wachusett  and  Sudbury 
watersheds,  aggregating  27.5  miles  in  length,  not  including  those 
built  during  the  past  year,  have  been  cleaned,  and  the  grass,  weeds 
and  brush  on  either  side  of  the  ditches  for  widths  varying  from  10 
to  20  feet  mowed  and  burned.  About  26,000  linear  feet  of  the 
ditches  draining  into  the  Sudbury  Reservoir  were  repaired  by  relay- 
ing the  paving  or  by  driving  the  stones  back  into  place  with  a  heavy 
rammer.  The  places  repaired  were  generally  in  pastures,  where 
the  side  slopes  of  the  ditches  and  the  paving  had  been  damaged  by 
the  tramping  of  the  cattle.  A  48-inch  woven  wire  fence,  663  feet 
long,  has  been  built  on  the  property  line  between  the  G.  H.  Buck 
land  and  land  now  or  formerly  belonging  to  Marshall  Richards  and 
John  Dolan,  for  the  purpose  of  preventing  cattle  from  getting  into 
the  bog  which  surrounds  Brigham's  Pond. 
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Distributing  Reservoirs. 
The  distributing  reservoirs  maintained  by  the  Board  are  the  Wes- 
ton and  Chestnut  Hill  reservoirs ;  the  Waban  Hill  and  Forbes  Hill 
reservoirs  and  the  Forbes  Hill  standpipe  of  the  southern  high-ser- 
vice system  ;  Spot  Pond  and  the  Mystic  Reservoir,  near  Tufts  Col- 
lege, of  the  northern  low-service  system ;  the  Fells  and  Bear  Hill 
reservoirs  of  the  northern  high-service  system ;  and  the  Arlington 
standpipe  of  the  northern  extra  high-service  system. 

Weston  Reservoir, 
Several  beds  of  shrubbery  have  l)een  planted  in  the  vicinity  of 
the  screen-chamber  and  the  attendant's  residence.  Considerable 
labor  has  been  expended  in  protecting  the  grounds  from  the  gypsy 
and  brown-tail  moths,  both  by  destroying  the  eggs,  nests  and  cater- 
pillars and  by  cutting  and  burning  underbrush  and  thinning  out 
trees,  so  as  to  make  the  work  of  destroying  the  moths  easier  in  the 
future.    The  reservoir,  grounds  and  buildings  are  in  good  condition. 

Chestnut  Hill  Reservoir. 
The  gate-houses  and  grounds  have  received  the  usual  care.  The 
reconstruction  of  the  gravel  walk  around  the  reservoir,  which  was 
begun  a  few  years  ago,  has  been  continued  as  opportunity  offered, 
and  S,627  feet  have  been  rebuilt  during  the  year.  On  account  of 
the  raising  of  the  grade  of  Beacon  Street  by  the  city  of  Boston,  it 
became  necessary  to  resurface  a  portion  of  the  driveway  between  the 
two  basins  of  the  reservoir,  also  to  trim  the  lower  branches  of  the 
trees  on  the  northerly  side  of  the  street  for  a  distance  of  about  1,500 
feet.  Considerable  time  was  expended  in  destroying  gj'psy  and 
brown-tail  moths.  Sixteen  screens  have  been  made  for  the  effluent 
gate-house  No.  2,  using  wire  from  the  old  screens,  with  new  frames 
and  baskets. 

Waban  Hill  Iiese}*voir. 
Three  beds  of  shrubbery  were  set  out  on  the  grounds  in  the  spring. 
The  grounds  have  received  the  usual  care,  and  both  reservoir  and 
grounds  are  now  in  good  condition. 
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Forbes  Hill  Reservoir  and  Siandpipe. 
Several  beds  of  shrubbery  were  set  out  on  the  grounds  early  in 
the  spring.  The  joints  in  the  masonry  of  the  stone  steps  leading  to 
the  reservoir  embankment  have  been  repointed.  The  reservoir  and 
grounds  have  been  kept  in  order,  and  the  iron  and  wood  work  of  the 
gate-chamber  and  standpipe  tower  have  been  kept  painted  by  the 
attendant. 

Spot  Pond. 
The  reservoir  and  grounds  are  in  good  condition,  but  a  large  amount 
of  work  is  constantly  required  to  protect  the  trees  from  being  de- 
stroyed by  the  gypsy  and  brown-tail  moths.  This  work  is  described 
in  detail  in  another  part  of  this  report.  The  growth  of  small  birch 
trees  and  underbrush  on  about  50  acres  of  land  in  Bear  Hill  swamp, 
north  of  the  reservoir,  has  been  thinned  out ;  the  brook  draining  the 
meadow  north  of  Doleful  Pond  has  been  deepened  and  straightened 
for  a  distance  of  1,457  feet,  and  a  concrete  floor  has  been  laid  in  the 
stable. 

Mystic  Reservoir, 
Both  the   reservoir  and  grounds  are    in  good   condition.     The 
reservoir  was  shut  off  from  the  distribution  system  from  March  19  to 
April  28,  on  account  of  the  objectionable  taste  and  odor  of  the  water 
caused  by  a  growth  of  Uroglena. 

Fells  and  Bear  Hill  Reservoirs, 
The  east  basin  of  the  Fells  Reservoir  was  cleaned  between  April  9 
and  21,  and  the  west  basin  between  April  27  and  May  2.  The  total 
cost  of  cleaning  the  reservoir  was  $579.55.  Both  the  Fells  and  Bear 
Hill  reservoirs  are  in  good  condition  with  the  exception  of  the  wood- 
work of  the  gate-houses,  which  requires  painting.  Arrangements 
for  doing  this  work  have  been  made. 

Arlington  Standpipe. 

Early  in  April  the  standpipe  was  emptied  for  examination,  and  a 

considerable  quantity  of  silt  and  ice  removed.     During  May  it  was 

again  emptied,  thoroughly  cleaned  and  painted.     The  interior   of 

the  standpipe  was  given  one  coat  of  red  lead  and  linseed  oil  paint, 
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and  two  coats  of  Gilsonite  paint  obtained  from  the  Barl>er  Asphalt 
Company.  The  under  side  of  the  roof  and  the  roof  trusses  were 
given  two  coats  of  red  lead,  and  the  exterior  of  the  standpipe  and 
roof  were  given  one  coat  of  white  lead  and  oil  paint.  The  work  was 
done  by  F.  A.  Tibbetts  of  Maiden,  at  a  cost  of  $425. 

Mystic  Lake. 
The  railing  of  the  wooden  bridge  over  the  dam  and  840  feet  of 
fence  on  the  line  of  Mystic  Street  have  been  painted.  The  gypsy 
and  brown-tail  moths  on  the  trees  have  been  destroyed.  The  house 
on  the  grounds  near  the  dam  is  now  unoccupied,  the  attendant  hav- 
ing resigned  and  moved  away  on  December  15.  Arrangements  have 
been  made  with  the  Metropolitan  Park  Commission  to  have  the  ele- 
vation of  the  water  in  the  lake  taken  and  reported  daily  to  this  de- 
partment by  one  of  the  park  policemen. 

Pipe  Lines. 

Twenty-four  leaks  have  been  repaired  on  the  pii>e  lines,  at  a  cost 
of  $1,685.64.  In  three  cases  the  pipes  broke,  in  one  case  the 
leaded  joint  between  two  castings  was  opened  by  the  movement  of 
a  48-inch  curve,  and  in  nineteen  cases  the  leaks  were  due  to  de- 
fective leaded  joints.  The  first  break  occurred  on  February  11,  in 
a  6-inch  pipe  supplying  water  to  the  low-service  station  at  Chest- 
nut Hill.  On  April  18  a  48-inch  curve  on  the  force  main  leading 
from  the  30,000, 000-gallon  engine  at  the  Chestnut  Hill  high-ser^dce 
station  split  for  its  entire  length,  and  as  a  result  the  basement  of 
the  building  was  flooded  with  water  to  a  depth  of  several  feet,  and  the 
grounds  in  the  vicinity  of  the  building  considerably  damaged  by  the 
water  flowing  from  the  pipe.  On  November  1  a  curve  in  the  48-inch 
main  on  Washington  Street,  Melrose,  was  broken  by  the  Melrose 
sewer  department  while  blasting  for  a  sewer  trench.  There  was  no 
water  pressure  on  the  pipe  at  the  time  of  the  break,  the  valves  hav- 
ing been  closed  earlier  in  the  day,  at  the  request  of  the  Melrose 
authorities.  The  cost  of  repairing  this  break  was  paid  by  the  city 
of  Melrose.  Seven  of  the  defective  joints  were  found  on  the  36-inch 
pipes  crossing  the  Charles  and  Mystic  rivers. 

Minor  changes  have  been  made  at  several  points  on  the  pipe  lines, 
as  follows :  — 

In  order  to  facilitate  the  construction  of  the  new  conduit  of  the 
Cambridge  Water  Works  at  the  junction  of  Irving  and  Arsenal 
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streets  in  Watertown,  the  20-inch  main  which  supplies  Watertown 
and  Belmont  has  been  lowered  2.33  feet.  The  24-inch  pipe  near 
Tufts  Square  in  Medford  has  been  raised  15  inches,  to  peimit  of  the 
construction  of  a  surface  water  drain  by  the  city  of  Medford.  The 
old  24-inch  pipe  line  crossing  Chelsea  Creek  between  Chelsea  and 
East  Boston  has  been  straightened  at  a  point  near  the  Chelsea  shore, 
where  it  is  supported  upon  a  pile  foundation,  and  new  pile  caps 
have  been  placed  under  the  pipe.  A  valve  has  been  set  on  this  line 
on  the  East  Boston  side  of  the  channel,  in  order  to  facilitate  the 
control  of  the  flow  through  the  Venturi  meter  used  in  measuring  the 
East  Boston  supply ;  and  brick  chambers  have  been  built  around 
two  20-inch  valves  at  the  same  point,  in  place  of  wooden  boxes  used 
heretofore. 

The  pipe  bridges  over  the  Saugus  and  Pines  rivers  have  been 
cleaned  and  painted. 

Five  additional  insulating  joints  have  been  set  in  48-inch  pipe 
lines  at  different  points,  for  the  purpose  of  reducing  the  quantity 
of  electric  current  flowing  on  the  pipes.  The  location  of  these 
joints  and  the  cost  of  their  installation  are  as  follows :  — 


LOCATIOV. 


Cott 


BoylstoD  and  Mount  Auburn  streets,  Cambridge, 
Massachusetts  Avenue  and  Cambridge  Street,  Cambridge, 
Franklin  and  North  Harvard  streets,  Brighton, 
Magazine  Street,  near  Central  Square,  Cambridge,  . 
Norfolk  Street,  near  Broadway,  Cambridge,     . 


t234  81 
194  98 
156  84 
212  00 
167  88 


The  insulation  of  these  joints  is  accomplished  by  the  substitution 
of  wooden  staves  for  lead  in  the  ordinary  bell  and  spigot  joints, 
with  a  ring  of  wood  separating  the  spigot  end  of  one  pipe  from  the 
socket  of  the  pipe  to  which  it  is  joined.  A  wooden  joint  has  also 
been  substituted  for  the  rubber  joint  in  the  48-inch  pipe  on  Massa- 
chusetts Avenue,  near  the  crossing  of  the  Fitchburg  Railroad,  in 
Cambridge;  and  a  wooden  insulating  joint  placed  in  the  16-inch 
connection  between  the  Metropolitan  and  Boston  Water  Works 
mains  at  the  corner  of  Morton  Street  and  Blue  Hill  Avenue  in  West 
Roxbury. 
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Metered  Connections. 

For  measoring  the  water  supplied  to  the  several  cities  and  towns 
there  are  now  used  55  Venturi  meters  and  4  Hersey  meters  of  the 
disc  type. 

Changes  and  additions  have  been  made  during  the  year  as  fol- 
lows :  — 

A  20-inch  meter  with  a  throat  5.75  inches  in  diameter  has  been 
set  on  Broadway,  near  Williams  Street,  in  Chelsea,  for  use  at  times 
when  the  flow  exceeds  the  registering  capacity  of  the  10-inch  meter. 
The  throat  of  the  12-inch  meter  at  the  Revere  Reservoir  has  been 
enlarged  from  3.75  inches  to  5  inches  in  diameter,  and  an  8-inch 
throat  has  been  substituted  for  the  5.25-inch  throat  on  the  meter  at 
the  comer  of  Blue  Hill  Avenue  and  Morton  Street  in  West  Roxbury. 
All  of  these  changes  were  made  necessary  by  increase  in  the  con- 
sumption of  water  in  the  district  supplied.  In  order  to  measure  the 
quantity  of  water  used  by  a  few  takers  in  Medford,  a  l^inch  Hersey 
disc  meter  has  been  set  on  a  by-pass  around  an  8-inch  weighted 
check  valve. 

Pressure  Regulators  and  Recording  Gages. 

Four  pressure  regulating  valves  have  been  continually  in  use 
during  the  year,  for  reducing  and  regulating  the  water  pressure  in 
the  pipes  in  Lexington,  Winthrop,  Swampscott  and  Nahant ;  also 
two  valves  operated  by  floats,  for  controlling  the  level  of  the  water 
in  the  Revere  and  Chelsea  reservoirs. 

No  changes  have  been  made  in  the  number  of  recording  gages 
during  the  year.  The  average  maximum  and  minimum  elevation  of 
the  water,  due  to  the  pressure  at  seventeen  points  in  different  parts 
of  the  District,  as  recorded  by  these  gages,  are  given  in  Appendix 
No.  2,  Table  No.  38. 

Electrolysis. 
There  has  been  no  great  improvement  in  the  electrical  conditions 
on  the  pipe  lines  during  the  past  year,  and  in  several  districts  the 
pipes  continue  to  be  seriously  damaged.  At  the  suggestion  of  the 
officials  of  the  Boston  Elevated  Railway  Company,  additional  insu- 
lating joints  have  been  set  on  the  two  48-inch  pipe  lines  between 
the  Chestnut  ffiU  pumping  station  and  Spot  Pond.     Three  of  these 
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joints  were  placed  in  the  westerly  line :  one  in  Boylston  Street,  near 
Mount  Auburn  Street,  in  Cambridge,  set  on  May  25 ;  one  in  Cam- 
bridge Common,  set  June  1 ;  and  one  in  Franklin  Street,  near  North 
Harvard  Street,  Brighton,  set  June  4.  Two  joints  were  placed  in 
the  easterly  line  in  Cambridge :  one  in  Magazine  Street,  near  Central 
Square,  set  June  9 ;  and  one  in  Norfolk  Street,  near  Broadway,  set 
June  12. 

Measurements  made  in  May,  before  setting  these  insulating  joints, 
showed  that  there  was  a  fall  of  potential,  averaging  about  20  volts, 
on  the  uninsulated  street  railway  returns  in  both  the  north  and 
south  portions  of  the  districts  traversed  by  these  pipe  lines ;  that 
there  were  85  amperes  of  current  leaving  the  easterly  line  and  135 
amperes  leaving  the  westerly  line  under  conditions  likely  to  produce 
damage  to  the  Metropolitan  mains  by  electrolysis.  In  addition  to 
these  quantities,  there  were  being  delivered  to  the  pipe  systems  of 
other  cities  from  both  the  Metropolitan  lines  100  amperes  of  cur- 
rent, as  follows :  Boston,  50  amperes ;  Somerville,  40  amperes ;  and 
Medford,  10  amperes. 

Measurements  taken  in  July,  after  the  additional  joints  had  been 
set,  indicated  that  the  current  leaving  the  easterly  line  had  been 
reduced  from  85  amperes  to  about  65  amperes. 

The  effect  of  the  additional  joints  in  the  westerly  line  could  not 
be  determined,  on  account  of  the  breaking  down  of  a  joint  in  Massa- 
chusetts Avenue,  near  the  crossing  of  the  Fitchburg  Railroad.  This 
joint  was  replaced  on  August  24  with  a  joint  having  wood  insulation. 
Upon  examination  of  the  old  joint,  it  was  found  that  the  sheet  rub- 
ber, one-half  inch  in  thickness,  which  was  used  as  insulating  mate- 
rial, had  been  changed  to  a  hard,  cinder-like  substance  for  about  one 
inch  around  several  of  the  bolts  on  the  lower  side  of  the  joint,  and 
that  this  change  had  destroyed  its  value  as  an  insulating  material. 
Chemical  examination  indicated  that  the  rubber  had  been  subjected 
to  high  heat  without  access  to  oxygen,  and  the  conclusion  arrived  at 
is  that  lightning  caused  the  damage.  The  iron  casting  on  the  posi- 
tive side  of  the  joint  was  pitted  both  outside  and  inside  the  pipe  by 
electrolysis,  while  the  negative  side  was  in  perfect  condition.  The 
largest  pitting,  which  was  on  the  inside  of  the  pipe,  was  about  6 
inches  by  4  inches  by  ^^  an  inch  in  depth.  As  this  damage  was 
caused  in  one  year  and  eight  months,  it  is  very  evident  that  the 
joints  did  not  prevent  electrolysis  of  the  pipes,  and  that  joints 
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under  conditions  similar  to  this  one  will  require  renewal  at  frequent 
intervals. 

There  are  now  seven  insulating  joints  on  the  westerly  line  and  six 
on  the  easterly  line.  As  a  result  of  setting  these  joints,  the  cur- 
rent leaving  the  westerly  line  to  cause  electrolysis  of  the  Metro- 
politan pipes  has  been  reduced  from  about  155  amperes  to  120 
amperes,  and  on  the  easterly  line  from  140  amperes  to  65  amperes. 

Measurements  made  in  December,  1903,  showed  currents  of  from 
5  to  15  amperes  flowing  southerly  on  each  of  the  two  24-iDch  sub- 
merged pipe  lines  crossing  Chelsea  Creek  between  Chelsea  and  East 
Boston,  a  portion  of  which  left  the  pipe  in  the  channel.  In  Septem- 
ber of  the  past  year  it  was  discovered  that  currents  of  from  2  to  30 
amperes  were  flowing  northerly  from  the  East  Boston  shore  on  each 
of  the  pipe  lines,  and  that  nearly  all  of  this  was  leaving  them  before 
reaching  the  Chelsea  shore.  Examination  of  the  pipes  showed  that 
they  were  badly  disintegrated,  and  at  one  point  a  hole  was  cut  clear 
through  the  pipe  while  making  the  examination,  causing  a  leak 
which  had  to  be  plugged.  An  investigation  showed  that  the  reversal 
of  the  direction  of  the  current  on  these  pipes  was  due  to  the  fact 
that  the  East  Boston  power  station  was  shut  down  for  the  summer, 
and  that  the  cars  in  East  Boston  were  being  operated  with  current 
from  the  Lincoln  Wharf  power  station  in  Boston.  On  September 
10  and  24  tests  were  made  to  determine  the  source  of  the  current, 
by  shutting  off*  for  a  period  of  one  minute  the  current  from  the 
Lincoln  Wharf  power  station,  from  which  current  was  being  sup- 
plied to  all  the  cars  in  East  Boston.  On  both  trials  the  current 
flowing  on  the  Metropolitan  pipes  was  from  8  to  22  amperes  while 
the  cars  were  running,  and  from  0  to  4  amperes  while  the  current 
was  shut  off  from  the  Lincoln  W^harf  station. 

The  42-inch,  24-inch  and  20-inch  pipes  in  Broadway,  Chelsea, 
are  being  seriously  injured  by  currents  of  electricity  which  flow 
from  them  toward  the  power  station  of  the  Boston  &  Northern 
Railway  in  Chelsea.  In  May,  1906,  about  150  amperes  of  current 
were  flowing  on  the  Metropolitan  24-iuch  main  in  Second  Street, 
Chelsea,  of  which  about  50  amperes  flowed  off  through  a  connection 
with  the  pipes  of  the  city  of  Chelsea,  and  the  remaining  100  amperes 
flowed  off  of  the  Metropolitan  mains  in  Broadway  under  conditions 
likely  to  injure  the  pipes.  In  the  city  of  Lynn  the  12-inch  pipe  in 
Washington  Street,  near  Nahant  Road,  was  uncovered  and  examined 
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at  two  points  in  April,  and  pittings  were  found  in  the  pipe  from 
1^  to  %  of  an  inch  in  depth.  The  pipe  which  was  relaid  in  1904  was 
also  uncovered  and  examined  at  one  point  on  Washington  Street  at 
Sagamore,  and  several  pittings  were  found  about  ^4  of  an  inch  in 
depth.  Measurements  made  during  the  past  year  indicate  that  the 
amount  of  current  flowing  on  the  Metropolitan  pipes  in  Lynn  has 
increased  since  the  last  survey  was  made.  Other  points  where  cur- 
rent is  leaving  the  Metropolitan  pipes  are :  Commonwealth  Avenue 
in  Newton,  near  the  power  station  of  the  Boston  Suburban  Street 
Railway;  West  Street  in  Hyde  Park;  Main  Street  in  Stoneham, 
and  Boston  Avenue  in  Medford. 

In  order  to  protect  the  lead  sheaths  of  the  telephone  cables  from 
injury  by  electrolysis,  it  is  the  practice  of  the  telephone  and  railway 
companies  to  place  a  bond  between  the  railway  returns  and  the  tele- 
phone cable  sheaths.  The  result  of  this  is  to  increase  the  difference 
of  potential  between  the  telephone  cables  and  the  water  pipes,  and 
to  cause  the  damage  to  the  pipes  to  be  greater  than  it  would  be 
without  the  bonds.  Several  instances  of  damage  to  local  service 
pipes  and  mains  where  they  cross  the  telephone  cables  have  already 
been  noticed  in  Cambridge,  Chelsea  and  Hyde  Park. 

In  considering  this  question,  it  must  be  remembered  that  the 
quantities,  voltage  and  direction  of  the  currents,  as  given  in  this 
report,  represent  approximately  the  average  condition  at  the  time 
the  observations  wore  made;  but  the  actual  conditions  are  very 
erratic,  and  during  even  the  short  period  of  observation  vary 
through  a  large  range,  at  times  increasing  to  as  much  as  twice  the 
average  and  at  other  times  decreasing  to  zero,  or  even  reversing  in 
polarity  and  direction.  There  is  also  a  large  change  in  conditions 
from  day  to  day,  due  to  the  varying  traflSc  and  to  changes  in  the 
distribution  of  the  load  between  the  various  power  stations.  The 
conditions  during  the  past  year  have  been  disturbed  more  than  usual 
by  the  installation  of  new  power  stations.  A  new  station  located 
on  Broadway,  at  Alewife  Brook,  in  Somerville,  was  put  into  service 
during  May,  and  another  located  on  Salem  Street,  in  Medford,  near 
the  Fellsway  West,  was  put  into  service  about  September. 

With  the  advent  of  cold  weather,  some  of  the  power  stations 
which  had  been  shut  down  during  the  summer  were  placed  in  ser- 
vice, and  power  was  also  obtained  by  the  Boston  Elevated  Street 
Railway  from  the  Hyde  Park  station  of  the  Old  Colony  Street  Rail- 
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way  Company.  Alternating  current  was  obtained  from  the  £dison 
Electric  Illuminating  Company,  which  was  converted  to  direct  cur- 
rent  at  substations,  one  near  the  bridge  between  Boston  and  Charles- 
town,  and  the  other  at  the  Forest  Hills  car  house  on  Washington 
Street  in  West  Roxbury. 

Gypsy  and  Bhown-tail  Moths. 

Of  the  land  under  the  control  of  the  Board,  used  for  the  purposes 
of  water  supply,  amounting  to  about  9,700  acres,  not  more  than  1,000 
acres  have  as  yet  been  infested  by  the  gypsy  and  brown-tail  moths, 
and  the  area  where  the  moths  are  present  in  sufficient  numbers  to 
seriously  injure  the  foliage  does  not  exceed  500  acres.  The  gypsy 
moth  has  been  very  prevalent  around  Spot  Pond  and  Mystic  Lake, 
and  has  been  found  in  considerable  and  increasing  numbers  in  the 
vicinity  of  the  Chestnut  Hill  and  Weston  reservoirs,  at  Lake  Cochitu- 
ate,  and  along  the  line  of  the  Sudbury,  Cochituate  and  Weston  aque- 
ducts as  far  west  as  Framingham.  The  nests  of  the  brown-tail  moths 
have  been  found  not  only  where  the  gypsy  moths  were  present,  but 
also  on  land  around  the  Sudbury  Reservoir  in  Marlborough,  South- 
borough  and  Framingham,  along  the  line  of  the  Wachusett  Aqueduct, 
and  on  the  grounds  about  the  Wachusett  Dam  in  Clinton. 

During  January  and  February  a  force  of  about  25  men  was  em- 
ployed on  the  grounds  about  Spot  Pond  in  painting  the  egg  clusters 
of  the  gypsy  moth  with  a  mixture  of  equal  parts  of  creosote  and  fuel 
oil.  In  March  and  April  the  trees  were  thinned  out  and  under- 
brush cut  on  about  50  acres  of  swamp  north  of  the  pond,  and  the 
trees  on  150  acres  were  scraped  and  painted  with  tanglefoot.  The 
spraying  of  the  foliage  with  arsenate  of  lead  began  on  May  19  and 
was  continued  until  the  first  week  in  July,  the  area  covered  being 
'  about  110  acres.  For  this  work  one  steam,  one  gas  and  two  hand 
spraying  machines,  together  with  a  force  of  about  25  men,  were 
used.  When  all  the  machines  were  in  operation  about  200  pounds 
of  arsenate  of  lead  were  used  daily. 

Adjoining  the  Water  Works  land  at  the  south  end  of  Spot  Pond, 
for  a  distance  of  2,500  feet,  is  land  belonging  to  the  city  of  Medford. 
This  land  was  badly  infested  with  gypsy  moths,  but  nothing  was 
done  toward  protecting  the  property.  As  a  result,  the  trees  were 
stripped  of  leaves,  and  great  difficulty  was  experienced  in  preventing 
the  caterpillars  from  entering  upon  the  Water  Works  land  and  dev- 
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astating  that  also.  The  most  efficient  means  of  preventing  this  was 
found  to  be  a  line  of  hemlock  boards,  10  inches  wide,  set  on  edge 
along  the  property  line  and  coated  on  one  side  with  tanglefoot. 
Hay,  sprinkled  with  fuel  oil,  was  also  used  for  the  same  purpose, 
but  proved  less  efficient.  The  land  around  the  Fells  Reservoir  is  in 
the  custody  and  control  of  the  Metropolitan  Park  Commission ;  but, 
as  the  trees  in  the  vicinity  of  the  reservoir  were  quite  badly  infested, 
with  the  consent  of  the  superintendent  of  the  Fells  Reservation, 
those  on  a  strip  50  feet  wide  surrounding  the  reservoir  were  painted 
with  tanglefoot,  and  large  numbers  of  caterpillars  were  destroyed 
by  our  employes.  At  Mystic  Lake  and  at  Chestnut  Hill  Reservoir 
the  egg  clusters  were  destroyed  and  the  foliage  sprayed  with  arsenate 
of  lead.  At  the  Weston  Reservoir  the  number  of  trees  -infested 
with  the  gypsy  moth  was  comparatively  small,  and  the  foliage  was 
not  sprayed.  Where  the  caterpillars  were  discovered,  bands  of 
burlap  were  placed  around  the  trees  and  the  caterpillars  killed.  On 
the  lands  around  the  reservoirs  in  Framingham,  Southborough  and 
Marlborough,  and  in  the  vicinity  of  the  Wachusett  Dam  in  Clinton, 
a  considerable  number  of  the  nests  of  the  brown-tail  moth  were  re- 
moved from  the  trees  and  destroyed.  As  a  result  of  the  work  done 
during  the  past  two  years,  the  number  of  gypsy  moth  egg  clusters 
to  be  destroyed  on  the  property  around  Spot  Pond  is  very  much  less 
than  last  year ;  but  at  the  Chestnut  Hill  Reservoir  and  at  the  Weston 
Reservoir  the  number  has  increased,  this  increase  being  due  in  some 
measure  to  the  neglect  of  the  owners  of  adjoining  properties. 

The  total  amount  expended  for  the  work  on  all  the  Water  Works 
lands  was  about  $12,700,  of  which  approximately  $10,500  was  ex- 
pended in  protecting  the  lands  around  Spot  Pond. 

Clinton  Sewerage. 
The  Clinton  sewage  disposal  works  were  in  daily  opemtion  during 
the  whole  year.  The  quantity  of  sewage  pumped  and  filtered  was 
795,000  gallons  per  day,  or  152,000  gallons  per  day  more  than 
during  the  preceding  year,  and  51,000  gallons  per  day  more  than  the 
average  during  any  year  since  the  plant  was  put  into  operation  in 
September,  1899.  This  increase  was  due  to  the  heavy  rainfall  dur- 
ing the  months  of  May,  June,  July  and  August,  which  increased 
the  amount  of  ground  water  leaking  into  the  town  sewers.  Dur- 
ing these  four  months  the  quantity  of  sewage  treated  was  60  per 
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cent.  larger  than  during  the  corresponding  months  of  the  preceding 
year. 

At  the  pumping  station  during  the  early  part  of  the  year  new 
plungers  and  valves  were  put  into  the  pump.  The  outside  wood 
work  and  the  interior  iron  and  wood  work  of  the  pumping  station 
building  have  been  painted. 

Following  are  statistics  relating  to  the  operation  of  the  pumping 
station :  — 

Daily  average  quantity  of  sewage  pumped  (gallons), ....  795,000 

Daily  average  quantity  of  coal  consumed  (pounds),     ....  1,361 

Gallons  pumped  per  pound  of  coal, 5d4 

Number  of  days  pumping, 865 

Cost  of  pumping :  — 

Labor. f  1,2W  69 

Fuel, 1,186  95 

Repairs  and  supplies, 809  59 

Total  for  station, 12,731  28 

Cost  per  million  gallons  pumped, t^  41 

Cost  per  million  gallons  raised  1  foot  high, 0  19 

Filter-beds. 

The  sewage  has  been  applied  on  the  filter-beds  in  practically  the 
same  way  as  in  previous  years,  except  that  no  distinction  has  l)een 
made  between  the  19  beds  from  which  all  soil  had  been  removed 
when  they  were  built  and  the  6  beds  from  which  soil  to  the  depth  of 
6  inches  had  been  removed  in  1904. 

The  8  settling  basins  were  used  in  rotation  from  January  1  to 
April  4  and  from  September  14  to  the  end  of  the  year.  During 
January,  February,  March  and  December  the  sewage  was  turned 
through  one  of  the  basins  for  two  weeks,  when  it  was  drained  off 
and  another  basin  used.  At  the  other  times  one  basin  w^as  used  for 
three  days,  then  immediately  drained  off  and  another  put  into  use. 
From  April  5  to  September  14,  while  the  use  of  the  settling  basins 
was  suspended,  one  of  the  regular  filter-beds  was  used  for  the  first 
30  minutes  of  each  day  as  a  sludge  bed  to  care  for  the  heavy  sewage. 
After  being  used  about  a  month  in  this  way  it  was  allowed  to  dry 
out  and  then  raked  and  cleaned.  In  the  mean  time,  another  bed 
was  put  into  use  as  a  sludge  bed.  The  sludge  accumulated  in  the 
settling  basins,  and  the  so-called  sludge  bed  has  been  given  to  the 
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neighboring  farmers,  who  were  only  too  glad  to  use  it  on  their 
farms. 

During  the  warmer  part  of  the  year,  from  March  27  to  December 
2,  the  sewage  was  applied  to  a  bed  having  an  area  of  one  acre  for 
1%  hours,  the  amount  per  application  being  about  163,000  gallons, 
and  each  bed  was  used  about  once  in  4%  days,  the  average  rate 
being  about  34,000  gallons  per  acre  per  day. 

During  the  colder  parts  of  the  year,  when  the  temperature  was 
below  15  degrees  above  zero,  all  the  sewage  of  one  day's  pumping 
was  applied  to  one  of  five  beds  which  had  been  prepared  with  fur- 
rows 3  feet  6  inches  apart,  the  average  amount  per  application 
being  491,000  gallons,  and  each  bed  was  used  about  once  in  7  days, 
which  gives  an  average  of  about  71,000  gallons  per  acre  per  day. 
When  the  temperature  was  higher  than  15  degrees  above  zero  the 
sewage  was  applied  to  the  other  or  flat  beds  for  about  1%  hours,  the 
amount  per  application  being  about  177,000  gallons,  and  each  bed 
was  used  about  once  in  9^^  days,  which  gives  an  average  of  about 
19,000  gallons  per  acre  per  day.  In  previous  years  during  the 
wintfer  season  when  the  temperature  was  above  15  degrees  above 
zero  the  sewage  was  applied  to  the  flat  beds  for  about  2^/^  hours ; 
but  this  year,  owing  to  the  milder  weather,  it  has  been  possible  to 
keep  the  beds  open  with  less  sewage  per  application. 

The  results  of  chemical  analyses  of  the  sewage  and  effluent  are 
given  in  the  following  table :  — 


[ParU  per  100,000.] 


1001. 

1000. 

1008. 
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10O4. 

1005. 

Jannary  to 
June,  1006, 
inclusive. 
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Inclusive. 

Whole 
Year 
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1.0517 

.9233 

.7967 

1.1250 

.9017 

.8100 

.8568 

age. 
Albaminold  ammonia,  effln- 

ent. 
Percent  removed, 

.0741 

.0891 

.0782 

.0688 

.0787 

.1093 

.0816 

.0966 

01 

89 

92 

91 

93 

88 

90 

89 

Oxygen  conaamed,  aewage, 

10.78 

8.85 

8.65 

8.67 

18.11 

9.87 

9.82 

9.84 

Oxygen  eonanmed,  efflaent. 

.82 

1.16 

1.12 

.99 

1.126 

1.44 

1.23 

1.84 

Per  eent.  remoYed, 

91 

84 

87 

88 

91 

86 

87 

86 

Free  ammonia,  aewage,      . 

8.4583 

4.8284 

8.8292 

8.97 

4.7533 

8.3400 

3.7900 

8.6660 

Free  ammonia,  efflaent, 

.67»2 

.0862 

1.0185 

.99 

.9588 

.9247 

1.6200 

1.2728 

Per  eent.  removed, 

88 

84 

78 

76 

80 

72 

67 

64 

ent. 

.9298 

.9815 

.4168 

.4046 

.2665 

.0890 

.2000 

.1446 
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The  character  of  the  effluent  has  not  been  as  good  as  during  pre- 
vious years,  and  experiments  have  been  in  progress,  under  the 
direction  of  the  Chief  Engineer  of  the  State  Board  of  Health,  for  the 
purpose  of  determining  the  best  method  of  improving  the  efficiency 
of  the  beds.  In  May  and  June  three  of  the  filter-beds  which  were 
not  underdrained  at  the  time  the  works  were  constructed  were 
underdrained  with  6-inch  vitrified  pipe,  and  a  well  was  placed  in 
each  bed,  for  the  purpose  of  obtaining  samples  of  the  ground  water. 
A  small  filter-bed,  having  an  area  of  .01  of  an  acre,  was  built  for 
the  purpose  of  filtering  a  portion  of  the  effluent  from  the  filters. 
In  July  wooden  conveyers,  having  an  aggregate  length  of  784  feet, 
were  placed  on  two  of  the  beds,  for  the  purpose  of  securing  a 
uniform  distribution  of  the  sewage.  The  cost  of  this  experimental 
work  was  $1,087.37.     The  investigations  are  still  in  progress. 

The  cost  of  maintaining  the  filter-beds,  exclusive  of  the  cost  of 
the  experimental  work,  has  been  as  follows :  — 

Labor, f  1,941  52 

Repairs  and  supplies, 78  6S 

Total, 12,020  U 

Cost  per  million  gallons  filtered, f6  96 

Engineering. 
A  very  large  portion  of  the  time  of  the  engineering  force  is  now 
devoted  to  matters  pertaining  to  the  maintenance  and  operation  of 
the  works.  The  more  important  of  these  matters  are  the  superin- 
tendence of  the  operation  of  the  Venturi  meters  and  of  the  flow  of 
water  from  the  several  reservoirs  through  the  aqueducts ;  the  deter- 
mination of  the  quantities  of  water  used  in  the  several  municipalities ; 
the  tabulation  of  the  records  of  rainfall  as  measured  at  twelve  sta- 
tions on  the  works,  of  the  elevations  of  the  several  storage  and  dis- 
tributing reservoirs  and  of  the  pressures  in  the  mains  at  diflferent 
points  in  the  Metropolitan  District ;  the  making  of  calculations  to 
determine  the  yield  of  the  several  watersheds,  the  quantities  deliv- 
ered by  the  several  aqueducts,  the  quantities  pumped  at  the  several 
pumping  stations  and  the  cost  of  pumping. 
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Appended  to  this  report  are  tables  of  contracts  giving  the  amount 
of  work  done  and  other  information,  a  long  series  of  tables  relating 
to  the  maintenance  of  the  Metropolitan  Water  Works,  tables  show- 
ing the  length  of  main  pipes  and  number  of  service  pipes,  meters 
and  fire  hydrants  in  the  Metropolitan  Water  District,  and  a  sum- 
mary of  statistics  for  1906. 

Respectfully  submitted, 

DEXTER  BRACKETT, 

Engineer  Sudbury  and  Distribution  Departments. 
Boston,  January  1, 1907. 
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REPORT  OF  ENGINEER  OF  SEWERAGE  WORKS. 


To  the  Metropolitan  Water  and  Sewerage  Board, 

Gentlemen  :  —  The  following  is  a  report  of  the  operations  of  the 
Engineering  Department  of  the  Metropolitan  Sewerage  Works  for 
the  year  ending  December  31,  1906. 

Organization. 
The  engineering  organization  during  the  year  has  been  as  fol- 
lows :  — 

Division  Engineers :  — 

Frederick  D.  Smith,    .    In  charge  of  maintenance    and   consirudion^ 

South  Metropolitan  System,  in  Quincy  and 
Milton, 


Frank  I.  Capen, 
Setu  Peterson,* 
Frank  A.  Emert, 


In  charge  of  maintenance  and  construction^  North 
Metropolitan  System. 

In  charge  of  construction  of  air  tunnel.  Section 
80,  South  Metropolitan  System, 

In  charge  of  office,  drafting  room  and  r€cords. 


In  addition  to  the  above,  there  were  employed  at  the  end  of  the 
year  16  engineering  and  other  assistants. 

1  Part  of  the  year. 
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METROPOLITAN   SEWERAGE  DISTRICTS. 
Areas  and  Populations. 

During  the  year  no  changes  have  been  made  in  the  extent  of  the 
sewerage  districts.  The  area  of  the  North  Metropolitan  District 
remains  at  90.50  square  miles,  and  of  the  South  Metropolitan  Dis- 
trict at  100.87  square  miles,  —  a  total,  inclusive  of  water  surfaces, 
of  191.37  square  miles.  These  districts  include  the  whole  or  parts 
of  25  cities  and  towns,  as  set  forth  in  the  following  table. 

The  populations  in  the  table  are  based  on  the  census  of  1905.  It 
will  be  noted  that  the  recent  census  returns  do  not  fully  justify  all 
the  published  forecasts  of  earlier  reports. 


Table  ahouring  Areas  and  Estimated  Populations  within  the  Metropolitan  Sewerage 
District,  as  of  December  31, 1906. 


CiTT  OB  Town. 


Are*  (Square 


BtUmated  PopQ. 
latioo. 


i 


f 

o 


Arllngtoo,  . 

Belmoot,     . 

Boston  (portioDf  of)« 

Oambridfe, . 

Chelaea, 

Brerett, 

Lexington,' 

Maiden,       .       .       . 
|S^  Medford,     .       . 
"^     Melroee,      .       .       . 

Beyere, 

Someirllle. . 

Stonebam,  .       • 

Wakefield,  .       .       . 

Winoheeter, 

Wlnthrop,  . 

Woburo,     . 


I 

a 


f  Boeton  (portlone  of), 

Brookllne,  . 

Dedham,!    . 

Hyde  Park, 

Milton,        .       .       . 

Newton, 

Qainoy, 

Waltbam,    . 
.  Watertown, 


6.20 

4.66 

8.46 

6.11 

2.24 

S.84 

6.11 

6.07 

8.86 

8.78 

6.86 

8.06 

6.60 

7.66 

6.06 

1.61 

12.71 
00.60 


20.80 
6.81 
0.40 
4.67 
12.60 
16.88 
12.66 
18.68 
4.04 


100.87 


10,080 

4,480 

04,168 

00,470 

88,880 

80,810 

8,000 

80,480 

20,800 

14,760 

18,470 

71,740 

6,480 

10,680 

8,680 

7,410 

14,460 


488,668 


162,800 
24,610 

7,680 
14,860 

7,220 
87,040 


87,160 
11,740 


Total*, 


101.87 


812,880 
^1,048 


1  Part  of  town. 
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METROPOLITAN  SEWERS. 
Sewers  Purchased  and  Constructed  and  their  Connectioxs. 

Within  the  Sewerage  Districts  there  are  now  96.74  miles  of  Met- 
ropolitan sewers.  Of  this  total,  8.79  miles  of  sewers,  with  the 
Quincy  pumping  station,  have  been  purchased  ftt)m  cities  and  towns 
of  the  districts,  the  remaining  88  miles  of  Metropolitan  sewers  hav- 
ing been  constructed  by  the  Metropolitan  boards. 

The  position,  lengths  and  sizes  of  these  sewers  are  given  in  the 
following  tables,  together  with  other  data  referring  to  the  public 
and  special  connections  with  the  system :  — 

North  Metropolitan  System. 


Slse  of  Sewen. 

j 

i 

III 

o  •'ee 

Spbcial  CoNNBcnom. 

CiTT  OB  Town. 

Character  or  Loeatlon  of 

la 

lii 

Connection. 

•r- 

Boston :  ~ 

r>««r  Island.    . 

«'8''to»',    . 

1.807 

4 
22 

Shoe  factory,      . 

Navy  Yard 

Almshonae,. 

A^ WS    Amwm^MM^m^        • 

•'  to  r,      .... 

6.407 

CbArlMtown,  . 

6'  rxv  6"  10  r, .     .     . 

8.Sd2 

u\ 

Wlotbropt  . 

y, 

2.864 

'] 

Clabhooee,. 

Fire  Dept.  Stotion,     . 

f 

Bakery,        .... 

ChelMi^      .       . 

8'  4"X»'  «"  to  r  10 'X«'  4", . 

6.128 

• 

Rendering  works, 
MetropoHtan  Water  Works 
blow.oflr,  .... 
MeiropoHun  Water  Works 

I 

Everett,      . 

8'2''X8'10''to4'8''X6*r,. 

2.926 

0 

blow^fr,  .... 
Cameron  Appliance  Go..    . 

-I 

Metropolitan  Waterworks 

Maiden, 

4' «''X4' 10"  to  r  8-,    . 

4.4981 

blow-off,  .... 

Private  baildlngs. 

196 

82 

Private  bolidlogs. 

«ff 

Melroee,      . 

4'  «"X4'  10"  to  10",      . 

0.099* 

Factory, 

Railroad  staUon, 

Cambridge, 

6-rx6*9-tor8",    .     . 

7.187 

;| 

Blaaffhter.hotise, 
OttyHospitol,     . 
Tannery, 
Slaogbter.boasee  (8), 

SomeiTllle, 

6'rxr«"torio''x2'r,. 

8.471 

"1 

Oar.boose,   . 
Biable, .       .       . 
Rendering  works. 
Armory  balldlog, 

Medford,     .       . 

4'8''X6'rtolO",       .       . 

6.869 

20 

Private  balldlngs, 
Buble..       .       . 
Tannery,      . 
Private  buildings. 

Winoheater, 

a*  irxa  8"  to  r  8",  .     . 

0.428 

18J 

Gelatine  factory, 
Buble,.       .       . 
RaUroad  station, 

Stoneham,  . 

r  8' to  10",.     .     .     . 

l'10"X2'4*tor8'.    .       . 

0.010 

4 

.                         . 

Woborn,     . 

0.038 

8 

Glae  factory, 

Private  buildings,       . 

W 

Arlington,  . 

rrtoio",.     .     .     . 

8.620* 

88 

Railroad  sutlon. 

Car.honse,   .... 

Includes  .088  of  a  mile  of  sewer  purchased  from  the  city  of  Maiden. 

>  Includes  .780  of  a  mile  of  sewer  purchased  from  the  town  of  Melrose. 

>  Includes  2.681  miles  of  sewer  purchased  from  the  town  of  Arlington. 
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North  Metropolitan  System  —  Concluded. 


Size  of  Sewers. 

^5 
1^ 

Hi 
111 

BPIOIAL  CONNBOnOHS. 

CiTT  OR  TOWH. 

Charaeter  or  Location  of 
Oonnection. 

Nnmber 
in 

Belmont, 
Wakefield,!     . 
Revere,    . 

4' to  8',. 

• 

oTo48 
68.566> 

8 

1 
2 

287 

- 

- 

888 

SotUh  Metropolitan  System, 


Beaton  (Bacic  Bay), 

Beaton  (Brighton), 

Boston     (Dorchea. 

ter). 
Boston  (Rozbnry), 

Boaton  (Weat  Box- 

bory). 
BroolcUoe, 
Dedham, . 
Hnll, 

Hyde  Park, 

Milton,  . 
Newton,  . 
Qplney,  . 
waltham, 
Wateriown, 


8'  6"  to  8'  •", 

6'  6**  to  ir, .       .  . 

8'X4'to2'6"X2'7",  . 

6'  e"X7',  4'  0",     .  . 

••8"XlO'2"tol2",  . 

6'«".  .  .  .  . 
4'X4'l"to89"X8'10'', 
60"  pipe, 


10'7"xn'7"to4X4'r, 

ll'XWtoS", 

4'  2"X4'  0"  to  r  8",      . 

ll'3"Xl2'6"to24"plpe, 

8'6''X4'.       .        .        . 

4'  2"X4'  •"  to  12", 


1.6008 

8.714« 

2.870« 

1.480 

7.088 

0.127 
2.850 
0.760 

4.627 

'8.000 
2.011 
6.680 
0.001 
0.760» 


88.178 


11 

si 


2 
6 

0 
6 
4 

1 
6 


Private  honae, 

Admlnlatratlon  b  n  1 1  d  1  n  g, 

Boaton  Park  Department, . 

Blmroona  College  bnlldlnga, . 

Abattoir 

Chocolate  worka,   . 

Paper  mill,      .... 

Private  buildinga,  . 

Parental  achool,     . 
Lntheran  Evangelical  Chnrch, 
Private  bnlldlnga,  . 


If  attapan  Paper  Milla, 
Private  bnlldlnga,  . 


Private  honaea. 
Factories, 


2 
24 


1  The  Metropolitan  sewer  extends  but  a  few  feet  into  the  towns  of  Belmont  and  Wakefield. 

*  Includes  2.787  miles  of  MysUe  River  valley  sewer  in  Bedford,  Winchester  and  Wobnm,  mnning 
parallel  with  the  Metropolitan  sewer. 

'  Indndes  .866  of  a  mile  of  sewer  purchased  from  the  city  of  Boston. 

*  Includes  .026  of  a  mile  of  sewer  purchased  from  the  town  of  Watertown. 
0  Includes  1.24  miles  of  sewer  purchased  from  the  city  of  Boston. 

>  Includes  .026  of  a  mile  of  sewer  purchased  from  the  town  of  Watertown. 


Cost  of  Construction. 

[To  December  81, 1906.] 

The  cost  of  the  96.7  miles  of  Metropolitan  sewers  enumerated 
above,  including  seven  stations,  siphons  and  appertaining  structures, 
may  be  summarized  as  follows :  — 

North  Metropolitan  System, $6,136,200  80 

South  Metropolitan  System,      . 7,722,773  16 

113,858,978  45 
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Information  relating  to  areas,  populations,  local  sewer  connections 
and  other  data  for  the  whole  Metropolitan  Sewerage  District  appear 
in  the  following  table :  — 

North  MeiropolUan  District, 


fli 

EsUmftted 

Total 
Popnlstloii. 

HUM  of 
Loeal  Sewer 
eopiieeted. 

Estimated 

PopuletlOD 

eoDtribotlng 

Sewage. 

Ratio  Of 
OoDtribnUng 

to  Total 
Popolatloo 
(PerOeot.). 

CoNnonoiis  mass 

POUTAN  BbWUBS. 

Public. 

BpaciaL 

00.60 

488,06S 

ftM.88 

S86,S4S 

70.1 

»7 

S83 

8<mth  Metropolitan  District. 


100.87 


S12,880 


4M.18 


167,070 


U.6 


Entire  Metropolitan  District, 


101. S7 


801,04s 


1,083.06 


888,418 


60.1 


810 


807 


Of  the  estimated  gross  population  of  801,043  on  December  31, 
1906,  553,413,  representing  69.1  per  cent.,  were  on  that  date  con- 
tributing sewage  to  the  Metropolitan  sewers,  through  a  total  length 
of  1,062.06  miles  of  local  sewers  owned  by  the  individual  municipali- 
ties. These  sewers  are  connected  with  the  Metropolitan  System  by 
319  public  and  407  special  connections.  It  appears,  also,  that  there 
has  been  during  the  year  an  increase  of  48.75  miles  of  local  sewers 
connected  with  the  Metropolitan  System,  and  that  9  public  and  34 
special  connections  have  been  added. 

Pumping  Stations  and  Pumpage. 
The  following  table  shows  the  average  daily  volume  of  sewage 
lifted  at  each  of  the  six  Metropolitan  pumping  stations  during  the 
year,  as  compared  with  the  corresponding  volumes  for  the  previous 
year : — 
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PUMPIHO  8TATI0H. 


Aybraqb  Daily  Pitmpaob. 


Jan.  1, 1006, 

to 
Deo.  81, 1006. 


Jan.  1, 1006, 

to 
Deo.  81, 1006. 


IneroMe  daring 
the  Tear. 


Deer  Island, 
Batt  Boston, 
Charlestown,     . 
Alewlfe  Brook, 
Qalncy, 
Ward  Street, 


Gallons. 
64,400,000 

62,400,000 

20,000,000 

8,234,000 

8,180,000 

90,040,000 


Gallons. 
68,100,000 

60,100,000 

80,500,000 

8,461,000 

8,628,000 

24,600,000 


Gallons. 
8,700,000 

8,700,000 
600,000 
217,000 
848,000 

8,660,000 


Per  Cent. 
6.8 

7.1 

8.0 

6.7 
10.0 
17.0 


CONSTRUCTION. 

NORTH  METBOPOLITAN  SYSTEM. 

Extension  of  the  Metropolitan  Sewer  in  the  City  of  Malden. 

Chapter  319  of  the  legislative  Acts  of  1906  authorized  the  exten- 
sion of  a  Metropolitan  Sewer  in  Maiden  from  near  Barrett's  Pond 
to  the  tidal  meadows  on  the  southerly  side  of  the  city. 

In  1900,  when  the  town  of  Wakefield  was  added  to  the  District, 
a  new  Metropolitan  sewer  was  constructed  from  Wakefield  to  Bar- 
rett's Pond  in  Maiden,  and  there  connected  with  an  existing  Metro- 
politan Sewer. 

The  original  Metropolitan  Sewer  below  this  point  is  now  too  small 
to  provide  for  sewage  from  both  sewers.  It  has,  therefore,  been 
found  necessary  to  extend  the  sewer  authorized  in  1900  to  a  point 
where  it  can  connect  with  a  larger  Metropolitan  main  with  overflow 
into  the  tidal  waters  of  Maiden  River,  which  may  serve  until  the 
works  are  more  comprehensively  relieved. 

This  extension  has  been  known  as  Section  64  of  the  North  Metro- 
politan System. 

Section  64^  Maiden  Boctension. 

Division  Engineer  in  Charge.  —  Faahk  I.  Capbm. 
Contractors.^T,  H.  Gill  &  Co.,  SomerriUe,  Bfaas. 

The  section  involves  a  sewer  extending  from  a  point  on  Jackson 
Street  near  the  crossing  of  the  Saugus  Branch  of  the  Boston  & 
Maine  Railroad  and  near  Station  55  of  Section  40  of  the  North  Met- 
ropolitan System,  northerly  through  Jackson  Street  to  Spot  Pond 
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Brook,  through  private  lands,  Pleasant  Street  and  Linden  Avenue, 
to  a  point  in  Section  58  of  the  North  Metropolitan  System  200  feet 
south  of  Mountain  Avenue,  —  a  total  distance  of  2,950.5  feet. 

Additional  data  in  relation  to  this  route  are  given  in  the  following 
table :  — 


ExUn9um  of  the  Metropolitan  Sewer 

Acts 

in  Maiden^  authorized  by  ChapUr  319^ 
of  1906, 

LOOATIOH. 

Sise. 

Length 
(Feet). 

Bemarka. 

JaoktoD  Street  from  Sangos  Bnuieh 
Railroad  to  Spot  PoDd  Brook. 

feet  In  private  land  and  582  feet 
in  Linden  Avenue  at  end  of  aeo- 
Uon. 

In  private  land  from  a  point  abont 
200  feet  beyond  Spot  Pond  Brook 
to  Pleasant  Street  at  Linden 
Avenue  and  in  Linden  Avenue 
for  about  600  feet. 

yew. 

1.SS6.M 
786.08 

826.50 

Bxeavation  for  880  feet  of  peat  and  alk: 

wtth  a  email  layer  of  eand  and  ^nvel 
over  fine  eand. 

205  feet  excavation  in  sand  and  grsv«l  over 
fine  sand;   582  feet  in  Linden  Avenue, 
coarse  sand  and  gravel  with  about  S  feet 
of  hardpan  at  bottom  for  last  SOO  feet 
with  boulders. 

Through  the  private  land  the  exeavatioa 

Ing  above;  in  Linden  Avenue  exoavattoe 
was  in  coarse  sand  and  graveL 

A  contract  was  entered  into  August  8,  1906,  with  T.  H.  Gill  & 
Co.,  of  Somerville,  contractors,  for  this  construction.  The  contract 
extended  from  Station  0  +  3.80  to  29  +  54.3, — a  total  distance 
of  2,950.5  feet. 

The  contractors  started  work  on  Jackson  Street  at  Charles  Street 
on  August  14,  1906,  and  worked  in  both  directions,  using  a  bucket 
excavator,  northerly  to  a  point  200  feet  beyond  Spot  Pond  Brook. 
Southerly  toward  the  Saugus  Branch  Railroad  the  work  was  started 
with  a  portable  derrick,  but  this  was  soon  abandoned,  and  most  of 
the  excavation  was  done  without  the  aid  of  machinery.  Excavation 
on  this  portion  of  the  work  was  completed  late  in  December. 

A  second  opening  was  started  August  15,  in  private  land  north  of 
Spot  Pond  Brook,  and  worked  for  part  of  the  distance  with  a  portable 
derrick.  Generally  around  curves  and  between  buildings  the  exca- 
vation was  made  without  machinery.  This  portion  of  the  work  was 
completed  about  the  middle  of  December. 

A  third  opening  was  started  about  September  11,  at  the  comer  of 
Linden  Avenue  and  Pleasant  Street.     A  bucket  excavator  was  used 


Digitized  by  VjOOQ IC 


No.  57.]  AND   SEWERAGE  BOARD.  151 

on  this  part  of  the  work  to  the  end  of  the  section,  for  a  distance  of 
about  950  feet.  This  excavation  was  completed  December  24. 
•  At  the  crossing  of  Spot  Pond  Brook  the  route  of  the  brook  was 
temporarily  changed  through  diversion  trenches,  while  56  feet  of 
trench  was  excavated,  and  four  lengths  of  42-inch  cast-iron  pipe 
placed  under  the  brook  location.  The  work  was  begun  September 
13  and  was  completed  November  14. 

This  whole  length  of  sewer  was  built  of  standard  concrete,  except 
the  overflow  at  Saugus  Branch  Brook  and  manholes  on  the  main  line 
of  sewer;  these  were  of  brick,  reinforced  with  concrete.  For  a 
length  of  255  feet  on  the  marsh  near  the  Saugus  Branch  Brook  the 
concrete  of  the  sewer  invert  rests  on  piles.  For  this  length  the 
concrete  was  reinforced  with  Ransome  steel  rods  longitudinally  and 
transveVsely  in  the  invert  and  transversely  in  the  arch. 

At  the  date  of  the  report  the  work  is  practically  completed  except 
for  minor  repairs  to  surfaces  in  private  lands  and  resurfacing  of 
streets,  which,  on  account  of  their  frozen  condition,  will  be  delayed 
until  spring. 

The  connection  with  Section  40  by  means  of  a  bellmouth  at  the 
lower  end  of  this  section  was  made  by  day  labor  of  the  maintenance 
force  of  the  North  Metropolitan  Sewerage  Works. 

SOUTH  METROPOLITAN  SYSTEM. 
Extension   of    the   High-level   Sewer   through   West  Rox- 

BURY,    BrOOKLINE    AND  BRIGHTON. 

Chapter  406  of  the  legislative  Acts  of  1906  authorized  the  con- 
struction and  operation  of  an  extension  of  the  main  sewer  of  the 
South  Metropolitan  System,  known  as  the  High-level  Sewer,  through 
the  districts  of  West  Roxbury,  Brookline  and  Brighton. 

During  the  past  year  surveys  and  studies  of  the  geology  over  the 
route  of  the  sewer  have  been  in  progress.  As  adopted,  the  route 
extends  from  the  comer  of  Perkins  and  Centre  streets,  in  Jamaica 
Plain,  through  Brookline  to  Oak  Square  in  Brighton.  An  outline 
of  this  route  and  other  data  in  relation  to  it  are  given  in  the  follow- 
ing table :  — 
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Exletuum  of  the  Bigh-kvel  Sewer,  authorized  by  Clu^pter  408,  Act*  of  1906. 


LOCATIOH. 

Size 
(Diameter). 

Length 
(Feet). 

Bemarka. 

WmI  Bozbnry :  in  P«rktiM  and  ChMtoat 
streets,  from  Centre  Street  to  the 
bonndsrr  line  between  Went  Box. 
bury  ana  Brookline. 

Brookline :  In  Obestnnt,  Kendall  and  Oy 
press  streets,  Brlngton  Road,  private 
land,  Oorbam  Avenne,  Greenoogb, 
Washington.  Park  and  Wlnobeecer 
streeU,  private  land  and  Oolnmbia 
Street  to  tbe  Brighton  bonndary  line. 

Brighton :  in  Harlan  Street,  private  land, 
Oonamonwealth  Avenne,  Warren. 

to  Oak  Square. 
Branch  lines  in  Oambridge,  Market, 
Bennett  and  Washington  streets. 

J 

\  «OWcast.iron 
J       pipe. 
34^X28"  to 

1 ...» 1 

0,006 

600  feet  In  rock  tnoael. 
3,486  feet  in  air  tannoL 

8,800  feet  In  air  toaxMl. 

800  feel  In  earth  tnno^. 
0,100  feet  In  earth  open  cA. 

0,060  feet  In  rock  tannei. 
800  feet  in  earth  toonel. 
8,566  feet  in  earth  open  eat. 

2,260  feet  in  tnnoel. 

2,800  feet  In  earth  open  est. 

20.800 
».64  miles. 

For  convenience,  this  length  of  5.64  miles  has  been  divided  into 
contract  sections,  numbered  from  80  to  86,  both  inclusive. 

Section  80y  West  Rcyxhury  and  B^rookline. 

Division  Engineer  in  Charge, -^Swm  Pktebson. 

Sxq>erintendent  of  Construction  by  Day  Labor,  —  Chablbs  A.  Haskik. 

This  section  extends  from  a  branch  in  the  existing  bellmouth  at 
the  corner  of  Centre  and  Day  streets  along  Perkins  and  Chestnut 
streets,  in  West  Roxbury,  passing  Jamaica  Pond,  to  the  Brookline 
town  line;  thence  in  Brookline,  along  Chestnut  Street  to  near 
Kendall  Street,  a  length  of  about  4,500  feet.  It  is  wholly  in  tunnel, 
at  depths  ranging  from  70  feet  in  Perkins  Street  to  about  20  feet  in 
Chestnut  Street.  From  Centre  Street  to  near  Zamora  Street  and 
along  Perkins  Street  it  is  anticipated  the  tunnel  headings  will  be  in 
Roxbury  puddingstone,  with  seams  of  clay  and  quicksand  that  may 
admit  water  freely  to  the  headings. 

From  Zamora  Street,  passing  Jamaica  Pond,  to  near  the  end  of 
the  section,  the  tunnel  headings  are  expected  to  be  in  open  sand 
and  quicksand.  The  water  line  of  the  sewer  passing  Jamaica  Pond 
is  about  35  feet  below  the  usual  elevation  of  the  water  surface  of  the 
pond.  To  avoid  any  possibility  of  accident  to  Jamaica  Pond,  the 
tunnel  work  in  its  vicinity  is  being  carried  out  by  pneumatic  proo- 
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esses  and  by  day  labor,  under  the  direction  of  Charles  A.  Haskin, 
pneumatic  expert. 

A  shaft  leading  down  to  the  tunnel  is  located  on  Perkins  Street, 
about  475  feet  east  of  Jamaicaway.  At  this  point  an  unoccupied 
lot,  about  65  feet  by  150  feet,  has  been  rented,  and  lockers  for 
machinery,  tools  and  supplies  erected. 

Work  on  the  shaft  was  begun  October  3,  1906.  The  shaft  is 
circular,  8  feet  inside  diameter,  with  12-inch  Portland  brick  walls. 
Steel  cylinders  20  feet  long  were  first  sunk  in  the  street,  and 
lined  with  12-inch  Portland  brickwork;  excavation  then  pro- 
ceeded in  depths  of  3  feet,  secured  by  polings.  The  masonry  below 
the  steel  casing  was  suspended  by  rods  from  the  casing  itself. 

This  method  of  shaft  excavation  was  pursued  for  a  depth  of  57 
feet  below  the  surface.  At  that  depth  water  was  encountered.  An 
air  lock  was  then  introduced  on  the  head  of  the  steel  cylinders  at  the 
street,  and  an  air  pressure  about  6  pounds  in  excess  of  atmospheric 
pressure  maintained.  The  completed  shaft  is  70  feet  in  depth.  At 
the  date  of  this  report  tunnel  headings  have  advanced  about  70  feet 
each  way  from  the  shaft.  The  vertical  air  lock  was  removed  Decem- 
ber 24,  and  horizontal  locks  have  been  constructed  in  each  heading. 
The  west  heading  is  now  in  fine,  sharp  sand,  and  advancing  at  the 
rate  of  about  30  feet  per  week  under  6  pounds  of  air  pressure.  The 
east  heading  is  in  sand,  gravel  and  quicksand,  and  advancing  at 
the  rate  of  about  40  feet  per  week  under  air  pressure  of  about  6 
pounds  per  square  inch. 

The  plant  for  carrying  out  this  work  includes  2  horizontal  tubular 
boilers  of  100  horse-power  each,  and  1  of  75  horse-power;  3  air 
compressors  of  Rand  type,  75  horse-power  each ;  hoisting  engine  at 
the  shaft,  and  two  electric  generating  sets  of  100  16-candle-power 
lights  each. 

The  completed  tunnel  is  circular,  in  cross-section,  7  feet  inside 
diameter,  with  12-inch  Portland  brick  walls.  Steel  tunnel  plates 
are  used  to  cover  the  arch  for  about  one-half  its  periphery. 

Reversal  of  Grade  at  the  Lower  End  op  the  Charles 
RrvER  Main  Sewer. 

At  the  date  of  the  last  report  about  1,100  feet  of  the  invert  of  the 
Charles  River  main  sewer  east  from  Vancouver  Street  had  been 
modified  by  introducing  a  concrete  invert  about  3  feet  in  diameter. 
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having  an  inclination  of  1  foot  in  1,500  feet  in  the  direction  of  the 
main  sewer  leading  to  the  Ward  Street  station. 

On  March  19,  1,860  feet  of  the  modified  invert  had  been  com- 
pleted, to  Bryant  Street.  This  length  provides  for  all  Metropolitan 
connections  on  this  branch,  and  the  sewage  from  these  Metropolitan 
areas  was  deflected  from  the  city  of  Boston  works  to  the  South  Met- 
ropolitan System  on  the  following  dates :  — 

Parker  Street  district,  15-inch  connectioD,        ....  January    15,  1906. 

Heroenway  Street  district,  12-inch  connection,        .        .        .  February  14, 1906. 

Bryant  Street  district,  12-inoh  connection,        ....  February  14,  1906. 

Bryant  Street  district,  24-inch  connection,        ....  March        19, 1906. 

Below  the  Bryant  Street  connection  a  40-inch  penstock  valve  has 
been  introduced  at  the  end  of  the  modified  invert. 

From  Bryant  Street  to  Gainsborough  Street  the  Charles  River 
main  sewer,  6  feet  6  inches  in  diameter,  was  cleared  of  deposit, 
washed,  and  the  exclusion  valve  at  Gainsborough  Street  closed. 

Between  the  valves  at  Bryant  and  Gainsborough  Streets  is  a  lengtJi 
of  about  1,600  feet  of  abandoned  sewer,  now  filled  with  ground 
water. 

From  the  commissioner's  channel  of  Stony  Brook  to  Bryant  Street, 
for  a  length  of  561  feet,  a  reinforced  concrete  drain,  equivalent  in 
size  to  a  36-inch  pipe,  was  constructed  below  the  modified  invert. 
This  connects  with  a  35-inch  branch  from  Stony  Brook,  whidi  has 
sometimes  been  used  by  the  city  for  flushing  the  Huntington  Avenue 
sewer  with  water  from  Stony  Brook.  The  arch  of  this  drain  was 
reinforced  with  expanded  metal  of  sufficient  strength  to  resist  any 
pressure  that  might  reach  it. 

Section   77,  Ward  Street  Station  and  Connecjtions. 

At  the  date  of  the  last  report  the  pumping  plant  at  the  Ward 
Street  station  had  not  been  formally  tested  or  accepted.  During  the 
past  year  the  tests  prescribed  in  contracts  with  the  engine  builders 
have  been  successfully  carried  out,  and  the  plant  formally  accepted 
by  the  Board. 

This  plant  was  installed  for  raising  sewage  from  the  Charles  River 
valley  Metropolitan  Sewerage  District,  about  40  feet  to  the  High- 
level  Sewer,  recently  constructed.  Through  this  sewer  it  is  dis- 
charged into  the  waters  of  Boston  harbor,  off  Nut  Island,  in  Quincy. 
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The  engines,  pumps  and  steam  plant  were  furnished  by  the  Allis- 
Chalmers  Company  of  Milwaukee,  Wis.,  under  a  contract  dated  Janu- 
ary 17, 1902.    The  pumps  are  specially  designed  for  pumping  sewage. 

The  sewage  is  delivered  to  the  station  through  a  trunk  sewer  in 
Vancouver  Street  7  feet  9  inches  by  6  feet  6  inches.  Before  entering 
the  station,  sewage  is  passed  through  screens  which  intercept  rags, 
paper  and  other  floating  materials. 

The  screens  are  of  %-inch  round  iron  bars,  securely  held  in  steel 
frames.  These  frames,  with  intercepted  material,  are  mechanically 
raised  to  the  level  of  the  screen-chamber  floor. 

After  passing  the  screens,  sewage  is  delivered  through  concrete 
and  cast-iron  pipes  to  the  pumps.  Beyond  the  pumps,  sewage  is 
forced  through  lines  of  48-inch  cast-iron  pipes,  about  1,600  feet  in 
length,  to  the  High-level  Sewer,  which  conveys  it  by  gravity  to  an 
outlet  in  the  harbor. 

The  pumps  were  first  operated  in  September,  1904.  By  agree- 
ment between  the  Board  and  the  Allis-Chalmers  Company,  they  have 
been  operated  in  the  regular  service  of  the  station  since  October  14, 
1904,  prior  to  official  test  and  acceptance  by  the  Board.  The  official 
trials,  specified  in  the  contract,  were  made  November  9  and  Decem- 
ber 4,  1906 ;  on  December  12,  1906,  the  whole  plant  was  formally 
accepted  by  the  Board. 

The  tests  were  conducted  by  F.  I.  Capen  and  F.  A.  Emery,  Divi- 
sion Engineers,  and  William  M.  Francis,  Engineer  in  charge  of  the 
station,  for  the  Metropolitan  Sewerage  Works,  and  T.  T.  Hubbard, 
M.E.,  representing  the  Allis-Chalmers  Company. 

Description  of  Plant. 

The  contract  with  the  Allis-Chalmers  Company  was  for  furnishing 
and  erecting  two  engines,  each  of  50,000,000  gallons  daily  capacity, 
together  with  four  vertical,  tubular  boilers  of  the  Deane  type,  with 
piping  and  other  accessories. 

The  engines  are  of  the  vertical  triple-expansion  direct-connected 
plunger  type,  with  pump  plungers  directly  under  the  steam  cylinders. 
The  pumps  up  to  and  including  the  engine  crank  shafts  were  built 
at  the  "Reliance  Works," and  the  steam  ends,  including  the  massive 
**A"  frames  and  upper  bed-plates,  at  the  West-AUis  Works,  Mil- 
waukee. The  final  fitting  and  assembling  of  these  parts  occurred  at 
the  Ward  Street  station. 
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The  steam  ends  of  the  pumps  are  practically  standard  design,  the 
several  cylinders  being,  respectively,  21  inches,  38  inches  and  58 
inches  in  diameter,  with  a  total  plunger  movement  of  60  inches. 

The  pump  plungers  are  suspended  from  the  cross  heads  of  the 
several  cylinders  by  four  rods  guided  at  intervals  throughout  their 
length.  This  affords  a  rigid  connection  between  the  piston  and 
the  plunger  and  a  direct  drive  from  the  one  to  the  other.  Each 
engine  has  two  suction  and  two  discharge  pipes  lying  externally  to 
the  suction  and  discharge  chambers  with  which  they  are  respectively 
connected. 

The  discharge  pipe  on  either  side  of  each  engine  lies  immediately 
above  and  in  the  same  vertical  plane  with  each  suction  pipe.  The 
plunger  chambers  lie  in  the  longitudinal  centre  line  of  the  engine, 
and  between  two  suction  and  two  delivery  chambers,  which  are  in 
line  diametrically  opposite  to  the  longitudinal  centre  line  of  the 
engine. 

The  castings  for  the  discharge  chambers  are  extended  vertically, 
forming  air  chambers  and  at  the  same  time  supports  for  the  pillow 
block  bed-plates  of  the  engines.  X-braces  span  the  distances 
between  the  valve  chambers,  rendering  the  construction  extremely 
rigid. 

Each  engine  has  three  single-acting  outside-packed  plungers,  and 
six  suction  and  six  delivery  valve  chambers.  Each  suction  and  de- 
livery chamber  contains  36  valves,  making  a  total  of  432  valves  for 
each  engine.  These  valves  were  specially  designed  to  act  with 
sewage,  and  are  of  the  flap  type,  with  rubber  and  canvas  seats  which 
are  bolted  to  brass  plates.  They  are  hinged,  and  swing  on  a  man- 
ganese bronze  hinge  bolt. 

The  nominal  area  of  the  waterway  through  the  suction  and  dis- 
charge valves  is  about  200  per  cent,  of  the  area  of  the  pump 
plungers. 

The  steam  inlet  and  exhaust  valves  in  the  heads  of  the  high  and 
intermediate-pressure  cylinders  are  operated  by  valve  gear  of  the 
Reynolds-Corliss  type.  The  steam  and  exhaust  valves  in  the  heads 
of  the  low-pressure  cylinder  are  in  duplicate,  and  are  of  the  poppet 
type,  operated  by  cams.  The  governor  controls  the  time  of  cutting  off 
in  the  high-pressure  cylinder,  or  it  may  be  adjusted  and  fixed  by  hand. 

The  cut-off  in  the  intermediate-pressure  cylinder  is  adjustable  by 
hand,  while  that  on  the  low-pressure  cylinder  is  fixed  and  cannot 


Digitized  by  LjOOQ IC 


No.  57.]  AND   SEWERAGE  BOARD.  157 

be  altered.  All  valves  receive  their  motion  from  eccentrics  on  a  lay 
shaft  which  is  driven  by  cranks  on  either  end,  set  at  90°  and  con- 
nected by  driving  rods  with  cranks  on  the  main  engine  shaft. 

The  steam  cylinders  are  jacketed  on  barrels.  Reheating  coils  in- 
troduced between  the  cylinders  have  been  isolated  and  plugged,  and 
the  introduction  of  steam  through  the  jackets  is  now  as  follows : 
Steam  from  the  high-pressure  jackets  is  led  to  a  Flynn  trap,  the 
discharge  of  which  outlets  to  the  low-pressure  cylinder  jacket.  A 
branch  from  the  inlet  pipe  of  this  trap  furnishes  steam,  under  a 
pressure  which  is  regulated  by  hand,  to  the  jacket  of  the  intermedi- 
ate cylinder.  The  outlet  from  the  intermediate  jacket  is  piped  to  a 
second  Flynn  trap,  which  also  discharges  into  the  jacket  of  the  low- 
pressure  cylinder.  The  drain  from  the  discharge  side  of  the  low- 
pressure  cylinder  jacket  is  piped  to  the  feed-water  tank. 

Surface  condensers  using  sewage  as  a  cooling  medium  were  con- 
templated by  the  contract.  In  place  of  these,  a  modification  of  the 
Bulkley  or  barometric  type  of  condenser,  adapted  to  the  use  of 
sewage  for  cooling,  was  introduced.  The  passages  through  this 
condenser  are  larger  than  ordinarily  used  with  clear  water.  These 
condensers  have  been  furnished  in  duplicate  with  each  engine,  and 
so  arranged  that  any  one.  may  be  in  operation  while  all  the  others 
are  shut  ofi*. 

Exhaust  steam  circulates  through  a  feed-water  heater  placed  in 
the  exhaust  pipe  before  entering  the  condenser. 

The  supply  of  fresh  water  for  boiler  feed  is  first  circulated  around 
the  jacket  of  the  dry-air  pump,  then  to  the  feed-water  heater  in  the 
exhaust  pipe  from  the  engine,  and  thence  to  the  supply  tank  for  the 
feed  pump.  Here  it  mingles  with  the  discharges  from  the  cylinder- 
jacket  drains,  from  which  receptacle  it  is  dmfted  by  a  feed  pump 
driven  from  the  main  engine,  and  forced  through  a  fuel  economizer 
before  arriving  at  the  boilers.  The  economizer  is  of  the  standard 
Green  type,  with  140  tubes,  each  4  %6  inches  in  diameter  and  9  feet 
long,  around  which  the  escaping  gases  from  the  boilers  pass  on  their 
way  to  the  chimney. 

Steam  is  furnished  by  four  vertical  fire-tube  boilers,  designed  by 
and  built  under  supervision  of  Dean  &  Main,  mechanical  engineers, 
for  the  Allis-Chalmers  Company.  The  steam  is  supplied  to  the 
engine  through  duplicate  lines  of  8-inch  pipe  fitted  with  Van  Stone 
steam  joints  and  controlled  by  stop-valves  of  Chapman  make. 
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The  following  tables  contain  principal  dimensions  of  engines  and 


boilers :  — 

Princ^>€U  Dtmensions  of  Engines. 
Diameter  H.  P.  cylinder  (inches),    . 
Diameter  I.  P.  cylinder  (inches),     . 
Diameter  L.  P.  cylinder  (inches),     . 
Diameter  plungers  (inches),    . 
Stroke  of  pistons  and  plungers  (inches). 
Diameter  of  suction  pipes  (2)  (inches),  . 
Diameter  of  discharge  pipe  (1)  (inches). 
Diameter  of  fly  wheels  (2),  each  engine  (feet). 
Revolutions  per  minute  for  capacity. 
Piston  speed  per  minute  for  capacity  (feet). 


21 
38 
58 

48.25 
60 
42 
48 
18 
25 
S50 


Principal  Dimensions  of  Boilers, 
Length  of  shell. 
Internal  diameter  of  shell. 
Thickness  of  shell  plates, 
Number  and  diameter  of  tubes, 
Length  of  tubes. 

Water  heating  surface  (square  feet). 
Super  heating  surface  (square  feet). 
Total  heating  surface  (square  feet), 
Grate  area  (square  feet). 
Area  through  tubes  (square  feet). 
Area  through  smoke  flue  nozzle  (square  feet). 
Ratio  water  heating  surface  to  grate  area. 
Ratio  total  heating  surface  to  grate  area. 
Ratio  grate  area  to  tube  area,  . 
Ratio  grate  area  to  smoke  flue  nozzle,     . 


24'  llj' 
90f^ 

r 

802-2^ 

14'  llj" 

1,758.65 

627.12 

2,885.67 

38.18 

5.47 

7.00 

53:  1 

72:  1 

6.07:  1 

4.74:  1 


Trials, 

The  type  and  design  of  boiler  were  specified  to  the  engine  builders, 
so  that  no  formal  boiler  tests  have  been  required  or  made. 

The  engines  are  duplicates,  —  all  the  moving  parts  are  identical 
in  both  engines.  The  record  of  their  operation  for  about  two  years 
has  indicated  that  they  are  equally  eflScient. 

To  avoid  delay  and  inconvenience  in  maintaining  the  continuous 
service  at  the  station,  the  Board,  on  May  21, 1906,  agreed  to  accept 
tests  on  one  engine  as  representative  of  both. 

The  engine  selected  for  testing  has  been  known  as  No.  1,  and  is 
located  at  the  westerly  end  of  the  engine  room.  A  36-incb  cast-iron 
by-pass  pipe  leads  from  the  discharge  pipe  of  this  engine  around  the 
easterly  end  of  the  station  to  the  suction  sewer.     It  was  thus  possi- 
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ble  to  circulate  the  discharge  from  this  pump  continuously  through 
the  pump  and  station.  A  controlling  valve  in  the  pipe  line  provided 
for  throttling  the  pipe  until  the  pressure  specified  in  the  contract 
test  was  obtained. 

A  temporary  weir  was  erected  along  the  line  of  this  by-pass.  The 
weir  is  10  feet  long,  with  angle-iron  crest.  The  sewage  approaches 
the  weir  through  stilling  racks  placed  in  the  channel  of  approach, 
which  is  about  24  feet  long.  The  head  of  water  over  the  weir  has 
been  measured  by  hook  gages  located  in  a  measuring  chamber  at  one 
side  of  the  weir.  The  water  in  this  chamber  is  supplied  through  an 
orifice  in  the  wall  of  the  weir  chamber. 

Two  boilers  furnished  steam  used  during  the  tests.  Steam  was 
conveyed  to  the  engine  through  one  of  the  duplicate  8-inch  steam 
mains,  and,  in  order  that  leakage  should  be  reduced  to  the  minimum, 
all  connections  between  it  and  auxiliary  lines  were  blanked  off  by 
pieces  of  boiler  plate  inserted  between  the  flanges  of  connecting 
branches. 

The  feed  water  was  taken  directly  from  the  city  mains,  weighed 
in  barrels  resting  on  platform  scales,  and  fed  to  the  boilers  by  the 
feed  pump  connected  with  the  engine  under  test  through  a  temporary 
2-inch  pipe  line.  Pressure  on  the  36-inch  discharge  line  from  the 
pump  was  indicated  by  a  mercury  column. 

During  the  test  the  sewage  used  as  a  cooling  medium  in  the 
barometric  condensers  was  delivered  over  a  weir.  This  amount 
was  determined  and  proper  correction  made  for  it  in  estimating  the 
total  volume  of  the  sewage  pumped. 

TricU  Data  and  Results. 

[Bngine  tetted  (repreMOted  action  of  two),  No.  1.] 


Capacity  and 
Blip  Trial. 


Duty  Trial. 


Date  of  trial, 
Daration  of  trial, . 


Nov.  9,  100«, 
0  hours, 


Average  Preeeuree. 
Bteam  at  boUera  (pooodt), 
Bteam  at  throttle  (poondt), 
First  receiver  (pounds),     .... 

Second  receiver  (pounds) 

Vacoom  (pounds  per  square  Inch),  . 


Dec.  4,  lOOe. 
10  boors. 

162.8 
161.13 

80.83 
—2.64 

27.9 
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Trial  Data  and  BesuUs  ~  Concluded. 
[Bofloe  tested  (repratentad  action  of  two),  No.  1.] 


Capacity  and 
Slip  Trial. 

Duty  TriaL 

Average  Temperature»  (Degree*  /'.)• 

Water  fad  to  boiler, 

- 

104 

Water  in  foroe  main,  .       • 

§4.35 

ffead  pumped  agatmt. 

Average  net  head  pumped  agaloat  (poanda  preaaore),  .... 

17.6 

17.8 

Average  net  head  pumped  agalnat  (feel), 

40.8 

40.6 

RewhUUme. 

Total  revolntlona  daring  tetta,  *......., 

8,882 

14^1 

Average  revolnUona  per  minute, . 

24.97 

34.32 

Average  piston  apeed  (feet  per  minute), 

248.70 

sa.28 

Ve^l  Work  performed  by  KngUte. 

pumpa  (United  Butea  gallooa). 

12,8n,000 

90,706,000 

Water  fed  to  Boilere, 

Total  water  fed  to  boUera  (pounds), 

- 

47,m 

Deduction  for  leakage,  storage  and  uae  of  calorimeter  (pounds), 

: 

1,118 

Total  steam  chargeable  to  engine  (pounds),     .       .       .       .       . 

44,317 

Steam  ueed  by  Engine, 

Average  entralnment  in  steam  entering  engine  (per  cent.),  . 

" 

.808 

Total  dry  steam  used  by  engine  (pounds), 

- 

46,006 

DutUe. 

Oapaeity  per  1,000  pounds  commercially  dry  steam,  plunger  displaoe- 
ment  (contract  baals)  (foot-pounds) . 

- 

U2,719,000 

Weir  Meaeuremente. 

Length  of  weir  (feet), 

0.068 

0.067 

Average  depth  of  water  on  weir  (feet), 

1.7148 

1.8878 

Calculated  discharge  over  weir  (gallona) 

48,124,00a 

48,080,000 

Calculated  discharge  of  condenser  water  over  weir  (gallons  per  84 

hours). 
Toul  calculated  discharge  from  pumps  (gallona  per  S4  hours),   . 

1,000,000 

1,110.000    . 

40,188,000 

48,000,000 

60,886.000 

40,008,000 

eUp  (per  eent.) 

2.07 

8.82 
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Concrete  Walks  and  Fences  at  Ward  Street  Station  Lot. 

During  the  year  a  granolithic  sidewalk  has  been  placed  on  the 
Ward  Street  front  of  the  pumping  station  lot,  together  with  a 
granolithic  walk,  12  feet  wide,  from  the  sidewalk  to  the  main  door 
of  the  engine  room. 

A  substantial  iron  fence  secured  to  masonry  posts  is  being  placed 
along  the  Ward  Street  side  of  the  lot.  Permanent  picket  fences 
have  been  placed  along  Vancouver  Street  and  the  north  side  of  the 
station  lot.  The  work  on  the  fences  and  walks  has  been  carried  out 
from  time  to  time  by  day  labor  of  the  maintenance  force,  as  it  was 
found  possible  to  withdraw  the  labor  from  regular  maintenance 
work. 

Additional  Pumping  Plant  at  Quincy  Station. 

The  ordinary  sewage  flow  at  this  station  exceeds  the  capacity  of 
the  smaller  pump  now  in  use,  and  during  wet  weather  of  winter 
and  spring  the  flow  has  exceeded  for  considerable  periods  the 
capacity  of  both  pumps  now  in  use. 

During  the  year  additional  pumping  plant  has  been  installed.  On 
August  29  the  Board  purchased,  of  the  Lawrence  Machine  Company 
of  Lawrence,  Mass.,  one  of  their  standard  design  centrifugal  pumps. 
This  pump  has  16-inch  side  suction,  with  15-inch  bottom  discharge 
and  46-inch  impellers.  The  pump  is  directly  connected  to  a  verti- 
cal cross-compound  Sturtevant  engine  of  the  standard  type.  The 
steam  cylinders  are  10  inches  and  18  inches  in  diameter,  with 
10-inch  stroke.  This  plant  has  a  range  of  capacity  from  4,000,000 
to  10,000,000  gallons  per  24  hours,  with  lifts  from  17  to  28  feet. 

The  foundations  for  the  pump  and  engine  were  built  under  the 
direction  of  the  Engineer  by  day  labor.  The  suction  and  discharge 
piping  for  the  pump  was  furnished  and  placed  by  the  Board. 

Miscellaneous  piping  and  accessories  from  the  engine  to  boilers, 
including  feed  pump  and  condenser,  are  to  be  furnished  by  the 
Board  and  erected  by  the  engineer  in  charge  of  the  station  and  his 
assistants. 

Two  additional  boilers,  of  about  100  horse-power  each,  have  also 
been  introduced.  These  were  furnished  under  contract  with  the 
Robb-Mumford  Company  of  South  Framingham,  dated  August  31, 
1906.  They  are  of  the  horizontal  return  tubular  type,  with  over- 
hanging fronts  and  masonry  settings,  similar  in  general  design  and 
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outline  to  boilers  already  existing  at  the  station.  The  foundations 
for  the  boilers  were  built  by  day  labor,  under  the  direction  of  the 
Engineer. 

General  data  in  relation  to  these  boilers  is  given  in  the  following 
table :  — 

Diameter  (inches), 66 

Length  of  tubes  (feet), 16 

Outside  diameter  of  tubes  (inches), 3 

Number  of  tubes, .        .110 

Grate  area  (square  feet), 30 

Nominal  horse-power  of  each  boiler, 96 

Working  pressure  per  square  inch  (pounds), 125 

Hydrostatic  test  pressure  (pounds), 200 

At  the  date  of  this  repoi*t  the  boilers  are  in  place,  with  smoke  flue 
connected  to  the  chimney.  The  pump  and  engine  are  placed,  with 
suction  and  discharge  piping  partly  placed.  It  is  anticipated  that 
this  new  plant  will  be  in  condition  to  operate  in  the  coming  spring. 

MAINTENANCE. 
Scope  of  Work  and  Force  Employed. 

The  maintenance  of  the  Metropolitan  Sewerage  System  includes 
the  operation  of  seven  stations  and  96.74  miles  of  Metropolitan 
sewers,  receiving  the  discharge  from  1,062.06  miles  of  town  and 
city  sewers  at  319  points,  together  with  the  care  and  study  of  in- 
verted siphons  under  streams  and  in  the  harbor. 

The  permanent  maintenance  force  of  134  men  includes  81  en- 
gineers and  other  employes  at  the  pumping  stations,  and  53  men 
employed  on  actual  sewer  maintenance  and  care  of  pumping  station 
grounds.  In  the  three  following  tables  the  use  of  the  completed 
systems  and  other  data  are  shown :  — 
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Ratio  of 
Contribot. 
ing  Area 

to 

Ultimate 

Area. 

eo 

i 

Ratio  of 

Contribotlng 

Popolation 

to  Present 

Total 
Popolation. 

r 

n 

Area 

oltimately  to 

eoQtribote 

Sewage. 

s 

s 

s 
s 

Estimated 

Area  now 

contri  boting 

Sewage. 

1 

si 

Estimated 
Present 
Toul 

Popolation. 

si§jj.iji.sj.i.i||iiii| 

— SS88SS8C8-S»S''S"S 

... 

Estimated 
Popolation 
now  con. 
trlboting 
Sewage. 

i§gi§l§lll§sis§b'§ 

Nomber 
of  Con- 
nections 
with  Local 
Sewers. 

i 

f 

1 

Separate,        .       . 

Separate, 

Separate  and  combined 

Separate  and  combined 

Separate  and  combined 

Separate,        .     '. 

Separate, 

Separate  and  combined 

Separate  and  combined 

Separate, 

Separate,        .       . 

Separate, 

Separate,        .       .       . 

Separate,        .       . 

Separate, 

Separate, 

Separate,        .       .       , 

Miles  of 

Local 

Sewer 

connected. 

0.70 
26.06 
27.10 

0.004 
41.01 
40.41 
83.86 
21.08 
188.76  0 
88.67 
40.20 
21.86 
18.008 
11.27 
10.80 
10.06 
11.20 

26T47 

s 

§ 

I 

0 

5 
S 

6 



Boston  (Deer  Island), 

Wlntbrop. 

Boston  (East  Boston), 

Chelsea,  . 

Everett,   . 

Maiden,   .       .       . 

Melrose,  . 

Boston  (Charlestown), 

Cambridse,     .       .       . 

Somervllle,     . 

Medford,         .       .       . 

'Winchester,    . 

Wobom, . 

Stoneham, 

ArUngton, 

Belmont, . 

Wakefield,      . 

Leiington,«     . 

Revere,    .       .       .       , 

• 

1 

a 

I 


15: 
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Total 
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6S.5 

3 
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contribute 

Sewage. 

Square  Miles. 
90.60 

100.87 

So 
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.^rea  now 
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OAPAOIT7  AND  BB8IJLT8. 

The  following  tables  suminarize  the  pumping,  records  for  the  year 
for  the  Metropolitan  Sewerage  stations :  — 

North  Metropolitan  System. 
Deer  Island  Pumping  Station. 
At  this  station  are  three  submerged  centrifugal  pumps,  with  im- 
pellers or  wheels  8.25  feet  in  diameter,  driven  by  triple-expansion 
engines  of  the  Reynolds-Corliss  type. 

Contract  capaoity  of  piunps:  45,000,000  gallons  each,  with  19-foot  lift. 

Ayerage  dnty  for  the  year:  67,600,000  foot-pounds. 

Ayerage  quantity  raised  each  day :  58,100,000  gallons. 

Force  employed :  4  engineers,  4  firemen,  3  oilers,  3  screenmen  and  1  relief  screenman. 

Coal  used:  first-quality  Cumberland,  costing  from  $3.44  to  $3.95  per  ton. 

Tabu  of  ApproximaU  QucmlUies^  lAfU  and  Duties  at  the  Deer  Island  Fumpiag 
8UUion  of  the  North  Metropolitan  System, 


Months. 

Total 
Pampage 
(Oallom). 

Average 
(STa'uoDa}. 

Minimom 

Day 
(Qallooa). 

Maztmnm 

Day 
(Oallont). 

Average 

Lift 
(Feet). 

Average 

Duty  (fu4ba. 

perlOOIba. 

Coal). 

19—, 

January,    . 

l,8«7,O0O,OOO 

60,200,000 

48,800,000 

01,600,000 

10.79 

«S.600,OOt 

Febraary, 

1,744,600,000 

62,300,000 

49,400,000 

84,800,000 

lo.n 

10,809,009 

March, 

2,471,400,000 

79.700,000 

63,600,000 

124,800.000 

11.01 

60,200.0M 

April, 

2,819,900.000 

74,000,000 

68,600,000 

108,800,000 

11.16 

66,800,000 

May,  . 

1,808,800,000 

68,200,000 

46,400,000 

111,600,000 

10.79 

64,300,000 

June,  . 

1,670,100,000 

66,700,000 

48,000,000 

72,100,000 

10.68 

62,600,000 

July.  . 

1,684,400,000 

64,800,000 

42,800,000 

81,900,000 

10.60 

60,400,000 

Angntt,     . 

1,459,800,000 

47,100,000 

80,800,000 

68,700,000 

10.86 

67,900,000 

September, 

1,899,000,000 

46,600,000 

41,800,000 

02,200,000 

10.16 

60,700,000 

October,     , 

1,445.600,000 

46,600.000 

89,800,000 

71,200,000 

10.27 

64,100,000 

November, 

1,676,900,000 

62,600,000 

42,800,000 

89,600,000 

10.68 

57,400,000 

December, 

1,668,200,000 

69,900,000 

46,900,000 

86,100,000 

10.78 

67,300,000 

Total,  . 

21,199,600,000 

- 

- 

- 

- 

- 

Average,     . 

- 

68,100,000 

46,700,000 

86,400,000 

10.66 

67,600,000 
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East  Boston  Pumping  Station. 
At  this  station  are  three  submerged  centrifugal  pumps,  with  im- 
pellers or  wheels  8.25  feet  in  diameter,  driven  by  triple-expansion 
engines  of  the  Reynolds-Corliss  type. 

Contract  capacity  of  pumps:  45,000,000  ^llons  each,  with  19-foot  lift. 

Average  duty  for  the  year:  66,500,000  foot-pounds. 

Average  quantity  raised  each  day :  56,100,000  gaUons. 

Force  employed :  4  engineers,  4  firemen,  4  oilers,  3  screenmen  and  1  relief  screenman. 

Ck>al  used:  first-quality  Cumberland,  costing  from  $3.45  to  $4.25  per  ton. 


Table  of  Approximate  QuarUUies^  Lifts  and  Duties  at  the  East  Boston  Pumping 
Station  of  the  North  Metropolitan  System, 


Months. 

Totol 
Pampage 
(GalloDt). 

Average 
per  Day 
(Uallons). 

MiDlmum 

Day 
(aalloos). 

Maximum 

Day 
(QaUoDs). 

Average 

Lift 
(Feet). 

Average 

Duty  (ft.lba. 

per  100  lbs. 

Coal). 

JsDiiary,    . 

. 

1.806,000,000 

68.200,000 

46.800,000 

89,600,000 

16.47 

61,600,000 

February,  . 

1,688,600,000 

60,800.000 

47.400.000 

82,800,000 

16.78 

69,600,000 

March, 

2,409,400.000 

77,700,000 

61,600,000 

122,800.000 

17.48 

68,600,000 

April.         . 

2,169,200,000 

72,000,000 

61,600,000 

106.800.000 

17.81 

68,000,000 

May,  .       . 

1,741.800,000 

66,200.000 

48,400^000 

109,600,000 

16.68 

66,700.000 

June,  . 

1,610.100.000 

68,700,000 

46,000.000 

70,100,000 

16.68 

60,200,000 

July,  .       . 

1.622.400,000 

62,800,000 

40,800,000 

79,900,000 

16.42 

66,200,000 

Angiiil,     . 

1.307,800,000 

46,100.000 

87,800,000 

61,700,000 

16.24 

69,700,000 

September, 

1.880,000,000 

44,600.000 

89,800,000 

60,200,000 

16.20 

64,800,000 

October,     . 

1.888,600,000 

44.600.000 

87,800,000 

69,200,000 

16.20 

66,600,000 

November, 

1,616,000,000 

60.600,000 

40.800,000 

87,600,000 

16.28 

60,900,000 

December, 

1.796.200,000 

67,900,000 

48,900,000 

88,100,000 

16.60 

66.700,000 

Total,  . 

20,460,600,000 

- 

- 

- 

- 

- 

Average, 

- 

66,100,000 

44.700,0u0 

84,400,000 

16.69 

66.600,000 
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Charlestown  Pumping  Station. 
At  this  station  are  three  submerged  centrifugal  pumps,  two  of 
them  having  impellers  or  wheels  7.5  feet  in  diameter,  the   other 
8.25  feet  in  diameter.     They  are  driven  by  triple-expansion  engines 
of  the  Reynolds-Corliss  type. 

Con  tract  oapaoity  of  pamps:  two,  22,000,000  gaHons  each,  with  11-foot  lift ;  one,  60,000,000 

gallons,  with  S-foot  lift. 
Ayerage  duty  for  the  3rear:  59,300,000  foot-poands. 
Average  quantity  raised  each  day:  30,500,000  gallons. 

Force  employed :  4  engineers,  4  firemen,  3  oilers,  3  screenmen  and  1  relief  soreeDmui. 
Goal  used :  first  quality  Cumberland,  costing  from  $3.45  to  $3.95  per  ton. 


Table  of  Approximate  Quaniiiies^  Lifts  and  DiUies  at  the  Charlestown  Bumping 
SUUion  of  the  North  Metropolitan  System, 


MOHTBS. 

ToUl 
Pampage 
(Oallona). 

Average 
(ShUlonJ). 

Minimom 

Day 
(Oallona). 

Maximum 

Day 
(QaUona). 

(Feet). 

Avervffe 

Doty  (ft.4te. 

perlOOIba. 

Coid). 

January,    . 

980,400.000 

80,800,000 

28,800,000 

47,400,000 

7.80 

66,700/)00 

February, 

92S.900,000 

88,000,000 

26,800,000 

41,000,000 

8.66 

eo.90Mot 

March, 

1,100,800,000 

87,700,000 

28,800,000 

60,200.000 

8.70 

61,700»00e 

April, 

1,012,600,000 

'  88,700,000 

27,100,000 

62,100,000 

8.60 

e8,ooo.ooo 

May,. 

067,800,000 

80,000,000 

26,700,000 

60,300,000 

8.80 

02.106,000 

June, . 

006,800,000 

30,200,000 

26,000,000 

40,000,000 

8.24 

02,700.000 

July,  . 

081,000,000 

80,100,000 

22,100,000 

48,600,000 

8.17 

64.600,000 

Augnst, 

861,700,000 

27,800,000 

24.100,000 

82,700,000 

8.80 

61,500.000 

September 

800,400,000 

27,000,000 

28,000,000 

88,800,000 

8.06 

60,800,000 

October, 

800,000,000 

28,100,000 

20,600,000 

87,400,000 

7.08 

61.800.000 

November, 

811,800,000 

27,000,000 

22,000,000 

48,600,000 

8.00 

60,600,000 

December, 

1,001,800/)00 

82,800.000 

26,100,000 

64,600,000 , 

8.28 

64,800,000 

Total, . 

11,134,700,000 

- 

- 

- 

- 

Average, 

- 

80,600,000 

24,600,000 

46,100.000 

8.26 

60.800,000 

Digitized  by  LjOOQ IC 


No.  57.] 


AND   SEWERAGE  BOARD. 


169 


Alewife  Brook  Pumping  Station, 
The  plant  at  this  station  consists  of  the  original  installation  of 
small  commercial  pumps  and  engines,  i.e.,  two  9-inch  Andrews 
vertical  centrifugal  pumps,  with  direct-connected  compound  marine 
engines,  together  with  the  recent  additions.  The  latter  consists  of 
a  specially  designed  engine  of  the  vertical  cross-compound  type, 
having  between  the  cylinders  a  centrifugal  pump  rotating  on  a 
horizontal  axis. 


Oontract  capacity  of  the  two  original  pumps:  4,500,000  gallons  each,  with  13-foot  lift. 

Contract  capacity  of  new  pump :  13,000,000  gallons,  with  13-foot  lift. 

Average  duty  for  the  year:  17,000,000  foot-pounds. 

Ayerage  quantity  raised  each  day :  8,451,000  gallons. 

Force  employed :  3  engineers,  1  relief  engineer,  2  screenmen  and  1  relief  screenman. 

Goal  used :  first  quality  Cumberland,  costing  from  $4.10  to  $4.35  per  ton. 

Table  of  Approximate  QtiantUies,  Lifts  and  Duties  at  the  Alewife  Brook  Pumping 
Station  of  the  North  Metropolitan  System. 


Months. 

Total 
Pampoge 
(GalloDs). 

Average 
per  Day 
(Gallont). 

Minimum 

Day 
(Gallone). 

Maximum 

Day 
(GaUons). 

Average 

Lift 
(Feet). 

Average 

Duty  (ft.-Ibi. 

per  100  lbs. 

Goal). 

January,    . 

.    . 

114,724,000 

8,701,000 

2,881,000 

6,882,000 

18.24 

18,800,000 

Febraary, 

107,606,000 

8,846,000 

8,028,000 

6,688,000 

18.16 

19,000,000 

March, 

168,806,000 

6,271,000 

8,622,000 

7,408,000 

12.65 

22,800.000 

Aprtl. 

150,663,000 

5,018,000 

8,622,000 

6,981,000 

12.91 

22.900,000 

May,  . 

116,261,000 

8,760,000 

2.881.000 

6,981,000 

18.10 

18.8Q0.00O 

June, . 

99,897,000 

8.880.000 

2,646,000 

4,988,000 

18.16 

16,500,000 

July.  . 

102,482,000 

8.806,000 

2,466,000 

6,688,000 

18.01 

16,400,000 

Angast, 

77,281,000 

2.491,000 

2,078,000 

8,028,000 

18.15 

18,800,000 

September, 

68,622,000 

2,284,000 

1,962,000 

8,480,000 

18.16 

18.200.000 

Oetober, 

74,296,000 

2,897,000 

1,910,000 

4,027,000 

18.19 

18,200.000 

November, 

81,876,000 

2,729,000 

2,086,000 

4,799,000 

18.18 

14.400.000 

Deeember, 

102,039,000 

8,292,000 

2,660,000 

6.206,000 

18.14 

16,700.000 

Total,  . 

1,268,070,000 

- 

- 

- 

- 

- 

Average, 

- 

8,451,000 

2,638,000 

6,416,000 

18.08 

17.000,000 
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South  Metropolitan  System. 
Ward  Street  Pumping  StcUion. 
At  this  station  are  two  vertical,  triple-expansion   pumping  en- 
gines, of  the  Allis-Chalmers  type,  operating  reciprocating  pumi^ 
the  plungers  of  which  are  48  inches  in  diameter  with  a  60-inch 
stroke. 


Contract  oapaoity  of  pumps:  60,000,000  gallons  each,  with  45-foot  lift. 
Average  daty  for  the  year:  87,200,000  foot-pounds. 
Average  quantity  raised  each  day:  24,500,000  gallons. 

Force  employed:  4  engineers,  4  firemen,  3  oilers,  3  screenmen,  1  relief  engineer,  1  ma- 
chinist and  1  laborer. 
Coal  used :  first  quality  Cumberland,  costing  $4.17  per  ton. 

Table  of  Approximate  QuarUilies^  Lifts  and  Duties  at  the  Ward  Street  Pumping 
Station  of  the  South  Metropolitan  System. 


Months. 

Total 
Pampage 
(QaUona). 

Average 
per  Day 
(aaUoDa). 

Miolmnm 

Day 
(Oaltona). 

Mazlmam 

Day 
(GaUons). 

Average 
(Feet). 

Average 

Duly  (ft.4ba. 

perlOOIbe. 

OoaJ). 

January,    . 

740,900,000 

S5,000,000 

20.600,000 

86,800,000 

40.75 

10g,900.00l 

Febraary, 

755,000,000 

26.900,000 

18,800,000 

83,700,000 

40.50 

102.0«M»0 

March, 

1,016,00(1,000 

82,800,000 

28,400,000 

41,000,000 

42.20 

99,000.000 

Aprtl, 

900,100,000 

88,000,000 

22,200,000 

40,200,000 

42.56 

9S.60Q.0M 

May,  . 

860,800,000 

27,800,000 

10,400,000 

42,500,000 

41.00 

95,700,006 

June,  . 

638,100,000 

21,800,000 

18,200,000 

81,600,000 

89.85 

84,900,000 

Jaly,  . 

668,400,000 

21,400,000 

17,300,000 

81,500,000 

40.46 

87,200,006 

Anguat, 

638,500.000 

20,600,000 

16,000,000 

24,700,000 

40.15 

80,700.000 

September, 

680,800,000 

22,700,000 

15,000,000 

28,800,000 

80.85 

79.900,009 

October,     . 

600,000,000 

19,900,000 

15,800,000 

26,400,000 

40.25 

73.200,000 

November, 

666,000,000 

22,200,000 

16,200,000 

29,800.000 

40.10 

n.70o,ooo 

December, 

628,000.000 

20.800,000 

15,400,000 

80,700,000 

40.10 

76.400,000 

Total 

8,886,600,000 

- 

- 

- 

- 

- 

Average, 

- 

24,500,000 

18,000.000 

88,000,000 

40.65 

87.200.006 

Kecorda  from  plaoger  dltplaoement. 
Average  alip  for  the  year  about  15.2  per  cent. 
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Quincy  Pumping  Station. 
At  this  station  are  two  compound  condensing  Deane  pumping 
engines. 

Contract  capacity  of  pomps:  one,  3,0(X),0(X)  ^Hons,  the  other,  6,0(X),(XX)  gallons,  with  36- 
foot  lift. 
Average  duty  for  the  year :  32,1(X),(XX)  foot-pounds. 
Average  quantity  raised  each  day:  3,528,(X)0  gallons. 

Force  employed:  3  engineers,  1  relief  engineer,  2  screenmen  and  1  relief  screenman. 
Coal  used :  first  quality  Gumherland,  costing  from  S4.50  to  $6  per  ton. 


Table  of  Approximate  Quantities^  Lifts  and  Duties  at  the  Quincy  Pumping  Station 
of  the  South  Metropolitan  System. 


Months. 

Total 
Pom  page 
(GallODt). 

Average 
(OaUonB). 

Mlnlmnm 

Day 
(Gallons). 

Maximum 

Day 
(Gallons}. 

Average 

Lift 
(Feet). 

Average 

Duty  (ft  .lbs. 

per  100  lbs. 

Coal). 

January,    . 

. 

110,849,000 

8,670,000 

8,806,000 

8,790,000 

21.18 

82,600,000 

February, 

102,818,000 

8.672^000 

8,427,000 

4,168,000 

21.16 

88,200,000 

March, 

143,062,000 

4,016.000 

8,796,000 

6,659,000 

21.68 

36,600,000 

AprU, 

189,688,000 

4,658.000 

8,842,000 

6,266.000 

22.48 

87,000,000 

May.. 

122,804,000 

8,948,000 

8,894.000 

4,608,000 

20.91 

84,400.000 

Jone, . 

112,590,000 

8,768,000 

8,278,000 

4,886,000 

21.19 

88,700,000 

July, . 

108,370.000 

8,886,000 

2,984.000 

4,044,000 

21.11 

82,600,000 

Auguat, 

98,004,000 

8.000,000 

2,716,000 

3,261,000 

20.99 

80,800,000 

September, 

80.020,000 

2,687,000 

2,646,000 

2,910,000 

21.02 

26,900,000 

October,     . 

87,419.000 

2,820,000 

2,467,000 

8,261,000 

21.22 

26,000,000 

November, 

91,621,000 

8,061,000 

2,696,000 

8,618,000 

21.29 

28,600,000 

December, 

100,060,000 

8,227,000 

2,999.000 

8,741,000 

20.87 

88,000,000 

Total,. 

1,287,882,000 

- 

- 

- 

- 

- 

Average, 

8,628,000 

8.112,000 

4,087,000 

21.26 

82,100,000 
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NxU  Island  Screen  House. 
The  plant  at  the  hoase  includes  two  sets  of  screens  in  duplicate, 
actuated  by  small  reversing  engines  of  the  Fitchburg  type.     Two  ver- 
tical Deane  boilers,  80  horse-power  each,  operate  the  engines,  pro- 
vide heat  for  the  house  and  burn  materials  intercepted  at  the  screens. 

Average  qaantity  of  sewage  passing  screens  daily,  33,600,000  gallons. 
Total  materials  intercepted  at  screens  daring  the  past  year,  1^7  cubic  yards. 
Materials  intercepted  per  million  gallons  of  sewage  discliarge,  2.75  cable  feet. 
Force  employed :  3  engineers,  1  relief  engineer,  3  screenmen  and  1  relief  screenman. 
Coal  used :  322  tons  first  quality  Camberland,  costing  from  $3JS9  to  $3.96  per  ton. 

Cost  of  Pumping. 
In  the  following  tables  the  total  cost  of  pumping  and  the  rate 
per  million  foot-gallons  at  each  of  six  pumping  stations  are  shown 
in  detail :  — 

Average  Cost  per  Million  Footrgdllons  for  Pumping  at  the  Deer  Island  Station, 

Volume  (21,100.5  Million  Qallont)  X  Lifl  (10.66  Poet)  =225,067  MllUoo  FooUgallons. 


Itsms. 

Labor 

Goal, 

Oil, 

Waste, 

Water, 

Packing, 

MUoellanoous  suppUea  and  renewals, 
ToUls, 


Cost 


Cost. 

perMJllioD 
FooUgalloDS. 

t0,522  51 

#0.04214 

7,068  11 

.08115 

2S2  47 

.00108 

78  61 

.00068 

808  80 

.00888 

250  78 

.OOUi 

2,142  58 

.00048 

$20,102  81 

tO.06800 

Average  Cost  per  Million  Foot-gallons  for  Pumping  at  ihe  East  Boston  Station, 

Vplame  (20,460.5  Million  Gallons)  X  Lift  (16.50)  =880,589  lOllion  Foot-gaUons. 


Itbms. 

Labor,  . 

Goal 

Oil, 

Waste, 

Water, 

Packing, 

MisceUaneons  sopplles  and  renewals. 
Totals, 


Cost. 


Coat 
per  Million 
root-gaUooa. 


$9,470  08 

9,184  78 

280  04 

48  15 

1,270  80 

70  51 

1,684  48 


$21,918  64 


$0.02788 


.00014 
.00874 


.00488 


$0.06454 


Digitized  by  LjOOQ IC 


No.  57.] 


AND  SEWERAGE  BOARD. 


173 


Average  Cost  per  Million  Foot-gallons  for  Pumping  at  the  Charletlown  Station, 

VoloiDS  (U,I84.T  Ullllon  Oalloni)  x  Lift  (8.M  reet)  =«1,S7S  MllHon  Foot.g«lloDS. 


ITM*. 


Oott. 

Coit 
per  Million 
Fooi-galloDt. 

$8,886  16 

$0.09601 

2,900  08 

.08168 

188  89 

.ooaoo 

88  68 

.D0096 

864  80 

.00397 

11191 

.00122 

669  09 

.00608 

$18,108  06 

$0.14247 

Liabor, 

Coal, 

Oil, 

Waste, 

Water, 

Packing, 

Mlscellaneone  euppllee  and  renewali, 
Totalc, 


Average  Cost  per  Million  Foot-gallons  for  Pumping  at  the  Aletvife  Brook  Station. 

Volume  (1,268.97  MUUoo  Gallons)  X  Lift  (18.08  Feet)  =  16,467  Million  Foot-gallone. 


ITSXS. 


Coet. 


C!ott 
per  Million 
Foot'gallons. 


Labor, 

Coal 

Oil 

Waate, 

Water, 

Paokinir, 

Mlacellaneona  euppliea  and  renewals. 
Totals, 


$8,276  68 
1,620  02 
77  17 
40  04 
162  60 
68  88 
147  70 


$6,877  04 


$0.19892 
.09888 


.00248 
.00987 
.00827 
.00897 


$0.82668 


Average  Cost  per  Million  Foot-gallons  Jor  Pumping  at  the  Ward  Street  Station. 

Volnme  (8,886.6  Million  Gallons)  X  Lift  (40.66  Feet)  =  861,190  Million  Foot-gallons. 


ITKXB. 


Labor, 

Ooal, 

Oil, 

Waste, 

Water 

Packing 

Mlscellaneons  supplies  and  renewals, 
ToUls, 


Cost. 


$12,002  90 

7,898  88 

812  78 

98  29 

1,824  80 

181  88 

2,800  21 

$24,669  19 


Cost 
per  Million 
Foot-gallons. 


$0.08828 
.02186 
.00226 
.00026 
.00867 
.00086 
.00687 


$0.06799 
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Average  Cost  per  Million  Fool-gcUlofis  far  Pumping  at  the  Quincy  StaUon. 

Volame  (1,887.3  MUlSon  O»llon0  X  Lift  (31.28  Fe«t)  =27,886  Mlllloo  Foot  | 


ITBXS. 

Coat. 

Ooai 

perMilHoo 
Foot-salloM. 

Labor 

$4,020  80 

tO.ltfR 

Coal 

1,478  88 
28  04 
14  00 
108  66 
648 
464  74 

.06tt8 

ou 

.00884 

Waflto, 

fitter, 

.•8708 

PAAklDff 

.00014 

018W 

Totals, 

$6.107  78 

$0. 

tSB88 

Care  of  Special  Stbuctures. 

Salt-watei*  Pipe  for  supplying  Condensers  at  East  Boston  Ihtmping 

Station. 

The  existiDg  salt-water  pipes  for  this  station  were  laid  on  the 
muddy  bed  of  Chelsea  Creek.  The  bed  of  this  creek  is  changing,  so 
that  the  pipes  are  constantly  being  covered  with  silt. 

During  the  year  a  10-inch  pipe  on  a  pile  structure  with  platform 
at  an  elevation  of  about  4  feet  above  high  water  has  been  carried 
out  to  a  point  nearly  75  feet  beyond  the  bulkhead  line  of  Chelsea 
Creek,  as  established  by  the  United  States  Government.  The  pipe 
is  turned  down  at  the  end  of  this  structure  into  a  depth  of  water  of 
about  8  feet  at  low  tide,  so  as  to  remain  submerged  under  extreme 
tidal  conditions. 

This  work  has  been  carried  out  under  licenses  granted  by  the 
Harbor  and  Land  Commission  and  the  United  States  Government. 

The  piles  were  furnished  and  driven  by  Lawler  Brothers,  con- 
tractors, and  the  remainder  of  the  work  carried  out  by  the  mainte- 
nance force. 


Riprap  Reinforcement  at  End  of  60-inch  Onllet  Pipe  for  the  South 
Metropolitan  System, 
The  strong  tidal  currents  at  the  60-inch  outlet  pipes  in  the  harbor 
ojff  Nut  Island  have  occasioned  some  scouring  of  loose  clay  backfill- 
ing of  the  pipe  trenches  in  that  vicinity. 
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During  the  month  of  August  the  diving  contractor  who  placed 
the  pipes  deposited  170  cubic  yards  of  small  riprap,  in  place  of  clay 
filling  washed  away. 

The  diver  found  no  sand  or  other  visible  deposit  from  the  sewage 
discharge  on  the  bed  of  the  harbor  in  the  vicinity  of  the  outfalls. 
He  entered  the  pipes  for  a  distance  of  50  feet,  and  found  the  pipes 
entirely  clean  and  in  normal  condition. 

South  Metropolitan  Outfalls. 
The  60-inch  outlet  pipes  in  the  harbor  have  been  in  operation 
twenty-six  months  at  the  date  of  this  report.  During  the  past  year 
the  average  flow  through  them  has  been  33,600,000  gallons  of 
sewage  per  day,  with  a  maximum  rate  of  97,000,000  gallons  at  a 
time  of  melting  snow. 

Material  Intercepted  at  the  Screens. 

The  material  intercepted  at  the  screens  at  the  North  Metropolitan 
sewerage  stations,  consisting  of  rags,  paper  and  other  floating 
matters,  has  during  the  year  amounted  to  2,141  cubic  yards.  This 
is  equivalent  to  2.8  cubic  feet  for  each  million  gallons  of  sewage 
pumped  at  Deer  Island. 

The  material  intercepted  at  the  screens  at  the  South  Metropolitan 
sewerage  stations  has  amounted  to  2,942  cubic  yards,  equal  to  6.5 
cubic  feet  per  million  gallons  of  sewage  delivered  at  the  outfall 
works  at  Nut  Island. 

Studies  of  sewage  flows  in  the  Metropolitan  sewers,  siphons  and 
outfall  pipes  indicate  that  they  are  satisfactorily  free  from  deposit 
and  in  normal  condition. 

Respectfully  submitted, 

WM.    M.    BROWN, 

Engineer  Sewerage  Works. 
BosTOV,  January  1, 1907. 
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Appendix  No.   1. 


Contracts  made  and  pemdino  during 

•  [Note. — The  details  of  oontneta  made  befoa 


1. 

Num- 
ber 
of  Con- 
tract. 

t. 
WORK. 

s. 

Num- 
ber of 
Bids. 

Amourt 

OF  Bm. 

1 

4. 

Next  to  Low- 
est. 

•• 

Lowest. 

1 
1 
1            Contraoter. 

1 

t 

195 

Wachosett  Dam, 

11 

$1,680,870  00 

$1,608,685  001 

McArtlmr   Brothers 
Company. 

846 

Section  2  of  relocation  of 
Central  Massachnsetts 
Railroad  (extension   of 
Contract  No.  195). 

-f 

.fl 

-t 

McArthor   Brothers 
Company. 

288 

Pnmping  engrlne  for  the 
Arllni^n  staUon. 

7,900  00 

7.830  00 

AlUs-Chalmers    Co- 
Milwaukee,  Wis. 

289* 

Brass  railing  posts,  Wa- 
ohusett  Dam. 

5,780  00 

4,150  001 

J.  H.  McCairerty    A 
Co.,Boeton,  Mass. 

291* 

Oranite  posts,  curbing  and 
edgestones  for  Waobn- 
sett  Dam. 

1,741  00 

1,700  001 

F.    A.    McCaniiff. 
Fltchburg,  Matas. 

298> 

Steel  gates  and  fencing  at 
Wachnsett  Dam. 

1,485  00 

1,849  001 

Henry  Parsons  *  Son, 
Marlborough,  MaM. 

; 

294 

Arlington    pmnping    sta- 
tion. 

29,096  00 

28,828  001 

C.  A.  Dodge   A  Co., 
Boston. 

8 

296 

Sterling  filter  beds,  Ster. 
ling,  Mass. 

10,280  60 

9,808  501 

A.  McKenzle  &    Co., 
Leominster,  Mass. 

9 

296* 

Reinforced  granolithic 
sarface    on    Wachnsett 
Dam. 

-s 

.t 

.1 

Simpson    Brothers 
Corporation,      Bos- 
ton. 

10 

8.M* 

Remodelling  and  rebuild- 
ing attendant's  house  at 
Ashland  Dam. 

8 

1,865  00 

1.200  001 

A.  P.  Eldrldgc,  South 
Framingham,  Mass. 

11 

9-M 

Repairing  boiler  at  Chest, 
nut    Hill     high-service 
pumping  station. 

2 

2,766  00 

1,791  001 

Hodge  lioller  Works, 
Boston. 

1  Contract  based  upon  this  bid.  *  Competitive  bids  were  not  received  on  this  contract. 
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Appendix   No.   1. 


THE  Tear  1906  — Water  Works. 

1906  haye  been  giTen  In  preyious  reports.] 


Date 
of  Contract. 


8. 

Date  of 

Ccnnpletlon  of 

work. 


Prioet  of  Principal  Items  of 
Contracts  made  in  1906. 


10. 

Value  of  Work 
done  Decem- 
ber 31, 1906. 


Oct.  1,  '00. 
April  18,  '02, 

Oct.  28, '06, 
Sept.  8,  '06, 
Dec.   12.»05, 

Feb.  8,  *06, 
Aug.  28,  '06, 
Sept.    1, '06, 


May  7, '06, 
Ang.  15,  '06, 
Nov.   28, '06, 


Feb.    27, '06, 
Jan.    U,  '06, 


Feb.    26, '06, 
Mar.     7,  '06, 

Aug.  18, '06, 


For  whole  work,  $9,790, 


For  whole  work,  $1,849, 


For  whole  work,  $28,828, 


July    10, '06, 


Oct.     18,  '06, 


For  earth  excavation,  $0.29  per  cubic  yard;  for 
concrete  masonry,  $7.60  per  cubic  vara ;  for  rub. 
ble  stone  masonry  and  paving,  $2.70  per  cubic 
yard;  for  furnishing  and  laymg  vitrified  pipe: 
18<inch.  $1.60  per  linear  foot:  lo-inch,  $1.20  per 
linear  foot;  12-inoh,  $0.90  per  linear  foot;  8.inch, 
$0.66  per  linear  foot;  6-lnch,  $0.60  per  linear 
foot. 

€k>st  of  work  plus  $0.04  per  square  foot  on  each 
foot  laid. 


For  whole  work,  $1,200, 


$1,606,481  04 
286,621  00 


4,186  00 
1,700  00 

1,840  00 
16,000  00 
9,900  00 


2,462  72 
1,200  00 


For  whole  work,  $1,791, 


s  Contract  completed. 
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Contracts  mat>b  and  pemdino  during  the 

1. 

Number 

of  Cod- 

tnot. 

t. 
WORK. 

s. 

Nmn- 
bwof 
Bids. 

AnoiniT  OF  Bid.          | 

«. 

4. 

Next  to  Low- 
eat. 

9. 

Lowest. 

Cootnetor. 

1 

9 

8 

4 

Special 
OKler.« 

Special 
Order. 

Special 
Order. 

Special 
Order. 

16  tons  special  casUngs,   . 

Furnishing  and  erecting 
electric  apparatos  in 
gate-house  at  Wachusett 
I)am. 

Herooles  water  wheel  at 
Wachusett  Dam. 

Cut  stone    for   retaining 
wall  at  the    Arlington 
pumping  station. 

Total,    .... 

8 

8 

8 

4 

$60  00 
per  ton. 

888  28 

1,060  00 
687  00 

$67  601 
per  ton. 

864  001 

900  001 
688  001 

Warren  FoimdrT  and 
Machine  Co.,  sew 
York,  N.  Y. 

Frank    Ridka   Co, 
Boston. 

Holyoke  Machine  Co^ 
Holyoke,  Maes. 

John  HarrinrtoB, 
Bast  Cambridge, 
Maes. 

__ 

<  Contract  completed. 
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Year  1906  — Water  Wobks  — Continued. 


7. 


Dftte 
of  Gontimot. 


8. 

Date  of 

Completion  of 

Work. 


Prioea  of  PrinolMl  Items  of 
Gontnota  maae  in  1906. 


10. 

Yahie  of  Work 
done  Decem- 
ber 31, 1906. 


April   4, '06, 
June    7,  *06, 

jdLUg.  27,  '06, 
Nov.   16,  »06, 


Sept.  22,  »06, 


For  all  castings,  $67.60  per  ton  of  2,000  ponnds. 
For  whole  work,  $864, 


For  whole  work,  $900, 
For  whole  work,  $606, 


$966  66 


760  00 


800  00 
60  00 


$1,981,824  81 


i  Contract  based  upon  this  bid. 


Digitized  by  LjOOQ IC 


182 


METROPOLITAN  WATER 


[Pub.  Doc 


ComuAcn  made  and  pending  durino  the  Yeab  1906— Water  Works— 

Concluded, 

Sommary  of  Contracts.^ 


WadiiiieCt  Besexrolr,  1  contract, 

B«locAtioii  of  Central  BftMsaohiiMtts  Bailroad,  1  contract, 

Wachnsett  Dam,  5  contracts, 

Dlftrlbntioo  Department,  8  contracts, 

Total  of  9  contracts  made  and  pending  daring  the  year  1906,      .       .       .       . 
2ffl  contracts  completed  from  1896  to  1906,  IndnalTe 

Deduct  for  work  done  on  11  Sadbnry  Reserroir  contracts  by  the  dty  of  Boston,    . 
Total  of  SOS  contracts, 

1  In  this  sammary,  contracts  charged  to  maintenance  are  excluded. 


TalneofWock 
doiM  Dew 
berSl,  1906. 

♦M00» 

286^1  tt 

1,616»U7  7S 

15,000  06 


13,716,781  17 


$16,644ySe9S 

ffl2,«l00b0 


$16,13£,3®  SS 
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Tablb  No.  8.  —  BaiitfaU  in  Inches  at  J^eraon,  Matt.,  in  1906. 


DAT  or  Hoimi. 


I 


I 


.  I         I 

I'     iil 

o        ^    t  a 


1. 

8, 
«. 
4. 
5. 

e. 

7. 

8. 

9, 
10^ 
111 
IS. 
18, 
14. 
1«. 
1«. 
17, 
18. 
19. 
90. 
«. 
32, 
28, 

», 
96, 
«7, 


80, 
81. 


Total, . 


1 
0.96> 


1 
1.76 


0.08* 


0.06 

1 
0.40 


O.Sl 


1 
0.76 


0.61 


0.78 


0.84 


0.04 


0.1»> 


0.»< 


0.04* 


0.78 


1.90* 


0.18" 


1 
0.26 


1.26       - 


0.46 


1 
0.881 


1.90* 


1 
0.08 


0.18* 


0.86* 


0.68 


1 
1.86*1 


0.67 


0.18 


0.84> 


0.06 


1 
1.46*1 


0.76 


1 
1.00 
0.07 


0.16 
0.48 
0.80 
0.84 


1.88 


0.38 


0.40 


1 
0.60 


0.60 
O.AO 


1 
4.76 


1.17 


1.48 


0.10 


0.41 


0.66 


0.86 


0.19 


8.86 


8.81 


6.48 


8.66 


7.18 


4.66 


2.94 


4.78 


o.se* 


0.^3 


0.08 


0.96* 


0.94 


1 
0.83 


0.07 


0.09* 


3.04 


1 
0.S3 

1 
0.46* 


1 
1.80 


4.» 


Total  for  the  10  months,  40.87  Inches. 
1  Bainfall  included  In  that  of  foUowlng  day.  *  Snow. 


*  Rain  and  snow. 
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Table  No.  8 

—  Rainfall  in  Inches  at  Framingha 

m,  Jfa88., 

in  1906, 

DAT  or  Mouth. 

*•* 

£ 

1 

1 

i 

1 

t 

1 

• 

j 

) 

1 

1, 

- 

" 

- 

- 

- 

- 

0.01 

- 

- 

- 

- 

- 

3. 

- 

- 

- 

- 

0.18 

0.02 

0.47 

- 

- 

- 

0.08S 

- 

s. 

1 

- 

1 

- 

- 

- 

1 

- 

0.04 

- 

- 

0.06* 

*• 

1.00> 

- 

2.20 

0.08 

- 

- 

1.02 

0.48 

- 

- 

- 

- 

5, 

- 

0.04« 

- 

1 

0.04 

1 

- 

- 

-• 

- 

- 

- 

6, 

0.02> 

- 

- 

0.28 

1 

0.27 

- 

0.22 

- 

0.07 

- 

0.74* 

7, 

- 

- 

0.04 

- 

0.60 

- 

1 

1 

- 

- 

- 

8. 

0.06S 

1 

- 

- 

- 

0.01 

0.06 

0.16 

- 

- 

- 

1 

». 

- 

1.18» 

0.47» 

1 

0.11 

0.14 

0.02 

_ 

- 

1.06 

0.06 

1 

10, 

- 

- 

- 

1.58 

- 

0.11 

0.17 

0.05 

- 

- 

- 

0.60* 

11. 

- 

- 

1 

- 

- 

- 

- 

0.02 

- 

0.01 

1 

- 

W, 

0.14 

- 

0.20* 

- 

- 

- 

- 

- 

- 

- 

1.26 

- 

IS,      . 

1 

0.02 

- 

- 

0.12 

- 

- 

- 

0.09 

- 

- 

- 

14.      . 

0.283 

• 
1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

I 

15, 

1 

0.61 « 

1.26« 

0.40 

- 

- 

- 

- 

- 

- 

1 

0.18 

16, 

0.50 

- 

- 

- 

- 

1 

0.04 

- 

- 

- 

0.94* 

- 

17, 

- 

- 

- 

- 

0.06 

1 

0.21 

- 

- 

- 

- 

- 

18,      , 

0.09« 

- 

- 

- 

- 

1 

0.17 

- 

- 

- 

- 

- 

19. 

- 

- 

1 

- 

- 

1.38 

- 

- 

0.06 

0.06 

- 

- 

20.      . 

0.08« 

- 

1.81« 

- 

- 

- 

- 

1 

1 

1 

1 

» 

21,      < 

- 

0.09 

- 

- 

- 

- 

0.06 

0.06 

0.65 

1.07 

0.10 

0.46* 

22. 

0.01 

- 

- 

- 

- 

- 

- 

0.88 

0.78 

- 

- 

•1 

28,      . 

1 

- 

- 

0.19» 

- 

1 

1 

0.29 

- 

- 

- 

0.86S 

24.      . 

0.84 

- 

- 

- 

0.24 

0.26 

0.81 

- 

- 

- 

- 

- 

25.      . 

- 

0.44 

- 

- 

1 

- 

- 

- 

- 

0.28 

- 

0.14S 

26,      . 

- 

- 

0.06 

- 

0.24 

- 

0.04 

1 

- 

- 

0.04 

- 

27. 

- 

- 

0.16 

- 

1 

- 

- 

0.98 

0.08 

- 

- 

- 

28. 

0.04 

- 

- 

- 

1 

- 

0.01 

- 

- 

- 

0.06» 

- 

», 

- 

- 

1 

8.72 

- 

1 

- 

- 

- 

- 

- 

80, 

- 

- 

1 

0.14 

- 

1.19 

0.64 

- 

1.22 

I 

0.01» 

1 

81. 

- 

- 

0.44* 

- 

- 

- 

- 

- 

- 

0.69 

- 

1.87 

Tc 

»tal. 

8.50 

2.88 

6.18 

2.72 

6.26 

8.88 

8.18 

2.64 

2.91 

8.11 

2.50 

4.89 

Total  for  the  year,  41.64  Inches. 
^  Baintall  included  In  that  of  following  day.  *  Snow. 


<  Rain  and  snow. 
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Table  No.  4  —  Rainfall  in  Inches  at  Chestnut  Hill  Reservoir  in  1906. 


Datb. 


Jan.    4,  . 

Jan.    6,  . 

Jan.    8,  . 

Jan.    9,  . 

Jan.  12,  . 

Jan.  14,  . 

Jan.  15,  . 

Jan.  16,  . 

Jan.  18,  . 

Jan.  19,  . 

Jan.  il,  . 

Jan.  32,  . 

Jan.  23,  . 

Jan.  27,  . 

Jan.  28,  . 

ToUl, . 


Feb.    9,  . 

Feb.  18,  . 

Feb.  14,  . 

Feb.  W,  . 

Feb.  21.  . 

Feb.  22,  . 

Feb.  2ft,  . 

Feb.  26,  . 

Total, . 


Mar.    8,  . 

Mar.    4,  . 

Mar.    7,  . 

Mar.    8,  . 

Mar.    9,  . 

Mar.  11,  . 

Mar.  12,  . 

Mar.  16,  . 

Mar.  16,  . 

Mar.  19,  . 

Mar  20,  . 

Mar.  26,  . 

Mar.  27,  . 

Mar.  80,  . 

Mai^.  81,  . 

Total, . 


Apr.    4,  . 

Apr.    5,  . 

Apr.    6,  . 

Apr.    9,  . 

Apr.  10,  . 

Apr.  10,  . 

Apr.  11,  . 

Apr.  1ft,  . 

Apr.  28.  . 

Apr.  80,  . 

Total,. 


May    2,  . 

May    ft,  . 

May    7,  . 

May    9,  . 

May  10,  . 

May  18,  . 

May  14,  . 

May  24,  . 

May  26,  . 

May  27,  . 

May  29,  . 

Total, . 


1.161 

0.171 

0.17 
0.691 

I  0.82 

I  0.09 

O.Oi 

I  0.68 

0.06 
0.U2 


8.66 


1.83S 
0.16 

I  0.40  s 
[0.88 
0.41 


8.17 


2.68 

0.09 

0.481 

j  0.201 

1.891 

|l.9Si 

0.07 
0.11 

io.&5 


7.42 


0.04 
I  0.32 

1.09 

0.25 

0.48 
0.16 
0.29 


2.62 


0.18 
'0.88 

0.20 

|0.08 

0.12 
0.18 

8.89 


6.48 


Duration. 


11.00  AJl.  to 

6.00  PJl. 
6.80  P.M.  to 

4.46  A.M. 
4.50  A.M.  to  2.46  P.M. 
6.16  A.M.  to  8.00  P.M. 
9.40  P.M.  to 

8J6  PJI. 
10.80  P.M.  to 

6.00  A.M. 
IJtO  A.M.  to  6.00  A.M. 
9.U0  P.M.  to 

6J»  KM. 


8.06  A.M.  to  8.16  P.M. 
7.16  AJi.  to  6.00  PJI. 
3.46  P.M.  to 

1.00  A.M. 
2.60  P.M.  to 

12.60  A.M. 
9.00  P  Jl.  to 

12.26  XM. 


10.80  AJU. 

1.46  P.M. 

7.16  A.M. 
11J5&  P.M. 

9.16  AJf. 

2.16  P.M. 

6.40  P.M. 
8.06  A.M. 
2.46  PJl. 


to 

5.20  A.M. 
to 

2.26  A.M. 
to  8.40  P.M. 
to 

6.80  A.M. 
to 

1.80  A.M. 
to 

2.60  A.M. 
to  11.60  P.M. 
to    9.00  VM. 

to 

10.80  A.M. 


7JM)  P.M.  to  10.16  P.M. 
11.86  PJI.  to 

6.20  A.M. 
6.16  P.M.  to 

11.80  A.M. 
8.80  P.M.  to 

1.40  A.M. 
IJtO  hM.  to  3.16  P.M. 
6.27  AJf.  to  4.00  P.M. 
8.60  A.M.  to  10.80  A.M. 


6.20  P.M.  to    9JN)  PJI. 
1.30  P.M.  to 

IIJM)  AOf. 
6.80  P.M.  to 

12.40  A  JI. 
7.46  P.M.  to 

12.20  A.M. 
6.00  P.M.  to  8.00  PJi. 
6.00  P.M.  to  8.00  P.M. 
2.40  P.M.  to 

9.00  A.M. 


Datb. 


June  2,  . 

Jane  5,  . 

June  6,  . 

June  6,  . 

June  6,  . 
Il  June  7,  . 
'  Jane  8,  . 
I  June  9,  . 
jl  June  10,  . 
Ij  Jane  16,  . 

I  June  19,  . 

II  June  28,  . 
I  Jane  24,  . 

Jane  29,  . 
Jane  80,  . 
July    1,  . 

i'otal. 


3, 

I 

4. 

1: 

9. 


July 
July 
July 
July 
July 
July 
July 
July 
July  10, 
July  16,  . 
July  17.  . 
July  18,  . 
July  21,  . 
July  28,  . 
July  28,  . 
July  24,  . 
July  24,  . 
July  26.  . 
July  27.  . 
July  28,  . 
July  29,  . 
July  80,  . 

Total, 


Aug.  2.  . 
Aug.  8,  . 
Aug.  8.  . 
Aug.  4.  . 
Aug.  6,  . 
Aug.  8,  . 
Aug.  8,  . 
Aug.  10,  . 
Aug.  21,  . 
Aug.  21,  . 
Aug.  28,  . 
Aug.  24,  . 
Aug.  27,  . 
Aug.  27.  . 

Total, 


Sept.  8,  . 
Sept.  14,  . 
Sept.  20,  . 
Sept.  21,  . 
Sept.  22.  . 
Sept.  27.  . 
Sept.  80,  . 

Total, 


I 


0.08 

[o.io 

0.02 

I  0.12 

0.04 
0.16 
0.09 

1 1.09 

I  0.18 
0.02 
1 1.71 


8.66 


0.20 
1 0.09 

{0.94 

JO.17 

0.08 
0.26 
0.06 
0.12 

o.oe 

0.67 
0.04 

(0.17 
0.08 

I  0.09 
0.08 

il.l6 


4.18 


[0.09 

0.80 

0.02 
0.06 
0.10 
0.06 
0.06 
0.05 

I  0.86 

0.03 
0.73 


1.83 


0.10 
0.06 

1 0.68 

0.74 
0.16 
1.20 


3.98 


Daratkm. 


1.80  P.M. 
7.50  PJt. 

8.00  P.M. 
9.10  PJf . 

7.00  A.M. 
7.45  P.M. 
6.00  P.M. 
1.80  P.M. 

13.30  P.M. 

7.80  A.M. 
6.16  A.M. 


to     2J»  PJL 
to 

7.00  A.M. 
to  S.80  PJt. 
to 

1.00  PJL 
to  9.15  AJC 
to  11^  PJl. 
to     9.00  PJI. 

to 

9.90  AJC 
to 

12.40  AJf. 
to  11.00 

to 

7.00  . 


4.25  A.M.  to 
8J0  PJf .  to 

4iK)  P.M.  to 

6.40  PJf .  to 

8.16  A.M.  to 

3.15  PJf .  to 

1.26  A.M.  to 
6.30  P.M.  to 
9iK)  P.M.  to 

UJK)  A.M.  to 
7.46  A  Jl.  to 

6.16  P.M.  to 

7.16  PJf .  to 
8.80  PJI.  to 

6.40  AJf.  to 
U.40  P.M.  to 


7.10  AJf. 
3.50  AJf. 
6 JO  PJI. 

6.00  AJf. 
10.00  AJf. 

5.40  P.M. 

5.10  AJf. 

7 JO  PJf. 
lOJO  PJf. 
10 JO  PJI. 

SUWPJC 

5.40  AJf. 
9  JO  PJf. 

2.45  A.M. 
7.40  PJf. 

8.06  AJL 


8J0  P.M. 

7.40  P.M. 

8.46  P.M. 
3.10  AJf. 
8.80  A.M. 
4J0  P.M. 
3.00  AJf. 
11  JO  A.M. 
9.06  PJf. 

1.10  A.M. 
7.36  P.M. 


to 

UJO 
to 

7.25 
to  5.30 
to  6.10 
to  10  JO 
to  8J0 
to  3.10 
to  12.25 
to 

6.00 
to  7.10 
to  IIJO 


PJI. 
PJf. 


PJI. 
AJI. 
PJI. 


AJI. 

PJI. 


4.10  A.M.  to  1.06  PJI. 

13.66  AJf .  to  5.06  A.M. 
10.10  P.M.  to 

7.00  A.M. 

11.00  A.M.  to  11.45  PJI. 

8.20  AJI.  to  3.15  P.M. 

3J6  A.M.  to  8J5  AJI. 


1  Snow. 


s  Rain  and  snow. 
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TA.BLB  No.  i.  —  BainfaU  in  Inches  at  Chestnut  Sill  Reservoir  in  1906— 

CoDcluded. 


Datb. 

i 

Duration. 

Datb. 

4i 

Duration. 

Oct.     6,    . 

0.16 

8.30  P.M.  to    8.20  P.M. 

Dec.    8,  .       . 

0.16  a 

8.00  A.M.  to 

6.20  P.M. 

Oct.     9.    .       . 

1.80 

4.66  P.M.  to 

Dec.    6,  .       . 

0.741 

4.10  A.M.  to 

4.80  P.M. 

Oct.   10,    .       . 

9.80  A.M. 

Dec.    8,  . 

{ 0.811 

10  00  P.M.  to 

Oct.   30.    .       . 

0.66 

2.40  P.M.  to 

Dec.  11,  .       . 

8.15  A.M. 

Oct.  21,    . 

7.16  A.M. 

Dec.  15,  .       . 

0.28 

3.05  A.M.  to 

7.00  P.M. 

Oct.    26,    .       . 

0.24 

6.45  A.M.  to  12.00  M. 

Dec.  20,  . 

JO.64 

4.00  P.M.  to 

Oct.   80,    .        . 

JO.96 

12.80  P.M.  to 

Dec.  21,  . 

6.00  PJI. 

Oct.   31.    .        . 

7.80  P.M. 

Dec.  22,  .       . 

0.64  « 

7.00  P.M.  to 

Dec.  28,  . 
Dec.  25,  . 

8.46  P.M. 

Total, . 

3.71 

0.16  « 

8.00  AJf.  to 

Dec.  26,  . 

1.26  A.M. 

Dec.  81,  .       . 

0.04 

2.12  A.M.  to 

6.16  A.M. 

Nov.    2,    . 

0.041 

4.46  A.M.  to  11.80  A.M. 

Dec.  81,  . 

ii.«, 

8.16  A.M.  to 

Nov.    9, 

JO.06 

11.20  P.M.  to 

Jan.    1, 1907, . 

6.00  A.M. 

Nov.  10, 

, 

IJO  A.M. 

Nov.  11, 

{l.42 

9.60  A.M.  to 

Total, 

6.86 

Nov.  12, 

2.16  AJI. 

Nov.  16, 

1.471 

1.00  P.M.  to 

Nov.  16, 

9.80  A.M. 

Nov.  21, 

0.29 

7.16  KM.  to 

Nov.  22, 

10.00  A.M. 

Nov.  26, 

0.05 

9.16  P.M.  to  10.00  P.M. 

Nov.  27, 

0.041 

10.00  A  Jf .  to    9.00  P.M. 

Total, 

• 

8.87 

Total  for  the  year,  47.16  inches. 
1  Rain  and  snow.  *  Snow. 
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Table  No.  19.^  Average  Daily  Consumption  of  Water  during  the  Year  1906^ 
in  the  Cities  and  Towns  supplied  by  the  Metropolitan  Water  Works,  including 
Boston^  Somerville,  Chelsea,  Maiden,  Everett,  Quincy,  Medford,  Melrose,  Revere, 
Walertown,  Arlington,  Lexington,  Milton,  Stoneham,  WinUirop,  SwampscoU, 
Belmont,  Nahant  and  a  Small  Portion  of  Saugus.  (For  Consumption  of 
Water  in  Whole  Metropolitan  Water  District,  see  Table  No.  23.) 


MOKTR. 


ATenge 

Dany 

C<Hisiunption 

(Gallons).  . 


Eatimated 
Populatioa. 


Conanmptioii 

Inhabitant 
(Oallona). 


January,    . 
February, 
March, 
April, 
May,  .       . 
June,  . 
July,  .       . 
August,     . 
September, 
October,     . 
November, 
December, 


For  the  year, 


119.097,800 
123,351,700 
in,477,900 
112,089,000 
116,444,700 
118.884,000 
116,690,500 
118,889,300 
118,196,500 
112,341,800 
109,952,800 
127,166,000 


907,040 
907,960 
908,860 
909,760 
912,670 
915,570 
918,210 
919,850 
920,490 
920,180 
919,770 
921,410 


117,524,600 


915,040 


132 
136 
129 
123 
128 
ISO 
127 
129 
129 
122 
119 
138 


128 


In  addition  to  the  above  quantities,  the  United  States  Government  Reservation  on  Peddocks 
Island  was  supplied  with  16,250,000  gallons,  equivalent  to  a  daily  average  rate  of  45,000  gallons. 


Table  No.  20.  — Average  Daily  Consumption  of  Water,  in  QaUons,  from  the 
Low-service  System  in  1906* 


Month. 


January, 
February,     . 
March,  . 
April,    . 
May.      .       . 
June,     . 
July,      .       . 
August, 
September,   . 
October, 
November,    . 
December,    . 

For  the  year 


BOUTHSRK 

Lov  Snvics. 


Boston, 
exclading 
East  Boston 

and 
Gharlestown. 


48,861,900 
50,872,800 
47,919,700 
45,496,800 
45,960,900 
46,928,000 
46,701.600 
47,259,600 
47,026,700 
46,494,800 
46,598,800 
53,867,100 


47,769,800 


KoftTHXSH 

Lov  Bkrvics. 


Portions  of  Charles- 
town,  SomervWe, 
Chelsea,  Everett, 
Maiden,  Medford, 
East  Boston  and 
Arlington. 


27,732,500 
29,026,100 
26,945,400 
26,072,400 
25,479,600 
25.811.000 
25,722,500 
26,888,000 
25,799,900 
24,078,600 
28,216,900 
29,932,400 


96,258,200 


Total 
Low-aervioe 
Consmnptioii. 


76,584,400 
79,898,900 
74,865,100 
70,498,700 
71,410,600 
72,734,000 
72,424.100 
73,642,600 
72,828,600 
70,573,400 
69;816,200 
83,299,600 


74,028,000 


Digitized  by  LjOOQ IC 


No.  57.] 


AND   SEWERAGE  BOARD. 


205 


Table  No.  21.  —  Average  Daily  Consumption  of  Water,  in  Gallons,  from  the 
High-service  and  Extra  High-service  Systems  in  1906. 


SonTHBEN 
HlOH 

Bbbvicb. 

SOUTRBRN 

Extra  High 

BSRVICB. 

NORTHBBN 

HioH  Bbrvicb. 

NORTHBRN 

Extra  High 
Bbrvicb. 

Month. 

Qainoy,  Water- 
town.  Belmont, 
and  Portions 
of  Boston  and 
MUton. 

Portions  of 

Boston 
and  MUton. 

Rayere,  Winthrop, 

Swampsoott,  Nahant, 

Stonebam,  Melrose, 

and  Portions  of 

Boston,  Chelsea, 

ETerett,  Maiden, 

Medford,  Somerrille 

and  Saugus. 

Lexington 

Portion 
of  Arlington. 

Jannary, 

84.863,200 

661.900 

7,668,800 

639,000 

Februaiy, 

84,480.600 

662.000 

7,762,100 

668,100 

March,   . 

88,949.000 

660.300 

7,461,900 

661,600 

April.     . 

82,894.700 

652,000 

7,889.600 

604,000 

May.       . 

35.264,900 

787,400 

8,277,400 

714,600 

Jane. 

86,478,100 

830,600 

9,038,300 

768,000 

July.      . 

38,862,800 

788.400 

9,300,100 

746,100 

August.  . 

83.800.400 

621,800 

9,664,700 

760,300 

September. 

34,500,200 

635,400 

9,417.900 

816,400 

October, . 

82,881,800 

635,800 

8.140.300 

710,000 

Noyember. 

31,389,000 

478,000 

7.624,600 

646,000 

December. 

84,600,000 

474,800 

8.146,800 

627.400 

For  the  y€ 

«r. 

83,870,800 

646,400 

8,809,300 

670,600 
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Table  No.  28.  —  Consumption  of  Water  in  the  Metropolitan  Water  District^  as 
constituted  in  the  Tear  1906,  the  Toum  of  SwampscoU  and  a  Small  Section 
of  the  Town  of  Saugus,  from  1893  to  1906. 

[Gallons  per  Day.] 


MOHTH. 

189t. 

18M. 

18M. 

18M. 

18»7. 

1M8. 

18M. 

January 

75,208,000 

67.606.000 

68,925,000 

82,946,000 

854)66,000 

88.880.000 

96.442,000 

Febrnary, 

71,900,000 

68,944,000 

80,376,000 

87,021,000 

88,967,000 

87,475,000 

106.464.000 

March.    . 

67,688,000 

62,710.000 

69,648,000 

86,111,000 

82,751,000 

86,468.000 

90.200.000 

April.     . 

62,809,000 

67,715,000 

62,909,000 

77,629,000 

79,914,000 

76,574,000 

86.491.000 

May.       . 

61,025,000 

60,676,000 

65,194.000 

78.402,000 

76,772,000 

76.677,000 

89.448.000 

June. 

68,874,000 

68,829,000 

09,905,000 

77,689,000 

77,962,000 

88,468,000 

97.691.000 

July,       . 

69343,000 

78,642,000 

69,667,000 

80,000.000 

85,626,000 

88,228.000 

96.821.000 

August, . 

66,988,000 

67,995.000 

72,288,000 

78,587,000 

84,108,000 

87.668.000 

92.072,000 

September, 

64,654,000 

67.187,000 

78,724,000 

74,160,000 

84,296.000 

88,296,000 

91,478,000 

October, . 

63,770.000 

62,785,000 

67,028.000 

71,762,000 

79,661.000 

81,770.000 

89.580,000 

November, 

61,204,000 

62,281,000 

64,881.000 

71,988,000 

72,762.000 

78,177,000 

86,719,000 

December. 

66,700,000 

65,108,000 

70,448,000 

79,449,000 

76.694,000 

86.866,000 

85,840,000 

Average, 

66,165.000 

66,882,000 

69;4g9,000 

78,860,000 

80.798,000 

88.661.000 

92.111.000 

Population,   . 

728,153 

748,864 

768,667 

786.886 

800.218 

882.042 

864.870 

Per  capita.    . 

91.5 

88.0 

91.0 

99.7 

99.8 

100.6 

107.8 

MOHTH. 

1809. 

IMl. 

1»M. 

IMS.          1M4. 

1M9. 

1906. 

January,     . 

100,056,000 

111,276.000 

118,485,000 

126.176.000 

187.771.000 

180.878.000 

126.098.000 

February, 

98,946,000 

117.497.000 

117,268,000 

122.728.000 

148.222,000 

140,606,000 

180.766.000 

March,. 

97,758,000 

106.609.000 

108,461,000 

111.977,000 

128,884.000 

120,879.000 

128,570,000 

April,  . 

89.497,00(^ 

98.817.000 

108,168.000 

107.179.000 

108.688.000 

111.898,000 

118,428,000 

May,     . 

87,780,000 

96,667,000 

106,692,000 

111,689,000 

111.716.000 

116,804.000 

122,404,000 

June,    . 

96,681,000 

106,420,000 

110,002,000 

105,500,000 

111.209,000 

117.441,000 

121,882,000 

July,     . 

107,786,000 

106,906.000 

106,840,000 

107,662,000 

118.684,000 

124,769,000 

118,726,000 

August, 

102,717,000 

102,816.000 

107,045,000 

106.670,000 

112.886.000 

121.158,000 

120,691,000 

September. 

108,612.000 

102.108.000 

107,762,000 

106,772,000 

114,188,000 

120,108,000 

121,686.000 

October. 

98,858,000 

108.889.000 

106,660,000 

108,602,000 

108,290.000 

118,801.000 

116.661,000 

November, 

96.648.000 

101.824.000 

106,176.000 

108,477,000 

108,064,000 

116.698,000 

118.746,000 

December, 

97.844,000 

118.268,000 

125.484.000 

114,721.000 

126,119,000 

122.696.000 

180.996.000 

Average, 

98.069.000 

104,645.000 

110.846.000 

110,277,000 

118,114.000 

121.671.000 

122.066.000 

Population, 

877,696 

892.740 

907.780 

922.820 

967,860 

958.666 

966,990 

Per  capita,  . 

111.7 

117.2 

121.6 

119.6 

126.9 

127.6 

126.4 

This  table  ^includes  the  water  consumed  In  the  cities  and  towns  enumerated  in  Table  No.  19. 
together  with  the  water  consumed  in  Newton  and  Hyde  Park,  which  are  included  in  the  Metro- 
politan Water  District,  but  have  not  been  supplied  from  the  Metropolitan  Works.  The  populations 
for  the  years  1901  to  1904  have  been  revised  since  the  census  of  1906  became  available,  and  conse- 
quently differ  from  those  published  in  a  corresponding  table  Jn  the  preceding  annual  reports. 
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TA.BLB  No.  30.  —  Chemical  ExaminatioTU  of  Water  from  a  Faucet  in  Boston, 

from  1892  to  1906. 

[Parts  per  100,000.] 


Color. 

Rbbidi7>  ok 
Evaporation. 

Ammorxa. 

.41 

NiTROOBK  AS 

5 

1 

5 

Yeab. 

|l 

|l 

1 

§1 
1 

1 

ALBUMINOm. 

s 

s 

1 

1 

k^ 

tx3 

1892.  .   . 

.87 

^ 

4.70 

1.67 

.0007 

.0168 

.0138 

.0080 

.0210 

.0001 

- 

1.9 

1898.  .   . 

.61 

58 

4.54 

1.84 

.0010 

.0174 

.0147 

.0027 

.38 

.0143 

.0001 

.60 

1.8 

1894,  .   . 

.69 

68 

4.64 

1.88 

.0006 

.0169 

.0150 

.0019 

.41 

.0106 

.0001 

.68 

1896.  .   . 

.72 

59 

4.90 

2.02 

.0006 

.0197 

.0175 

.0022 

.40 

.0171 

.0001 

.69 

1896,  .   . 

.49 

45 

4.29 

1.67 

.0005 

.0166 

.0142 

.0028 

.87 

.0155 

.0001 

.66 

1897.  .   . 

.65 

55 

4.82 

1.84 

.0009 

.0193 

.0177 

.0016 

.40 

.0187 

.0001 

.64 

1898.  .   . 

.41 

40 

4.19 

1.60 

.00C.8 

.0152 

.0186 

.0016 

.29 

.0097 

.0001 

.44 

1899.  .   . 

.23 

28 

8.70 

1.80 

.0006 

.0186 

.0122 

.0014 

.24 

.0187 

.0001 

.85 

1900,  .   . 

.24 

29 

8.80 

1.20 

.0012 

.0157 

.0189 

.0018 

.25 

.0076 

.0001 

.38 

1901,  .   . 

.24 

29 

4.43 

1.64 

.0018 

.0158 

.0142 

.0016 

.80 

.0173 

.0001 

.42 

1902,  .   . 

.26 

80 

8.98 

1.56 

.0016 

.0189 

.0119 

.0020 

.29 

.0092 

.0000 

.40 

1908,  .   . 

.25 

29 

8.98 

1.50 

.0018 

.0125 

.0110 

.0015 

.80 

.0142 

.0001 

.89 

1904.  .   . 

- 

28 

3.98 

1.59 

.0028 

.0189 

.0121 

.0018 

.84 

.0110 

.0001 

.37 

1906.  .   . 

- 

24 

!  8.86 

1.59 

.0020 

.0146 

.0124 

.0021 

.85 

.0088 

.0001 

.35 

1906,  .   . 

- 

24 

8.86 

1.89 

.0018 

.0169 

.0134 

.0025 

.84 

.0064 

.0001 

.36 

Note  relating  to  Chemical  Examinations  of  Water,  Table$  Noe,  24-30, 
The  chemical  examinations  contained  in  the  tables  were  made  by  the 
State  Board  of  Health.  Previous  to  the  year  1904  colors  were  determined 
by  the  Nessler  standard,  but  the  corresponding  values  by  the  platinum 
standard  are  also  given,  for  the  purpose  of  comparison  with  colors  deter- 
mined in  the  laboratory  of  the  Metropolitan  Water  and  Sewerage  Board,  as 
given  in  subsequent  tables.  The  odor  recorded  is  taken  in  such  a  way  that 
it  is  a  much  stronger  odor  than  would  be  noticed  in  samples  drawn  directly 
from  a  tap  or  collected  directly  from  a  reservoir.  The  more  important  sam- 
ples are  collected  and  examined  monthly;  those  of  less  significance,  at 
intervals  of  two  or  three  months. 
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Table  No.  81.  —  Color*  of  Water  from  Various  Parts  of  the  Metropolitan  Water 

Works  in  1906.    {Means  of  Wuldy  Determinations.) 

[Plattnajn  Standard.] 


Wachuutt 

BUDBURT 

Frahdwbam 

RasBtTOIK 

No.  3. 

Spot 

RasBKToia. 

POVD. 

RasaToim. 

MOKTB. 

\A 

tx 

1 

1 

. 

^ 

I 

A 

^  9 

1 

f. 

Jo 

1 

2 

1  ill 

tl' 

i| 

% 

1 

r 

a 

% 

00 

S 

1  >* 

< 

1  * 

i 

^ 

a 

a 

H 

Janoary,  . 

83 

26 

26 

4S 

24 

I"" 

23 

24 

88 

23 

18 

18 

Febmary, 

88 

28 

28 

40 

28 

'26 

26 

27 

82 

27 

18 

18 

March,      .       .       . 

88 

28 

28 

85 

28 

26 

26 

26 

54 

26 

18 

18 

April,       .       .       . 

26 

26 

26 

41 

26 

26 

26 

26 

86 

26 

15 

15 

May 

26 

26 

26 

66 

26 

26 

26 

27 

43 

28 

16 

17 

June, 

28 

26 

26 

69 

80 

27 

26 

26 

35 

28 

17 

16 

July,         .       .       . 

27 

26 

25 

50 

26 

24 

24 

84 

29 

24 

15 

15 

c?!toC  i>  ;    : 

26 

26 

26 

44 

26 

23 

23 

24 

27 

28 

16 

16 

23 

23 

28 

88 

28 

20 

20 

20 

24 

20 

15 

15 

20 

20 

21 

27 

20 

19 

18 

18 

22 

19 

18 

16 

November, 

19 

19 

19 

41 

19 

18 

18 

18 

26 

19 

17 

17 

December, 

18 

18 

18 

42 

18 

18 

18 

18 

25 

18 

16 

15 

Mean. .       .       . 

24 

24 

24 

44 

24 

28 

28 

28 

83 

23 

17 

17 

Table  No.  31  ^  Concluded, 
[Platlnom  Standard.] 


RnsRVOiB. 

NORTHXRH 

Sbbvicb. 

SOVTHSKK 

Sbrtick. 

Month. 

J 

! 

1 

1 

jl 

1 

5^ 

e^ 

J 

u*»^ 

Ill 
ill 

-Sag 
III 

January,     . 

28 

29 

29 

•58 

23 

23 

25 

26 

19 

24 

36 

February, 

29 

31 

32 

55 

27 

- 

25 

24 

19 

26 

26 

March, 

29 

80 

80 

60 

26 

- 

25 

24 

19 

25 

25 

April,  . 

29 

29 

30 

78 

24 

27 

24 

28 

16 

24 

94 

May,    . 

29 

29 

35 

111 

40 

29 

83 

32 

22 

32 

S3 

June,    . 

29 

29 

47 

148 

80 

29 

29 

27 

18 

29 

28 

July,    . 

81 

30 

91 

98 

27 

31 

25 

28 

16 

25 

26 

August, 
September, 

80 

29 

72 

57 

28 

29 

27 

26 

16 

27 

28 

28 

28 

182 

46 

25 

27 

24 

24 

17 

26 

27 

October, 

24 

26 

160 

54 

82 

24 

30 

28 

16 

26 

ao 

November. 

28 

28 

71 

57 

20 

27 

28 

23 

18 

22 

23 

December, 

26 

26 

26 

54 

18 

25 

18 

18 

15 

18 

19 

Mean, 

28 

29 

67 

73 

27 

- 

26 

25 

18 

25 

26 

1  The  colors  given  In  this  column  represent  the  combined  colors  of  the  waters  of  the  four  pnn. 
clpal  feeders.  The  color  of  each  Is  determined  monthly,  and  due  weight  is  given,  in  combining 
the  results,  to  the  sizes  of  the  streams. 
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Tablb  No.  82.  —  Ten^ercUurea  of  Water  from  Various  Paris  of  the  Metropolitan 
Water  Works  in  1906.    (Means  of  Weekly  Determinations.) 

[The  temperatares  are  taken  at  the  same  places  and  times  as  the  samples  for  microscopical  examl. 
nation;  the  depth  given  for  each  reservoir  is  the  depth  from  high  water  mark.] 

[Degrees  Fahrenheit.] 


1 

6in>BCBT  ] 

Rbsbbvoib 

Fbamhioham  Rbsxb- 

Lakb  Oochttvatk 

wachubbtt 

(Dbpth  at  Placs  of 

(Dbpth  AT  Placb 

RasBKVOIB. 

Obsbbvatiom 

AT  Placb  or  Obsbb- 

or Obsbbvatiom 

1 

64.6  F«rr). 

vatiom  20JJ  Fbbt). 

62.0  Fbbt). 

HOHTH. 

t 

i 

1 

h 

t 

1 

J 

^ 

J 

J 

^ 

%l 

J 

*? 

J 

J 

1 

1 

a 

1 

1 

a 

r 

1 

a 

1 

1 

i 

1 

January,     . 

86.7 

86.9 

86.9 

34.9 

35.8 

85.9 

84.5 

86.9 

86.5 

86.6 

84.9 

86.8 

86.8 

February,   . 

84.5 

86.0 

86.6 

86.4 

36.4 

87.0 

84.1 

85.7 

86.8 

87.1 

86.6 

86.9 

87.1 

March, 

85.9 

86.1 

86.9 

86.8 

86.8 

37.6 

85.1 

86.1 

86.4 

86.8 

37.4 

88.8 

88.6 

t^y.  : 

48.0 

41.9 

41.2 

44.6 

44.6 

44.5 

42.5 

47.9 

47.6 

47.8 

46.0 

48.0 

42.0 

64.9 

68.6 

68.0 

58.6 

66.9 

56.1 

56.6 

61.2 

60.9 

60.1 

69.4 

51.9 

46.1 

June,   . 

68.8 

68.8 

68.8 

68.U 

64.8 

61.8 

66.8 

71.8 

70.0 

68.8 

68.1 

'54.9 

47.0 

Jnly,    .       . 

76.7 

68.8 

69.0 

75.1 

70.7 

67.2 

78.1 

75.0 

74.8 

74.6 

78.4 

54.8 

46.6 

SeptemW, ! 

78.8 

65.6 

60.9 

76.8 

74.4 

71.8 

70.6 

77.5 

76.8 

75.6 

76.0 

65.5 

46.8 

72.0 

67.9 

68.0 

70.9 

70.6 

70.4 

68.6 

70.9 

69.8 

69.8 

68.9 

58.6 

46.4 

October,      . 

61.0 

68.9 

66.8 

69.6 

60.7 

69.9 

58.6 

58.0 

58.1 

68.2 

57.8 

58.6 

46.8 

November,  . 

49.8 

48.6 

49.0 

45.6 

45.4 

45.8 

46.8 

44.8 

44.6 

44.5 

46.4 

45.9 

46.1 

December,  . 

84.7 

86.0 

86.0 

88.8 
54.0 

88.6 

84.6 

84.0 

86.0 

84.5 

85.0 

86.0 

86.6 

36.8 

Mean,   . 

58.7 

61.0 

49.6 

52.4 

51.8 

61.6 

64.1 

68.8 

58.7 

53.8 

46.8 

42.9 

Table  No.  82  »  Concluded, 
[Degrees  Fahrenheit.] 


Homth. 


January, 
February, 
March,  . 
AprU,  . 
May.  . 
June, 
July.      . 

Septemier, 
October, 
November, 
December, 

Mean, 


Ci 

Hill 
RasBBvon. 


I 


86.2 
87.5 
86.8 
46.8 
59.2 
67.5 
76.0 
76.8 
70.4 
60.0 
45.6 
86.2 

68.8 


Spot  Pomd  (Dbpth  at 

Placb  or  Obsbbvatiom 

28.0  FBvr). 


84.6 
86.0 
86.6 
44.4 
67.9 
67.4 
78.6 
76.0 
70.4 
69.6 
45.1 
88.6 

62.8 


84.7 
86.0 
86.9 
44.2 
67.9 
66.6 
73.2 
76.6 
70.4 
69.6 
45.8 
88.6 

52.8 


85.0 
86.6 
86.0 
44.1 
66.4 
61.4 
64.4 
66.5 
70.0 
59.6 
46.4 
84.1 

50.8 


nobthbbm 
Sbbvicb. 


80.0 
87.9 
87.9 
44.9 
66.1 
68.1 
69.0 
72.8 
68.9 
60.0 
49.6 
40.0 

58.2 


87.4 
88.8 
87.4 
44.9 
67.6 
66.1 
71.9 
76.0 
69.4 
60.9 
47.8 
88.1 

68.6 


SOUTHBBM 

Sbbvicb. 


40.7 
40.2 
88.6 
47.1 
60.9 
66.4 
71.6 
78.7 
70.4 
62.1 
49.8 
40.2 

66.1 


40.2 
40.6 
87.7 
48.1 
61.0 
67.4 
74.1 
76.1 
71.2 
61.9 
48.7 
88.8 

65.6 
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TA.BLB  No.  33 Temperatures  of  the  Air  at  Three  Statiatu  on  the  MetropoHtan 

Water  Worke  «n  1906. 
[Degraw  Fthrenlwilt.] 


CHimnrr  Hill 
RasnTon. 

Morni. 

1 

m 

1 

1 

m 

1 

1 

1 

1 

Jannarj,   .... 

eB.o 

6.0 

84.1 

67.0 

1.0 

81.6 

62.0 

8.0 

30.7 

Febmaiy, 

61.0 

-1.0 

99.9 

59.0 

-6.0 

27.8 

68.0 

—6.0 

».5 

March. 

65.0 

6.0 

S1.8 

66.0 

0.0 

29.8 

52.0 

0.0 

28 .8 

April. 

74.0 

96.0 

47.1 

76.0 

21.0 

46.0 

74.0 

22.0 

46.1 

May.  . 

91.0 

S4.0 

58.5 

89.0 

81.0 

ff7.6 

89.6 

82.0 

S7.S 

June,. 

88.0 

4S.0 

67.9 

88.0 

88.0 

66.6 

86.0 

88.0 

66.S 

July.  . 

90.0 

46.0 

71.6 

88.0 

42.0 

69.4 

87.5 

44.0 

70.4 

Augugt, 

94.0 

49.0 

78.5 

92.0 

44.0 

70.9 

90.6 

46.0 

71.0 

September 

9 

98.0 

86.0 

66.8 

90.0 

81.0 

62.6 

86.0 

S2.6 

68.9 

October. 

7S.0 

28.0 

B.7 

78.0 

22.0 

49.7 

70.0 

25.0 

504> 

Norember, 

67.0 

19.0 

40.8 

64.0 

16.0 

89.1 

60.0 

18.0 

88^ 

December, 

60.0 

-1.0 

87.9 

48.0 

-6.0 

24.2 

48.0 

—4.0 

28.3 

Averaf 

fe. 

- 

- 

60.0 

- 

- 

47.8 

- 

- 

47.8 
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Table  No.  S7.  »  Number  of  Service   Pipes^  Meters  and  Fire  Hydrants  in  the 
Several  Cities  and  Towns  supplied  by  the  Metropolitan  Water  Works  in  1906. 


CiTT  OK  l^Wll. 


Dflrricos. 


Hflten. 


HjdxBota. 


Boston, 
SomervlUd, 
Maiden, 
Chelsea, 
Eyerett, 
Qnlncy, 
Medford,    . 
Melrose, 
ReTere, 
Watertown, 
Arlington,  . 
MUton, 
Winthrop,    . 
Stonehara,  . 
Belmont,     . 
Lexington, . 
Nahant, 
Swampscott, 
Total.    . 


9S,091 

5,090 

8,076 

11,48S 

2,821 

1,018 

7,081 

6.568 

428 

6,009 

952 

816 

5,090 

101 

515 

5.857 

884 

701 

4,298 

449 

504 

8,992 

182 

291 

2.802 

183 

141 

1,845 

1,814 

883 

1,940 

652 

864 

1.284 

1,284 

804 

1,978 

45 

120 

1,811 

25 

uo 

754 

TM 

m 

708 

15 

104 

425 

78 

67 

1.289 

476 

186 

161,058 


22,238 


18,690 
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Appendix  2^o.  3. 


Water  Works  Statistics  for  the  Year  1906. 

The  Metropolitan  Water  Works  supply  the  Metropolitan  Water  District, 
which  includes  the  following  cities  and  towns :  — 


CiTT  OR  TOWK. 


Population, 
Census  of  1906. 

Population 
July  1,  1906. 

696,880 

601,480 

69,278 

70,960 

88,037 

89,040 

87,289 

88,000 

86,827 

87,660 

29^111 

80,270 

28.076 

28,300 

19,686 

20,080 

14,610 

14,720 

14,296 

14,660 

12,669 

18,190 

11,268 

11,560 

9,668 

9,940 

7,064 

7,120 

7.084 

7.240 

6,882 

6,860 

4,680 

4,730 

4,860 

4,410 

922 

980 

946,800 

960,460 

6,141 

6,880 

200 

200 

Boston, 

SomexTiUe, 

Maiden,  .       .       .       .     * 

Chelsea, 

Newton,! 

Ererett, 

Qulncy, 

Medford, 

HydePark,i 

Melrose, 

Revere, 

Watertown, 

Arlington, 

Milton, 

Winthrop 

Stonehara, 

Lexington, 

Belmont, 

Nahant, 

Total  population  of  Metropolitan  Water  Distriot, 

Swampscott,* 

SauguB,^ 


1  No  water  supplied  to  these  places  daring  the  year  from  Metropolitan  Water  Works, 
s  Not  in  the  Metropolitan  Water  District,  but  has  been  supplied  with  water  from  the  Metro- 
politan  Water  Works. 

>  Only  a  small  portion  of  Saagus  is  supplied  with  water. 
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Mode  of  Supply, 

S7  per  cent  from  grarity. 
73  per  cent  from  pampiiig. 

Pun^nng, 
Chestnut  Hill  High-service  Station :  — 

Builders  of  pumping  machinery.  Holly  Manufacturing  Company,  Quintard  Iron 
Works  and  £.  P.  AUis  Ck>mpany. 

Description  of  coal  used :  ~  Bituminous :  Quemahoning,  Orenda,  Georges  Creek 
Cumberland,  Peerless,  Miller  Vein,  Vulcan  Steam  and  Carbon.  Anthracite: 
buckwheat  and  screenings.  Price  per  gross  ton  in  bins :  bituminous  |4.09  to 
$4.79,  buckwheat  13.98,  screenings  $2.52.  Average  price  per  gross  ton  $4.01. 
Per  cent,  ashes,  11.9. 

Chestnut  Hill  Louj-servioe  Station :  — 
Builders  of  pumping  machinery.  Holly  Manufacturing  Company. 
Description  of  coal  used:  —  Bituminous:  Quemahoning,  Orenda  and  Carbon. 

Anthracite :  buckwheat  and  screenings.    Price  per  gross  ton  in  bins :  bitami> 

nous  $4  to  $4.42,  buckwheat  $2.84,  screenings  $2.52.    Average  price  per  gross 

ton  $3.82.    Per  cent,  ashes,  13.4. 

Spot  Pond  Station:^ 
Builders  of  pumping  machinery,  Geo.  F.  Blake  Manufacturing  Company  and 

Holly  Manufacturing  Company. 
Description  of  coal  used :  —  Bituminous :  Georges  Creek  Cumberland.  Anthracite : 

screenings.    EVice  per  gross  ton  in  bins :  bituminous  $4.35  and  $4.38,  screenings 

$2.24.    Average  price  per  gross  ton  $3.97.    Per  cent,  ashes,  12.9. 


CBsmnnr  Hill  HieB-smTica 
Statios. 


BnginM 

Not. 
land  2. 


Engine 
No.  3. 


Engine 
No.  4. 


Dailjpnmpiiig  capacity  (gallons), 

Coal  consumed  for  year  (pounds), 

Cost  of  pumping,  llgored  on  pumping  station  expenses,  . 
Total  pumpajQQ  for  year,  corrected  for  slip  (million  gallons), 

ATerage  dynamic  head  (feet), 

Gallons  pumped  per  pound  of  coal, 

Duty  on  basis  of  plunger  displaoement,       .... 

Cost  per  million  gallons  raised  to  reserrolr, 

Cost  per  million  gallons  raised  one  foot,       .... 


10,000,000 

8,014,777 

$li,646.91 

1,906.11 

190.99 

681.92 

65,670,000 

$6,688 

0.055 


90,000,000 

618,983 

$1,796.68 

514.29 

128.44 

990.91 

114,550,000 

$8,498 

0.087 


80,000,000 

8,518,537 

$80,007.56 

10,810.81 

181.67 

1,810.40 

188,740,000 

$2,910 

0.022 


Digitized  by  VjOOQ IC 


No.  57.] 


AND  SEWERAGE  BOARD. 


229 


GHBSTMirr  Hill 

Low-nftTica 

Statiom. 

Spot  Pohd 
Statioh. 

Bngines  Nos.  6, 
6  and  7. 

Wnginfts  Nos.  8 
and  9. 

Dftily  pumping  capacity  (gallons), 

Coal  conanmed  for  year  (ponnds), 

Cost  of  pumping,  flgnred  on  pumping  station  expenscB,  . 
Total  pumpage  for  year,  corrected  for  slip  (million  gallons),  . 

Average  dynamic  head  (feet), 

Gallons  pumped  per  pound  of  coal, 

Duty  on  ImmIs  of  plunger  displacement, 

Cost  per  million  gallons  raised  to  reservoir,        .... 
Cost  per  million  gallons  raised  one  foot, 

106,000,000 

7,966,868 

$82,004.96 

18,988.60 

61.16 

2,880.61 

104,620,000^ 

$1,690 

0.088 

80,000,000 

2,688,049 

$12,206.04 

8,081.77 

127.96 

1,196.89 

181,600,000 

$4,026 

0.081 

Consumption. 
Estimated  total  population  of  the  nineteen  cities  and  towns  sup- 
plied wholly  or  partially  daring  the  year  1906, ....  913,710 

Total  consumption  (gallons), 43,869,310,000 

Average  daily  consumption  (gallons), 118,820,000 

Gallons  per  day  to  each  inhabitant,                130.0 


DistribtUion, 


Owned  and 

operated 

by  Metropolitan 

Water  and 
Sewerage  Board. 


Total  in  Dirtriot 

supplied 

by  Metropolitan 

water  Works. 


Kinds  of  pipe  used, 

Sizes 

Extensions,  less  length  abandoned  (miles), 
Length  in  use  (miles),        .... 

Stop  gates  added, 

Stop  gates  now  in  use,       .... 

Service  plp^s  added, 

Service  pipes  now  in  use,   .... 

Meters  added, 

Meters  now  in  use, 

Fire  hydrants  added, 

Fire  hydrants  now  in  use,  .... 


-1 
60  to  6  inch. 

88.80 

1 

861 


60  to  4  inch. 
14.16 
1,686.11 


8,264 

161.068 

4,267 

22,288 

196 

18,690 


1  Cast-iron  and  cement-lined  wrought  iron. 

<  Cast-iron,  cement-lined  wrought  iron  and  kalamine. 


Digitized  by  VjOOQ IC 


230 


METROPOLITAN  WATER 


[Pub.  Doc. 


I 


Appendix  Ko.  4. 


Contracts  made  and  pending  Duamo 
Contraeis  relatmg  to  ike 


1. 

Num- 
ber 
of  Con- 
tract. 

a. 

WORK. 

s. 

Num- 
ber of 
Bids. 

Amouiit  or  Bm. 

«. 

4. 

Next  to  Low- 
est. 

ft. 

Lowest. 

CoDtrsctor. 

1 

61 

SecUon  64,  North  Metro- 
poUtan  Syetem,  Maiden 
extension,  42-lnch  and 
54-lnoh  diameter,  and 
88.1nch  by  43-lnch  con- 
Crete  sewer  In  open  cat. 

4 

$89,888  80 

$38,977  80 

T.H.  cm  A  Co.,  Boston, 
Mass. 

Contraeis  relating  to  the 


16 


52 


Section  77,  High-level 
Sewer,  Roxburv, 
pamplng  plant  for 
Ward  Street  pumping 
station. 

Two  horizontal  return 
tabular  boilers  with 
masonry  settlnflrs  and 
connecting  smoie  flue 
for  the  Qulncy  sewer- 
age pumping  station. 


$207,000  00 


4,205  00 


$204,000  00 


8,860  00 


AlUs-ChalmersCo.,  Mil. 
waukee.  Wis. 


Robb-Mumford     Boiler 
Company,  BostoD« 
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THE  Year  1906  —  Sewerage  Works. 
North  Metropolitan  System, 


7. 


Date  of 
GontTftot. 


Date  of 

Completion 

of  w  ork. 


Prioei  of  Prlnoipal  Items  of 
Contracts  maae  in  1906. 


10. 

Vahieof 
Work  done 
Deoember 

31, 1906. 


Aug.  8, 1906, 


For  earth  excavation  and  refill  for  42.inch  diameter 
sewer,  $4.60  per  linear  foot;  for  64-inch  diameter 
sewer,  $6.60  per  linear  foot;  and  for  28-inch  by  42- 
inoh  sewer,  $4.20  per  linear  foot.  Portland  cement 
brick  masonry,  $14  per  cubic  yard ;  Portland  cement 
concrete  masonry,  $8  per  cubic  yard.  Spruce  piles 
driven  and  cut  off  beiow  concrete,  $0.26  per  linear 
foot.  Rock  excavation  in  trench,  $7  per  cubic  yard. 
Spruce  lumber  in  place,  $20  per  M  feet  BJM. 


$40,148  67 


South  Metropolitan  System. 


Jan.  17, 1902,  Dec.  12, 1906, 


Aug.  81, 1906, 


$204,000  00     2 
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Contracts  made  and  pending  during  thb  Year  1906  — Sewerage  Works 

—  Concluded, 

Summary  of  Contracts.^ 


TftlneofWock 

done  Deeonber 

31,1906. 


North  MetropoUtiui  System,  1  contract, 
South  MotropoUtan  System,  2  contracts. 


Total  of  8  contracts  made  and  pending  daring  the  year  1906, 


$40,148  57 
804,000  00 


$244,148  57 


1  In  this  Boramary  the  cost  of  day  work  and  contracts  charged  to  maintenance  are  excloded. 
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Appendix  No.  5, 


Financial  Statement  presented  to  the  General  Court  on 

January  14,  1907. 
The  Metropolitan  Water  and  Sewerage  Board  respectfully  presents  the 
following  abstract  of  the  account  of  its  doings,  receipts,  expenditures,  dis- 
bursements, assets  and  liabilities  for  the  eleven  months  ending  November 
30,  1906,  in  accordance  with  the  provisions  of  chapter  235  of  the  Acts  of 
the  year  1906. 

Metropolitan  Water  Works. 
The  appropriations  under  the  Metropolitan  Water  Acts,  the  receipts 
which  are  added  to  these  appropriations,  the  expenditures  for  the  construc- 
tion and  acquisition  of  works,  and  the  balance  available  on  December  1, 
1906,  have  been  as  follows :  — 

Appropriations  under  Metropolitan  Water  Acts,      ....  140,500,000  00 
Receipts  from  the  sales  of  real  estate,  and  from  labor,  tools  and 
supplies,  which  are  placed  to  the  credit  of  the  Metropolitan 
Water  Loan  Fund :  — 
For  the  eleven  months  ending  November  30, 

1906,  . 117,506  01 

For  years  previous  to  1906,        ....        123,765  50 


141,271  51 


140,641,271  51 
Amount  approved  for  payment  by  the  Board,  out  of  the  Metropoli- 
tan Water  Loan  Fund :  — 
For  the  eleven  months  ending  November  80, 

1906, 11,219,883  78 

For  years  previous  to  1906,         ....   39,044,214  23 

40.264,098  01 


Balance  December  1, 1906, 1877,173  50 

The  amount  approved  by  the  Board  for  maintenance  and  operation  of 
the  Metropolitan  Water  Works  during  the  eleven  months  ending  November 
80,  1906,  was  $856,159.77. 
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The  following  receipts,  from  sales  of  water  to  manicipalities  not  belong- 
ing  to  the  District  add  to  water  compaDies,  have  been  distributed  back  to 
the  towns  and  cities  of  the  District  by  the  Treasurer  of  the  Commonwealth, 
as  provided  by  section  3  of  the  Metropolitan  Water  Act :  — 

For  the  eleven  months  ending  November  30,  1906, ....  $5,575  18 
For  years  previous  to  1906  (including  sums  received  from  munici- 
palities for  admission  to  the  District), 214,290  47 


$219365  65 


The  Board  has  also  received  the  following  sums  from  rentals,  land  prod- 
ucts and  other  sources,  which,  according  to  section  18  of  the  Metropolitan 
Water  Act,  are  applied  by  the  Treasurer  of  the  Commonwealth  to  the  pay- 
ment of  interest  on  the  Metropolitan  Water  Loan,  to  sinking  fund  require- 
ments, and  expenses  of  maintenance  and  operation  of  works :  — 

For  the  eleven  months  ending  November  30, 1906,  ....         f  6,667  65 
For  years  previous  to  1906, 124,164  39 


tlS0,882  04 
Metropolitan  Sbwebagb  Works. 

The  appropriations  for  the  construction  of  the  Metropolitan  Sewerage 
Works,  the  receipts  which  are  added  to  the  appropriations,  and  the  expendi- 
tures for  construction,  are  given  below,  as  follows :  — 

North  Metropolitan  System. 
Appropriations  under  the  various  acts,  including 
those  for  the  Revere,  Belmont  and  Maiden  exten- 
sions  16,160,865  73 

Receipts  from  sales  of  real  estate  and  from  miscel- 
laneous sources,  which  are  placed  to  the  credit  of 
the  Metropolitan  Sewerage  Loan  Fund :  — 
Forthe  eleven  months  ending  November  SO,  1906, 
For  yeai-s  previous  to  1906,         ....  17,163  40 

Amount  approved  for  payment  by  the  Board  *  out  of 
the  Metropolitan  Sewerage  Loan  Fund,  North  Sys- 
tem:— 
For  the  eleven  months  ending  November  30, 1906,  -  #39,754  65 

For  years  previous  to  1906,         ....  -        6,088380  56 


#6,178,019  18   #6,128,585  21 

Balance,  North  Metropolitan  System,  December  1, 1906,      .        #49,483  92 

1  The  word  *'  Board "  refers  to  the  Metropolitan  Sewerage  Commlssloii  and  the  Metropolitan 
Water  and  Sewerage  Board. 
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South  Metropolitan  System. 
Charles  River  Valley  Sewer, 
Appropriations  under  the  varioas  acts,     .        .  1800,046  27 

Amount  approved  by  the  Metropolitan  Sewerage 
Commission  for  payment  to  December  1, 1906,     . 

Nepanset  Valley  Sewer, 
Appropriations  under  the  various  acts,     . 
Receipts  for  pumping,  which  are  placed  to  the  credit 

of  the  South  Metropolitan  System, 
Amount  approved  by  Board  for  payment  on  account 
of  the  Neponset  Valley  Sewer :  — 
For  the  eleven  months  ending  November  30, 1906, 
For  years  previous  to  1906, 

High-level  Sewer, 
Appropriations  under  the  various  acts,     .        .        .  17,163,000  00 
Receipts  from  sales  of  real  estate  and  from  miscel- 
laneous sources,  which  are  placed  to  the  credit  of 
the  South  Metropolitan  System :  — 
For  the  eleven  months  ending  November  30, 1906,  25|S  20 

For  years  previous  to  1906,        ....  6,51277 

Amount  approved  by  the  Board  for  payments  on 
account  of  the  High-level  Sewer :  — 
Forthe  eleven  monthsending  November  30, 1906,  -  42,972  65 

For  years  previous  to  1906,        ....  -        5,918,262  59 


" 

1800,046  27 

904,000  00 

109  50 

- 

5,797  66 
905,733  80 

18,873,924  74  f7,672,812  97 

Balance,  South  Metropolitan  System,  December  1, 1906,       .  #1,201,111  77 

For  the  maintenance  and  operation  of  sewerage  works  annual  appropria- 
tions are  made.  The  balances,  appropnations  and  expenditures  for  the 
eleven  months  ending  November  30,  1906,  are  as  follows :  — 

Maintenance  ok  North  Metro poutan  System. 

Balance  January  1, 1906, #32,897  15 

Appropriated  for  the  eleven  months  ending  November  30, 1906,    .        115,986  50 


•148,883  65 


Receipts  from  pumping  and  from  other  sources,  which  are  returned 
to  the  appropriation :  — 
For  the  eleven  months  ending  November  80,  1906,   .        .        .  1,013  43 


•149,897  08 


Amount  approved  for  payment  by  the  Board :  — 

For  the  eleven  months  ending  November  SO,  1906,  .        .  105,880  85 

Balance  December  1, 1906, /t44.016  23 
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Maimtbnamob  of  South  Mbtropoutan  System. 

Balance  January  1, 1906, 

Appropriated  for  the  eleven  months  ending  November  SO,  1906,    . 


Receipts  from  sales  of  property  and  for  pumping,  which  are  re- 
turned to  the  appropriation :  — 
For  the  eleven  months  ending  November  80, 1906,   . 


Amount  approved  for  payment  by  the  Board :  — 

For  the  eleven  months  ending  November  30,  1906,   . 


Balance  December  1, 1906, 


[Pub.  Doc. 

$189  99 
87375  00 

187,514  99 

51  50 

$87,566  49 

76,101  62 

$11,464  87 
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Appendix  No.  6. 


Legislation  of  the  Teab  1906  affecting  the  Meteo- 
POLITAN  Water  and  Sewebage  Boaed. 


ACTS    OF    1906. 

[Ohaptbr  153.] 

An  Act  making  an  appropriation  for  operating  the  north 
metropolitan  system  op  sewage  disposal. 

Be  it  enacted,  etc,  as  follows : 

Section  1.  A  sum  not  exceeding  one  hundred  jSfteen  thou-  North  Metro- 
sand  nine  hundred  eighty-six  dollars  and  fifty  cents  is  herehy  of  sewage 
appropriated,  to  be  paid  out  of  the  North  Metropolitan  Sys- 
tem Maintenance  Fund,  for  the  maintenance  and  operation  of 
the  system  of  sewage  disposal  for  the  cities  and  towns  in- 
cluded in  what  is  known  as  the  north  metropolitan  system, 
during  the  eleven  months  ending  on  the  thirtieth  day  of  No- 
vember, nineteen  hundred  and  six. 

Section  2.     This  act  shall  take  effect  upon  its  passage. 
[Approved  March  12,  1906, 


[Chaftrb  154.] 

An  Act  masjng  an  appropriation  for  operating  the  south 
metropolitan  system  of  sewage  disposal. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  A  sum  not  exceeding  eighty-seven  tiiousand  pSntS^y*iJtem 
three  hundred  and  seventy-five  dollars  is  hereby  appropriated,  Sfa^owf* 
to  be  paid  out  of  the  South  Metropolitan  System  Maintenance 
Fund,  for  the  cost  of  maintenance  and  operation  of  the  soutii 
metropolitan  system  of  sewage  disposal,  comprising  a  part  of 
Boston,  the  cities  of  Newton  and  Waltham,  and  the  towns  of 
Brookline,  Watertown,  Dedham,  Hyde  Park  and  Milton,  dur-    • 
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ing  the  eleven  months  ending  on  the  thirtieth  day  of  Novem- 
ber^  nineteen  hundred  and  six. 

SsonoN  2.     This  act  shall  take  effect  upon  its  passage. 
[Approved  March  12,  1906. 


Beports  of 
"MeCropollUn 
Water  and 
Sewerage 
Board. 


[Chaptbk  S35.] 

An  Act  belativb  to  the  anihtal  bepobts  of  the  ketbopolhah 
water  and  seweraqb  board. 

Be  it  enacted,  etc.,  as  foUows  : 

Section  1.  The  metropolitan  water  and  sewerage  board 
shall,  on  or  before  the  third  Wednesday  in  January  in  each 
year^  in  accordance  with  the  provisions  of  chapter  two  hun- 
dred and  eleven  of  the  acts  of  the  year  nineteen  hundred  and 
five,  report  to  the  general  court  an  abstract  of  its  receipts, 
expenditures,  disbursements,  assets  and  liabilities  for  the  pre- 
ceding fiscal  year,  as  required  by  said  act,  together  with  all 
recommendations  for  legislation  which  it  deems  desirable,  and 
shall  in  the  month  of  February  present  a  more  detailed  state- 
ment of  its  doings  for  the  calendar  year  next  preceding,  the 
same  to  be  printed  as  its  annual  report  for  the  year. 

Section  2.  This  act  shall  take  effect  upon  its  passage. 
[Approved  April  2, 1906. 


The  Metropoli- 
tan Bewer  to 
be  extended 
in  Maiden. 


Anthority  of 
the  Metropoli- 
tan Water  and 
Sewerage 
Board. 


[Chaptbb  319.] 

An  Act  to  PBOvmE  fob  an  extension  of  the  metbopoutan 

SEWEB   in    the   city   OF    MALDEK. 

Be  it  enacted,  etc.,  as  foUows : 

Section  1.  The  metropolitan  water  and  sewerage  board 
shall  extend  the  metropolitan  sewer  in  Linden  avenue,  in  the 
city  of  Maiden,  from  a  point  near  Waverly  street,  through 
Linden  avenue,  Pleasant  street  and  private  lands,  Jackson 
street  and  private  lands,  to  a  point  in  tiie  north  metropolitan 
system  about  five  himdred  feet  south  of  Charles  street,  and 
shall  connect  the  same  by  overflow  and  proper  appurtenances 
with  the  tidal  flow  of  the  Maiden  river. 

Section  2.  For  the  purpose  of  constructing  and  maintain- 
ing this  addition  to  the  extension  of  the  metropolitan  sewers, 
the  metropolitan  water  and  sewerage  board  ^all  have  and 
exercise  all  the  authority  conferred  upon  the  metropolitan 
sewerage  commissioners  and  their  successors  by  chapter  four 
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timdred  and  thirty-nine  of  the  acts  of  the  year  eighteen  hun- 
dred and  eighty-nine  and  acts  in  amendment  thereof  and  in 
addition  thereto,  regarding  the  original  system  or  anything 
relating  thereto,  and  the  provisions  of  said  chapter  and  of 
€uch  other  acts  are  herehy  made  applicable  to  this  additional 
-construction  unless  herein  otherwise  provided. 

Section  3.  To  meet  the  expenses  incurred  under  the  pro-  Treasurer  and 
-visions  of  this  act  for  the  construction  of  the  sewerage  work  eraitoLfue* 
recommended,  the  treasurer  and  receiver  general  shall,  with  "  ***^' 
the  approval  of  the  governor  and  council,  issue-  from  time  to 
time  bonds,  in  the  name  and  behalf  of  the  Commonwealth 
:and  under  its  seal,  to  an  amount  not  exceeding  fifty-five  thou- 
sand dollars.  The  provisions  of  section  twelve  of  said  chap- 
ter four  hundred  and  thirty-nine  and  of  acts  in  amendment 
thereof  and  in  addition  thereto  relative  to  the  indebtedness 
authorized  by  and  incurred  under  that  chapter,  shall,  so  far 
as  they  may  be  applicable,  apply  to  the  indebtedness  author- 
ized by  this  act,  in  tiie  same  manner  as  if  the  said  provisions 
had  been  inserted  herein,  except  that  any  premiums  which 
may  be  realized  from  the  sale  of  said  bonds  shall  be  applied  in 
the  same  manner  in  which  the  proceeds  of  the  sale  of  such 
bonds,  exclusive  of  the  amoimts  received  from  premiums,  are 
now  applied. 

Section  4.  The  interest  and  sinking  fund  Tequirements  interest  and 
on  account  of  the  moneys  expended  in  constructing  the  ex-  requirements, 
tension  of  the  metropolitan  sewer  in  Maiden  provided  for  in 
this  act,  and  the  cost  of  maintenance  thereof,  shall  be  deemed 
a  part  of  the  interest,  sinking  fund  requirements  and  costs 
provided  for  by  section  fifteen  of  said  chapter  four  hundred 
and  thirty-nine,  and  shall  be  apportioned,  assessed  and  col- 
lected in  the  maimer  provided  by  that  chapter  and  by  acts  in 
amendment  thereof  or  in  addition  thereto. 

Section  5.     This  act  shall  take  effect  upon  its  passage. 
[Approved  April  28,  1906. 


[Chapter  337.] 

An  Act  relative  to  premiums  receivbd  from  the  sale  of  met- 
ropolitan WATER  LOAN  BONDS. 

Be  it  enacted,  etc.,  cts  follows : 

Section  1.     Premiums  received  from  the  sale  of  bonds  Prcminms 

from  sale  of 

issued  on  account  of  the  Metropolitan  "Water  Loan,  under  sec-  securities  to 


,  ,  be  paid  Into 

tion  seventeen  of  chapter  four  hundred  and  eighty-eight  of  sinking  fund 

7lr 


be  paid  Into 
Ing  fund 

jogle 
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Premiums 
from  Bale  of 
securities  to 
be  paid  into 
siDklng  fund. 


the  acts  of  the  year  eighteen  hundred  and  ninety-fiye,  and  acts 
in  amendment  thereof  and  in  addition  thereto,  shall  hereafter 
be  paid  into  the  sinking  fnnd  for  the  eztingoiahment  of  the 
principal  indebtedness. 

Section  2.    This  act  shall  take  effect  npon  its  passage. 
[Approved  April  SO,  1906. 


[CHArrsB  338.] 

An  Act  relative  to  prekiuhs  received  froh  the  sale  of  ket- 
ropolitan  sewerage  loan  bonds. 

Be  U  enacted,  etc.,  as  foUows : 

Section  1.  Premimns  received  from  the  sale  of  scrip,  cer- 
tificates of  debt  or  bonds,  issued  on  account  of  the  metropoli- 
tan sewerage  works,  shall  hereafter  be  paid  into  the  sinking 
fund  for  the  extinguishment  of  the  principal  indebtedness. 

Section  2.  This  act  shall  take  effect  upon  its  passage. 
[Approved  April  SO,  1906. 


Additional 
Metropolitan 
water  loan. 


[Chaptbb  367.] 

An  Act  to  providb  for  an  additional  metropolitan  wateb 

LOAN. 

Be  it  enacted,  etc,  as  foUows : 

Section  1.  The  treasurer  and  receiver  general  shall  from 
time  to  time,  upon  tiie  request  of  the  metropolitan  water  and 
sewerage  board,  issue  negotiable  bonds  in  the  name  and  behalf 
of  the  Commonwealth  and  under  its  seal,  designated  on  the 
face  thereof.  Metropolitan  Water  Loan,  to  an  amount  not  ex- 
ceeding five  hundred  thousand  dollars  in  addition  to  the  forty 
million  dollars  authorized  to  be  issued  tmder  the  provisions  of 
section  seventeen  of  chapter  four  hundred  and  eighty-eight 
of  the  acts  of  the  year  eighteen  hundred  and  ninety-five,  and 
of  chapter  four  hundred  and  fifty-three  of  the  acts  of  the 
year  nineteen  hundred  and  one;  and  the  provisions  of  said 
chapter  four  hundred  and  eighty-eight  and  of  acts  in  amend- 
ment thereof  and  in  addition  thereto  shall  apply  to  this  addi- 
tional loan  to  the  same  extent  as  if  the  amoimt  authorized  by 
said  act  had  been  forty  million  five  hundred  thousand  dollars 
instead  of  twenty-seven  million  dollars; 

Section  2.  This  act  shall  take  effect  upon  its  passage. 
[Approved  May  8,  1906, 
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[Ghaptbb  369.] 

An  Act  to  establish  the  basis  for  determining  the  annual 
assessments  upon  the  municipalities  within  the  metro- 
politan sewerage  districts  for  interest  and  sinking  fund 
requirements  and  cost  of  maintenance  and  operation. 

Be  it  enacted,  etc,  as  follows : 

Section  1.  The  proportions  in  which  each  of  the  cities  Proportion  of 
and  towns  belonging  in  whole  or  in  part  to  the  north  metro-  Metropolitan^ 
politan  and  south  metropolitan  sewerage  districts,  respectively,  t«m  to  be  borne 

1.    n  n  •    X     XI.      x_  j>  L      r^  by  cltles  and 

shall  annually  pay  money  mto  the  treasury  of  the  Common-  towns,  etc. 
wealth  to  meet  the  interest  and  sinking  fund  requirements  for 
each  year,  as  estimated  by  the  treasurer  of  the  Commonwealth, 
and  to  meet  any  deficiency  in  the  amount  previously  paid  in, 
as  found  by  said  treasurer,  shall  be  based  upon  the  respective 
taxable  valuations  of  the  property  of  said  cities  and  towns,  as 
last  established  by  the  general  court  for  the  purpose  of  con- 
stituting a  basis  of  apportionment  for  state  and  county  taxes. 

Section  2.    The  proportions  in  which  each  .of  the  cities  Proportion  of 
and  towns  belonging  in  whole  or  in  part  to  the  north  metro-  K^^^on 
politan  and  south  metropolitan  sewerage  districts,  respectively,  eS?  *  ^^* 
shall  annually  pay  money  into  the  treasury  of  the  Common- 
wealth to  meet  the  cost  of  maintenance  and  operation  of  the 
respective  sewerage  systems,  as  estimated  by  the  metropolitan 
water  and  sewerage  board  and  certified  by  the  treasurer  of  the 
Commonwealth,  and  to  meet  any  deficiency  in  the  amount 
previously  paid  in,  as  found  by  said  treasurer,  shall  be  based 
upon  the  respective  populations  of  said  cities  and  towns  as 
ascertained  by  the  last  preceding  state  or  United  States  census. 

Section  3.    If  less  than  the  whole  area  of  any  city  or  town  Proportion 
is  included  in  either  of  said  metropolitan  sewerage  systems,  cityor^wni* 
the  valuation  and  population  only  of  that  part  of  the  city  or  °*^ "     '  ®  ' 
town  which  is  included  in  either  of  said  systems,  as  deter- 
mined by  the  metropolitan  water  and  sewerage  board,  shall  be 
used  as  a  basis  in  determining  the  proportion  and  amount 
which  it  shall  pay  as  its  share  of  interest  and  sinking  fund 
requirements  and  of  the  cost  of  maintenance  and  operation  of 
works. 

Section  4.     The  metropolitan  water  and  sewerage  board  ^j5^®£^^^ 
shall  annually,  in  accordance  with  the  provisions  of  the  fore-  gj^]^®^® 
going  sections,  determine  for  each  system  the  proportion  in  Jj^f^P'^g?*'' 
which  each  of  the  cities  and  towns  belonging  in  whole  or  in 
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Interest  and 
sinking  fund 
requirements. 


Not  to  affect 
any  decree  of 
the  enpreme 
jndlclal  court. 


part  to  Buch  system,  shall  annually  pay  money  into  the  treas- 
ury of  the  Conunonwealth  to  meet  the  interest  and  fiinking 
fund  requirements  and  to  meet  the  cost  of  maintenance  and 
operation  of  such  system,  and  shall  transmit  the  determina- 
tions of  the  board  to  the  treasurer  of  the  Conmionwealth. 

Section  5.  The  amount  of  money  required  each  year  from 
every  such  city  or  town  to  meet  the  interest  and  sinking  fund 
requirements  and  cost  aforesaid  for  that  system  in  which  it  is 
included,  and  the  deficiency,  if  any,  shall  be  estimated  bj  the 
.  treasurer  of  the  Commonwealth  in  accordance  with  the  pro- 
portions as  determined  aforesaid  by  the  metropolitan  water 
and  sewerage  board,  and  shall  be  included  and  made  a  part 
of  the  sum  charged  to  such  city  or  town,  and  shall  be  paid  by 
the  city  or  town  into  the  treasury  of  the  Commonwealth  at  the 
time  required  for  the  payment  of  its  proportion  of  the  state 
tax. 

Section  6.  This  act  shall  take  effect  upon  its  passage, 
but  shall  not  modify  or  affect  any  decree  of  the  supreme  judi- 
cial court  heretofore  made.     [Approved  May  8,  1906, 


to  be  applied 
to  cost  of  con- 
necting water 
pipes,  etc. 


[OHArrxB  404.] 
An  Act  relative  to  the  DisposmoN  of  the  money  receh-h) 

FROM    MUNIdPALITIES  *  FOR    ADMISSION    TO    THE    MSTROPOUTAN 
WATER  DISTWCT. 

Be  it  enacted,  etc.,  as  follows : 
Sums  received  SECTION  1.  All  sums  of  money  which  shall  hereafter  be 
received  under  section  three  of  chapter  four  hundred  and 
eighty-eight  of  the  acts  of  the  year  eighteen  hundred  and 
ninety-five,  providing  for  a  metropolitan  water  supply,  for  the 
admission  of  a  city  or  town  into  the  metropolitan  water  dis- 
trict, shall  be  applied  to  the  payment  of  the  cost  of  connecting 
such  city  or  town  with  the  pipes  and  works  of  the  metropoli- 
tan water  district,  and  after  such  cost  is  paid  the  balance  shall 
be  applied  by  the  treasurer  and  receiver  general  to  the  sink- 
ing fulhd  established  for  the  payment  of  bonds  issued  on  ac- 
count of  the  metropolitan  water  district. 

Section  2.    All  acts  and  parts  of  acts  inconsistent  herewith 
are  hereby  repealed. 

Section  3.     This  act  shall  take  effect  upon  its  passage. 
[Approved  May  21,  1906, 


Repeal. 
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[Chaptbb  406.] 

An  Act  to  provide  for  an  extension  of  the  south  3£etro- 
politan  sewer  through  the  districts  op  west  roxbury, 
brooklinb  and  brighton. 

Be  it  enacted,  etc,  as  foUowa : 

'  Section  1.     The  metropolitan  water  and  sewerage  board  The  south 

...  -  .         o  Metropolitan 

shall  construct,  maintain  and  operate  as  part  of  the  south  sewerage 

,  •  n.  1  ,  system  to  be 

metropolitan  system  of  sewage  disposal,  a  sewer  extending  extended,  etc. 
from  the  comer  of  Centre  and  Perkins  streets  in  Jamaica 
Plain,  through  West  Roxbury,  Brookline  and  as  far  as  Oak 
Square  in  Brighton,  substantially  as  outlined  in  the  fourth 
annual  report  of  said  board,  and  in  part  execution  of  the  plan 
outlined  in  said  report. 

Section  2.  For  the  purpose  of  constructing  and  maintain-  certain  powers 
ing  this  additional  sewer,  the  metropolitan  water  and  sewerage 
board  shall  have  and  exercise  all  the  authority  conferred  upon 
the  metropolitan  sewerage  commissioners  and  their  successors 
by  chapter  four  hundred  and  twenty-four  of  the  acts  of  the 
year  eighteen  hundred  and  ninety-nine  and  acts  in  amend- 
ment thereof  and  in  addition  thereto,  and  all  the  provisions 
of  said  chapter  and  other  acts  are  hereby  made  applicable  to 
this  additional  construction,  unless  herein  otherwise  provided. 

Section  3.    To  meet  the  expenses  incurred  under  the  pro-  Treasurer  and 
visions  of  this  act  tiie  treasurer  and  receiver  general  shall,  erai  to  issue 
with  the  approval  of  tiie  governor  and  council,  issue  from  time 
to  time  bonds  in  the  name  and  behalf  of  the  Commonwealth, 
and  under  its  seal,  to  an  amount  not  exceeding  one  million 
one  hundred  and  seventy-five  thousand  dollars.     The  provi-  certain  prp- 

•^  visions  of  law 

sions  of  section  fourteen  of  said  chapter  four  hundred  and  to  apply, 
twenty-four  and  of  all  acts  in  amendment  thereof  and  in  addi- 
tion thereto  relative  to  the  indebtedness  authorized  by  and 
incurred  under  that  chapter  shall,  so  far  as  they  may  be  appli- 
cable, apply  to  the  indebtedness  authorized  by  this  act,  in  the 
same  manner  as  if  the  said  provisions  had  been  inserted 
herein.  Any  premium  realized  on  the  sale  of  said  bonds  shall 
be  paid  into  the  Metropolitan  Sewerage  Loan  Sinking  Fund, 
South  System. 

Section  4.    The  interest  and  sinking  fund  requirements  Assessment 
on  account  of  the  moneys  expended  in  constructing  the  ex-  S?  interest,  etc. 
tension  of  the  south  metropolitan  sewer  provided  for  in  this 
act,  and  the  cost  and  maintenance  thereof  shall  be  deemed  a 
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part  of  the  interest  and  sinking  fund  requirements  and  costs 
provided  for  in  said  chapter  four  hundred  and  twenty-four, 
and  shall  be  apportioned^  assessed  and  collected  in  the  manner 
provided  by  that  chapter  and  by  acts  in  amendment  thereof 
and  in  addition  thereto. 

Section  6.     This  act  shall  take  effect  upon  its  passage. 
[Approved  May  21,  1906. 


Apporiiom 
ment  of  cost 
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Provisos. 


[Chaptbb  467.] 

An  Act  relative  to  the  apportionment  op  the  annual  . 
ments  requmsd  for  the  construction  and  maintenance  of 

THE  METROPOLITAN  V7ATER  SYSTEM. 

Be  it  enacted,  etc,  (W  foUovos: 

The  treasurer  of  the  Commonwealth,  for  the  purpose  of 
making  the  apportionment  to  the  cities  and  towns  in  the  met- 
ropolitan water  district  of  the  amount  required  in  each  3rear 
to  pay  the  interest,  sinking  fimd  requirements  and  expenses 
of  maintenance  and  operation  of  the  metropolitan  water  sys- 
tem provided  for  by  section  nineteen  of  chapter  four  hundred 
and  eighty-eight  of  the  acts  of  the  year  eighteen  hundred  and 
ninety-five,  as  amended  by  chapter  four  hundred  and  eighty- 
nine  of  the  acts  of  the  year  nineteen  hundred  and  one,  shall, 
in  the  year  nineteen  himdred  and  seven,  and  in  each  year 
thereafter,  apportion  such  amount  to  the  cities  and  towns  in 
said  district,  ope  third  in  proportion  to  their  respective  valua- 
tions for  the  preceding  year  and  the  remaining  two  thirds  in 
proportion  to  the  consumption  by  the  cities  and  towns,  respec- 
tively, in  tiie  preceding  year,  of  water  received  from  all  sources 
of  supply  as  determined  by  tiie  metropolitan  water  and  sewer- 
age board,  and  certified  to  said  treasurer:  provided,  however, 
that  there  shall  be  included  in  reckoning  such  proportion  only 
one  fifth  of  the  total  valuation,  and  nothing  for  consumption 
of  water,  for  anjr  city  or  town  which  has  not  reached  the  safe 
capacity  of  its  present  sources  of  supply  or  of  the  sources  of 
supply  of  the  water  company  by  which  it  is  supplied,  deter- 
mined as  aforesaid,  or  which  has  not  made  application  to  said 
board  for  water ;  and  provided,  further,  that  any  city  or  town 
assessed  upon  its  full  valuation  which  obtains  a  part  of  its 
water  supply  from  its  own  works  or  receives  a  supply  from  a 
water  company  shall  be  allowed  and  credited  in  its  apportion- 
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ment  with  a  sum  equal  to  twelve  dollars  for  each  million  gal- 
lons of  water  furnished  as  aforesaid,  as  determined  by  said 
board  and  certified  to  said  treasurer.  The  treasurer  shall  an- 
nually notify  each  city  and  town  of  the  amount  of  its  assess- 
ment, and  the  same  shall  be  paid  by  the  city  or  town  into  the 
treasury  of  the  Commonwealth  at  the  time  required  for  the 
payment  of  and  as  part  of  its  state  tax.  [Approved  June  6, 
1906. 


[Chaftba  498.] 

An  Act  to  make  bpfective  the  award  of  the  committee  ap- 
pointed BY  THE  GOVERNOR  TO  DETERMINE  THE  DAMAGES  CAUSED 
TO  THE  TOWN  OF  CLINTON  BY  THE  CONSTRUCTION  OF  THE  METRO- 
POLITAN WATER  SYSTEM. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.    The  treasurer  of  the  Commonwealth  shall  pay  a  certain  sum 
to  the  town  of  Clinton  as  a  part  of  the  expense  of  the  metro-  townofcuntoS 
politan  water  system,  the  sum  of  sixty-four  thousand  nine  constmction 
hundred  and  eighty-eight  dollars  on  or  before  the  fifteenth  poiitan  water 
day  of  November  in  the  year  nineteen  hundred  and  six. 

Section  2.  All  property  held  by  the  metropolitan  water  Taxation, 
and  sewerage  board,  or  its  successors,  in  the  town  of  Clinton, 
outside  of  the  dam  and  dike,  used  in  the  generation  or  sale  of 
electricity  for  power  or  for  manufacturing  purposes,  shall  be 
subject  to  taxation.  The  provisions  for  the  assessment  and 
collection  of  taxes  contained  in  chapters  twelve  and  thirteen 
of  the  Kevised  Laws  shall  apply  to  such  property. 

Section  3.    All  acts  and  parts  of  acts  inconsistent  here-  Repeal, 
with  are  hereby  repealed. 

Section  4.     This  act  shall  take  effect  upon  its  passage. 
[Approved  June  18,  1906, 


[Chapteh  500.] 
An  Act  to  provide  for  improvements  and  additions  at  certain 

STATE  institutions. 

Be  it  enacted,  etc.,  as  follows : 

Section    1.      To    provide    funds    for    the    construction  prisons  and 
or   enlargement    of    certain   public    institutions   hereinafter  ^^o^p***^*  *<**^- 
named,  .  .  . 
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wSSSSroagh  *      Section  2.  From  the  aforesaid  loan  expenditures  may  be 

By  the  trustees  of  the  Westborough  insane  hospital,  a  sum 
not  exceeding  forty  thousand  dollars,  for  the  following  pur- 
poses :  —  For  constructing  and  furnishing  buildings  for  tuber- 
culous patients,  a  sum  not  exceeding  five  thousand  dollars, 
and  for  obtaining  and  installing  a  new  water  supply,  a  sum 
not  exceeding  thirty-five  thousand  dollars;  and  the  said  trus- 
tees and  the  metropolitan  water  and  sewerage  board  are  au- 
thorized to  arrange  for  taking  water  from  the  metropolitan 
aqueduct,  so-called,  near  the  said  hospital,  upon  such  terms  as 
the  said  trustees  and  the  said  board  may  establish :  provided, 
however,  that  the  rate  to  be  charged  for  the  water  used  there- 
from for  the  said  hospital  shall  not  exceed  thirty  dollars  per 
million  gallons. 

Section  3.  This  act  shall  take,  effect  upon  its  passage. 
[Approved  June  20,  1906. 


1 


PpotIbo. 


[Chaptsr  617.] 

An  Act  to  constitutb  eight  houbs  a  maxdcum  day's  work 
rob  public  employees. 

Be  it  enacted,  etc,  as  foUows : 

SnJmote?***       Section  1.    Eight  hours  shall  constitute  a  day's  work  for 
to/pubM?       aU  laborers,  workmen  and  mechanics  now  or  hereafter  em- 
empioyees,  etc.  ployed,  by  or  on  behalf  of  the  Commonwealth,  or  of  any  county 
therein,  or  of  any  city  or  town  which  has  accepted  the  provi- 
sions of  section  twenty  of  chapter  one  hundred  and  six  of  the 
Revised  Laws;  but  in  cases  where  a  Saturday  half -holiday  is 
given  the  hours  of  labor  upon  the  other  working  days  of  the 
week  may  be  increased  sufficiently  to  make  a  total  of  forty- 
eight  hours  for  the  week's  work. 
SntoSf  a^Sr.        SECTION  2.    Every  contract,  excluding  contracts  for  the  pur- 
tioS  rtc^*^*      c^^se  of  material  or  supplies,  to  which  the  Commonwealth,  or 
of  any  county  therein,  or  of  any  city  or  town  which  has  ac- 
cepted the  provisions  of  section  twenty  of  chapter  one  hundred 
and  six  of  the  Revised  Laws,  i^  a  party  which  may  involve  the 
employment  of  laborers,  workmen  or  mechanics  shall  contain 
a  stipulation  that  no  laborer,  workman  or  mechanic  in  the 
employ  of  the  contractor,  sub-contractor  or  other  person  doing 
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or  contracting  to  do  the  whole  or  a  part  of  the  work  contem- 
plated by  the  contract  shall  be  required  to  work  more  than 
eight  hours  in  any  one  calendar  day. 

Section  3.    This  act  shall  apply  to  all  laborers,  workmen  to  whom  the 

,        .  ^  1  1  •  1  •       act  shall  apply. 

or  mechanics  engaged  upon  any  works  which  are  or  are  m- 
tended  to  be  the  property  of  the  Commonwealth,  or  of  any 
county  therein,  or  of  any  city  or  town  which  has  accepted  the 
provisions  of  section  twenty  of  chapter  one  hundred  and  six 
of  the  Revised  Laws,  whether  such  laborers,  workmen  or  me- 
chanics are  employed  by  public  authority  or  by  a  contractor 
or  other  private  person. 

Section  4.    Any  agent  or  oflHcial  of  the  Commonwealth  or  Penalty, 
of  any  county,  city  or  town  who  violates  any  provision  of  this 
act  shall  be  subject  to  a  penalty  of  fifty  dollars  for  each 
oflfence. 

Section  5.    The  provisions  of  this  act  shall  not  apply  to  or  Not  to  apply 
afifect  contractors  or  sub-contractors  for  work,  contracts  for  persons." 
which  were  entered  into  prior  to  the  passage  of  this  act. 

Section  6.    So  much  of  any  act  as  is  inconsistent  herewith  Repeal, 
is  hereby  repealed. 

Section  7.     This  act  shall  take  effect  upon  its  passage. 
[Approved  June  22,  1906. 


held 
lorn- 


[Chaptbb  530.] 
An  Act  to  authorize  the  metropolitan  water  and  sewerage 

BOARD    TO    SELL    CERTAIN    PROPERTY    FOR   THE    RELOCATION    OP    A 
PUBLIC  WAY  IN  THE  TOWN  OP  PRAMINGHAM. 

Be  it  enacted,  etc,  as  follows : 

Section  1.     The  metropolitan  water  and  sewerage  board  j^'^P^'J?^ 
may,  in  its  discretion  sell,  lease  or  exchange  by  public  or  pri-  monweaith  in 
vate  sale  any  property  of  the  Commonwealth  held  and  used  Framingham 

•'    ^     ^       •'  .  may  be  sold, 

for  water  supply  purposes,  situated  in  the  town  of  Frammg-  etc. 
ham,  southerly  of  and  abutting  on  or  adjacent  to  the  Boston 
and  Worcester  turnpike,  so-called,  whether  taken  by  the  Com- 
monwealth by  eminent  domain  or  otherwise,  if  such  property 
is  deemed  necessary  for  the  alteration,  relocation  or  widening 
of  any  public  way  upon  which  said  property  abuts,  and  is  not 
deemed  necessary  by  said  board  for  public  purposes. 

Section  2.     This  act  shall  take  effect  upon  its  passage. 
[Approved  June  27,  1906. 
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Certain  botiib 
to  be  paid 
annoall  J  to 
the  town  of 
Holden,  etc. 


Proviso. 


Words  "  real 
estate  "  de- 
fined. 


[CHAmB  533.] 

An  Act  to  provide  fob  certain  annual  payments  to  the  town 
op  holdbn  on  account  op  the  construction  op  the  metbo- 
politan  water  system. 

Be  it  enacted,  etc.,  as  foUows  : 

SECTION  1.  The  treasurer  of  the  Commonwealth  shall  pay 
annually,  as  a  part  of  the  expenses  of  the  metropolitan  water 
system,  on  or  before  the  thirty-first  day  of  December,  to  the 
town  of  Holden  an  amount  equal  to  the  average  assessment 
made  by  the  assessors  of  said  town  for  the  three  years  pre- 
ceding the  purchase  of  said  property  by  the  Commonwealth 
on  all  real  estate  taken  or  acquired  and  held  by  the  Common- 
wealth as  a  part  of  the  metropolitan  water  system,  on  the  first 
day  of  May  in  each  year,  such  payment  to  be  in  place  of  taxes, 
and  any  other  payments  required  by  law  on  such  property: 
provided,  that,  if  any  buildings  standing  on  land  taken  or 
acquired  and  held  by  the  Commonwealth,  as  aforesaid,  are 
removed  and  remain  in  said  town,  the  value  of  such  buildings, 
as  newly  located,  shall  be  deducted  by  the  assessors  from  the 
said  amount.  The  words  '^real  estate''  as  used  in  this  sec- 
tion shall  include  water  rights,  and  in  the  case  of  mills,  all 
machinery  therein. 

Section  2.     This  act  shall  take  effect  upon  its  passage. 
[Approved  June  29, 1906. 


Appropria- 
tions. 


Town  of 
Clinton. 


[Ghaptbr  536.] 

An  Act  in  addition  to  the  several  acts  making  appropria- 
tions FOR  SUNDRY  AND  MISCELLANEOUS  EXPENSES  AUTHORIZH) 
DURING  THE  PRESENT  YEAR. 

Be  it  enacted,  etc.,  as  follows : 

Section  1.  The  sums  hereinafter  mentioned  are  appropri- 
ated, to  be  paid  out  of  the  treasury  of  the  Commonwealth  from 
the  ordinary  revenue,  except  as  otherwise  provided  herein,  for 
the  purposes  specified  in  certain  acts  and  resolves  of  the  pres- 
ent year,  and  for  certain  other  expenses  authorized  by  law,  to 
wit:  — 

For  the  town  of  Clinton,  being  an  award  for  damages  caused 
by  the  construction  of  the  metropolitan  water  system,  as  pro- 
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vided  for  by  chapter  four  hundred  and  ninety-eight  of  the  acts 
of  the  present  year,  the  sum  of  sixty-four  thousand  nine  hun- 
dred and  eighty-eight  dollars,  to  be  paid  out  of  the  Metro- 
politan Water  Maintenance  Fund  on  or  before  the  fifteenth 
day  of  November  of  the  present  year ;  said  sum  to  be  assessed 
on  the  metropolitan  water  district  by  the  treasurer  and  re- 
ceiver general  during  the  present  year. 

Section  2.     This  act  shall  take  effect  upon  its  passage. 
[Approved  June  29,  1906. 
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A. 

AGRKEiMliNT.  Ch«p.  Sect. 

Westborongh  Insane  Hospital,  with  Board,  as  to  water  supply,      .       .       .  500  2 

ANNUAL  BEFOBT. 

time  for  filing,  etc.,  of, 235  1 

AFPBOPRIATIONS. 

award  to  Clinton,  for, 498  1 

North  Metropolitan  System  of  sewage  disposal,  for  maintenance  of,       .       .  153  1 

South  Metropolitan  System  of  sewage  disposal,  for  maintenance  of,       .       .154  1 


apportionment  of,  to  cities  and  towns,  sewer, 369       - 

apportionment  of,  to  cities  and  towns,  water, '457 

B. 

BBIGHTON. 

extension  of  South  Metropolitan  Sewer  in, 406       1 

BBOOKUNE. 

extension  of  South  Metropolitan  Sewer  in, 406       1 

C. 

CITIES  AND  TOWNS. 

money  paid  by,  for  admission  to  Metropolitan  Water  District,  to  be  applied 
topaymentof  costs  of  connecting  pipes,  eto., 404       1 

CLINTON. 

damages  to,  treasurer  to  pay,  on  account  water  works, 498  1 

appropriation  for,  how  assessed,  etc., 536  1 

property  in,  held  by  Board,  subject  to  taxation,  when, 498  2 

OONTBACTS. 

affecting  labor,  to  contain  eight-hour  provision, 517       2 

B. 

ELECTBICITY. 

production  of,  property  used  in  Clinton,  to  be  taxed, 498       2 

EMPLOYEES. 

public,  eight  hours  to  be  a  maximum  day's  work  for, 517       1 
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F. 

FBAMINaHAK.  Ch«p.   Sect, 

land  in,  Board  may  sell,  etc.,  for  highway  porpoeet, 530       1 

H. 

HOIiDSN. 

town  of,  to  proTide  for  certain  pajrments  to,  on  account  of  constmction  of 

Metropolitan  Water  System,  in  lien  of  taxes 533       1 

IiABOB. 

hoars  of,  for  public  employees, 517       1 

IiAND. 

Board  may  sell,  etc.,  in  Framingham, 530       I 

M. 

MAIJ}EN. 

extension  of  North  Metropolitan  Sewer  in, 319       1 

METBOPOUTAK  SEWBRAGE  SYSTEM. 

basis  of  determining  annnal  assessments  for, 369 

see  North  Metropolitan  System  and  Sonth  Metropolitan  System. 

METROPOIilTAK  SEWERAGE  IiOAN. 

bonds,  issne  of,  for  extension  in  Maiden, 319  3 

bonds,  issue  of,  for  extension  in  West  Roxbury,  etc, 406  3 

bonds,  premiums  from  the  sale  of,  relative  to, 338  1 

METBOPOUTAK  WATER  DISTRICT. 

disposition  of  money  received  from  municipalities  for  admission  to,       .       .     401       I 

METROPOUTAK  WATER  IiOAN. 

to  provide  for  an  additional, 367        1 

bonds,  premiums  from  sale  of,  relative  to 337       1 

METROPOLITAN  WATER  SYSTEM. 

apportionment  of  annnal  assessments  for  construction  of,       ....     457       - 
relative,  to  damages  to  town  of  Clinton  caused  by  construction  of,  .       .       .     498       1 
to  provide  for  certain  payments  to  town  of  Holden  on  account  of  cons&uc> 
tionof, 533        1 

N. 

NORTH  METROPOUTAN  SYSTEM  OF  SEWAGE  DISPOBAIi. 

appropriation  for  operation,  ete.,  of, 153       1 

extension  of,  in  Maiden, 319       I 

P. 

PREMIUMS. 

from  sale  of  Metropolitan  Sewerage  Loan  Bonds,  disposition  of,     .  338       1 

from  sale  of  Metropolitan  Water  Loan  Bonds,  disposition  of ,  .       .  .337       1 


REPORTS. 

see  Annnal  Report. 


Digitized  by  VjOOQ IC 


INDEX.  253 


S. 

SOUTH  METROPOUTAK  SYSTEM  OF  SEWAGE  DISFOSAIi.  Chap.    Sect. 

appropriation  for  operation  of, 154       I 

extension  of,  in  West  Roxbnrj,  Brookline  and  Brighton,       ....     406       1 

T. 

TAXES. 

Clinton  property  held  bj  Board,  liable  for,  when, 498       2 

payments  in  lien  of,  to  Holden, 633       1 

W. 

WESTBOBOUGH  INSANE  HOSPITAL. 

water  supply  of,  to  obtain  from  Board, 600       2 

■WEST  BOXBUBY. 

extension  of  Sonth  Metropolitan  Sewer  in, 406       1 
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